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PREFACE 


The Title List of Documents Made Publicly Available is a monthly publication. It contains descriptions of 
the infoi Illation received and geneiated by the U.S. Nuclear Regulatory Commission (NRC). This informa- 
tion includes (1 ) docketed material associated with civilian nuclear power plants and other uses of radioactive 
mateiials and (2) nondocketed material received and generated by NRC pertinent to its role as a regulatory 
agency. As used here, docketed does not refer to Court dockets; it re fe is to the system by which NRC 
maintains its regulatoiy records. This series of documents is indexed by a Personal Author Index, a Corporate 
Source Index, and a Report Number Index, 

The docketed information contained in the Title List includes the information formerly issued througli the 
Department of Energy Power Reactor Docket Informatioiu last published in January 1979. 

Microfiche of the docketed information listed in the Title List is available for sale on a subscription basis 
fioni the National Technical Information Service (NTIS). See NOTES at the end of the Preface for the 
complete NTIS address. 

We cncouiage your comments, criticisms, and suggestions. In particular, if there are title descriptions that 

aic not meaningful, please let us know so that we can correct the data base. In so far as possible, we would 

like this document to be a valuable part of your reference material. 

DOCKETED ITEMS 

The listings within dockets are divided into the categories used for filing and searching in the NRC Public 
Document Room. Those categoiies are: 

A, Application/constiuction stage documents and correspondence 
13. Utility Preliminary Safety Analysis Report (PSAR), amendments 

C. Utility Environmental Repoit (ER), amendments and coirespondence 

D. NRC Draft and Final Environmental (Impact) Statements (DES and FES), and correspondence 

E. NRC Safety Evaluation Report (SER), suppiemenls and correspondence 

F. Security, medical, emergency and fire-protection plans 

G. Adjudicatory correspondence 

H. Gencial correspondence 

I. Financial information 

J. Insurance and indemnity information 

K. Utility Final Safety Analysis Report (FSAR) and amendments 

L. Limited work authorization and related correspondence 

M. Anti! rust correspondence 

N. Antilrusi hearing transcripts 

O. Advisory Committee on Reactor Safeguards (ACRS) reports and correspondence 

P. Operating license stage documents and correspondence 


V 



0 Inspection rcporls, llv Bulletins aiul coricspondcncc 
R Penodic operating report^ and related correspondence 

S. Reportable occurrences, LRRs and rein led coi re spend ence 

T. Hearing transcripts on non-anli trust inattcrs 

U. Congrcssional/cxeciitive coirespondcncc 

V Uccnsing operators imd related correspondence 
W. Decommissioning stage documents and corrospoiulerice 

Appendix A sets (orth those categoiics and described the materials available in each. Omission ol a 
category m tlic listing lor a docket indicates tliat no documents in that category svcic filed m the nine 
peiiod ol the tcpoil 


The principal elements ol the entries in the list aic* 


M J p, Operating license stage documents & coiiespoiuiencc 

^ © 


7904 1 70015 P'oiwauls info on 'I'MI .,IM I lendiie 790410 testimony, ptclimmaty 
cliionology of NR(’ actions, desce iplion of events & generic consideration 
o1 incuicnl , 

RlilIM.TA, Office ofliic hsccutivc Direct oi loi Opcialions 


79/04/12. 
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I NRC/PDR Dociinienl categoiy (see Appendix A) 

2. NRC Accession Number 

.T Description of mini ination contained in the document 

4. Personal authoi. An asterisk in this position indicates tJiat llieie is no pcisonal author. 

5. Corporate, agency 0 1 nomiuiividiial soiiicc 

6. Dale of document desciibcd 

7. Pages in docnnicnt 

8. If this space is blank, liie dociiinciU is available to the public only in the NRC Public Document Room, 
1717 list , N.W., Washing Ion, i) (' 20555 , I f this space is lilled , it gives othei souices foi copies of (he 
(lociimeiil. The enliy may be “Available at NRC” for sale; “Available at NTIS’h oi “Available at (JPO ” 


The Docketed Items list is arranged sequentially by Docket Number, category, and then by date of principal 
items, entries indented and preceded by a dash arc Hems that were submitted as enclosures to principal items 
In general, indented items arc not m accession nuniber seciiicnce. If the docketed document has a con ti act 
(TIN) iHiniber or a formal report number, it will appeal in the last line of the item following entry 5. 


NONDOCKJiTED ITEMS 

The noiulocketed items are divided into the categories used for filing and searching in tlic NRC Public 
Document Room. Those categories and the h syinbtiis are: 


lOCt^R — Commis.sion Meeting RccorcLs 

ACRS — Advisory Committee on Reactor Safeguards 

COMMISSION — - NRC Commissioners 

CONTRACT — NRC Contracts and Modifications 

DISCLOSURE — Financial Disclosure Information 

FOI A — Freedom of Information Act Requests and Releases 


vi 



GEN TECH IS — Generic Technical Issues 

I&E — Inspection and Enforcement 

MISC — Public Document Room Miscellaneous 

NUREG — NUREG Reports and Related Correspondence 

ORG — Correspondence with other organizations 

PR — Proposed Rule 

PRM — Petition foi Rulemaking 

PROJ — Projects-Predocket Licensing 

PT9 — Public Recoids 

PT21 — Noncompliance Reports and Related Correspondence 

QA999 — Quality Assurance Inspections 

REGGD — Regulatory Guides 

RES — Research and Technical Assistance Reports 

REVIEW GRP — NRC Research Review Groups 

RM — Rulemakings 

SECY — Position Papers Before the Commission 
STATE PROG — State Programs 
TOPREP ~ Vendor Reports and Related Correspondence 
WASTE MGT — Nuclear Waste Management 
XPORTLIC — Expoit and Import Licenses 


Appendix B sets foith these categories and dcsciibes the nintciial available in each. Omission of a category 
in the listing foi a docket indicates that no (lociiments in that category were filed in the time period of the 
leport. 


The principal elements of the nondocketed items are' 

(T) NURliG -- NURBG Reports and Related Correspondence 



790 1 060007 NIJ RliG/C R-0 1 6 1 

“Dynamic Analy.sis to Establish Noimal Shock & Vibration Environs 
. Experienced by Radioactive National Shipping Package.” Quaitcrly 
J Progress Report 780101-78033 1 . Identifies paiameteis which affect 
noimal shock & vibiation environs, 

FIELDS, S.R., MECH, S.J. Hanford Engineering Development Laboiatory. 
FIN A-2093.f 78/ 1 1/30. 26pp. Available at NTIS. \ 


@ © © ® 


1. Nondocketed category 

2. NRC Accession Number 

3. NRC Repoit Number 

4. Title and description of information contained In the document 

5. Personal aiithor(s). An asterisk in this position indicates that there is no personal author 

6. Corpoiate, agency oi other nonindividual source 

7. Contract or financial (FIN) number (if any). If the document has a secondary leport number 
it will appear following this entry. 

8. Date of document described 

9. Pages in document 
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10 If this space is blank, Ihe dociin>ent is available <o the public only in the NRC Public Document Room, 
1717 H St , N.W , Washington, DC 20555. If this space i.s lilleci, it gives other sources for copies of 
tlie document. The entry may be “Available at NRC” or “Available at NTIS.” See NOTES on this 
page for information on ordering publications. 

The Nondocketed Items list is arranged sequentially by Accession Number within category, Indented 
Items preceded by a dash are enclosures to tiiimdented items. 


NOTES: 

1. Tlie address for NRC is’ 

Director 

Division of Technical Information and Document Control 
U.S. Nuclear Regulatory Commission 
Wasliington, D.C, 20555 

To place orders, send check or money order, payable to the Superintendent of Documents. GPO Deposit 
Account holders may charge their orders by calling (301) 492-9530. 

2. The address for NTIS is' 

National Technical Information Service 
Springfield, Virginia 22161 

To place orders for or to obtain price information about NRC publications at NTIS, either write to 
NTIS or call the Sales Desk at (703) 557-4650, Specify the NRC report number and title when you 
place your order, Publications can be charged to American Express credit cards; supply the charge- 
card number when placing your order. 

3. Tlie address for the PDRis: 

1717 H Street, N.W. 

Washington , D.C. 20555 

To place orders, either write to the NRC PDR or call (202) 634-3274. Wlien ordering documents listed 
in this publication, please identify the Document Accession Number for each citation. 

Paper copy and microfiche of the documents listed in (his title list may be purchased. Reproduction 
charges for duplication arc as follows: Sji per page for standard size paper; 1 l^S per page for oversized 
paper (drawings); 2Si per microfiche for 24x dia/.o duplicates. A minimum charge of $2.00 plus 
postage is charged for mail orders. 

Please acknowledge a willingness to assume charges for all orders but do not send payments, Orders 
will be orocessod and mailed with a bill from Potomac Research, Inc. 
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ARRANGEMENT OF ITEMS BY DOCKET NUMBER 


Docket 

Name 

Page 

Docket 

Name 

Page 

27-010 

Beatty, NV 

1 

40-8056 

Bronson Methodist Hospital, 

6 





Kalamazoo, MI 


27-039 

Sheffield, IL, Nuclear Engineering Co. 

I 

40-8102 

Exxon Minerals Co. USA, Exxon Corp. 

6 

27-047 

Barnwell, SC, Chem-Nuclear Systems, Inc. 

1 






40-8200 

Cleveland Cliffs Iron Co. 

6 

27-048 

Richland, WA, Nuclear Engineering Co, 

2 

40-8304 

Wyoming Mining Corp. 

6 

40-0215 

S. F, Appliance, Ltd. 

2 

40-8329 

7 

Salem Hospital, Salem, MA 

40-0299 

Union Carbide Corp. 

2 

40-8380 

7 

Rocky Mountain Energy Co. 

40-1162 

Western Nuclear, Inc. 

3 






40-8438 

Eastman Kodak Co. 

7 

40-1341 

Edgemont Uranium Mine, TVA, and 

3 





Mines Development, Inc. 


40-8452 

Bear Creek Uranium Co. 

7 

40-1852 

Fisher Scientific Co. 

4 

40-8481 

Boeing Co, 

8 

40-2061 

West Chicago Facility, Kerr -McGee Corp. 

4 

40-8502 

Irlgaray Mine, Wyoming Mining Corp. 

8 

40-2259 

Pathfinder Mines Corp. 

4 

40-8584 

Union 76 Minerals Exploration Co. 

9 

40-2561 

Zircoa Products, Corning Glass Works 

4 

40-8585 

Wyoming Mining Corp. 

9 

40-2674 

Univ. of Notre Dame 

4 

40-8602 

United Nuclear Corp. 

9 

40-2940 

NL Industries, Inc, 

4 

40-8647 

Kerr-McOee Corp. 

9 

40-3392 

Allied Chemical Corp. 

• 4 

40-8681 

Energy Fuels Nuclear, Inc, 

10 

40-3453 

Atlas Minerals 

4 

40-8693 

Ogle Petroleum, Inc. 

10 

404337 

Marquette Univ. 

5 

40-8697 

Rocky Mountain Energy Co. 

10 

40-4492 

Federal American Partners (Mining) 

5 

40-8698 

Plateau Resources, Ltd. 

10 

404669 

Case Western Reserve Univ. 

5 

40-8702 

Dept, of the Army, Armament Materials 

10 





Readiness Command 


40-5021 

Standard Oil Co, 

5 

40-8714 

Cleveland Cliffs Iron Co. 

10 

40-6622 

Pathfinder Mines Corp. 

5 

40-8721 

Rocky Mountain Energy Co. 

11 

40-6659 

Petrotomlcs Co., Oetty Oil 

5 

40-8727 

11 

Kerr-McGee Nuclear Corp. 

40-6789 

Howard Univ. 

5 






40-8728 

Teton Exploration Drilling Co., Inc, 

If 

40-7402 

Allegheny Ludlum Industries, 

6 





Chemtron Corp, 


40-8745 

Ogle Petroleum, Inc. 

If 

40-7982 

Honeywell, Inc. 

6 

40-8768 

Kerr-McGee Nuclear Corp. 

12 

40-8027 

Kerr-McGee Corp. 

6 

40-8771 

Nuclear Assurance Corp. 

12 

40-8045 

Suisman & Blumenthal, Inc. 

6 

50-2 

Univ. of Michigan Research Reactor 

12 


ix 



Uockel 

Name 

Page 

Docket 

Name 

Page 

50-3 

liulini) PoJiU Station, Unit 1 

12 

50-134 

Worcester Polytechnic Institute Research 

22 





Reactor 


50-5 

Feniisylvatiia Slate Utiiv Rc.scnrcli Reactor 

13 

50-135 

Walter Reed Reseaicli Reactor 

22 

50-10 

Uresden Nuclear Power Stalion, Unit 1 

13 

50-139 

Univ. of Washington Research Reactor 

22 

50-13 

Unhcock & Wilcox Co. Critical Facility 

16 

50-142 

22 

UCLA Training Reactoi 

50-20 

Mas‘>ascluisctls Institute of Tcclinology 

16 




Research Reactor 


50-150 

Ohio State Univ Research Reactor 

22 

50-27 

Washiiiiston State Uiiiv, Research React ot 

17 

50-151 

Univ. of Illinois Researcli Reactor 

22 

50-29 

Yaiikec-Rowc Nuclear Power Station 

17 

50-152 

Florida West Coast Nuclear Group Inc. 

22 

50-47 

Anny Materials Rcscarcli Reactor 

18 

50-155 

Big Rock Point Nuclear Plant 

22 

50-54 

Union Carbide Rcsearcli Reactor 

18 

50-156 

Univ. of Wisconsin Rescaich Reactor 

25 

50-57 

Slate Univ. of New York Research Reactor 

18 

50-157 

Cornell Univ. Research Reactor 

25 

50-59 

Texas A&M Univ. Research Reactor 

19 

50-160 

Georgia Institute of Technology Research 

25 





Reactor 


50-62 

Univ. of Virginia Research Reactor 

19 

50-163 

General Atomic Co, 

25 

50-67 

McMastcr Univ, Research Reacloi 

19 

50-166 

Univ, of Maryland Research Reactor 

25 

50-70 

General Blcctric Test Reactor 

19 

50-170 

National Naval Medical Center 

26 

50-73 

Gcneial Electric Nuclear Test Reactor 

19 

50-171 

Peach Bottom Atomic Power Station, 

26 

50-77 

Catholic Untv, of America Research 

20 


Unit 1 



Reactor 


50-182 

Purdue Univ. Research Reactor 

26 

50-83 

Univ, of Florida Training Reactor 

20 

50-184 

National Bureau of Standards Reactor 

26 

50-87 

VVestinghotise Critical Experiment 

20 

50-186 

Univ. of Missouri Research Reactor 

26 

50-89 

General Atomic Co. 

20 

50-187 

Space Radiation Research Reactor 

26 

50-97 

Cornell Untv. Zero Power Reactor 

20 

50-193 

Rhode Island & Providence Plantations 

26 

50-99 

IJabcock & Wilcox Test Reader 

20 


AEC 


50-106 

Oregon State Univ. 

20 

50-199 

Manhattan College Research Reactor 

27 

50-111 

North Caiolinn Slate Univ. Research 

20 

50-201 

West Valley Reprocessing Plant 

27 


Reactor 


50-206 

San Onofre Nuclear Station, Unit 1 

27 

50-112 

Univ. of Oklahoma Rcscarcli Reactor 

20 

50-208 

Columbia Univ. Research Reactor 

30 

50-116 

Iowa State Univ. Research Reactor 

20 

50-213 

Haddam Neck Plant 

30 

50-123 

Univ. of Missouri Research Reactor 

20 

50-219 

Oyster Creek Nuclear Power Plant 

32 

50-124 

Virginia Polytechnic Institute Training 

21 





Reactor 


50-220 

Nine Mile Point Nuclear Station, Unit 1 

35 

50-128 

Texas A&M Univ, Research Reactor 

21 

50-223 

Univ. of Lowell Research Reactor 

36 

50-129 

West Virginia Univ. Research Reactor 

21 

50-224 

Univ. of California Research Reactor 

36 

50-133 

Humboldt Bay Power Plant, Unit 3 

21 

50-225 

RPI Critical Experiment 

36 


X 



Docket 

Name 

Page 

Docket 

Name 

Page 

50-228 

Aciotesi Radiogiaphy & Research Reactor 

37 

50-278 

Peach Bottom Atomic Power Station, 

82 





Unit 3 


50-236 

Lockheed Airciaft Corp. 

37 

50-280 

Surry Power Station, Unit 1 

85 

50-237 

Dresden Nnclcai Power Station, Unit 2 

37 

50-281 

Surry Power Station, Unit 2 

88 

50-243 

Oregon State Univ, Research Reactoi 

39 

50-282 

Prairie Island Nuclear Station, Unit 1 

90 

50-244 

Robert Ennnet Ginna Nuclear Plant, Unit 1 

39 

50-284 

Idaho State Univ. Research Reactor 

92 

50-245 

Millstone Nuclear Powei Station, Unit 1 

41 

50-285 

Fort Calhoun Station, Unit 1 

92 

50-247 

Indian Point Station, Unit 2 

43 

50-286 

Indian Point Station, Unit 3 

94 

50-249 

Dresden Nnclear Power Station, Unit 3 

45 

50-287 

Oconee Nuclear Station, Unit 3 

97 

50-250 

Turkey Point Plant, Unit 3 

47 

50-288 

Reed College Researcli Reactor 

99 

50-251 

Tin key Point Plant, Unit 4 

49 

50-289 

Three Mile Island Nucleai Station, Unit 1 

99 

50-254 

Qimd-Citics Station, Unit 1 

50 

50-293 

Pilgrim Nuclear Power Station, Unit 1 

107 

50-255 

Palisades Nnclear Plant 

52 

50-294 

Michigan State Univ. Research Reactor 

109 

50-259 

Browns Ferry Nuclear Power Station, 

55 





Unit 1 


50-295 

Zion Nuclear Power Station, Unit 1 

109 

50-260 

Browns Ferry Nucleai Powei Station, 

58 

50-296 

Browns Ferry Nuclear Power Station, 

112 


Unit 2 



Unit 3 


50-261 

H. B. Robinson Plant, Unit 2 

60 

50-297 

North Carolina State Univ PULSTAR 

114 





Reactoi 


50-263 

Monticcllo Nucicat Generating Plant 

61 

50-298 

Cooper Nuclear Station 

114 

50-264 

Dow Chemical Co. 

63 

50-301 

Point Beach Nuclear Plant, Unit 2 

115 

50-265 

Quad-Cities Station, Unit 2 

63 

50-302 

Crystal River Nuclear Plant, Urn 3 

117 

50-266 

Point Beach Nuclear Plant, Unit 1 

65 

50-304 

Zion Nuclear Posver Station, Unit 2 

119 

50-267 

Fort St. Vrain Nuclear Generating Station 

67 

50-305 

Kewaunee Nuclear Power Plant 

121 

50-268 

Midwet Fuel Recovery Plant 

68 

50-306 

Praire Island Nuclear Station, Unit 2 

123 

50-269 

Oconee Nuclear Station, Unit 1 

68 

50-309 

Maine Yankee Atomic Power Plant 

125 

50-270 

Oconee Nuclear Station, Unit 2 

70 

50-311 

Salem Nuclear Generating Station, Unit 2 

127 

50-271 

Vermont Yankee Nuclear Powei Station 

73 

50-312 

Rancho Scco Nuclear Gcnciating Station 

129 

50-272 

Salem Nuclear Generating Station, Unit 1 

75 

50-313 

Arkansas Nuclear One, Unit 1 

131 

50-273 

Beznau Nuclear Station, Switzerland 

77 

50-315 

Donald C. Cook Nuclear Powei Plant, 

133 

50-274 

U, S. Geological Survey Research Reactor 

77 


Unit 1 


50-275 

Diablo Canyon Nuclear Power Plant, 

77 

50-316 

Donald C. Cook Nuclear Power Plant, 

135 


Unit 1 



Unit 2 


50-276 

Georgia Tech Research Reactor 

79 

50-317 

Calvert Cliffs Nuclear Power Plant, 

136 




Unit I 


50-277 

Peach Bottom Atomic Power Station, 

80 

i 





Docket 

Name 

Page 

Docket 

Name 

Page 

50-3J8 

Calvert Cliffs Nuclear Power Plant, 

139 

50-361 

San Onofre Nuclear Station, Unit 2 

215 


Unit 2 


50-362 

San Onofre Nuclear Station, Unit 3 

217 

50-320 

Three Mile Island Nuclear Station, Unit 2 

141 

50-363 

Forked River Nuclear Station, Unit 1 

219 

50-321 

Edwin I. Hatch Nuclear Plant, Unit 1 

152 

50-364 

Joseph M. Farley Nuclear Plant, Unit 2 

219 

50-322 

Shoreham Nuclear Power Station 

156 

50-366 

Edwin I. Hatch Nuclear Plant, Unit 2 

221 

50-323 

Diablo Canyon Nuclear Power Plant, 

157 





Unit 2 


50-367 

Bailly Generating Station 

225 

50-324 

Brunswick Steam Electric Plant, Unit 2 

159 

50-368 

Arkansas Nuclear One, Unit 2 

226 

50-325 

Brunswick Steam Electric Plant, Unit 1 

161 

50-369 

William B. McGuire Nuclear Station, 

228 




Unit 1 


50-326 

Univ. of California at Irvine Research 

163 





Reactor 


50-370 

William D. McGuire Nuclear Station, 

230 





Unit 2 


50-327 

Sequoyah Nuclear Plant, Unit 1 

163 

50-373 

LaSalle County Station, Unit 1 

232 

50-328 

Sequoyah Nuclear Plant, Unit 2 

169 

50-374 

LaSalle County Station, Unit 2 

233 

50-329 

Midland Plant, Unit 1 

172 

50-375 

Nuclear Examination Reactor 

235 

50-330 

Midland Plant, Unit 2 

174 

50-376 

North Coast Nuclear Plant, Puerto Rico 

233 

50-331 

Duane Arnold Energy Center 

177 

50-378 

Caorso Nuclear Station, Italy 

235 

50-332 

Barnwell Reprocessing Plant 

179 

50-382 

Waterford Generating Station, Unit 3 

233 

50-333 

James A. Fitzpatrick Nuclear Power Plant 

179 

50-387 

Susquehanna Steam Electric Station, Unit 1 

236 

50-334 

Beaver Valley Power Station, Unit 1 

181 

50-388 

Susquehanna Steam Electric Station, Unit 2 

239 

50-335 

St, Lucie Plant, Unit 1 

183 

50-389 

St. Lucie Plant, Unit 2 

241 

50-336 

Millstone Nuclear Power Station, Unit 2 

186 

50-390 

Watts Bar Nuclear Plant, Unit 1 

242 

50-338 

North Anna Power Station, Unit 1 

188 

50-391 

Watts Bar Nuclear Plant, Unit 2 

243 

50-339 

Nortli Anna Power Station, Unit 2 

' 191 

50-395 

Virgil C. Summer Nuclear Station, Unit 1 

244 

50-340 

Seabrook Nuclear Station, Unit 1 

196 

50-396 

Univ. of Virginia Cavalier Reactor 

246 

50-341 

Enrico Fermi Atomic Power Plant, Unit 2 

196 

50-397 

WPPSS Nuclear Project, Unit 2 

246 

50-344 

Trojan Nuclear Plant 

197 

50-400 

Sheuron Harris Nuclear Power Plant, 

248 

50-346 

Davis- Besse Nuclear Power Station, Unit 1 

201 


Unit 1 



arlev Nuclear Plant, Unit 1 

205 

50-401 

Shearon Harris Nuclear Power Plant, 

250 





Unit 2 



> llnil 1 

206 

50-402 

Shearon Harris Nuclear Power Plant, 

252 


1 

208 


Units 




210 

50-403 

Shearon Harris Nuclear Power Plant, 

254 





Unit 4 




211 

50-404 

North Anna Power Station, Unit 3 

255 



213 

50-405 

North Anna Power Station, Unit 4 

256 



213 
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50-406 

Tuskegee Institute Reseaich Reactor 

256 

50460 

WPPSS Nuclear Project, Unit 1 

289 

50-409 

La Crosse Boiling Water Reactor 

256 

50-461 

Clinton Power Station, Unit 1 

290 

50-410 

Nine Mile Point Nuclear Station, Unit 2 

258 

50462 

Clinton Power Station, Unit 2 

291 

50-412 

Beaver Valley Power Station, Unit 2 

259 

50463 

Fulton Generating Station, Unit 1 

291 

50-413 

Catawba Nuclear Station, Unit 1 

260 

50464 

Fulton Generating Station, Unit 2 

292 

50-414 

Catawba Nuclear Station, Unit 2 

261 

50466 

Allens Creek Nuclear Station, Unit 1 

292 

50-416 

Grand Gulf Nuclear Station, Unit 1 

262 

50467 

Allens Creek Nuclear Station, Unit 2 

294 

50-417 

Grand Gulf Nuclear Station, Unit 2 

264 

50471 

Pilgrim Nuclear Power Station, Unit 2 

294 

50-423 

Millstone Nuclear Power Station, Unit 3 

267 

STN-50482 

Wolf Creek Generating Station 

294 

50-424 

Alvin W. Vogtle Nuclear Plant, Unit 1 

267 

STN-50483 

Calloway Plant, Unit 1 

297 

50-425 

Alvin W. Vogtle Nuclear Plant, Unit 2 

268 

STN-50484 

Tyrone Energy Park, Unit 1 

299 

50-433 

Unlv. of California at Santa Barbara 

269 

STN-50485 

Sterling Power Project Nuclear, Unit 1 

300 


Research Reactor 


STN-50486 

Calloway Plant, Unit 2 

300 

STN-50-437 

Floating Nuclear Plant 

269 

STN-50488 

Perkins Nuclear Station, Unit 1 

302 

50-438 

Bcllcfonte Nuclear Plant, Unit 1 

270 

STN-50489 

Perkins Nuclear Station, Unit 2 

303 

50-439 

Bellefonte Nuclear Plant, Unit 2 

271 

STN-50490 

Perkins Nuclear Station, Unit 3 

304 

50-440 

Perry Nuclear Power Plant, Unit 1 

272 

STN-50491 

Cherokee Nuclear Station, Unit 1 

304 

50-441 

Perry Nuclear Power Plant, Unit 2 

273 

STN-50492 

Cherokee Nuclear Station, Unit 2 

305 

50-443 

Scabrook Nuclear Station, Unit 1 

275 

STN-50493 

Cherokee Nuclear Station, Unit 3 

305 

50-444 

Seabrook Nuclear Station, Unit 2 

276 

50496 

Montague Nuclear Power Station, Unit 1 

306 

50-445 

Comanche Peak Steam Electric Station, 

277 





Unit 1 


50497 

Montague Nuclear Power Station, Unit 2 

306 

50-446 

Comanche Peak Steam Electric Station, 

280 

STN-50498 

South Texas Project, Unit 1 

306 


Unit 2 


STN-50499 

South Texas Project, Unit 2 

309 

50-448 

Douglas Point Nuclear Station, Unit 1 

282 

50-500 

Davis-Besse Nuclear Power Station, Unit 2 

312 

50-449 

Douglas Point Nuclear Station, Unit 2 

282 

50-501 

Davis-Besse Nuclear Power Station, Unit 3 

312 

50-452 

Greenwood Energy Center, Unit 2 

283 

STN-50-502 

Haven Nuclear Plant, Unit 1 

312 

50-453 

Greenwood Energy Center, Unit 3 

283 

STN-50-508 

WPPSS Nuclear Project, Unit 3 

312 

50-454 

Byron Station, Unit 1 

283 

STN-50-509 

WPPSS Nuclear Project, Unit 5 

313 

50-455 

Byron Station, Unit 2 

284 

50-513 

WPPSS Nuclear Project, Unit 4 

313 

50-456 

Braidwood Station, Unit 1 

285 

50-514 

Pebble Springs Nuclear Plant, Unit 1 

314 

50-457 

Braldwood Station, Unit 2 

287 

50-515 

Pebble Springs Nuclear Plant, Unit 2 

315 

50-458 

River Bend Station, Unit 1 

288 

STN-50-516 

Jamesport Nuclear Station, Unit 1 

315 

50459 

River Bend Station, Unit 2 

289 
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Docket 
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STN-50-517 

Janicsporl Nucleai Station. Unit 2 

M6 

50-599 

Carroll Facility I 

336 

STN-jO*51S 

Haris ville Nuclear Plant. Unit I 

m 

50-600 

Carroll Facility II 

336 

STN-50-519 

liartsvilte Nuclear Plant, Unit 2 

337 

50-754 

General Electric Test Reactor 

336 

STN-50-520 

Harisville Nuclear Plant, Unit 3 

318 

70-0008 

Battcllc Coliinibits Lahoi atones 

336 

STN-50-S21 

Hartsvilic Nuclear Plant, Unit 4 

319 

70 0025 

Rockwell International Corp. 

336 

SI N-50-522 

Skagit Nuclear Power Project, Unit 1 

320 

70 0027 

Babcock & Wilcox Co 

337 

STN-SO-Wa 

Skagit Nuclear Power Project, Unit 2 

321 

70-0033 

Texas Instruments, Inc. 

337 

SrN-50-528 

Palo Verde Nuclear Station, Unit 1 

321 

70-0036 

Combustion Engineering, Inc. 

338 

STN-50-529 

Palo Verde Niiclcnr Station, Unit 2 

323 

70-0135 

Babcock & Wilcox Co. 

338 

SrN-50-530 

Palo Verde Nuclear Station. Unit 3 

325 

70-0143 

Nuclear Fuel Services, Inc. 

338 

50-537 

Clinch River Breeder Reactor 

326 

70-0157 

Univ. or Texas 

341 

50-538 

Memphis Station Unlv. Research Reactor 

327 

70-0184 

Wcstingbousc Electric Corp 

341 

STN-50-5'ir) 

Marble Hill Nuclear Station, Unit 1 

327 

70-0203 

Univ. of Notre Dame 

34 1 

STN-50-547 

Marble Hill Nuclear Station, Unit 2 

328 

70-0364 

Paiks Township Site, 

Babcock & Wilcox Co. 

34t 

50-549 

Greene County Nuclear Power Plant 

330 

70-0371 

United Nuclear Corp. 

342 

STN-50-553 

Phipps Bend Niiclcni PIntil, Unit 1 

33l> 

70-0398 

Dept, of Commerce 

342 

STN-50-554 

Phipps Bend Nuclear Plant, Unit 2 

331 

70-0474 

Upsala College 

342 

S'l N-50-556 

Black Fox Station, Unit 1 

332 

70-0572 

Monsanto Research Corp. 

342 

STN-50-557 

Black Fox Station, Unit 2 

333 

70-0625 

Howard Univ. 

342 

STN-50-5(il 

U-SAR-205 

333 

70-0687 

Union Carbide Corp. 

342 

STN-50-566 

Yellow Creek NiicEcar Plant, Uaiit 1 

333 

70-0734 

General Atomic Co. 

343 

STN'50-567 

Yellow Creek Nuclear Plant, Unit 2 

334 

70-0754 

Vallecilos Nuclear Center, 

343 

STN-50-568 

NBP Nuclear, Unit 1 

335 


General Electric Co. 


STN-50-569 

NGP Nuclear, Unit 2 

335 

70-0820 

United Nuclear Corp. 

343 

STN-50-S80 

Erie Nuclear Plant, Unit 1 

335 

70-0824 

Babcock & Wilcox Co. 

343 

STN-50-581 

Erie Nuclear Plant, Unit 2 

335 

70-0925 

Cimmaron Facility, Kcrr-McGec Corp. 

344 

50-582 

Sumicsert, Unit 1 

335 

70-0971 

Oregon State Univ. 

344 

50-583 

Sundcsert, Unit 2 

335 

70 0984 

Pacific Northwest Laboratory 

344 

STN-50-592 

Palo Verde Nuclear Station, Unit 4 

335 

70-0997 

Wcslinghouse Electric Corp. 

344 

STN-50.593 

Palo Verde Nuclear Station, Unit 5 

335 

70-1062 

Todd Shipyards Corp. 

344 

50-594 

Ko-Rl, Units 3 & 4, Korea 

335 

70-1100 

Comlnisiion Engineering, Inc. 

344 

STN*50-596 

New 1 lavcii, Unit 1 

336 

70-1113 

General Electric Co. 

345 

STN-50-597 

New Haven, Unit 2 

336 

70-1143 

Wcstinglioiise Electric Corp. 

345 
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Docket 

Name 

Page 

70-1151 

Wcstiiighouse Electric Corp. 

346 

70-2909 

Weslinghoiise Electric Corp., 

351 





Power Systems 


70-1177 

Davis & Elkins College 

346 

70-2910 

Tennessee Valley Authority 

351 

70-1193 

Cimarron Facility, Kerr-McGec Corp. 

346 

71-0002 

Chcm-Nucicar Systems, Inc 

351 

70-1201 

UF-6 Conversion Facility, 

347 




Babock & Wilcox Co. 


71-0005 

Magna flux Corp. 

351 

70-1220 

General Electric Co. 

347 

71-0017 

Rhode Island Atomic Energy Commission 

351 

70-1252 

Edlovv International Co. 

347 

71-0082 

Kerr-McGee Nuclear Corp. 

351 

70-1257 

Mixed Oxide Fabrication Plant, 

347 

71-0109 

Union Carbide Corp. 

351 


Exxon Nuclear Co., Inc. 







71-0121 

Neutron Products, Inc. 

351 

70-1278 

Public Service of Colorado 

348 

71-0139 

Tulsa Gamma Ray, Jnc. 

352 

70-1308 

Morris Operations, General Electric Co. 

348 






71-0143 

Ranchers Exploration & Development Co. 

352 

70-1309 

Morris Operations, Sources & Standards, 

348 





General Electric Co, 


71-0170 

General Electric Co. 

352 

70-1319 

U.S. Nuclear, Inc. 

348 

71-0173 

Battcllc-Pacific Northwest Laboratory 

352 

70-1333 

Metropolitan Edison Co. 

348 

71-0179 

Niiclcai Containers, Inc. 

352 

70-1359 

IRT Corp. 

349 

71-0189 

Todd Shipyaitls Corp 

352 

70-1489 

Goodyear Aerospace Corp. 

349 

71-0192 

Nuclear Packaging, Inc, 

352 

70-1738 

Pacific Gas & Electric Co. 

349 

71-0221 

Allis Chalmers Corp. 

352 

70-1739 

Tri-State Motor Transit Co. 

349 

71-0249 

Nuclear Fuel Services, Inc. 

352 

70-1869 

Radiation Management Corp. 

349 

71-0251 

Westlngliousc Electric Corp, 

352 

70-2000 

Mt. Sinai Hospital, Hartford, CT 

349 

71-0252 

Dayton X-Ray Co. 

352 

70-2153 

United Nuclear Corp. 

349 

71-0271 

Ridilialgh, Eggers & Associates 

352 

70-2175 

United Nuclear Corp, 

349 

71-0346 

Public Service Co. of Colorado 

352 

70-2375 

Pacific Gas & Electric Co, 

350 

71-0368 

Branch Radiographic Laboratories 

352 

70-2478 

Transnuclcar, Inc. 

350 

71-0370 

Amcrsliam Corp. 

352 

70-2574 

Carlisle Hospital, Carlisle, PA 

350 

71-0371 

Model: NNFD-IO, Unified Nticlcar Corp. 

352 

70-2609 

Commonwealth Edison Co. 

350 

71-0381 

E.L. Convvcll & Co 

352 

70-2623 

McGuire Spent Fuel Pool, Duke Power Co. 

350 

71-0383 

Model: NLI 1/2 LWT Cask, 

353 




NL Industries, Inc. 


70-2651 

Manchester Memorial Hospital, 

350 





Manchester, CT 


71-0384 

New England Nuclear Corp. 

353 

70-2838 

Cincinnati Gas & Electric Co. 

350 

71-0387 

Massachusetts Materials Research, Inc. 

353 

70-2860 

South Carolina Electric & Gas Co. 

351 

71-0389 

Univ, of Georgia 

353 

70-2885 

Commonwealth Edison Co. 

351 

71-0391 

Dept, of the Navy 

353 

70-2902 

North Memorial Medical Center, 

351 

71-0392 

Baker Teslttig Services, Inc. 

353 


Minneapolis, MN 
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71-0393 

Allis-Clialniers Corp. 

353 

71-6698 

Model; NFS-4, Nuclear Fuel Services, Inc 

356 

71-4824 

Model: IIA-10, Babcock & Wilcos Co. 

353 

71-6717 

Model. 6717 B 

356 

71-4888 

Model: Sentincl-25A. B, C, C3. D, E, F, 

353 

71-9009 

Model: FL 10-1, General Filectiic Co. 

356 


Teledyne Energy Systems 








71-9010 

Model: NLl-l/'2i NL liuluslries, Inc 

336 

71-4986 

Model: RA-2, Exxon Nuclear Co., Inc. 

353 







71-9015 

Model. TN-8, Transiuiclear, Inc, 

336 

71-5088 

Model: D34710-), U.S Nuclear, Inc, 

353 







71-9016 

Model* TN'9, Transnuclear, Inc 

336 

71-5341 

Model: NFP-55. Babcock & Wilcox Co 

354 







71-9018 

Model: BU-6, General Electric Co 

357 

71-5450 

Model: RCC-I, -2, -3, Westinglionsc 

354 





Electric Corp. 


71-9019 

Model: UU-V, General Electric Co. 

357 

71-5607 

Model: GE T-2, General Electric Co. 

354 

71-9022 

Model: CE'250-2, Combustion 

357 





Engineering, Inc 


71-5768 

Model: BB-250-2, Combustion 

354 





Engineering, Inc. 


71-9027 

Model: 74I, Tcchaica! Operations, Inc 

357 

71-5862 

Model: Sentmel-IOOF, 

354 

71-9030 

Model: Scminal-8, 3, & MW-.3000, 

357 


Teledyne Energy Systems 



Teledyne Energy Systems 


71-5926 

Model: 100, General Electric Co. 

354 

71-9032 

Model: 650, Technical Operations, Inc 

357 

71-5942 

Model; GE-700, General Electric Co. 

354 

71-9033 

Model: 660 & 660E, Technical 

357 





Operations, Inc. 


71-5957 

Model: BMI-I, Dept, of Energy 

354 







71-9035 

Model: 680, Tcclinical Operations, Inc, 

357 

71-5971 

Model; GE-200, General Electric Co. 

354 







71-9039 

Model: 7I5, Technical Operations, Inc. 

357 

71-5979 

Model; 5979, Alpha-Omega Services, Inc. 

354 







71-9044 

Model: GE-1600, General Electric Co. 

357 

71-5980 

Model; GE-600, General Electric Co. 

355 







71-9049 

Model: GE-500, General Eleclric Co. 

357 

71-5998 

Model: GE-400, General Electric Co. 

355 







71-9053 

Model; 683, Technical Opeialions, Inc. 

357 

71-6078 

Model; 927 Al & Cl , Combustion 

355 





Engineering, Inc. 


71-9070 

Model; N-35, Dept, of Energy 

358 

71-6144 

Model: 6144, Nuclear Engniecring Co. 

3 55 

71-9080 

Model; HN-600, Hittman Nuclear 

358 





& Development Corp, 


71-6294 

Model: UNC-29DI, Combustion 

355 





Engineering, Inc. 


71-9081 

Model: CNSI-16O0, Cliem-Nuclear Sysioins, 

358 





Inc. 


71-6375 

Model: PB-1, Chcm-Nuclear Systems, Inc, 

355 







71-9094 

Model: CNSI-14-195-H, Chem-Niiclcai 

358 

71-6387 

Model: 60, Baitctle Memorial Institute 

355 


Systems, Inc. 


71-6400 

Model: Super Tiger, Wesiiiighousc 

356 

71-9096 

Model: CNSI-21-300, Chem-Nuelcar 

358 


Flectrir Corp. 



Systems, Inc. 



Valley 

356 

71-9108 

Model: AL-33-90, Atcor, Inc, 

358 




71-9130 

Model: NP-50-XXL, Nuclear Packaging, 

358 



356 


Inc. 





71-9132 

Model: T-3, Nuclear Packaging, Inc. 

358 



356 







71-9136 

General Electric Co, 

358 


trie Co, 

356 

71-9139 

Model: CjE- 589, General Eleclric Co. 

358 
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Aerotest Radiography & Research 

50'228 

37 

Brunswick Steam Electric Plant, Unit 2 

50-324 

159 

Reactor 



Byron Station, Unit 1 

50-454 

283 

Allens Creek Nuclear Station, Unit 1 

50-466 

292 

Byron Station, Unit 2 

50-455 

284 

Allens Creek Nuclear Station, Unit 2 

50-467 

294 

Calloway Ph'int, Unit 1 

STN-50-483 

297 

Arkansas Nuclear One, Unit 1 

50-313 

131 

Calloway Plant, Unit 2 

STN-50-486 

300 

Arkansas Nuclear One, Unit 2 

50-368 

226 

Calvert Cliffs Nuclear Power Plant, 

50-317 

136 

Army Materials Research Reactor 

50-47 

18 

Unit 1 



Duane Arnold Energy Center 

50-331 

177 

Calvert Cliffs Nuclear Power Plant, 

50-318 

139 




Unit 2 



B-SAR-205 

STN-50-561 

333 

Caorso Nuclear Station, Italy 

50-378 

235 

Babcock & Wilcox Co. Critical Facility 

50-13 

16 

Carroll Facility I 

50-599 

336 

Babcock & Wilcox Co. Test Reactor 

50-99 

20 

Carroll Facility II 

50-600 

336 

Bnilly Ociieiatlng Station 

50-367 

225 

Catawba Nuclear Station, Unit 1 

50-413 

260 

Barnwell Reprocessing Plant 

50-332 

179 

Catawba Nuclear Station, Unit 2 

50-414 

261 

Beaver Valley Power Station, Unit 1 

50-334 

181 

Catholic Univ. of America Research 

50-77 

20 

Beaver Valley Power Station, Unit 2 

50-412 

259 

Reactor 



Bellefontc Nuclear Plant, Unit 1 

50-438 

270 

Cherokee Nuclear Station, Unit 1 

STN-50-491 

304 

Bcllefonte Nuclear Plant, Unit 2 

50-439 

271 

Cherokee Nuclear Station, Unit 2 

STN-50-492 

305 

Bernau Nuclear Station, Switzerland 

50-273 

77 

Cherokee Nuclear Station, Unit 3 

STN-50-493 

305 

Big Rock Point Nuclear Power Plant 

50-155 

22 

Clinch River Breeder Reactor 

50-537 

326 

Black Fox Station, Unit 1 

STN-SO-556 

332 

Clinton Power Station, Unit 1 

50-461 

290 

Black Fox Station, Unit 2 

STN-50-557 

333 

Clinton Power Station, Unit 2 

50-462 

291 

Draidwood Station, Unit 1 

50-456 

285 

Columbia Univ. Research Reactor 

50-208 

30 

Braidwood Station, Unit 2 

50-457 

287 

Comanche Peak Steam Electric Station, 

50-445 

277 



Unit 1 



Browns Ferry Nuclear Power Station, 

50-259 

55 


50-446 


Unit 1 



Comanche Peak Steam Electric Station, 

280 




Unit 2 



Browns Ferry Nuclear Power Station, 

Unit 2 

50-260 

58 

Donald C, Cook Nuclear Power Plant, 

50-315 

133 



Unit 1 



Browns Ferry Nuclear Power Station, 

Unit 3 

50-296 

112 

Donald C. Cook Nuclear Power Plant, 

50-316 

135 



Unit 2 



Brunswick Steam Electric Plant, Unit 1 

50-325 

161 
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Docket 
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Cooper Nuclear Station 

so-aos 

114 

General Atomic Co. 

50-163 

25 

Cornell Univ, Research Reactor 

50-157 

25 

General Electric Test Reactor 

50-70 

19 

Cornell Univ, Zero Power Reactor 

50-97 

20 

General Electric Test Reactor 

50-754 

336 

Crystal River Nuclear Plant, Unit 3 

50-302 

117 

General Electric Nuclear Test Reactor 

50-73 

19 

Uavis-Bcsse Nuclear Power Station, 

50-146 

201 

Georgia Institute of Technology 

50-160 

25 

Unit 1 



Rescarcli Reactor 



Davis-Besse Nuclear Power Station, 

50-500 

312 

Gcorgm Tech Research Reactor 

50-276 

79 

Unit 2 









Robert Emmet Ginna Nuclear Plant, 

50-244 

39 

Davis-Besse Nuclear Power Station, 

50-501 

312 

Unit 1 



Unit 3 









Grand Gulf Nuclear Station, Unit 1 

50-416 

262 

Diabio Canyon Nuclear Power Plant, 

50-275 

77 




Unit 1 



Grand Gulf Nuclear Station, Unit 2 

50-417 

264 

Diablo Canyon Nuclear Power Plant, 

50-321 

157 

Greene County Nuclear Power Plant 

50-549 

330 

Unit 2 









Greenwood Energy Center, Unit 2 

50-452 

283 

Douglas Point Nuclear Station, Unit 1 

50-448 

282 







Greenwood Energy Center, Utiit 3 

50-453 

283 

Douglas Point Nuclear Station, Unit 2 

50-449 

282 







Hacidam Neck Plant 

50-213 

30 

Dow Cliemicat Co, 

50-264 

63 







Sliearon Harris Nuclear Power Plant, 

50-400 

248 

Dresden Nuclear Power Station, Unit 1 

50-10 

13 

Unit 1 



Dresden Nuclear Power Station, Unit 2 

50-237 

37 

Shearon Harris Nuclear Power Plant, 

50-401 

250 




Unit 2 



Dresden Nuclear Power Station, Unit 3 

50-249 

45 







Shearon Harris Nuclear Power Plant, 

50-402 

252 

Erie Nuclear Plant, Unit 1 

STN-50-580 

.135 

Unit 3 



Erie Nuclear Plant, Unit 2 

STN-50-58] 

335 

Shearon Harris Nuclear Power Plant, 

50-403 

254 




Unit 4 



Joseph M. Parley Nuclear Plant, Unit 1 

50-348 

205 







Hartsville Nuclear Plant, Unit I 

STN-50-518 

316 

Joseph M. Farley Nticlear Plant, Unit 2 

50-364 

219 







Hnrtsvllle Nuclear Plant, Unit 2 

STN-50-519 

317 

Enrico Fermi Atomic Power Plant, 

50-341 

196 




Unit 2 



Hartsville Nuclear Plant, Unit 3 

STN-50-520 

318 

James A. Fitzpatrick Nuclear Power 

50-333 

179 

Hartsville Nuclear Plant, Unit 4 

STN-50-521 

319 

Plant 









Edwin I. Hatch Nuclear Plant, Unit 1 

50-321 

152 

Floating Nuclear Plant 

STN-50-437 

269 







Edwin I. Hatch Nuclear Plant, Unit 2 

50-366 

221 

Florida West Coast Nuclear Group, Inc. 

50-152 

22 







Haven Nuclear Plant, Unit 1 

STN.50-502 

312 

Forked River Nuclear Station, Unit 1 

50-363 

219 







Hope Creek Nuclear Station, Unit 1 

50-354 

210 

Fort Calhoun Station, Unit 1 

50-285 

92 







Hope Creek Nuclear Station, Unit 2 

50-355 

211 

Fort St. Vrain Nucleai Generating 

50-267 

67 




Station 



Humboldt Bay Power Plant, Unit 3 

50-133 

21 

Fulton Generating Station, Unit 1 

50-463 

291 

Idaho State Univ. Research Reactor 

50-284 

92 

Fulton Generating Station, Unit 2 

50-464 

292 

Indian Point Station, Unit 1 

50-3 

12 

General Atomic Co. 

50-89 

20 

Indian Point Station, Unit 2 

50-247 

43 
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Docket 

Page 

Name 

Docket 
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Indian Point Station, Unit 3 

50-286 

94 

Montague Nuclear Power Station, 

59-497 

306 




Unit 2 



Iowa Slate Univ Research Reactor 

50-116 

20 

Monticello Nuclear Geneiating Plant 

50-263 

61 

Jamesport Nuclear Station, Unit 1 

SrN-50-516 

315 

National Bureau of Siaiidaids Reactoi 

50-184 

26 

Jamesport Nuclear Station, Unit 2 

STN-50-517 

316 

National Naval Medical Center 

50-170 

26 

Kewaunee Nuclear Power Plant 

50-305 

121 

NEP Nuclcai, Unit 1 

S rN-50-568 

335 

Ko-Ri, Units 3 & 4, Korea 

50-594 

335 

NEP Nuclear, Unit 2 

SrN-50-569 

335 

La Crosse Boiling Water Reactor 

50-409 

256 

New Haven, Unit 1 

S I N-50-596 

336 

LaSalle County Station, Unit 1 

50-373 

232 

New Haven, Unit 2 

STN-50-597 

336 

LaSalle County Station, Unit 2 

50-374 

233 

Nine Mile Point Nuclear Station, 

50-220 

35 

Limerick Generating Station, Unit 1 

50-352 

206 

Unit 1 



Limerick Generating Station, Unit 2 

50-353 

208 

Nine Mile Point Nuclear Station, 

50 410 

258 




Unit 2 



Lockheed Aircraft Corp, 

50-236 

37 

North Anna Power .Slatioii, Unit 1 

50-338 

188 

Maine Yankee Atomic Powei Plant 

50-309 

125 

Noitli Anna Power Station, Unit 2 

50-339 

191 

Manhattan College Research Reactoi 

50-199 

27 

North Anna Power Station, Unit 3 

50-404 

255 

Marble Hill Nuclear Station, Unit 1 

STN-50-546 

327 

North Anna Power Station, Unit 4 

50 405 

256 

Marble Hill Nuclear Station, Unit 2 

STN-50-547 

328 

North Carolina State Univ. PUISTAR 

50-297 

114 

Massachusetts Institute of Technology 

50-20 

16 

Reactoi 



Research Reactor 



North Carolina State Univ, Research 

50-111 

20 

William B. McGuire Nuclear Station, 

50-369 

228 

Reactor 



Unit 1 



North Coast Nuclear Plant, Puerto Rico 

50-376 

235 

William B, McGuire Nuclear Station, 

50-370 

230 




Unit 2 



Nuclear Examination Reactor 

50-375 

235 

McMaster Univ. Research Reactor 

50-67 

19 

Ocoiicc Nuclear Station, Unit 1 

50-269 

68 

Memphis State Univ. Research Reactor 

50-538 

327 

Oconce Nuclear Station, Unit 2 

50-270 

70 

Michigan State Univ. Research Reactor 

50-294 

109 

Ocoiicc Nuclear Station, Unit 3 

50-287 

97 

Midland Plant, Unit 1 

50-329 

172 

Ohio State Univ. Research Reactor 

50-150 

22 

Midland Plant, Unit 2 

50-330 

174 

Oregon State Univ 

50-106 

20 

Midwest Fuel Recovery Plant 

50-268 

68 

Oregon Slate Univ. Research Reactor 

50-243 

39 

Millstone Nuclear Power Station, 

50-245 

41 

Oyster Creek Nuclear Powci Plant 

50-219 

32 

Unit 1 



Palisades Nuclear Plant 

50-255 

52 

Millstone Nuclear Power Station, 

50-336 

186 




Unit 2 



Palo Verde Nuclear Station, Unit 1 

STN-50-528 

321 

Millstone Nuclear Power Station, 

50-423 

267 

Palo Verde Nuclear Station, Unit 2 

S rN-50-529 

323 

Unit 3 



Palo Verde Nuclear Station, Unit 3 

STN-50-530 

325 

Montague Nuclear Power Station, 

50-496 

306 




Unit 1 



Palo Verde Nuclear Station, Unit 4 

STN-50-592 

335 
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Docket 

Page 

Palo Vcr{ie Nuclear Station. Unit 5 

STN-50-593 

335 

Peach Rot loin Atomic Power Slat ion. 

Unit 1 

50-171 

26 

Peach Bottom Atoiiuc Power Station, 

Unit 2 

50-277 

80 

Peach Hotlom Atomic Power Station, 

Unit 3 

50-278 

82 

Pebble Springs Nuclear Plant, Unit 1 

50-514 

314 

Pebble Springs Nuclear Plant, Unit 2 

50-515 

315 

Pennsylvania State Univ. Research 

Reactor 

50-5 

13 

Perkins Nuclear Station, Unit 1 

STN-50-488 

302 

Perkins Nuclear Station, Unit 2 

STN-50-489 

303 

Perkins Nuclear Station, Unit 3 

STN-50-490 

304 

Perry Nuclear Power Plant, Unit 1 

50-440 

272 

Perry Nuclear Power Plant, Unit 2 

50-441 

273 

Phipps Bend Nuclear Plant, Unit 1 

STN-50-553 

330 

Phipps Bend Nuclear Plant, Unit 2 

STN-50-554 

331 

Pilgrim Nuclear Power Station, Unit 1 

50-293 

107 

Pilgrim Nuclctir Powci Station, Unit 2 

50-471 

294 

Point Beach Nuclear Plant, Unit 1 

50-266 

65 

Point Beach Nuclear Plant, Unit 2 

50-301 

115 

Prairie Island Nucicnr Station, Unit 1 

50-282 

90 

Prairie Island Nuclear Station, Unit 2 

50-306 

123 

Purdue Uiiiv. Research Reactor 

50-182 

26 

Quad-Cities Station, Unit 1 

50-254 

50 

Quad-Cities Station, Unit 2 

50-265 

63 

Rancho Seco Nuclear Generating 

Station 

50-312 

129 

Reed College Research Reactor 

50-288 

99 

Rhode Island & Providence 

Plantations AEC 

50-193 

26 

River Bend Station, Unit 1 

50-458 

288 

River Bend Station, Unit 2 

50-459 

289 

II. n. Robinson Plant, Unit 2 

50-261 

60 


Name 

Docket 

Page 

RPI Critical Experiment 

50-225 

36 

Salem Nuclear Generating Slat ion, 

Unit 1 

50-272 

75 

Salem Nuclear Generating Station, 

Unit 2 

50-311 

127 

San Onofre Nuclear Station, Unit 1 

50-206 

27 

San Onofre Nuclear Station, Unit 2 

50-361 

215 

San Onofre Nuclear Station, Unit 3 

50-362 

217 

Scabrook Nuclear Station, Unit 1 

50-340 

196 

Seabrook Nuclear Station, Unit 1 

50-443 

275 

Scabrook Nuclear Station, Unit 2 

50-444 

276 

Sequoyah Nuclear Plant, Unit 1 

50-327 

163 

Sequoyah Nuclear Plant, Unit 2 

50-328 

169 

Sliorehatn Nuclear Power Station 

50-322 

156 

Skagit Nuclear Power Project, Unit 1 

STN-50-522 • 

320 

Skagit Nuclear Power Project, Unit 2 

STN-50-523 

321 

South Texas Project, Unit 1 

STN-50-498 

306 

South Texas Project, Unit 2 

STN-50-499 

309 

Space Radiation Research Reactor 

50-187 

26 

State Univ. of New York Research 

Reactor 

50-57 

18 

Sterling Power Project, Nuclear, 

Unit ] 

STN-50-485 

300 

St. Lucie Plant, Unit 1 

50-335 

183 

St. Lucie Plant, Unit 2 

50-389 

241 

Virgil C. Summer Nuclear Station, 

Unit 1 

50-395 

244 

Sundesert, Unit 1 

50-582 

335 

Simdesert, Unit 2 

50-583 

335 

Surry Power Station, Unit 1 

50-280 

85 

Surry Power Station, Unit 2 

50-281 

88 

Susquehanna Steam Electric Station, 

Unit 1 

50-387 

236 

Susquehanna Steam Electric Station, 

50-388 

239 


Unit 2 


XX 



Name 

Docket 

rage 

Name 

Docket 

Page 

Texas A&M Univ, Research Reactoi 

50-59 

19 

U.S Geological Survey Researcli Reactor 

50-274 

77 

Texas A&M Univ Research Reactor 

50-128 

21 

Vermont Yankee Nuclear Power Station 

50-271 

73 

Three Mile Island Nuclear Station, Unit 1 

50-289 

99 

Virginia Polyiccluiic Institute Tiaining 

50-124 

21 




Reactor 



Three Mile Island Nuclear Station, Unit 2 

50-320 

141 

Alvin W. Vogtlc Nuclear Plant, Unit 1 

50-424 

267 

Trojan Nuclear Plant 

50-344 

197 

Alvin W Vogtie Nuclear Plant, Unit 2 

50-425 

268 

Turkey Point Plant, Unit 3 

50-250 

47 

Waller Reed Research Reactor 

50-135 

22 

Turkey Point Plant, Unit 4 

50-251 

49 

Washington Slate Univ. Research Reactor 

50-27 

17 

Tuskegee Institute Research Reactor 

50-406 

256 

Waterford Generating Station* Unit 3 

50-382 

235 

Tyrone Energy Park, Unit 1 

STN-50-484 

282 







Watts Bar Nuclear Plant, Unit 1 

30-390 

242 

UCLA Training Reactor 

50-142 

22 

Watts Bar Nuclear Plant, Unit 2 

50-391 

243 

Union Carbide Research Reactor 

50-54 

18 

Wesiinghoiisc Critical Experiment 

50-87 

20 

Univ. of California at Irvine 

50-326 

163 




Research Reactor 



West Valley Reprocessing Plant 

50-201 

27 

Umv of California at Santa Barbara 

50-433 

269 

West Virginia Univ. Research Reactor 

50-129 

21 

Research Reactor 



Wolf Creek Generating Station 

SI N-5 0-482 

294 

Umv. of California Research Reactor 

50-224 

36 

Worcester Polytechnic Institute Research 

50-134 

22 

Univ. of Florida Training Reactor 

50-83 

20 

Reactor 



Univ. of Illinois LOPRA Research Reactor 

50-356 

213 

WPPSS Nuclear Project, Unit 1 

50-460 

289 

Univ. of Illinois Research Reactor 

50-151 

22 

WPPSS Nuclear Project, Unit 2 

50-397 

246 

Univ, of Lowell Reseaich Reactor 

50-223 

36 

WPPSS Nuclear Project, Unit 3 

STN-50-508 

312 

Univ. of Maryland Research Reactor 

50-166 

25 

WPPSS Nuclear Project, Unit 4 

50-513 

313 

Univ. of Michigan Research Reactor 

50-2 

12 

WPPSS Nuclear Project, Unit 5 

STN-50-509 

313 

Univ. of Mlssoini Research Reactor 

50-123 

20 

Yankce-Rowe Nuclear Power Station 

50-29 

17 

Univ. of Missouri Research Reactor 

50-186 

26 

Yellow Creek Nuclear Plant, Unit 1 

STN-50-566 

333 

Univ, of Oklahoma Research Reactor 

50-112 

20 

Yellow Creek Nuclear Plant, Unit 2 

STN-50-567 

334 

Univ. of Virginia Cavalier Reactor 

50-396 

246 

William H. Zimmer Nuclear Station, Unit 1 

50-358 

213 

Univ. of Virginia Research Reactor 

50-62 

19 

Zion Nuclear Power Station, Unit I 

50-295 

109 

Univ. of Washington Research Reactor 

50-139 

22 

Zion Nuclear Power Station, Unit 2 

50-304 

119 

Univ. of Wisconsin Research Reactor 

50-156 

25 
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DOCKETED iTEMS 


LOW LEVEL RADWASTE DISPOSAL SITES 


DQCKCr 27-010 DErtTTY. NW 


800^110736 foriuards Waste Packaging Insp Rapt 00-20 on 800138-0201 of 
activities undci license 19-17039-01 Mo noncomp 1 lance noted 
SMITH) 6 H Region 1< Philadelphia- Office of the Director 
aO/Od/24 Ip 


— 0006110739 Waste Packaging Insp Rept 00-20 on 000128-0201 No 
noncomp 1 lance noted Major areas inspected uastc shipments ti 
pac kagc6> vein L 1 e p lacard ing< pac kaging conditions 6 labels 
ilPQKa H E Region Si Son Franc iscoi Fuel Facility 6 Materials 
Bofetij Dranch DROUNEi W 0 Advanced Fuel 6 Spent Fuel Licensing 
Branch THSMAQi R D Region 5i San Franc isco> Office of the 
Director 00/03/31 lOpp 


B007020202 Reguests i ons i derat ion of having Atonic Energy Council of 
Taiwan visit facilities on (100728-30 <at Richland) 6 800731- 
0801 <at Beatty) Council intorostod <n obscivlng waste 
mgt activities 

LAFUEURi J D Assistant Director for Internationa) Cooperation 
aO/OS/IJ 4pp 


8007140633 Forwards Waste Packaging Insp Ropts 1300002 //BO-31, 

1 3000027 /B0-3B 6 1 3000027/60-47 on B0O319i 21 6 0409 

SMITH, 0 H Region 1, Phi ladel ph la. Fuel Facility 6 Materials Safety 

Branch 60/03/21 2pp 


—8007140637 Waste Packaging Jnsp Rept 18000027/ BO-31 on 000321 
None omp 1 lance noted bottom of wnoden box for solid scrap 
containing U-238 was pulled away, reveal sng contents 
BOOK, H E Region 1, Philadelphia, Fuel Facility 6 Metorlale Safety 
Branch THOMAS. R D . RLIDLINOCR.S A Region I, Philadelphia, 
Office of the Director B0/O4/IS 3pp 


—8007140663 Waste Packaging Insp Rept 13000027/00-38 on 800321 
None omp ) lance noted side of wooden bos containing solid 
scrap conlami noted w/u-238 was pulling away From rest of 
container esposlng plastic hag inside bos 

BOOK, >1 E Region 1, Philadelphia, Fuel facility 6 Materials Safety 
Branch THOMAS, R 1) , RCIOLINCCR, 0 A Region 1, Philadelphia. 
Office of the Director 00/04/15 3pp 


—00071406/0 Waste Packaging Insp Rept 13000027/80-47 on 000409 
Noncomp i I am e noted Drum 40, conlatnlng deplutod U, found 
leaking & transport vehlrlo not properly placarded as 
radioactive shipment 

BOOK,!! C Region 1, Philadelphia, Fuel Facility U Materials Safety 
Dranch THOMAS. It D , ZURAKClUBKI, P R Region 1. Philadelphia, 
Office of the Director 00/04/30 12pp 


8007170543 Forwards Waste Packaging Insp Rept 13000027/80-46 on 80022? 
tt notice of violation 

DAVIS, A n Region 3, Chicago, Fuel Facility 6 Materials Safety 
Branch 80/06/10 2pp 


— 8007170350 Notice of violation from insp on Q00229 

* Region 3, Chicago, Office of the Director 80/04/28 Ip 


—8007170336 Waste Packaging Insp Rept 15000027/60-46 on 800229 
Noncomp 1 lance noted no placard on shipment boxes 
DECKER, T . mnhlAS.n D Region 5, San Francisco. Office of the 
Director ndQK.H B Region 3. Ban Francisco, Fuel Facility 4, 
Materials Safety Branch 60/04/28 6pp 


DOCKET 27-039 SHEFI lELD, II. , NUCLEAR BNGINEPRIN0 CO 


6007070030 Notifies lirensoc that independent contractor will visit 
site to obtain info relative to facility 
MARTIN. U B Division of Waste Management 80/06/16 Ip 


8007070012 Transcript of B00626 prehearing conference in Peoria, IL Pp 
113-172 Morning session 

« Atomic Safety and Licensing Beard Panel 80/06/26 60pp 


BOD7130056 Submits issues to be litigated in waste disposal site 
proceeding, per ASLB 000626 prehearing conference directive 
fluestione NRC 790320 order re absence of jurisdiction, over 
entity no longer in possession of radioactive matl 
CONNER, T D Conner, Hooro 6 Corber 80/07/06 2pp 


6007230327 Submissions ef issues to bo litigated In proceedlnga in 
response to ASLB 60D626 order Questions illegality of 
licanse taroiinatton prior to determination of necess ity of 
site malnt for health fc safety Certificate op Bvc end 
8C0TT.W J . SEKULER.g N Illinois, State of BO/07/16 Spp 


8007220149 Submits issues to be litigated in low level radueste 
disposal site proceeding in response to ABLB 600626 
directive Urges adoption of liability issue along w/ 
technical issues W/site stabl 1 1 ration ti closure conditions 
LEBSy, R P Antitrust Division BO/07/17 6p|) 


80072S0442 Drief urging dismissal of appeal due to Chicago Section of 
AND untimely exceptions to ASLB 790303 order Appeal does not 
assert discernible injury Mo EIB reydired since order does 
not affect environ W/appearance tc CcrtlFicotes of Bvc 
6Carr>M J . SEKULER. 8 N . Murray. H j Illinois, state of 80/07/20 

20pp 


8007310133 Corrected Page 6 to State of IL 600721 brief Includes addl 
warding corrections 

SEKULER.S N Illinois, State of 60/07/23 Spp 


BUCKET 27-047 BARNWELL, BC , CHEM-NUCUEAR SYSTEMS 


6007010285 Forwards IE Waste Packaging Insp Rept 13000039/60-03 on 
600227-2? No none pmp 1 lance noted 

QMITHiOH Region 1 , Philadelphia, Fuel Facility <> Materials Safety 
Branch 60/04/24 8pp 


— 6007010291 IB Waste packaging Insp Rept 15000039/60-03 on 600227-29 No 
noncompliance noted Major areas inspected shipping paper 
retiuiremants, DDT placarding reyuireatanti.radiotlon level*, 
removable contomination 6 external package features 
PEERV.M W , POTTER, O P Region 2. Atlanta, Fuel Facility Ic 
Materials Safety Branch 80/03/16, 7pp 


B007010299 Forwards IE Waste Packaging Insp Rept 15000039/60-03 on 
800227-29 No none ompl lance noted 

SMITH; 0 H Region t> Philadelphia, Fuel Facility I, Materials Safety 
Branch. 80/04/24 Ip 


— 0007010306 IE Waete Packaging Insp Rept 15000039/60-03 on 800227-29 No 
noncompliance noted Major areas Inspected shipping paper 
reyUiremants, DDT placarding requirements, rad iatl on level*, 
removable contamination 6 external package features 
PEERY.W M , POTTER, J P Region 1, Philadelphia, Fuel Facility 6 
Materials Safety Branch 60/03/18 7pp 


0007020169 Requests consideration of having Atomic Energy Council of 
Taiwan visit facility on 800901-03 Council interested in 
observing waste mgt activities Cooperation will be major 
contribution to NRC exchange arrangement 

LAFLEUR.J D Assistant Director for International Cooperation 
90/03/13 3pp 


B007020760 Forwards B00327-28 trip rept Chem-Nuelear briefed State of 
BC & NRC personnel ra preliminary site stabil 1 latton ti 
closure plan Current conditions 6 practices at site were 
ob served 

BRAODNBTTEi K S Low Level Waste Licensing Branch BD/06/20 4pp. 


1 



DOCKETED ITEMS 


7290393 Foruards Uaste Packaging Insp Rept 1 S000039/QO-S t on 600428 
0501 

'REILLV>JP Rogion 2. Atlanta. Office of tho Director QO/OA/20 
PP 


007290401 Waste Packaging Insp Rept 15000039/60-21 en 800426 !. OSOl 
Nancojnpl I anc e noted radiation levels on sorface of closed, 
exclusive use vehicle in ercoss of regulatorg limits 
TROUP. 0 L ^ PEERY.U W RegJnn 2. Atlanta, Fuel Facitltv U 
HatoTlals Safety branch 80/06/20 4pp 


— B007160751 Waste Packaging Iiisp Rept ! 5000046/BO-06 on B00515 
Hone omp 1 1 ahc 0 noted drum containing raduaste found to have 
gash. « ippsing cardboard oi similar solid mat! 

BOOK. II E Region S. San rrancisCD. fuel Facility !< Materials 
Safety Branch THOMAS. R f) Region 5, ban Francisco. Office of the 
Director tlO/06/10 5pp 


0007300574 Forieards Waste Potkuging Insp Rept 15000046/80-07 on 800131 
Notice of violation foruiarded under separate cover 

HEPPLER.O 0 Region 3, Chicago, Office of the Director B0/06/J7 
2pp 


7290406 Foruards Waste Packaging Insp Rept 15000039/30-08 on 
00603-06 No noncomp 1 lanc B noted' 

TOHR. J P Region 2. Atlanta. Fuel Facility t< Materials Safety 
ranch B0/D6/20 3pp 


007290410 Waste Packaging Insp Rept 150000039/60-08 on 800603-06 No 
noncopip I lanc e noted Mayor areas inspet teif compliance u/DOT 
& NRC regulations 

TROUP. D L . riACARTHJR. T C Region 2, Atlanta, Fuel F.icillty b 
Materials Safety Draitch B0/O6/20 6pp 


7300576 Faruards IE Insp Roptc 50—321/80-14 b 50-366/80-14 on 
00319.0429 b 30 Enforcement action discussed in NRC 800619 
tr 

'REILLY.jp Region 2. Atlanta, Office of the Director 60/06/23 
f 


0073005BO IE Insp Repts 50-321/80-14 b 50-366/BO-14 on 000319.0429 b 
30 Noncompliance noted radiation levels an vehicle cab in 
eicess of regulatory limits 

STOHR.J P , WOODRUFF, R L Region 2. Atlanta. Fuel Facility b 
Materials Safety Branch LACEY. L R Region 2. Atlanta, Office of 
the Oirectar BO/06/19 app 


— a0073005ei> Waste Packaging Insp Rept 1 5000046/BO-07 on 600131 
Noncomp 1 lance noted radiation levels on surface of trailer 
in eicess of regulatory limits 

BOOK.H E Region 5. San Francisco, Fuel Farility b Materials 
Safety Branch CAIN, C L Region 4. Dallas, Offire of the 
Director 80/02/27 /pp 


8007310335 Foruiards Waste Packaging Insp Rept 15000046/80-32 on B00222 
b 26 

DAVIS, A n Region 3, Chlciigo, Fuel Facility b Materials Safety 
Branch 80/06/30 3pp 


—8007310339 Waste Packaging Insp Rept I SO0UO46/80-JP on 800222 t. 26 
Nancomp 1 lance u/OOT regulations noted max dose rate on 
surface of transport trailer mas 220 millirem/h 
O'REILLY, L A Region 5, Han Francisto, Office of the Director 
THOMAS. R D . DUOK, H E Region 5. San Fiancisco, Fuel Facility b 
Materlols Safety Branch 60/04/02 12pp 


B007280271 Foriuards draft Waste Package Insp Repts 15000046/80-76 b 
15000046/80-77 on 800623-27 b corresponding NRC-766 forms 
AVIS, A fi Region 3, Chicago. Fuel Facility b Materials Safety 
Drench 80/07/14 9pp 


7DI04B2 Affidavit re support of request that Chem-Nuclear Hys, Inc 
ocunant BD-OP=0'05, "Frocess Control Program for CNSI Mobile 
olidif ication Units Using Dow Process," be uithheld 
ref 10CFR2 7901 

SVNOLDSiL E Chom-Nuc lear Systems. Inc 80/06/25 3pp 


4eT 27-048 RICHLAND. WA .NUCLEAR ENGINEER I NQ CD 


7100002 Forwards Waste Packaging Insp Hept 1 5000046/BO-04 on 
10107—18 No none amp 1 1 ance noted 

■ilTH. Q H Region 1. Philadelpli i a. Fuel Facility b Materials Safety 
ranch. 80/03/24 2pp 


8007220508 Responds to 800626 1 tr re possible iioiicompl lance identified 
during lou I eve] raduas t e disposal site insp Raduas te 
container punctured during tronsport Radioactive mail not 
released Inspectors briefed re tight container requirements 
DAER, T S Nuclear Engineering Co . Inc . isubs of Telodyne. Inc I 
80/07/18 Ip 


Q0072903S0 PNO-V-80-060 on B00723. Reg i on 5 oft was notified that Con Ed 
luu I evel raduast e shipment uas not properly packaged Based 
upon noncompllane e, state of WA has fantBlIcd burial permit 
& banned util from use of site 

THOMAS. R D (legion 5. San Francisco. Of fits uf the Dirpctor 
BO/07/23 Ip 


307100003 Waste Packaging Insp Rept 15000046/60-04 on BOOI07-1D No 
nancomp 1 i a.nc Q nated Major areas inspected waste shipments 
for compliance u/DOT b NRC regulations including vehicle 
placarding, package marking b condition of packages 
THOMAS.R 0 . PECK. C C Region i. Philadelphia. Office of the 
Director BOOK H E Region I. Phi ladelph ia. Fuel Facility b 
Materials Safety Branch 80/03/25 7pp 


7020202 Requests consideration of having Atonic Energy Council of 
liman visit facilities on 800728-30 tat RIchlandi b B00731- 
01 <at Beabtyl Council interested in observing waste 
t activities 

SFLEUR. J D Assistant Director for International Cooperation 
3/0S/13 4pp 


7140604 Forwards IE Insp Repts 27-004B/80-01 t< 1500046/79-36 on 
30403 No nancomp 1 1 ance noted 

ITHi 0 H Region 1, Ph iladel ph ia> Fuel Facility b Materials 3afety 
->anch 80/ 05/21 2pp 


DOMESTIC LICENSING OF SOURCE MATERIAL 


DOCKET 40-0215 S F APPLIANCE. LTD 


0007080(156 Responds to IE QuIlPtin 79-19 re shipment of low level 
raduasta Enel lists 800208 shipimints of 29 55-gal Itin b 44 
5S-gallon drums of low level mantle radwaste Further 
shipments of waste will be placed in sealed steel drums 
JONEBDN.B J 6 F Appliance. Ltd 80/06/16 Spp 


DOCKET 40-0299 UNION CARBIDE COItP 


8007310494 "Subsurface Investigatlun Clay Liner Mull East Oas Kills. 
WY " 

RATMDUN.D J Inb erg-Mi 1 1 er Engineering Co 80/03/10 55pp 


307140608 IE Insp Rept 27-0048/80-01 o'n 800403 No noncomplianco noted 
Major areas inspected transportation program 

ROTH.J Region I, Philadelphia. Fuel Facility b Materials Safety 
Branch 80/04/25 Spp 


307140609 IE Insp Rept 1500046/79-36 on 800403 No noncomp I lance noted 
Major areas Inspected Trailer 68-1832 

BOOK.H E Region 1. Philadelphia. Fuel Facility b Materials Safety 
Branch 80/02/27 7pp 


'16D700 Forwards Waste Packaging Insp Rept i 5000046/B0-6O on B00S15 
notice of violation 

kV18. A B. Region 3. Chicago, Fuel Facility b Materials Safety 
•anch 80/06/27 2pp 


8007290221 "SubsurfaLo Investigation Clay Liner Exploration East Hills. 
WV. " for Union Carbide Carp 

CORCORAN. T I nber g-Mi 1 1 or Lugineering Co 80/04/17 42pp 


8007170571 Foruards design memo b drawings for addl spray evaporation 
sys. in compliance w/Conditinn 9 of Amend 13 to License 
BUA-640 Drswings availablo in Central Files only 
WONO. T Union Carbide Corp 80/06/04 Spp 


80073002/9 Forwards "Field Compacljon Test Results." 800609-16 
RATHBUN, DJ Miller Technical Services 80/06/18 ip 


—8007300285 ’’Field Compact ton Test Rosults,'" B00609-16 
» Miller Technical Services 80/06/18 23pp 


107160710 Notice of violation from insp on 800515 

* Region 5. San Francisco. Office of the Director 80/06/10 ip 


8007220307 Describes field trisv of proposed evaporation pond at Fast 
Oas Hills site Areas inspected Influde entire crest of 
proposed dam, toe of oilstirig overburden, spoil pile on which 
pond is being built, const t< tiC prugram 
HANSON, W H Barr Engineering Co 80/06/25 2pp 


DOCKETED ITEMS 
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B0072S03S7 FOIA requBst for three categories of info re NRC source matj 
license penulrements for Union Carbide. Oos Hills. WV U mill 
fae i 1 1 ty 

SALZBERO.H Dlack Hills Alliance 60/06/30 Ip 


6007300868 Forwards "Field Compaction Test Results." Q00617-a’6 
RATHBUNi D 0 Miller Technical Services 80/06/30 tp 


"8007300889 “Field Compaction Test Results." Q00617-86 
• Hiller Technical Services 80/06/30 19pp 


6007080219 Submits analytical results from samples taken from tuiu 
releases in restricted areas. to bo included as addl data 
for 800328 1 tr 

WANOj T Union Carbide Corp 80/07/01 ip 


0007140371 Forwards A12-B0-83. "Soil Sample Location Map. “ as recjuired 
by Condition 7 of Source Hatl Ulconse 8UA~648> Amend IS Hap 
shows location of areas affected by seepage from Sump C Map 
available in Central Files only 
UONOi T. Union Carbide Corp 00/07/07 Ip 


—8007140380 "Soil Sample Location Map. “ for East Oas Hills area. Natrona 
County. UV 

JAHE8. H E United Nuclear Corp 80/07/03 Ip 


8007520863 Partial response to FOIA request for three categorioa of 
info re NRC source matl license requirements for Union 
Carbide. Oas Hills.UY U mill facility forwards documents 
listed In App A Search for other documents in progress 
FELTON. J M Division of Roles and Records 00/07/15 Spp, 


--B007SS0868 Confirms telcon that NRC position re regulation of in situ U 
extraction In HV remains as stated in OF Ahearne 800482 1 tr 
NRC is prepared to accept HV in situ groundwater protection 
requirements in NEPA analyses of ossociated facilities 
BHAPAR.H K Office of the Esecotlve Legal Dtrectur 80/07/07 
Spp 


8007080446 Advises of need to increase amount of Hi 1 1 tems-Rob 1 net te 
contract due to eitensive ongoing work Prompt attention will 
be appreciated because of immediate nature of matter 
8CARAN0. R A Uranium Recovery Licensing Branch BO/06/04 Ip 


8007240031 “Magivetlc Survey - Uestern Nuclear Split Ruck Tailings 
Impoundment. Je ffrey City. NY. 600605 '' 

* HI I Mams-Rob ino tte 6 Associates. Inc 80/06/12 17pp 


8007100068 Summary nf 000522 meeting w/Ucstern Nuclear U O'Apputonta 
Consulting Engineers in Silver Spring. HU re possible 
eilstence of debris layer underlying tailings embankment b 
removal of debris from dump area 

OARCIA.P J Uranium Recovery Licensing Drench 80/06/16 3pp 


— B00710009I Summary of 800522 meeting w/Nestern Nuclear t< D'Appolonia 
Consulting Engineers In Silver Spnng.KD re possible 
eilstence of debris layer underlying tailings embankment tr 
removal of debris from dump area 

LINEMAN. J J Uranium Recovery Licensing Drench Q80DEN.O 
Hestern Nuclear. Inc (subs of Phelps Dodge Corp ) 80/03/28 

2pp. 


B007S90268 Forwards rept describing magnetometer survey conducted by 
NRC consultants at Hestern Nuclear, tnc Split Rock tntlings 
dam on 800605 U/o end 

OARCIA.P J Uranium Recovery Licensing Branch 80/06/80 ip 


B007820S20 Amend to petition to Interveiici Paragraphs 6 tt 27 re 
utiiliatlon of Sweetwater River waters for educational ti 
recreational purposes 6 inaccuracy of FES 

DDOKE. Q L Hyaming Outdoor Council BOOKS. B L Dooke.D L 
00/06/85 Ip 


8007830600 Submits comments re monitoring wall locations 6 design per 
NRC 800604 request Oeologic description of Sweetwater River 
Valley by RE Hilliams dtd 800430 & NRC 800530 Urs provide 
considerable Impetus 6 consistency u/previous comments 
OlEDT. J R Environmental Protection Agency 80/06/85 Spp 


—8007280873 Discusses Governor's 000403 visit to discuss regul.ition of U 
mining & milt tailings in UY NRC will not act on license 
renewal until HY Dept of Environ Quality environ impacts 
•valuation results are received t. reviewed 
AHEARNE. J F. Commission 60/04/28 Spp 


DOCKET 40-1168 HE8TERN NUCLEAR. INC 


S007070D99 Discusses 791003 onsite visit to Bpilt Rock mill It mine 
Photographs end 

PETERSON. R Meslern Nuclear. Inc (subs of Phelps Bodge Corp ) 
79/10/03 Spp 


8006240081 Forwards tabulation of water level readings from pieiometers 
in Sections A-A fc B-B for 1979 to present Also forwards 
Drawing RM7B-67B-E8 showing plots of piezometer water level 
•levattons vs time from Jul 1977 to present 
BAODEN.O Western Nuclear. Inc 80/03/88 2pp 


■8006840088 "Pleiometer Data Sheet “ Figure 6-1 

e D'Appolonia Consulting Engineers. Inc, 79/01/15 ip 


8007010861 Forwards, for review (< cemnent. figure showing proposed 
location of groundwater nonltoiing wells Figure is mod to 
Figure 6 3 of FC8 Requests commsnts by 600611 

8CARAN0. R A Uranium Recovery Licensing Branch BO/05/30 3pp 


B0070105S9 Forwards, for review (> comment, figure showing proposed 
location of groundwater monitoring wells Figure Is mod to 
Figure 6 3 of FES Requests commsnts by 800611 

SCARANOiR A. Uranium Recovery Licensing Branch 80/05/30 3pp 


—8007010562 Responds to request for review of FES In order to minimize 
risk of addl contamination caused by preferential mnvamont 
of seapage along unknown hlgh-permeabl 1 1 ty pathway. Intensive 
monitoring network showed ba installed 
WILLIAMS. R E Affiliation Unknown 80/04/03 Spp 


8007010369 Discusses review of const rept submitted 800408 Requests 
add\ Info re survey resul ts. settlement, piezometer i. pond 
elevation data by 800613 Plan view of site showing final 
disposal locations for debris required 

LINEHANnJ J Uranium Recovery Licensing Branch 00/06/08 ip 


. 0007100449 Summary of 600508 meeting In Bethesda.MD re continuing 
aafaty review of series of raises to tailings dam 
OARCIA.P Uranium Recovery Licensing Branch BO/06/OS 5pp 


B007SS03I4 Forwards “Rapt on Reinterpretation ef Ground Magnetomelor 
Survey Dato Western Nuclear Split Rock Tailings Impoundment 
Jeffrey City. WV " 

BOOBCN. G Western Nuclear. Inc (subs of Phelps Bodge Corp I 
80/06/30 Spp 


—0007880317 "Rept on Reinterpretation of Ground Magnetometer Survey 
Bata Western Nuclear Split Ruck Tailings Impoundment 
doffroy City.WY " 

* Allan Specter t. Assoc 1 ates. Ltd J831 GO/06/30 lOpp 


8007300358 Order directing appointment of ABLB to rule on MV Outdoor 
Council intervention S. appointment of ASLAD to exercise 
Commission authority L functions 

CHILK. e J Office of the Secretary of the Commissliin B0/O7/2B 
Spp 


DOCKET 40-1341 EDOEMONT URANIUM MINE. TVA t< NINES DEVELOPHENT. INC 


8007070043 Forwards Revision 4 to decommissioning plan environ rept 
MILLSiL M Tennessee Valley Authority 00/06/13 Spp 


— B00707004S Revision 4 to decommissioning plan environ rept 
e Tennessee Valley Authority 80/06/30 ISlpp 


6007840099 Amend 3 to Source Matl License GUA-8t6. chang ing Condition 
16 allowing raceipt t< storage of U mill tailinss L mine 
waste rock from offsite locations 

6CARAN0. R A Uranium Recovery Licensing Branch 80/06/04 tp 


8007850583 Forwards affidavit certifying that on 800616 correspondence 
re Edgemont U mill decommissioning plan environ rept was 
served on individuals identified in. attached list 
MILLS.L M Tennessee Valley Authority 80/06/83 Spp 


8007810158 Expresses concern re noncompliance u/dose stds far local 
residents noted In TVA 800613 Itr Objects to TVA request for 
variance from stds 

OADLER.fi J Hldweet Environmental Protection Association 80/06/27 

tp 


8007830054 Recommends radiological survey program for U mill tailing 
activities Orab working level measurements, gamma radiation 
measurements. radon progeny integrating sampling unit k 
engineering assessment should be implemented 

EADIE.O 0 Uranium Recovery Licensing Branch 80/07/07 Spp 



DOCKETED ITEMS 


.KET -lo-iass FISHER SCIENIIFIC CO 


lyaVOflOS lE Insp Findings tr Uirensce Ac li dtd 3005^9 of Licetiaes 
'9— 10211-01 ?< SMO-DBOl Insp Finilings no n one cimp 1 1 anc e noted 
iTCARNSi C F Region 1, PA i 1 atle I p h i a i Office of the Director 
0/05/39 Ip 


KET A0-30f.l WEST CHRAGO FACILITV'. KEHH-MuOEE CORF 


>71 10039 Forujards app I i cation for amend of License 5TA^583 
HELLEVrW J Hcrr-McCee Corp 00/09/30 ip 


0071)0037 Application for amend of License STA-903i au than i ing 
installation of incineratnr to reduce vol of c omti on 1 1 b 1 e 
uiaste at facility Incinerator tel 11 be equipped le/NRC- 
approved effluent cleaning equipment 
• Keri — McQoe Corp 80/09/20 llpp 


--B007010067 Requests changes in provisIoTis of License SUD-197 Authorized 
location of use should be Mechanical Engineering Dept lab on 
Oid Juniper Road Radioactive inatl planned for use in 
graphite moderated subcritical assembly 
OAV» M R Notre Dame' Univ oP Al/12/21 ip 


— 8007010077 Foruards response to NRC 800513 I tr re none omp 1 lance 
identified in 800313 Itr Con active actions personal 
authori cati on of tritium for investigator increased to 30 
mCi on 770314 Internal correspondence end 
MASON t T J Notre Damet Onlv of B0/O5/29 33p p 


— B007010003 Application for amend to Item 14 of License 1 3'-019fl3^0Bi 
deleting sta t ament s> proc edure s & representations made in 
previously submitted documents Internal correspondence end 
MA50N< T J Notre Damei Univ of 80/05/30 Spp 


— 00070)0091 Application for rcnoual of espirod Source Matl License 
'C8A''40D7i author 1 1 ins possession cif 1 1 700 Irg natural U metal 
HERMAN. M K Notre Dame. UnlV of Ai/04/10 3pp 


'7310108 Notifies of rieiv tnolllng address for West Chicago facility at 
98 Factory Btroet. West Chlcagoi II. A0185 

ENNVi I L Kerr-McOee Chemical Corp <6ubs of Kerr-McOeo Corp ) 

O/Of./ 11 Ip 


— 8007010077 Requests mod of License Cendltlon 14 permitting film badge 
of course instructor to provide documented record of 
possible eippeure 

LUCEVi J W Notre Damoi Univ of aO/OS/aO Spp 


7310400 Summarg of 0OOAO5 meeting lu/Kerr-McO e e re d e c emm i s * i on i ng 
ontractor performance 

tXON.U A Uraniuin Fuel Licensing Dranch 00/07/11 3pp 


7310371 Summary of 800610 meeting 
Isposel fa site decomml ss I aning 
IXON.W A Uranium Fuel Licensing 


le/vendnr In C-hicago. IL re uieste 
Mranch B0/O//15 4pp 


Cr 40-2397 PATHFINDER MINES CORP 


7010443 Motifies that mads to leach circuit planned Feed mill be 
langedi creating tuio circuits in pure 1 1 el i eac h cantolnlng 
> tanhs In senes Fluiu rate kill) remnln unchanged Nn 
Iginlficant chuiiye to processing procedure represented 
JGEMT.EL Pathfinder Hines Corp 80/06/25 Ip 


330131 Discusses Amend 0 tu Licensii SUA-672i cih i c h uiuiild permit DNWL 

■ obtain small quantity of tailings solution from mine site 

■ support of study re deter 1 orat i on of clays due to acid 
tach Recommends approval of amend 

LLENi D M > LINtIfANi J J Uranium Recovery Licensing Oranch 
/06/36 Ip 


H007S10S50 Act receipt of 800633 Itr Informing NRC of steps taken to 
correct violations identified in NRC B00607 Itr 

KEPPLERi J 0 Region 3. Chicagoi Office of the Director BO/07/10 

ip 


— 8007210558 Responds to NRC 00060? Itr re vielation noted in IE Insp of 
License BUD— 177 Corrective actions rcspanslhle investigator 
in charge of source motl advised mat) must be lelpe— tested 
before use 

MASON. T J Notre Dame. Univ of 00/06/33 Spp 


— &D07210S69 Requestc amend to License SUD-177 to delete 
testing requirement 

MASON. T J Notre Dame. Univ ef 00/06/33 Ip 


tfis-aionth leak 


DOCKET 40-2940 NL INDUBTRIEB, INC 


8007140693 Feruards Waste Packaging Insp Repts 13000037/00-31, 
I9000027/BO-3B h 19000027/80-47 on 800317.31 & 0407 

EMITH.B H Region I, Philadelphia! Fuel Facility b Materials Safety 
Branch 00/03/31 Spp 


'330171 nequests that 1C conduct cunst Inaps uf addltinn to Tailings 

bankment 4 Cunst authorized by Amends 567 tu License 

A-672 Also requests no 1 1 Pie o tloii of dates nil yhlch Insp 

11 bo performed J Kane performed stability rovieur 

ARANO. H A Uranium necovory Licensing Branch BO/06/36 4pp 


310163 Act receipt of Permit tu Construct 60-13R for addition to 
Itlngs Reservoir 4 Owner has removed Chen i< Associates 
"■m project 

flME.K E Chen 6 Associates. Inc 00/06/37 Ip 


ET 40-3961 IIRCOA PRDDUCTB. CORNING OLASB WORKS 


— 0007140697 Waste Packaging Insp Rept 15000037/00-31 on 800321 
Nitincoaipl I ance noted, bottom of u-oodon boi for solid strap 
containing U-23B was pulled away . re veal ing contents 
DDDK.H E Region 1. Ph 1 1 ade 1 ph 1 a. Fuel Facility & Materials Safety 
□ranch THOMAG.R D . RElDLlNOERiD A Region i> Philadelphia. 
Office of the Director 00/04/13 3pp 


—3007140663 Waste Packaging Insp Rept i 5000027/00-30 on 300321 
Noncomp 1 laiico noted side of luaodan box containing solid 
scrap contaminated w/U-S30 was pulling away from rest of 
container exposing plastic bag Inside box 

DQDK.H E Region I. Philadelphia, Fuel Facility h Materials Safety 
Drancl) 71I0MAG.R D . REIDLINQEfi, S A, Region I, Philadelphia, 
Office of the Director 00/04/iS 3pp 


390343 Responds to IE Du I let in 77-)?, "I'a c k ag 1 ng of Leiu Level 
duasto Per Transport & Ouiial “ Facilitg is in process of 
ing out of tharin business No motl sent for burial since 
ne 1971 

.CHEBKO, C H Corning Class Works, Zirtoo Products Div BD/07/19 


-0007140670 Waste Packaging Insp Rept 19000037/00-47 on 300407 
Noncnisp 1 lance noted Drum 40, c on t ainlng depleted U, found 
leaking U transpart vehicle not properly placarded as 
rad leac live shipmant 

SaOKil'l E Region 1, Philadelphia, Fuel Facility it Materials Safety 
Branch THOMAS, R D , ZURAKOMSKI. P R Region 1, Philadelphia, 
Office of the Director 00/04/30 iSPP 


T 40-3674 NOTRE DAME, UN IV DF 


110047 Ack receipt of 000538 Itr informing NRf of steps token to 
rect none omp 1 1 ance identified In SOOSI3 Itr Discusses 
censec denial of nunc ompl lanc e Item IG Gix-munth look test 
required Bupporting daciiifieiitation enc I 

’PLER, J B Region 3. Chicago, Office of the Director BO/06/09 


DOCKET 40-3393 ALLIED CHEMICAL CDRP 


8007170613 Forwards IE Circular 00-14. '‘Radioactive Contamination of 
Plant Demineral I led Water Sgs h Resultant Internal 
Contamination of Personnel ” No written response required 
KEPPLER.J 0 Region 3. Chicago, Office of the Director 00/06/34 
Ip 


)701D96D Re quest r. that provision for possession of Pu-berylllum be 

'Bmovod from License SNM-17a Also requests designation of TJ DOCKET 40-3493 ATLAS MINERALS 

iiroits as course instructor 6 only person rosponslhle for — - 

landllng leak testing 

AV.M R Metre Dame, Univ of 61/12/21 Ip 0007150076 Bummary of 000317 meeting w/ Atlas Minerals In Silver Spring. 

HD re final riprap design A installation prior to milt 
decommissioning 

0ARCIA,P d Uranium Recovery UleenslTig Branch 00/04/39 3pp 



DOCKETED ITEMS 


5 


BOO7380291 Confirms recont; telcons re v<->riaus licensing conditions 
required prior to decodunissloning facility Licensee 
proceeding u/addl tailing disposal alternative studies 
Agreement needed on raising tailings structure 
BMANOY. 0 T Atlas Minerals OO/06/26 Ip 


8007030099 Foruards 790926 rtsponse to IE Dullctin 77-19. "Fuckaging of 
Lou Level Raduaste for Transport (< Durial. *' In response to 
NDC request 

DOZICH. T A Case Western 80/06/12 Ip 


DOCKET 40-4337 MARQUETTE UNIV 


B007890006 Act receipt of 600606 Itr informing NRC steps taken to 
correct violations noted in IE insp of Licenses 48-02931-061 
48'-OS931-tO 6 SU0--0231 on 800423 6 0508 

KEPPLEH( J 0 Rogion 3i Chicago. Office of the Director 80/06/24 

Ip 


— 8007S30012 Responds to NRC 800521 1 tr re violations noted In IE Insp of 
Licenses 48-02931-06. 4B-02931-IO t< 5UD-0231 on 800423 & 

0508 Corrective actions survey metors catibr biannuallg u/ 
std provided u/instruisont 

P1AC8EK. D E . MINER, L E Marquette Unlv 80/06/06 27pp 


6007240245 Ack receipt of 800709 Itr informing NRC of steps taken to 
correct violations noted in IE insp of Licenses 
48-02931-06.48-02931-10 h 6UD-23I 

REPPLER. J 0 Region 3. Chicago, Office nf the Director 00/07/16 

Ip 


— 6007240S5B Responds to NRC 800624 Itr re violations noted In IE Insp 
of Licenses 48-02931-06 «, 48-02931-10 «. SOD-231 Provides 
addl info re administrative authority licensing' 
recordkeeping ti purchases 

PIACBER. D E , MINER, L B Marquette Univ 80/07/09 3pp 


DOCKET 40-4492 FEDERAL AMERICAN PARTNERS IMININO) 


8007020013 Amends 791114 request for permission to construct U operate 
major mod I< espansion of 930 drg ton per day U ore 
processing facility Reduces request from 2,930 to 2. OOO 
short tons per day at average ore grado of 0 ISX U oilde 
WRIGHT, K H Federal American Partners 80/04/23 Ip 


6007100084 Advises NRC that Kll Wright has resigned from Federal- 
American Partners, effective 600701 All correspondence 
should bo oddrussed to OW Pierson 

URIOHT, K H Federal American Partners. 80/06/11 Ip 


6007100087 Responds to NRC request for addl Info re “Suppl to Environ 
Rapt - Oubsurface Tailings Disposal " Dato for submittal of 
addl info cannot be met Osotechnical uork programs uill 
require approt 26-27 uks, until approi Dec 1960 
URIOHT, K H Federal American Partners SO/06/11 Ip 


8007140693 Submits contract costs incurred S. manhours used in rovleieing 
781109 application Project status rept dtd 000610 end 
GARCIA, P U , LINEMAN, J J Uranium Roenvery Licensing Branch 
80/06/13 2pp 


8007020280 Advlsos that revlou of manpower uxpenditures required re 
revieiii of 701109 application for Amend 3 to License SUA-667 
determined octual fee Refund siil) bo forthcoming Apologlies 
for dolay 

HILLER, U 0 License Foe Management Branch 60/06/10 Ip 


8007210169 Foruards "Propotal Evaluation of Ground Water Impacts, 
Proposed Subsurface Disposal Project, West Das Mills, UY " 
PIERBON, GW Federal American Partnero 80/07/01 7pp 


— 8007210170 "Proposal Evaluation of Ground Motor Impacts, Proposed 
Subsurface Disposal Project, West Gas HlllstWY " 

MURDOCK, L T Dames t< Moore 80/03/03 lipp 


8007230030 Forwards request for odd! info based on rovlow of environ 
rept 1« suppl re subsurface tailings disposal Info form for 
radiological assessment ti draft reg guide end M/o info form 
l< draft reg guide 

6CARAN0, R A Uranium Recovery Licensing Branch 60/07/03 3pp 


DOCKET 40-4669 CA0E WESTERN RESERVE UNIV 


7910130137 Responds to IE Bulletin 79-19 re packaging ti disposal of low 
level radwaste Ten sh ipments, containing 4 82 Cl radwaste, 
were made from Jan t97B-JonB 1979 
DOZICH, T A Case Western 79/09/26 Spp 


DOCKET 40-5021 STANDARD OIL CO 


8007090131 Provides annual rept on transfer of products containing 
eiompt concentrati ons of byproduct matl for License SMD-705 
ti License 12-13837-01 No transfers made Jol 1979-Jone 1980 
OANAS. E M Standard Oil Ce of Indiana (see also AMQCO) HO/07/01 

IP 


DOCKET 40-6622 PATHFINDER MINEb CORH 


8007180131 Amend 1 to License 8UA~442> revi s Ing License Condition 28 to 
reduce amount of required cover for Dam 5 chimney drain from 
5 ft to 1 ft 6 to appi ove gradation range of 1 ft of cover 
matl All other license conditions will remain same 
SCAHANO, R A Uranium Recovery Licensing Branch 80/06/04 2pp 


8007230576 Tabulates contract costs Incurred 1. tnanhoure used in 
reviewing 781227 license application 

PERSON, L . LINEMAN, J J Uranium Recovery Licensing Oranch 
80/07/03 2pp 


6007280277 Informs of prirtial refund of fee accompanying 78J 120 
application for Amend 1 to License 6UA-0442 
MILLER. W 0 Licenso Fee Management Branch BO/07/16 Ip 


DOCKET 40-6659 PETRUTOMICS CD , GETTY OIL 


0007230020 Requests amend to Condition 16 of Licenso &LIA-S31 to read 
"mill tailings shall not be transferred from site w/o 
specific prior approval from NRC " Amend required to carry 
out research progi am on tailings mgt I. reclamatinn 
PFAFF, B J Potrotomlcs, Inc 80/06/11 Ip 


8007140393 Requosts review of end suppl Info to licensee embankment 
final const rept Forwardo 800401 IE insp rept of camplotod 
tailings dam raise. outhori lod by Amends 1-5 to License 
BUA-551 W/o ends 

LINEMAN. J J Uranium Recovery Licensing Oranch BO/06/13 Ip 


8007230153 Discusses proposed amend of License SUA~531 to upgrade 
effluent t, environ monitoring program b to Incorporate two 
minor revisions Into radiation safety program Revisions uill 
improve program Recommends approval of license amend 
KOTSCH. J L , LINEMAN, J J Uranium Recovery Licensing Branch 

80/06/20 6pp 


8007310543 Amend 6 to License SUA-551 modifying effluent t< environ 
monitoring program b revising radiatio.n safety program 
Revised environ monitoring program enc 1 

BCARANO'R A Uranium Recovery Licensing Branch 60/06/20 5pp 


8007230243 Advises that Amend 6 for License SUA-351 was issued on 
800620 b should be exempt from foes Amend was NRC-in 1 tlated 
& requires mod of effluent b environ monitoring program 
R0T6CH.J L . LINEMAN,,! J Uranium fletovory Licensing Dranch 
80/07/10 Ip 


0007300268 Amend 7 to License 8UA-53t authoriiing transfer of tailings 
samploB b extending completion dotes for new tailings 
impoundment monitor Wells RTH 1,2 b 3 from 8007)4 to 31 
KOTSCH, J U , LINEMAN. J J Uranium Rocovery Licensing Dranch 
80/07/14 2pp 


DOCKET 40-6789 HOWARD UNIV 


6007010180 Ack receipt of B00425 Itr Informing NRC ef steps taken to 
correct violations noted in |E Insp Repts 30-11063/80-01, 
30-01321/80-01,40-6789/80-01 b 70-0625/80-01 

8H1TM,0 H Region 1, Philadelphia, Euol Facility b Materials Safety 
Branch 80/05/28 Ip 


— 8007010185 Responds to NRC 800328 Hr re violations noted In IF Insp 
Repts 30-11 063/80-0 1,30-0 1321/60-01, 40-6769/80-0 1 b 
70-0625/60-01 Corrective actions effluent concontratlons 
evaluated b Cf-252 source tested 
ALEXIS, C P Howard Univ 80/04/23 2pp 



DOCKETED STEMS 


7010197 DJstussos IE Inbp Ucpts 30-t 10/>.1/IJC) 0 1 - UC-0 1 321 /aO-0 1 . 
0-0709/ 30-0 1 f< 7£i-(><iab/a0-01 on Bt)tl320-Pl 0 Piiruarrtu notice 
> vicil a tlnii 

IlITHrO M Hejinn I> Philadelphia) i-ue 1 ('i)cllitii h Materials 
afetu Ornneh 00/03/20 ap p 


I701(W09 Notice nf violation from ins>p on 000320—21 Nnneemp 1 1 anc a 
oti'cl failure tn ciinduct rec(i)lred surveij (>i Cf -202 source 
toi ad in unloctod roun h food stored in r of T i gerat nr le/ 
ad i ol so topes 

Regiiin Ip Philadelphia) (IfMcc of the lliroctar 110/03/20 Spp 


"T 40-740.= rtLLLGICHV LUULllM INDOUTP I EBp fUttlTRlIN CflliF' 


40178 Iteiiucbts (.anf I rma 1 1 on nf plpinnod pictinns discussed in {100623 

con re radiiiac ti ve n<itls disposed at McOlunn Disiiosal 

p in Neitihurgh Mel gh ts) 011 I ence ui 1 1 he lepaireil bg 

l6S3)petrol est)»b 1 1 oh od !< source nP iniitl i nvo s 1 1 g ii t od 

PLCR) .) 0 Region 3) rhl(.apo> Office of the Uirectnr B0/06/S& 


30100 Canfiirae 000703 telcnn re McOean Disposal Dump in Nouburg 
glitStllH Requests eitension to cnmplete nssessment ef 
P 

EB>R a Chcratriin Cnrp 00/07/03 Ip 


T 40-7903 HtlNfVHfclE) INf 


60700 rurunrili Waste F’ackaglng Insp hopl 1 300D046/8D-60 on 000519 
oticD of violation 

10)6 D Region 3. Chicago) liiol Facllltg S< Materials Safety 
nch 00/06/27 2p p 


71P>07I0 Notice of violation Fruni insp un (100515 

Region 3) Can EranitstO) Office of the Directiir 00/06/10 Ip 


7160731 Uasto Pack.iglng Insp Ropt 1 500U046/flO-06 on <300313 

onconp I i ance noted ilruoi contaiTiinQ laiiuiaste found to have 

ash) eiposiiig cardboard nr similar stilid mall 

OUK) l< C Regian 3< (Ian Finnciscn) Tuel racllity h Materials 

afety Orancli THOMAii) R I> Region ’ll Ian rrniiclacO) Office uf the 

irartor D0/C6/10 5pp 


T 40-00B7 KtnH-tiCt.LE CDRP 


10609 roriuords remainder of license Pee in respunsu tii WRC 000602 
InPormlng that request for omuTiil In License CUB -1010 to 
mlt dtBposol Df raffinate sludge in b e I ou grade pit has 
II classified a« majui amend 

LIEViW •! Korr-McOca Nuclear Cut p EI0/06/ID Ip 


7010611 Application P»r amend to Licenuti tiUtl-lOlO to permit 
isposal uf raffinate sludge in bcUiu grade pit 
HELLEV.t'l J Hvrr-HcCes Nuclear Coi p (30/03/211 Ip 


7010-615 Environ rapt for Dequoyah fatllily raffinate sludge 
tsposa) Three ovorsiie draulngs end 

Kerr-«cOoo fliicUar Corp 90/05/SB HOpp 


00117 Amend 11 to Scurte Mutl Liconse 9U(3-IOIO authoriilng use of 
tiim-treated neutral lipd solvent ettractlori raffinate for 
tillrer an licenseo-ouiiied property per 000139 applltatlon 
0040-3 Itri Buby to NRC roqiiiraments 

C.n 0 Uranium Fuel (.icenslny Dranch 130/06/1/ 2pp 


50634 Turuiards proposal for contiiiuied mont taring In vicinity uf 
uoyah effluont outfolliln accordance w/Conil i t i on 19 of 
ensf sun- 10)0 

LLLViU J Kerr-McGeO Nutlsar Corp RO/OPi/ ) 7 7pp 


103?0 Lists (.ontroct coots incuTTPd 6 manhours oipeiided in 
tewing license amend applitation 

uN.W A Uranium Recovery llcenslnfl Dranch U0/07/ii.3 ip 


I 40-B049 ailiariAM t< ELUMENTIML) INC 


10272 Discusses IE Insp Rept 40-8045/0i)'01 condti«te!l on n00Al6 No 
compliance noted Hajur oreae inspected radiation safety, 
plianco w/NRC rul es. regulati pnii 6 ctindiiluns oF llcaiise 
orrectlve action on previous item 

NEHAN) J 0 Reoion 1. Philadelphia) fuel l-nc 1 1 i ty h Hatsrlale 
ety Branch BO/07/14 ip 


DDCttET 40-0056 BRONSON METHUD16T HDBP KALAMAZaO, MI 


0007000273 Forwards personnel monitoring rapt for 1979 per lOCFRBO 
rsqu irement s 

SIMONS) C S Bronson. Methodist Hosp Kalamaioo.MI 00/06/27 tp 


— 0007005270 Personnel monitoring rept for 1979 

SmONSrC B Uronson Methodl St Hasp Kalamaioo.MI 00/06/27 Ip 


DOCKET 40-0102 EXXON MINERALS CO USA) EXXON CORP 


0007030332 Forwards Eiton commercial scale In situ amend application 
6 related matl in response tn NRC request 
MATHISEM, n L Wyoming. State of 00/06/04 iOpp 


80071/0679 Discusses proposed monitor wells for Area HS re application 
far Mining Permit 218C for solution mining at facility 
iirllling will begin in Uune so that 21 wells can be 
compluted b sampled during summer Location maps enc 1 
TnuSBELL.H H Esion Minerals Co . USA 00/06/13 4pp 


0007090106 Foruards requests for add 1 hydrologic info identified 
during revletg of FES re operation of U mill b U solution 
mining project 

LINEMAN) U 0 Uronium Recovery Licensing Branch 80/06/10 4pp 


8007290231 Foruards IE Insp Rept 40-81 02/S0-01 on 800604-06 b notice 
of violation 

DROWN. 0 0 Region 4i Dallas. Fuel Facility b Materials Safety 
Dranch 00/06/20 2pp 


—8007290237 Notice of violation from insp on 800604-06 

s Region 4. Dallas. Office of the Director 00/06/20 Ip 


—0007290244 TE Insp Ropt 40-fll02/S0-O» on 800604-06 Nantomp 1 lance noted 
uiurkeT exposed to excess airborne U 

DItOWN.O 8 . CAIN.C L Region 4. Dallas. Fuel Facility b Materials 
Safety Branch 00/06/20 7pp 


8007230047 Respatids to NRC 300610 request for addi info re 
hy drageol ogic sys at site Preliminary analysis to Questions 
7-9 b roiponae to Oueations 1-6 will be submitted by Q00B31 
Aildl comprehonsi ve studies should be completed by 810930 
ORTLDFF.O D Eicon Minerals Co . USA 80/07/03 Ip 


DOCKET 40-S2OO CLEVELAND-CH FFB IRON CO 


B00710D002 Summary of 000309 meeting w/Cleveland Cliffs Iron Co in 
Silver Spring. MD re status of Licenses SUA-1199 b SUA-1332 b 
sites 

EAOIEi 0, 0 Uranium Recovery Licensing Branch 80/06/11 3pp 


0007230279 Safety evaluatinn re review of B00329 site final restoration 
plan Estimated schedule for completing restoration of site 
appoars reasonable Proposed three-phase program shoud be 
Initiated as soon os pose 1 ble. w/820931 completion data 
EADIE.Q 0 I HDTHFLE ISCH. 0 . MILLER. H d Uranium Recovery Licensing 
Dranch 80/07/02 2pp 


8007230294 Amend 1 to License SOA-1199 authoriilng proposed three-phase 
site final restoration program Program will permit 
termination nf licenso 

QCARANO. n A Uranium Recovery Licensing Branch 80/07/07 Ip 


8007290049 Confirms plan to conduct Phase I water sampling at In situ 
solution mining test site on 000721 

LOUDEHBACK. T E Clt-voland-C 1 i f f s Iron Co 80/07/14 Ip 


DOCKET 40-8304 WYOHINO MINERAL CORP 


0007010367 AdvlsoB that Dept of Environ Ouality.Land Quality Div has 
not received showing of compliance w/In Situ Mining Act for 
licensee operotlons In District 4 Bequests status rept re 
measures to comply w/minlng act 
MORRIS) D Hyomlngi State of 80/06/03 Ip 


8007220303 Application for renewnt of License 8UA-IS04 authoriilng 
solution mining RbO activities In area Also forwards "Test 
Bite 917 Tests J. 2 b 3” fc "Test Site 517 Test 4 " 

TIEPEL.EM Wyoming Mineral Corp. 00/07/07 tp 


—8007220310 "917 Test Bite Tests 1.2 b 3 ” 
» Wyoming Mineral Carp 78/04/14 iP 
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—8007220313 ”317 Tost Site Tost 4 “ 

* Wyoming Mineral CoTp TO/O^/lb tp 


DOCKET 40-0329 SALEM KDSI> BALCM, MA 


B0072B0224 Notifies of eipireif License SlfC-1213 t< discusses actions to 
be takan by liconsee 

HCCLINTOCK> 8 0 Roglon 1. Philadelphia. Office of the Director 
00/01/14 2pp 


DOCKET 40-8300 ROCKY MOUNTAIN ENERGY CO 


0007210243 Summary of 000313 meeting u/uti) in Silver Spring. MD re 
In situ solution mining uporatlons 

RDTHFLEISCH. J E Uranium fiocovciij Licensing Branch 60/04/30 4pp 


0007020702 Corrects 000331 application tr» amend License SUA-122Q 
Licensee docs not intend to use oxidant u/cai donate 
liiivlant Figure 3 has been revised to shuui reverse osmosis 
brine stream going directly to evaporation reservoir 
NEUMANN. H R Rocky Mountain Energy Co 00/03/30 3pp 


B007030002 Application for amend to License SUA-122Bi containing 
statements t. commitments which supersede any potentially 
conflicting statements in 800331 amend application State of 
UY.Oept of Environ duality tiuidcline Number 0 end 
NEUMANN. M R Rocky Mountain Energy Co eO/OA/03 27pp 


80072101di6 Outlines Items discussed t< commitments made during Q00S30 
mtating re reclamation t< land ti water iiuallty review 
process Requests concurrence on specific agreements 
NEUMANN. M R Rocky Mountoln Energy Co 00/06/03 3pp 


0007070113 Responds to 000603 Itr Concurs u/meeting summary w/three 
• iceptlons re monitor Uoil M-54.fiono Creek addendum t< 

Pettern IV startup conditlonol approval WY Dept of Environ 

duality B00610 internal memo end 

MORROW. D Wyoming. State of 00/06/10 2pp 


0007220033 Provides WY Dept of Environ Quality u/results of semple 
analyses for lime overflow circuit Reservoir A f< 0 grab 
samples Requests approval of proposed monitoring program 
mads revised discharge sbds 

NEUMANN. M fi Rocky Mountain Energy Co DO/06/12 1 Ipp 


B007030219 Responds to 800613 Hr re preliminary water quality data for 
Pattern IV Conditional authorl ration is granted to start 
Pattern IV pending completion of review of 000330 compliance 
submittal t< receipt of addl data 
MORROW. D Wyoming. Statu of 60/06/ 13 Ip 


0007170383 Safety evaluation supporting Amend S to License 8VA-122B 
Approval is recommended subj to statori license conditions 
RDTHFLEISCH. J E. MILLER. H J Uroniiim Recovery Licensing Branch 
BO/06/13 4pp 


0007100066 Amends License BUA-1226. revi sing Condition 0 authorliing 
use of earbonate/blcarbonato Hiivinnt in Test Pattern 4 
BCARANO. R A Uranium Becovory Licensing Branch 00/06/13 2pp 


0007240100 Forwards preliminary water quality data Upper control limits 
for Well M-54 have been established for pH. bicarbonate. U U 
vanadium 

NEUMANN. M R Rocky Hountaln Energy Co 00/06/13 3pp 


0007220022 Forwards application to construct wastewater facility for 
proposed Reservoir C Corrects vanadium level reported in 
000612 Itr. Table 2 Assay results for Reservoir BiMonltnr 
Well PI1-3 unci 

NEUMANN. M R Rocky Mountain Energy Co 60/06/23 4pp 


B007160390 Forwards results of B0D503 t< 0609 samplings of Pattern III 
monitor wells No significant change In well status ti no 
Change In pattern operation 

NEUMANN. M R Rocky Mountain Energy Co 60/06/26 5pp 


0007210224 Clarifies 000416 review of operations prepared to accompany 
license renewal request Differences in soils data U values 
attributable to different sampling S< analytical techniques 
Dlecusslon of Nov 1979 Pattern 111 excorsion end 
NEUMANN. M R Rocky Mountain Energy Co 80/06/30 a4pp 


0007300042 Outlines contract costs incurred h personnel hours expended 
in reviewing B00303 license application 

ROTHFLEIBCH. J . BCARANO. R A Uranium Recovery Licensing Branch 
BO/07/14 Ip 


DOCKET 40-8430 EASTMAN KODAK CO 


8007010266 App 1 1 c .it i on by Kodak for Amend 3 to renew export License 
iformerly BTB-B274> 

HARTER. E 8 Eastman Kodak Co 80/06/09 ip 


DOCKET 40-0432 DEAR CREEK URANIUM CQ 


8007240007 Forwards addl info for amend to License BUA-1310 “Tailings 
Mgt Plan." Dear Creek Tailings Disposal into Mined-Out Open 
Pit." h "Leochate Movement from D-3 Pit Tailings Disposal 
Area. " enc 1 

MEDLOCK.R L Bear Creek Uranium Co 00/07/01 76pp 


—0007240011 “Key Plan «. Bile Plan " 

» Davy McKee Corp 80/06/30 Ip 


—0007240013 "Pipe I Ine Haul Road Route - Or.idod " 
» Davy McKee Corp 00/06/30 Ip 


— B00724001S "Tailing Disposal Plan 1. Sections " 
* Davy McKee Corp 60/06/30 ip 


—6007240022 "Underdraln Sys Plan h Details " 
e Davy McKee Corp 60/06/30 Ip 


— 0007240029 "Oeological Cross Oectlon A-A'.B-3 Mine Area 
e Hydrology Assnclatos. Inc 00/07/02 Ip 


— 0007340041 "Oeologlcol Cross Section D-B'.B-3 Mine Area 
s Hydrology Assoc iatos. Inc 00/07/02 ip 


— 0OO784OO4B "Geological Cross Sections " 

* Hydrology Assoc lates. Inc 00/07/02 ip 


0007280073 Submits preliminary questions needing clarification Prom 
review of supplemental environ rept re proposed tailings mgt 
plan Questions may be answered during 790320 site visit More 
detailed evaluation will be presented 
SHEPHERD. T A Calerado Slate Univ 79/03/14 Opp 


0007210103 Discusses licensee revised tailings mgt plan presented 
during site visit Revised plan includes extension nf 
existing disposal operation w/o in-plt disposal Addl points 
require clarification 

NELSON. J D . SHEPHERD. T A Colorado State Univ 79/03/89 3pp 


0007810177 Discusses responses to Rocky Mountain Energy Co questions re 
prujcct Complete analysis of lung-teim stability of proposed 
plan will be prnvlded upon receipt of data noted in 
Questions 3 i. 3 

NELSON. J D Colorado Statu Univ 79/06/01 Spp 


6007230133 Discusses review of responses to NRC 790927 questions. 790409 
Question 2 re differential settlement in tailings 
Impoundment I. Chen (< Associates analysis Estimated 
differentia) settlement Is acceptable 
NELOON. J D Colorado State Univ 79/10/05 Ip 


B007180303 Amend to License BUA-1310 author wing rnlsu of tailings dam 
to elevation 5.160 fl above mean see level 

SCARAND. R A Uranium Rocovory Licensing Branch 00/07/10 3pp 


0007230713 Discusses proposed Amend 7 to License SUA-1310 to authorwe 
raising existing tailings retention embankment from 
elevation 3IS0 4 to 3160 Recommends approval of amend subj 
to listed conditions Drawing end 

OARCIA. P J I GILLEN. D M > LINEMAN. U J Uranium Recovery Licensing 
Branch 00/07/10 Spp 


—0007230721 Forwards hydrologic engineering summary for U mill Proposed 
design for operational period meets hydrologic design 
criteria suggested in Reg Guide 3 11 Several issues should 
be addressed before long-term stability can be assured 
BIVlNBi W 8 Hydrologic h Geotechnical Engineering Branch 
60/06/10 6pp 


— Q00723072S Discusses questions re proposed tailings reclamation plan 
Expresses doubt that extensive cracking would extond through 
depth of cover if min thickness of 3m is adhered to All 
outstanding issues have been adequately addressed 
NELBQNiU D Colorado State Univ 80/06/23 ip 
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DOCKET 40-84(31 BOEIH') CO 


8007280218 Application by Dacing Co tor A-neiid 6 to eipnrt licerisei 
addiiig rtngQla> CorticTooii J> Libyoo Arab Airlines as ultimate 
consignee 

M0RCAN< U E Daeing Co 80/0i/ll Ip 


ODCKEt 40-BS02 IRIGARAy tllNF. HVOMIND MININS CDflF 


800714064}I> Eipresses concern re inimediatB oconoi'nic ctinseguenree 
BofFaloiNV mill eaperience il uurt ot U mine is halted 
WYGRGH.J Affiliation Unknown B0704y2& Ip 


SOOTOlOSYl Foruards licensee 800-12^ 1 tr to State of HV rc mine site, 
including ueekly uater gualltg oiiolysls results p 1 e x ometr i c 
contour naps fx map of new stiallou research eioll locations 
Drauliig available in Central Files only 
MtCMEIISi D L Ifyoming Mineral Corp 80/05/02 15pp 


Qfi07030f>7‘> Submits i opt re 000413 results of weekly sample analysis 
from Shalloui Monitor Well Sll-12 exceeding upper control 
limit values for chloride ft total alkalinity Diagnostic 
uells drilled to define extent of chtorido migration 
UICHERS. D L Uyoming Mineral Corp Q0/D3/2D Ip 


8007210283 Summary of 800430 meeting w/State of UV officials 1< WV 
Minerals Corp in Cheyenne. (TV re NRC order to show cause 
FOHISEB.B L Office of the executive Legal Director SCAflAND.R A 
Uranium necovery Licensing Dranch H0/'05/2J Spp 

8007030330 Foruiards 800330 biweekly status rept re recent moTiiioring 
efforts of shailbuj monitor lane Tiiro ovcrsiie drawings enc 1 
UlCHERS. D L t/yoming Mineral Corp 8O/OA/02 ICpp 


— 8007030363 ‘'Picrometr 1 1 Contours Jlescsirth Hell Loca 1 1 ons. Froduc ti on 
Units 1.2.3. 4. 3 (i 6 “ Sheet I of I 
• (fyoinlng Mineral Corp 80/03/13 Ip 


— 8007030364 “Pie i oinctr 1 L Contoui s Research Well Loca 1 1 one. Produc ti on 
Units 1.2, 3, 4,3 C< 6 “ Sheet 1 of I 
c Uyoming Mineral Corp 80/05/19 Ip 


8007100445 Forwards 800321 summary of 800430 meeting u/llcenseo ti 
State of MY re 600421 show cause ordei 

SCARANO.R A Uranium Recovery LKCiiElng Dranch 80/06/03 Ip 


— 8007100446 Summary of 800430 meeting (j/)tcensee ft State of WV re MHC 
800421 Older to show cause issued to licensee Conditions For 
lifting of Immediate rf f er ti vanese of order oncl 
CCARARDi R A Uranium Recovery Licensing Dranch FONNEfliR U 
Regulations Division BO/03/2) Spp 


8007020694 Approves eipanaian into Production Unit 6 of y rome u/sndluei 
bicarbonate 1 1 x 1 viant. con 1 1 ngciit upon nRC apprnviil 
Groundwater rcstornttan after completion of xnining shall be 
to average baseline values using best pusclble tecbnoloog 
ACKERMAN. 0 C Uyoming, State of BO/06/04 3pp 


B007010367 Advises that Dept of Environ Ouallty.Uand Quality Dlv has 
not received shouing of compliance w/in Situ Mining Act for 
licensee operations in District 4 Requests status rept re 
measuras to comply le/mlnlng act 
nailRIQjD Uyomitig. State of 80/06/03 ip 


6G07070120 Dubxni ts data of 800603 fx 03 samples taken from latest 
excursion into 0 field of Unit 3 R&~47 pumping aitthorlied 
MORROU, D Uyonains. State of 80/06/06 Ip 


8007070147 Forwards Irlgaray site 800602 Itr to State of UY ro assay 
data from 8M-14 

UlCHERSiD L Wyoming Mineral Cerp 80/06/66 4pp 


8007100432 Summary nf 800428 inerting w/llccns«e ti State of VIY In 
Silver Spring. MD re licensee response to 800421 show cause 
order suspending solution mining operations f, asking why 
suspension should not be permanent 

HAUFMAMN. R 6 Uranium Recovery Licensing Drancli 80/06/12 3pp 


8007140600 Responds to 800609 memo by advising that NRC coirpctive 
action to xlate re project has been issuance of 800421 ti 0583 
orders First order had effect of dlructing leiniBdiatf 
suspension of normal activities at site W/o end orders 
BCARARD.R A Uranium Recovery Licensing Rranch 83/06/13 Jp 


— 8007140607 Discusses hackground for modify Ing license ft terminating 
800421 show cause order to licensee NRC has concluded that 
likivlant ft pollutants are being confined laterally to well 
field vicinity m designated hij dros tratl grap hi c honians 
KAUFMANNx R S Uranium Recovery Licensing Branch 80/06713 2pp 


8007130644 Foruards latest communications between site ft State of UYi 
dated 800613 

WICHERS.D L Uyoming Mineral Corp 80/06/16 Ip 


— 8007150631 Submits biweekly status rept for Mine 478 Foruards 
piexeJnetric contour maps of shallow zone based on static 
water level measurements from 00032/ ft 0602 samplings 
Two oversiie drawings enc 1 

UICHERQ, 8 L Wyoming Mineral Corp 80/06/13 IDpp 


'"8007130637 "Research Well Locations Pleioinetric Contours “ Sheet 1 of 
1 

* Wyoming Mineral Corp DO/04/09 Ip 


— 8007130667 "Research Well Locations. P 1 eiomBlri c Contours " Sheet 1 of 
1 

t Wyoming Mineral Corp 80/04/09 ip 


8007210066 Requests that all available water quality data from newly 
drilleil shalleid monitor wells be forwarded ft that future 
data bo end le/blueekly status repts Also requests Info re 
split samples talien 800312~13 
MORROH.D Wyoming. State of 80/06/19 Ip 


0007210545 Foruards correspondence lu/Otatc of UY re Irigarary site 
shallow 32nd monitor luell data Dverslio drawing end 
UlCIIERS. 0 L Wyoming Mineral Corp 80/06/20 4pp 


— aOO'721084B Provides WV Dept of Environ Duality w/water quality data ft 
map Identifying locations of eiploratien hole in area of 
Production Unit 6 Oversiio map enc 1 
RIOIEnS.D L Wyoming Mineral Carp 80/06/18 7pp 


8007310353 "Location of Eiplnratien Hole In Production Unit 6 " 
Sheet 1 of 1 

• Uyoming Mineral Corp 80/06/03 Ip 


00073)0036 Dlbcvsees concern re ecanomic consequences that could be 
Impesad an Buffalo ft Johnson Cuuiity.UV w/c urtal Iment of 
U selutien mining project Modifying license order issued 
800323, permitting llmltoil operatlan for 9a days 
8CARAN8< R A Uranium Recovery Licensing Drench 00/06/23 Ip 


8007330071 Addresses concerns re economic consequences of project 
curtailment NRC 800323 modified license order permits 
rvsumptiun of limited operotions Licensee must demonstrate 
environmentally occeptablo oporaticin 

8CARAND.R A Uranium Reenvery Licensing Drench 80/06/23 Ip 


000733007/ Addresses loiicerns re economic consequences of project 
curtailment NRC 800323 madifiotl license order permits 
resumption of limited nporatlons License* must demonstrate 
environmentally acceptable operation 

BCARANQ.R.A Uranium Recovery Licensing Branch 80/06/23 2pp 


0007230005 Addresses concerns re economic consequences of project 
curtailment NRC 800323 modified license order permits 
resumption of limited operations Licensee must demonstrate 
environmentally ncceptable operation 

BCARANOi R A Uranium flecovery Llcunslng Branch 80/06/23. Ip 


8007330274 Adviibs that MKC Is sensitive to economic consequences of 
project curtailment to Town of Ouffa.ka ft Johnson CountyiUY 
NRC IsBued modifying license ordar on 00DS23. ol lowing 
licensee to resume llmitod operatiiona for 90-day period 
RCARANOiR A Urnnlum Itacovsrij Licensing Branch 00/06/23 Ip 


8007330316 Advises that NRC is sensitive to economic consequences of 
project curtailment to Town of Buffalo ft Johnson County. WY 
NRC Issgod modifying liconse order on 800523. allowing 
licensee to resume limited operatinns for 90-day period 
SCARANO.R A Uranium Recovery Licensing Dranch 80/06/23 Ip 


8007330648 Responds to concern about economic consequences of project 
curtailment NRC 800323 order tel II permit resumption of 
limited operdtions Public heolth ft safety will not be 
endangered 

SCARANO.R A, Uranium ADCovary Licensing Branch 80/06/23 ip 


80072IOI4S Roquests Info re cnntamtnants in oqul fieri near Buffalo. MY 
0R£Y. K Affiliation Unknown 80/06/26 ip 
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8007810101 Notifies that on B00SS2 samples from shallou monitor uel) 
6K-14 indicated chloride !< total alkalinitv exceeded upper 
control limits Caused by producing recovery ue 11 Addl 
monitoring undsruag 

UlCHERB. D L Ngoming lilneral torp B0/0h/S7 Bpp 


80078101?! Outlines status of action items agreed on at 600616 meeting 
re author! lation of Production Unit 6 1< 1>600 gpm floui 
expansion rcguest Technical support info has been submitted 
Lists addl environ studies 

TIEPEL. E U Ugoming Mineral Carp DO/06/30 3pp 


B007880094 Notifies that S00617 restoration plan b license request 
are acceptable u/follouiing condition Surface reclamation 
is not complete until good vegetative cover is present 
HDRROU. D Hgonilng. State of BO/07/03 Ip 


0007810079 Foruards requested tabulated data on nioiiitor uiell upper 
control limits & initial fc current assays for research 
uells 

TIEPEU. E W Wyoming Mineral Corp BO/07/07 3pp 


B007310099 Foruards requested tabulated data on monitor ucll upper 
control limits fc Initial ft current assays for research 
uel 1 s 

TIEPEL. E U obsolete code BO/07/07 5pp 


B007SB0300 Notifies that 3M Corcoran has been appointed mine manager of 
Irtgarary in situ mine siteiJohnson County.UV 
HOHNE. F C Wyoming Mineral Corp 00/07/09 Ip 


B0078803D3 Submits analysis of ammonia in shalluie sand monitor uells. 
Unit 6 

MORROW. D Wyoming. Btatc of 80/07/19 Ip 


B00783DD63 Addresses concerns re economic consequences of project 
curtallmont NRC 800983 modified license order permits 
resumption of limited operations Licensee must demonstrate 
environmentally acceptable operation 

ecARANO.R A Uranium Recovery Licensing Branch ao/ 07 /lB ip 


DOCKET 40-8904 UNION 76 MINERALS EXPLORATION CO 


8007080038 Advises of intention to occupy existing In situ camp 
facilities in SectloA 81 > Touinsh ip 84 northiRange 93 uest. 
Bwsetwater County. WV for approx 3 yrs beginning in Moy or 
Juno 1980 to conduct U exploration activities 
ACOSTA. A P Union Minerals 80/03/31 8pp 


6007010308 Notifies that fill placement has resumed on Cell C of 
subsurface tellings impoundment at Sueetualer U project 
Submits tentative schedule for completing cell const Revised 
date for tailings cell liner installation is 800616 
ACOSTA. A P Union 76 Minerols Exploration Co 00/09/08 Ip 


8007350157 Advises licensee that no add] fee is requii od in connection 
u/Amond 3 to License 5UA-I390. i s sued on 800603 Licensee 
paid mai fee for minor safety !■ environ amend 
MILLER. U 0 License Fee Management Branch 80/07/13 Ip 


0007390-619 Refers to B0D914 Itr re 600914 mill start-up notification 
Mill start-op expected B00910 instead of 800819. due to 
const delays 

ARCOBTA. A P Union Minerals 60/07/34 Ip 


DOCKET 40-B9S3 WYOMING MINERAL CORP 


8007010814 Application for amend to License SUA-1313 revising Figure 
3 3—1 estimates for floies through resin ion exchange 
columns Requests issuance of amend by B00908 Fee enc 1 
SCHENDEL.K R Wyoming Mineral Corp 80/09/27 2pp 


8007830084 Discusses 800937 application to amend Condition it of 
License SUA— 131 9. al tering flou. rates fram 6.666 to lO. OOO 
gpm ion exchange feed t. 6.710 to 10.070 gpm ion exchange 
tails necommends approval of application 

HEVERi R S ■ LINEMAN. J J Uranium Recovery Licensing Branch 
80/07/ to 3pp 


8007340300 Amend 1 to License SUA-1319> revising Co-ndition 11 ro release 
of process uaste 

BCARAND. R A Uranium Recovery Licensing Branch 80/-07/1O tp 


DOCKET 40-8603 UNITED NUCLEAR CORP 


D0071808BB Summariies 800483 visit to main embankment foundation 6 
Impoundment area preparation Recommends continued const Prof 
enginoer should supervi se. moni tor. document 6 certify ait 
phases of const process 

ABTi S n United Nuclear Corp 80/04/27 3pp 


D0072D0066 Advises of rccommendatinns made re increased documentat i on 
b certification of embankment const from 800482 insp 
Foruards rept of initial uork folloulng NRC insp Entire 
documuntation wilt be examined during lOX insp phase 
ABTi S R Colorado State Univ 80/09/18 4pp 


8007170291 Forwards IE Insp Rept 40-8603/80-01 on 800482 No 
noncompl lance noted 

BROWN. 0 D Region 4. Dalles. Fuel Facility (< Materials Safety 
Branch 80/06/ iO 2pp 


— 8007170297 IE Insp Rept 40-6608/80-01 on 800422 No npncompl lane c noted 
Major areas Inspected NRC regulations t< applicable civil 
engineering soil stds 

UABHISON.U C Region 4. Dallas. Office of thu Director ABT.S R 
Colorado State Univ DROWN.O B Region 4. Dallas. Fuel Facility ti 
Materials Safety Branch 60/06/06 2pp 


8007160601 Discusses proposed Amend 3 to License 5UA-1390i involving 
mode to tailings pond liner sys Recommends approval Const 
mads Include removal of soil cover except in traffic areas, 
at dike top. at dike bench 6 at PVC/Hgpalon seam 
OILLENi D M Uranium Recovery Licensing Branch 80/06/03 4pp 


— 0007170302 Provides trip rept re 800423 site visit to main embankment 
foundation b impoundment area preparati-on Rec onimcnd s United 
Nuclear Corp proceed ui/maln embankment const (. prof engineer 
supervise all phases of const 
ADT. 8 n Colorado State Univ 80/04/27 3pp 


8007840103 Amends Source Matl Liconso BUA-1390 to add Paragraphs j. k L 
1 to Condition 39 ti modifies Condition 41.42 <c Paragraph d 
of Condition 40. 

SCARANO. R A Uranium Recovery Licensing Branch 00/06/03 3pp 


— 8007170308 Forwards consulting engineer rept 
increased documentation b certification of 
following NRC 000483 insp 
ABT.S R Colorado State Univ 80/09/12 


of initial uork.re 
embankment const. 

4pp 


B007810S60 Submits addl monitoring 6/or clarifying data per RA Bcara-no 
790816 request ra “Praoperatlonal Moniturlng Rept " 

Gversiie map cncl 

ACOSTA. A P Union 76 Minerals Exploration Cn 60/06/04 30pp 


— B007310S66 "Preoperational Environ Monitoring Locations 
a Union 76 Minerals Exploration Co 80/09/31 Ip 


DOCKET 40-8647 KERR-MCCCE CORP 


8007030031 Forwards environ repliBuppl I t< Addendum 1. responding to 
NRC 791319 questions re proposed new U mill Includes three 
design drawings of proposed retention pond 
SHELLEY. W J Kerr-McOeo Nuclear Corp 80/05/07 Ip 


B0071004SO Requests that two const Insps be conducted of tailings 
impoundment, Insp of results of excavation by blasting should 
be performed during last wk in June 1980 Insp of synthetic 
liner installation should be performed in mld-Jul 1960 
BCARANO. R A Uranium Recovery Licensing Branch 00/06/19 2pp 


B0078306SO Submits contract costs incurred f< manhours used in reviewing 
790713 license application 

QIULEN. D. . LINEMAN. J J Uranium Recovery Licensing Branch 
00/07/08 Spp 


— 8007030035 Environ rept.Buppl 1 6 Addendum 1. responding to NRC 791819 
questions 

» Kerr-HcOee Nuclear Corp 80/09/09 6pp 


— 0007030039 “Tailings Disposal Study - Hillside Deposition W/Drainage to 
Excavated Pond 'P ' " 

* Glearns-Roger. Inc B0/0J/D9 Ip 


. — 8007030-047 "Tailings Disposal Study - Hillside -L Pond *P ' Sections " 
* Stearns-Roger. Inc BO/03/05 ip 
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a007030-05S '’railings Disposal Stad.j - Hillside Ir Pond P * Reclamation 
P 1 an " 

• Uleorns-Rog er> Inc Rt)/0eVO4 Ip 


00701fl990 Foruarcts addendum to 'Environ neptp South Powder River Dasin 
unit in response to Nf?C ODO^Ol request Dose calculations 
used in initial rept wore modified to include milk pathway 
evaluation 

SHCLLEVtU J Kurr-KcOee Nut 1 ear Carp S0/O6/OA Ip 


Q(1070I09V3 Addonduin 2 to "Environ Rept> South Powder River Dasin Mill " 
» Kerr-tlcOee Nuclear Corp aO/Oft/Oi E^pp 


OCKET dO-8fiDl ENEROY FUELS NUCLEAR. INC 


0071004'fl Siimmarljes 800419 safety Insp of Dike 3 8< pUcemant of PVC 
liner in Cell 2 Rocomoiends continued const Consulting 
engineer should remain onsite to ob serve. chec k & doiument 
all activities re preparation, plat ement L insp of PYC liner 
AOTtB R Nuclear Fuel Sarvlces. Inc (subs of Oetty 01 1 Co ) 
00/04/ IQ 13pp 


007200070 Forwards photos of lOX insp of Embankment 3 t lining of Cell 
2 Requasts that typographical error on Page 3. Paragraph h. 

Line 4 in 000410 rapt be corrected to read “IB inches along 
emhanknent " Change critical for compliance H/o end 
ABT. 8 R Colorado State Univ BO/04/30 Ip 


007100277 SurnfflariiBS 800424 70'/. insp of Dike 0 Recommends continued 
const Denoily recurds re sand drain on Embankment S should 
be checlcd for licensee compliance prior to final approval 
of operation 

ABT.a fi United Nuclear Corp 80/09/19 3pp 


007280175 SoPelip nvaluntton recommending approval of Amend 3 to 
License SUA-135Q w/noteil conditions Amend would involve 
aditlklon of seLond crusher unit to ore buying station 
c ircul t at mill 

OILLCN.D II . LINEMAN. J J Uranium Recovery Licensing Uranch 
80/06/04 2p p 


107170327 Forwards IE Insp Rept 40-8681/80-01 on 800415 h 24 No 
noncomp 1 iance noted 

CROUINiO D Region 4. Dallas. Fuel Facility (t Materials Safety 
Rraneh 00/06/U 2pp 


0007170327 IE Insp Rept 40-8681/80-01 on 800415 «. 24 No noncompliance 
noted Major uveas inspected NRC regulations t. applicoblo 
civil ongineoring soil stds 

MARRISONrH C Region 4. Dallas, Office of the Diructor ADT.8 R 
Colorado State Univ BltOUIN.O 0 Region 4. Dallas. Fuel Facility h 
Materials Safety Rraneh 60/06/06 2pp 


-0007170331 Submits trip rept re insp of Dike 3 ti placement of PVC liner 
in Cel) E Recommends that work conducted up to insp time be 
approved for continuation {< that consulting engineer remain 
onsite to Ob sorvB. tlkoe k J« document all activities 
AnT.8 R Colorado State Univ 80/04/18 I3pp 


•8007170332 Bvbmits typographical correction for 800418 trip rept re 
placement of PVC linsr in Cell 2. indiiating that Energy 
Fuels Nuclear Da* compiled w/license conditions 
AQT.a R Colorado Stats Univ 80/09/05 Ip 


-8007170339 Trip rept re 800424 70X insp of Dike 3 Rocommends that wnrk 
up to insp time be approved it that Energy Fuels Nuclear be 
atloued to continue const of embankment Also recommends that 
final approval be rendered for mill operation 
ABT.B R Colorado State Univ ao/OS/OV 3pp 


‘>07100017’ niscusHos actions taken by NRC In response bo Btato of UT 
80061S Itr re nrchaeelogical activities being porformed at 
facility rnteragoncy Archaeological Sves util check work for 
canfaimanco w/memorandum of agreement 

BOARANO. R A Uranium Recovery Litunsing Branch 80/06/17 Ip 


007210070 Oiscussos Items 1-3 addressed in first 1 ir to NRC 6 
discussed at 800618 meeting ro site Piecemeal approach to 
memo of agreement will have detrimental effect on 
archaeological anolysls 

BMlTH.tl T Utoh. State of 80/06/30 2pp 


007230672 Submits contract costs incurred N manhours used In reviewing 
800414 license application 

OILLEMiD . LINEHAN. J 3 Uranium Recovery Licensing Branch 
80/07/08 2pp 


0007230731 Furuards copy of NRC 800606 fee request for 800523 amend to 
License SUA-139B for relief from License Conditions 41 6 47 
Requests payment within 15 days 

UEISS.D License Foe Management Branch 80/07/16 Ip 


B007280564 Informs of foTthcoming refund re review of 000414 
application for Amend 3 to License BUA-1398 
MILLER. H □ License Fee Management Branch 80/07/16 Ip 


DOCKET 40-0673 COLE PETROLEUM. INC 


8007020293 Submits quarterly rept for 800201-0430 re pilot In situ U 
solution mining operation Neither U recovery plant nor 
restoration plant was in operotion Thus.no info ro 
injection/recovery rates 6 vols h reverse osmosis available 
3AUNDER8.0 A Ogle Potroleom. Inc 60/09/09 8pp 


DOCKET 40-8697 ROCKY MOUNTAIN ENEROY CO 


0007020083 Responds to 800506 request for written confirmation of 
agreements reached at 800502 meeting Land & Mater Ouality 
Dive are currently reviewing 800530 submittal re compliance 
u/ln 8itu Act 

MORROM. D tlyumlng. State of 00/06/12 Ip 


6007020064 Notifies that 600530 submittal does not demonstrate 
compliance ui/In Situ Mining Act R&D activity at site will be 
permitted until groundwater restoration ti other data are 
sufficient to support application 
MORROMiD Uyomlng. State of 60/06/13 Ip 


□0O7IBOOS7 Summariies proposed changes or additions to 600423 license 
emend request Mods correct omissions in original document or 
rovisD procedures based on recent field eipericnce 
IHANICKI. R Rocky Mountain Energy Co 80/06/19 3pp 


8007210063 Suggests that state suspend Reno Creek license to mine after 
30-day notice fur failure tu make application for commercial 
facility Orac B period will provide facility w/adJl time to 
complete forms for in situ RED license 
HORROhl.D Nyoming. 8tato of 60/06/20 2pp 


0007290890 Forwards Form 5. "Application for In Situ Research Testing 
License." In response to Qtate of tJViDept of Environ Ouatlty 
800613 request U/o enc 1 

lUANICKIiR C Rocky Mountain Energy Co 80/07/10 Ip 


DOCKET 40-8698 PLATEAU REBOURCES. I TD 


6007100074 Amend 14 to Uiconso &UA-1371. revl sing Condition 41 to change 
advance notification required prior to certain const 
milestnned from 3 to 6 wks 

QCARANO.R A Uranium Recovery Licensing Oracich 60/05/09 2pp 


6007160460 Qummarliea 600427 site visit ti insp of embankment foundation 
h impoundment area Recommends continued const Vendor should 
formula te h implomant design for insuring tight seal is 
formed between Zone i matl h grooves h overhang joint 
A6Ti8 R Uni tod Nuclear Corp 60/09/20 7pp 


DOCKET 40-8702 ARMY. DEPT OF, ARMAMENT MAT READINESS COMMAND 


0007140627 Forwarda IE Insp Rept 40-8/02/80-01 on 800422 No 
noncamp 1 lanco noted 

CROCKER. N N Region I. Philadelphia. Fuel Facility U Materials 
Safety Branch 80/05/21 2pp 


— B007I40631 lU Insp Rept 40-0702/80-01 on BO0422 No noncompliance noted 
Major areas inspected reviow of decontamination plans & 
fac i 1 1 ty tour 

CROCKERiH W Rogien 1. Philadelphia, Fuel Facility h Materials 
Safety Branch COSTELLO. F Region 1, Philadelphia. Office of the 
Director 80/05/20 2pp 


DOCKET 40-6714 CLEVELAND CUFFS IRON CO 


0007100082 Summary of 800509 meoting w/C level and Cliffs Iron Co in 
Silver Bpring, MD ro status of Licenses 8UA-1199 l< 8UA-13S2 St 
sites 

EADIE.O 0 Uranium Recovery Licensing Branch, 80/06/11 3pp 


DOCKETED ITEMS 


6007330161 Safety ovaluatien re mtnor changes In supporting info 
submitted u/appl icati on for License SUA-ISSS Increasing 
project site to 42 3 acres should be aothortied EI5>negatlve 
declaration or ElA need not be prepared 

EADIEiO O p ROTHPLEISCHi J p llILLERp H J Uranium Recovery Licensing 
Branch BO/06/30 2pp 


6007310346 Amend 1 to License BUA-13S2 increasing total permit area to 
43 1/2 acres uhile actual uioll field le unchanged 
SCARANOi n A Uranium Recovery Licensing Branch 80/06/20 ip 


3007310457 Application to amend License SUA-13S3p changing Condition lO 
to aothoriiB testing of mygen h/or hydrogen peroiidc w/ 
ammaniura carbonate liilviant to oiidiio b liberate U from 
mineraliied sand Fee oncl 

LOUDEBBACKp T E Cl eveland-Cl if fs Iron Co B0/O7/14 3pp 


DOCKET 40-8721 ROCKY MOUNTAIN ENEROV CO 


8007310243 Summary of 800313 meeting w/gtil in Silver Spring>HD re 
In situ solution mining operations 

ROTHFLEIBCHp J E Uranium Recovery Licensing Branch 00/04/30 4pp 


8007030458 Responds to 800306 request for written concurrence ro 
agreements reached at 800302 meeting Mining permit must be 
converted to in situ RbD license in order to conform u/code 
requirements 

MORROUpD Uyoming< State of 80/06/12 Ip 


DOCKET 40-8727 KERB-MCOEE NUCLEAR CORP 


8007300331 Provides Subcommittee on Energy b Power w/notlee of Issuance 
of License SUA-137B W/o end 

• Office of Nuclear Material Safety tc Safeguords 80/04/16 Ip 


8007300533 Provides Sobcommittea on Nuclear Regulation w/notlce of 
issuance of License SUA-1378 H/o end 

* Office of Nuclear Material Safety fc Safeguards 00/04/16 ip 


8007300357 Provides Subcommittee on Env 1 rom Energy b Natural Resources 
Ill/notice of Issuance b negative declaration for License 
8UA-137Q 

* Office of Nuclear Material Bafety b Safeguards 80/04/16 Ip 


—8007300560 Notice oP issuance of License 8UA~1378 b negative 
declaration. 

SCARANOpR a Uranium Recovei y Licensing Branch 80/04/09 tp 


8007300363 Provides Subcammittse on Energy b Environ u/notice of 
issuance of License SOA-1378 W/o end 

* Office of Nuclear Material Safety b Safeguards 80/04/16 Ip 


8007230620 Tabulates contract costs incurred b manhours used in 
revieuing 790611 license application 

WUp 0 > HILLERp M d Uranium Recovery Licensing Branch 80/07/03 

8pp 


DOCKET 40-8720 TETON EXPLORATION DR ILL I NO CO p INC 


8007010129 Forwards "Embankment Info for North b South Lauenberger 
Reservolrsp " required by Stipulation 32 of Source Mail 
License 8UA-1373 Fee end 

KERLIHVpD Teton Exploration Drilling Co p Jne 00/02/01 2pf 


—0007010140 "Enbankment Info for North b South Leuenberger Reservoirs " 
for Teton-Nedco Leuenberger in situ mining project 
HERLIMYiD Teton Exploration Drilling Co . Inc 80/02/01 46pp 


8007020333 Advisee that reporting identification symbol “XMU" has been 
assigned to License 9UA-t3/3i to be used in complatlng all 
NRC transfer repts 

BPARKBp E Technical Planning b Information Branch 60/03/87 Ip 


0007280694 Forwards water levels for wells PN5-L307 for first quarter 
of oparationpper NRC 000207 request Omission of data In 
quarterly rept was oversight 

HERLIHYpD Teton Exploratien Drilling Co > Inc 80/06/03 6pp 


8007220063 Forwards 800606 Itr informing that to datei author has not 
received info re continued operation of facility 
Operation has been put in holding pattern pending NRC 
decision re Levsnberger Reservoirs Requests timely review 
HERLIHYpD, United Nuclear Corp 80/06/17 Ip 


— B()072r0c>/0 Requests use of fri-obourd atiialysia for evaporalion pi 
presimtod in 800201 rept. "Emhankmont Info for North 6 r>uulh 
Levonieiger Reservoirs "■ Timely rt‘vieui would he apf roc i.i toil 
in order tii cleevunstrate grouuduatPi resloralioii 
HERLIHYpD Uni toil Nud t-iir Ciirp 80/06/06 4pp 


0007010432 Submits (.valuation for license tiUA-1373 ru direct exhai 
above process equipment b bpirths Above t<iiik vinti lotion sys 
reduced concentrations of i aden b radon dp^iighteis tu which 
plant personnel wore potentially uiposud 

RIEGER. S N Teton Eiplotation Drill iiiy Co p Inc 80/06/20 J'p 


B007aB0702 Sobmito evaluation of need for direct e<h.iu»ting above 
proCDse equipment b tanks to reduce potentially high 
concentrations of radon & radon dpsughters 

RIEGER. S N Toton Ciploratiun Drilling <’o . Inc 00/06/20 2p 


8007230667 IHscusbbs 800617 <ipplication to <imoiid License SlIA-n/ip 
authoriio effluent waste levels in evaporation ponds to rise 
to 5 p 2I4 6 ft Recommends approval of amend provided License 
Condi t ion 32 is rovlsod to permit 2 4 ft of freeboard 
KAUFMANNp R S ■ OlLLENi D M p LINEMAN, J J Urpiin iim Recovery I Iron 
Branch 80/07/07 3pp 

8007230711 Amend I to License SUA-1373 author I ring increase in eff 
level in evaporation ponds 

SCARANOp R A Uranium Recovery Licensing Branch 80/07/07 Ip 


DOCKET 40-Q745 OGLE PETROLEUM 


0007030226 Advises that app it cation for permission tn drill walls 
camp tote for publication b notification Weils indltoted in 
80032/ Itr should be drilled dr soon as pneslble to get 
basolinliig further along 

FRANC ISpE Wyoming p State of 80/03/29 3pp 


8007170433 Forwards NUREO-O607 p DEB on environ consequonces re Uisor 
Basin Project b FR notice 

bCARANUpR A Uranium Recovery Licoiibtiig Branch 00/06/13 Ip 


— 8007170436 Notice of availability of 018 for Dlsnn Das in Projocl 
SCARANCJp R A Uranium Recovery Licensing Branch 00/06/09 ilp 


—8007170440 DLB for Bison Dason Project 

e Office of Nuclear Mater mi Safety b Rofe guards NUREG-OAU/. 
80/06/30 t7»pp 


000730D046 Provides Bubcommlttee on Energy b Howei u/Juiie 1980 [}tl> 
one 1 

b Office of Nuclear Materlak Bafoty b Ciofnguards 00/06/13 ip 


— 800730004B Provides Subc omnii Itce on Nuilpar Flegulation u/iJuno 191 
W/o enc 1 

« Office of Nuclear Motor tal Safety (< Safeguards 110/06/ 1 T 


—8007300031 Provides Subcommittee on Energy b Environ w/duno I'/tIO 
W/o end 

* Office Ilf Nuclear Material Safety b liafeguards 80/06/1:1 


—8007300030 Providus Subcomii) I ttee on Enviroivp Enei gy b Natural Hoiip 
U/Jiini) 1980 DEC] b related PR no tire W/o DEB 
•I Office of Nuclear MatoriaJ Safely b Bafoguardb 00/06/ 111 


—0007300062 Ndtica of issuonce b availability of DES 

8CARAN8,R A Ui anium Racu vor ij Licensing Branch 00/06/09 2p 


8007280333 Exprofises appreciation fill opportunity but has no coaiinun 
re no 

DICKSONpi- 8 AgricuUurep Dept of 80/06/17 Ip i 


8007170106 At k receipt of DEB for U project b requosln that M Amble 
b D Johnson be dole tod from b 0 (I'Oara adilad to li«t of , 

interested citiians in Fremiint CountypWY 
EASTpD Wyoming Outdoor Lotinci I 00/06/19 Ip 


0007220051 Submits review or DL3 re piujoit c ompa Iptbi 1 1 by w/liical b 
regional comprehenslvo planning b impsita on urlip^n ai opis 
D pcufliant le adequate for agency responsibility 

HCKINMEVpII D Housing b Urban DcveUipmentp Dept of 80/(16/29 I 

0007210141 Responds to 800609 lequpst fix comoieiils on DfB for tig) o' 
Pelroleump Snip Bl son Basin Ft o jectaFremunb County, MV Council 
reviowud DES Declines comment at this time 

WALLi U 0 Advisory Ldunci) On Historic Preset vat inn 0O/O6/i'6 i 


I 
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DOCKETED ITEMS 


OCKET 40-Q7tB KEflS-HO^EE NUCLLftR CDflP 


0072l(}0fa7 CttnFiTuvs major points of SOOtic^O trlcon ro sotting 
grounduater quality basclirto t< oyaluatior of ijt ounduio tor 
hydrology at Rt<n U site 

KAUFHAMNi R S Uranium Recovery Licensing Dranth 00/07/01 2pp 


OCKET 40-6771 NUCLEAR ASSURANCE CORP 


007320066 Foruiards op p I ica 1 1 un fer source matl liteiioe permitting use 
of uranyl peroiidu ti ammonium diurante in in situ pilot 
scale testing to recover U Nuclear Assurance Corp mill 
operate project for AZ Public bvc Co 
HARDt 0 Nuclear Assurance Corp 60/06/20 Spp 


-B007330073 Application for source mat! license permitting use of 
uranyl perroiide t< ammonium diurante in in astu pilot scale 
testing to recover tf from underground mineraliieci iniie 
Overslie drauings !c supporting documentation encl 

BECK. M K Ariiono Public Bervico Co WARD, n Nuclear Assur.ince 
Corp 00/06/03 OOOpp 


-B007230077 "Site Facility Layout Peterson In Situ U Eitraction 
Pr o j ec t " 

» Drtlaff Mineral Services Corp (subs of Ortloff Corp > B87O0 

BO/02/12 Ip 


-80072200S2 "Stilar Evaporation Reservoirs Petersen In Bltu U E«lr.ittlon 
Project “ 

JEtINEH.U A Affiliation Unknoun Q0/02/13 Ip 


lOMESTIC LICENSING OF PRODUCTION AND UTILIZATION FACILITIES 


0CKE7 50-2 UHtV OF MICHIGAN HEbCARCH REACTCR 


Inspection reports# IE Bulletins N correspondence 


007170637 Forwards IE Circular BO-14. "Radioactive Cuntamlna 1 1 on of 
Plant Denlnera 1 1 t ed Water ftys t. Resultant Internal 
Contamination of Personnel " Mo wt itten response roqulred 
KEPPLER. J 0 Region 3. Chicogu. Office of the Olroctor 00/06/34 

»P 


OCKET 50-3 INDIAN POINT STATION, UNIT 1 


Adjudicatory correspondence 


007020461 Forwards 800619 order revoking authority to operate 
facility l< directing util to submit decommissioning plan 
within 120 days 

DENT4K6 H R Office of Nuclear Reactor Regulatien. Director 
BO/06/19 3pp 


-ODOTO'SOABS Order tevuking outhnrltg to operate farllity 

DEN'TON«H R Office of Nuclear Reactor Regulation. Director 
60/06/19 2pp 


00731024J Forwards Commission B00R27 momoranrtum ft order containing 
decisions on UCS 760SD2 potitinu for rec onsider.-i bion of 
7B0413 meflioranduin N order UCb 771104 petition sought action 
re fire protection for elocirituJ cobles 
EISENHUT.D G Division of Licensing Bo/Ob/S') n9pp 


007l)9(>2i5 Order granting eitonoioii until 600723 far Commission to 
consider uh ether to review Al.AB-436 U portions of AtAtt-*)6l 
>.r\<» fipfuo of the Beci'ot.rrij of t-ho Commission 60/07/07 


inq ertension until OOOSOl for Ccnmtssiun to 
A' J, relevant portions of 

tary of the Cummlsslon 00/07/10 


esidoiit Carter re Indian 
otect piihlic 
t p l.mned for 

loru Director 


0007170259 Responds to 300206 I tr re status t. rosponsib i titles for 
emergency pi eparodness in facility envirnns FEMA has lead 
responsibility in offsite emergency planning 

GRIMES, D K Emergency Preparedness Program Office SO/C^/07 2pp 


B0072906B2 Requests documentation that future correspondence re 
facilities be addressed to P Zarakas Requests that HA Monti. 

MF Shatkouski it JM Hakepoace be placed on distribution for 
some correspondence 

ZARAKAS, P Consolidated Edison Co of New York 00/07/24 Ip 


I Financial information 


0007240157 Forwards Annual Financial Rept 1979 , 

ZARAKAS, P Consolidated Edison Co of New York 80/07/13 ip 


—B007240129 Annual Financial Rept 1979 

* Consolidated Edison Co of New York 00/02/26 43pp 


0 Advisory Committee on Reactor Safeguards reports 8< eorrospondonce 


0007220308 Provides summary of B00SO7-O0 meeting u/utlls re core melt 
accident sequences Utils appear tn eipect NRC to resolve 
problems N do nothing to mitigate consequences of Class 9 
accidents 

CATTON, I California, Unlv of, Los Angelos BO/03/10 6pp 


P Operating license stage documents l< correspondence 


8007230099 Requests submittal of propoied Tech Spec changes providing 
for redundancy in decay heat removal capability in all modes 
of operation Model Tech Specs which unuld provide acceptable 
resolution end for guidance 

EIBENHUT.D 0 Division of Licensing 00/06/H 62pp 


8007010110 Notification cif 000635 meeting w/utils <c Sandie Labs in 
Bethesda.MD for presentation of overview o.f facilities risk 
study Agenda enc 1 

ISRAEL. 8 L Reilabllity & Risk Assessment Branch 00/06/16 3pp 


B007090279 Forwards info updating 000505 Itr ro control room 
habitability Drawing available In Central riles only 
ZARAKAS, P Consolidated Edison Co of New York 80/07/01. 6pp 


8007250001 Requests submittal of application for amend to license 
consisting of Tech Spec changes (< license conditions FHR 
Model Tech Bpecs J, Model license conditions for TMI-2 
Lessons Learned Category A items end for guidance 
EISENHUT.D 0 Division of Licensing B0/07/O2 69pp 


D007140393 Forwards "PrograKi Plan for Performance Testing of PWR 
Safety S< Belief Valves," Revision 1, addressing NURE0-057B 
Requirenenl 212 

VOUNODAHL, H C Consumers Power Co (10/07/00 ip 


— 00071403913 "Program Plan for Performance Testing ttf PHR Safety ti 
Relief Valves, " Revision 1 

e Electric Power Rooearch Institute 00/07/01 90pp 


0 Inipuctiun reports. IE Dullobins l< correspondence 


8007020124 rnrwards IE Info Notice 00-22, '’Breakdowns In Contamination 
Control Programs " No written response required 
OflirR.ll II Region 1. Philadelphia. Office of the Director 
80/05/28 Ip 


00a70l0'!22 rorwards IE Info Notice 00-53, "Loss of Suction to Emergency 
reeduatfci Pumps " No written responso required 
ORICH.D II Region I. Philadelphia, Dffleo of the Director 
80/05/29 1 p 


00070100D1 Ilospunds to IE Dulletln 00-05, "Vacuum Condition Resulting 
in Damage to Chemical Vol Control Sys (CVCQ) Holdup Tanks " 

All Unit 2 tonka that could contain primary sys water have 

adequate protection Dulletin nnt applicable to Unit 1 

CAHILL. H J Cunsol Irintoil Edison Co of New York 80/06/06 3pp 


110070200/7 Forwardo response to IE Bulletin 80-12, "Decay Heat Removal 
Bys Oiierability " Bulletin not applicable to Unit i which 
is in defuelod condition Eiisting Unit 2 procedures provide 
for adequate alternata noons for removal of decay heat 
CAIHLLrW J Consolidated EdUon Co of New York 00/06/06 8pp. 


0007310555 Forwordo lU Info Notice 80-26, "Evaluation of Contractor 
OA Programs " No written response required 
ORIER.II H Region I, Philadelphia, Office of the Director 
80/06/ 10 Ip 


DOCKETED ITEMS 
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8007160341 Fpruinrilft IE Info Notice 0O~37j "Degradation of Reactor 
Coolant Pump Studs " No specific action or response 
rsQuired 

ORIERi D H Region 1> Philadelphia' Office of the Director 
80/06/11 Ip 


8007170287 Forwards partial response to IE Bulletin BO-06. “Engineered 
Safety Feature (ESF> Reset Controls." for Unit 2 Unit 1 uia s 
shutdown 741031 f< in defueled c ond 1 1 ion. theref ero bulletin 
not applicable 

CAHILL. U J Cnnsolidated Edison Co of New York 80/06/13 9pp 


8007020710 Forwards IE Bulletin 80-19. “Possible Loss of Emergency 
Notification Sys (CNS) W/Loss of Dffsite Power " uritten 
response re<iuircd 

CRIER. B H Region 1. Philadelphia. Office of the Diroctor 
00/06/18 ip 


8007020497 Forwards IE Circular 80-15i "Loss of Reactor Coolant Pump 
Cooling t< Natural Circulation Cooldown " No uritten response 
required 

DRIER. B H Region i. Philadelphia. Office of the Director 

80/06/20 1 p 


8007180960 Responds to IE Bulletin 80-09 No Hydramotor actuators used 
in any Unit 2 sof ety-related sys Unit 1 presently in 
defueled condition 

CAHILL. N J Commonwealth Edison Co 80/06/20 Ip 


BD07180S92 Responds to IE Bulletin 80-10 Investigation revealed 
potential for nonrad i oactivo sija to become contaminated 
through isolation valve seal water/clty water interface 
Double check valves installed Monitoring program described 
CAHILL. W J Commonwealth Edison Co 80/06/20 2p p 


8007160688 Forwards IE Circular QO-14. "Rodioactlve Contamination of 
Plant Deittlneral i 2 ed Hater Rys b Resultant Internal 
Contamination of Personnel " No written response required 
DRIER. B H Region 1. Philadelphia. Office of the Diroctor 
80/06/24 Ip 


8007210172 Forwards IE Info Notice 00-24. “Lou Level Radwasto Burial 
Criteria " Nu written response required 

DRIER. D H Region 1. Philadelphia. Office of the Director 
80/06/25 Ip 


8007230106 Foi wards IE Dulletln 80-16. "Potential Misapplication of 
Rosemount Inc Models 1151 b 1152 Pressure Transmitters 
U/Either A or D Output Codes “ Written response required 
IE Circular 80-11 also enc 1 No written response required 
ORIER.D H Region 1> Philadelphia. Office of the Director 
80/06/27 2pp 


R Periodic operating reports b related correspondence 


8007170363 Forwards “Annual Environ Monltering RoptiPrirt D Radiological 
Ropt “ 

CAHILL. W J Consolidated Edison Co of New York 80/06/30 Ip 


•B00717036S "Annual Environ Hnnltorliig ReptiPart D Radiological Rep t " 
* Consolidated Edison Co of New York 80/06/30 66pp 


8007130669 Submits dally fish counts from intake screens for June 1980 
MONTI. W A Consolidated Edison Co of Now York 80/07/10 I7pp 


8007210473 Forwards util 800613 Itr h "Quarterly Rept on Seismic 
Monitoring Network in Vicinity of Indian Pnint.NVi 
Con Ed Project Doc t979-FDb 1900 " 

DAVIS. U P Consolidated Edison Co of Now York 00/07/34 Spp 


B0D7220533 Forwards “Daily Count from Intake Screens For June 1900 
ZARAKASi P Consolidated Edison Co of New York 00/07/15 Ip 


— B007S20S24 "Daily Count from Intake Screens for June 1980 " 
* Consolidated Edison Co of Now York 80/07/15 4pp 


T Hearing transcripts on non-anti trust matters 


8007140084 Unofficial transcript of 800626 briefing tin recommendations 
of Indian Point Task r«rcD in Wash Infl ton. DC Pp 1-62 
Vleugraphs end 

* Commission 00/06/26 64pp 


B007240164 Transcript of B00711 public meeting in Wash mg ton. DC Pp 1-6 
* Commission Q0/0//11 6pp 


DOCKET 50-9 PENNSYLVANIA 3TATL UNIV RESEAItCM REACTOR 


F Security, medical, emergency ?. fire protection plans 


8007310383 Forwards physical security plan Plan withheld tref 
10CFR2 790) 

CUNNINGHAM. R Pennsylvania State Unlv 00/07/25 Ip 


0 Inspection reports. IE liuliBlins L c ui respond enco 


6007160806 Forwards IE Clrculai 80-14. "Radioactive Coritamina 1 1 on of 
Plant Dsffiinoraliied Water Hys ^ Resolfcant Internal 
Contami na 1 1 on of Personnel “ No writton response required 
CRIER. 0 H Region t. Philadelphia. Office of the Director 
80/06/24 Ip 


8007210134 Forwards IC Info Notice Q0-J4. "Lou Level Raduasto Ijorial 
Criteria " No written response required 

QRIER. D H Region 1. Philadelphia. Office of the Director 
80/06/25 Ip 


DOCKET 50-10 DRESDEN NUCLEAR POWER BIATIQN. UNIT 1 


D NRC Draft/Final environmental Stateincnts. suppls 6 correspondence 


0007100210 Responds to 000530 Itr requesting comraonts on DES NRC 
concentrates review of othor agencies' EIS on areas of 
electric p ouier. no tura I gas 6 oil pipeline industries or 
where staff hat special expertise in evalu.iling EIS 

HEIMEMANN. J M I'vderal Energy Regulatory Commisslan 80/06/12 ip 


8007070263 Bubmits comments re DF£i for preliminary cooling sys chemical 
decontamination at facility Recommends that NRC appoint 
comm I ss tans to eiaminc decontiiminatidn prnc ess Findings 
should be discussed at public hearings 
PLANT, R L Afiiliatiim Unknown 00/06/27 2pp 


8007100215 Criticiies NUREO-0686. DES re primary coaling sys chemical 
decdntamiiiat 1 on DES totally deficient ti fails to address 
problomE u/rofurb ish mg noti-nuc 1 e.ir power plants for 
elonSAtod operating times 

LEHIB.H I Affiliation Unknown BO/06/20 Ip 


8007070264 Provides review of DCS. May 1980 NUncfl-06B6. re primary 
cooling sys chemical decuntamina tion Suggests environ 
monitoring section be added Personnel training adequately 
assures ALARA eiposure levels 

UEAVER. C L HEH, Dept of. 09 Public Health Service 00/06/30 2pp 


8007090269 Comments on NURED 0686 re DES fni deco ntami niit i on of plant 
Rherci data is unava 1 1 ab 1 e> programs ehuuld be undertaken to 
design & evaluate specific degradation procedures 
CRERAII.D A Princeton Univ 80/07/01 2pp 


80D716094D Ac k receipt uf DEE re prim.ary cooling sys chemical 
decontamination Disappointed that rept rcitoralcs items 
originally raised about dangers accompany ina operation t 
contains no new info re decontam in.sllon problem 
BANASZAK. L J Washington Univ 00/07/01 4pp 


800718D36U Submits concerns re d ec emm j '.s i nni itg uf Facility Disappointed 
that DES dees not address any new prnblems project will 
create NRC should consider Isotope migratiun h adequate 
experimentation of amount on radionuclides removed 
HANAS/AK. L U W.T slung ton Univ 80/07/01 4pp 


8007230649 fOIA lequist for five categories of documents re 
dDContaininot 1 on of facility 

DDLDSMITH. R Citiions for a Belter Environment 00/07/02 Spp 


8007230532 Discusses DE8 re primary cool lug cys chemiral 
dflcontamxnalion at facility polymer t qioond .irr only 
containment for wattes Response tu leaching problomt is nut 
reassuring Many doobls exist w. piiblii safety .it slake 
AYCRtj. P J Affiliation Unknown 80/07/00 2pp 


0007290185 Forwards NUPEQ-0606 le VEO fur primary cooling sys 
d ccon tarn 1 nat i orr *. related PR notice Comments must be 
received by 000721 

EISENHUT.D 0 Division of licerisirig 80/1)7/09 Ip 


■8007280205 Protests .igalnsl piuptic.d deconlaminnl ion scheduled for Mar 
Urges CIS be prepared t< public hearings be held immediately 
RDSCNTHAL, A >1 Affiliation Unkiicwti 00/05/13 Ip 
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I0/2j0ja6 tqmmciits cn iii'oposed NftC, DDE, DDH Chemical Co l< util chemical 
(Io£(niitoniiti.itimi domuiistretion project ae described in draft 
EZl b I NUFtIxfi Psprobdes concern re possibility of acclt1erbt> 
effort on wurheib I. public 

DBE/.W Affilidtlon Unkpoun 00/07/16 Vpp 


)07i^*503^113 Comments -on draft Elb. on dec oci tarn mat 1 on « NOHEO -0606 
Document is rehash nf old responses iiafety of proposed 
operation not pi Owen' 

nUEHDCnOi B /Affiliation Untrpuin Utt/07/l6 4pp 


n07.!205Hf Submits cornments un NDF}CG-O606. DES for decontamination of 
facility Coinpar.ilj ve data on leach rales, sol i d i ficat ton J< 
rates betueen UTIL h DQH should be shnun in tabuiiar form Info 
IS currently uiirlear 

VON ZCLLENpO W Nui them Illinois Univ 00/07/16 Dpp 


.107220'5JE] Coniflients on NUJlE0-()/i06> draft environ stabement re primary 
cooling sys chemical decontaeii nail an docs not evaluate 
occupa 1 1 on«i I or public radiation eiposuro losultlng from 
eeriaus Veblclo accident during transport of nucloar uoste 
OUTH^R N lipr Fcologlcal Associates B(j/07/17 ip 


007230513 roruorils guestlnns re Moy i9B0 CEB concerning primary 
cooling sys chemical doc ontairiiria 1 1 on Eipreosos doubt ro NRC 
safety Bvaluntion of area volcanic S, seismic ac tiv i tgr ci ting 
previously documented radionuclide raiflTation 
FiCCAULCV, 19 K Affiliation Uriknoion BO/07/17 Spp 


007S30fjd4 I’artkat rospense to FOIA teyuost for five categories of 
dneursents re decontomination of facility Documents re Item 
S can be found in IC insp repte in PDIF Search is rurrcntlg 
underitiQy for documents under Items 3 6 4 

FEl-TOIJ. .1 M Division of Rules and Records GO/07/17 Spp 


-B007S30663 Distusrpus proposed plans for disposal of leastes from 
facility ducontaminatipn oporntlon Provides detailed 
description of disposol method Disposal method found 
ac c sp tab 1 o 

MAIlTINi J D DivtsiO'ri of Neste Monagement DD/D3/03 Spp 


'"HOOTJJSOA? 1 Submits names of Div of Waste Mgt attendees at facility 
solidification test 6 identifies tests that licensee should 
perform Dn) id i f ica t i on procedure should be documented, 
including tempicuntact pressure rosistonco 6 visual insp 
MAflTIll, J D Division of Waste MBnagement QO/06/10 Ip 


— B007yct067U Provides NRC agenda for so 1 i di f i cat ion demonstration at 
facility 

JAFirCI Ki D D Commonued 1 th Edison Co D0/D7/02 Ip 


10072a084fl Forwards comments on DES ro cliamlcol decontamination of 
facility DES inadequate to serve as model for similar 
d econtami nat 1 tins 

OOLDBHlTFbR Ciliiens for a Better Environment 00/07/lD 26pp 


I0D7230984 Comments nn DEG ro primary cooling sys chemical 
decotitamlna t i Dll at facility DEG falls short of being 
complete, dvtfli led f, fully documented Public comment period 
should be eitvndcd Qupportivu info «ncl 

SHINCrLUO, H Illinois Safe Energy Alliance D0/07/ID 12pp 


B007BQ0537 Comments on DEG re chemical decqn tamlha ti on DES is doficlont 
ti supol'Flclal in nnalysis Cuviron impart of ftitura 
dflcontomina t I ons should be coniiddred since deconteminatidn 
of plant will serve as moilol 

OOtBSHI Til* n , OINGDURO, E Citlsuns for a Setter Envirnnmont 
B0/07/IP 24pp 


B0D730D323 Coraineriis on NUER0''06D6, draft EIS SaCdment defective S, does 
not adequately discuss possible alternotivos to proposed 
action Rationale fur need of propoeed action not developed 
MONTADUEiP National Campaign for Radioactive Waste Safety 
BO/07/20 I6pp 


0007280395 Comments nn NUEEQ-DheA, "DEH for Primary Bys Chemical 
Deciintemlnation '■ auestlons neccosilty of proparntion of 
environ statement for action whiih has minor impact on 
public k en/kton, crnsiderlny met Involved 
JARECEKiR F Cammanweal th Edison Co BO/07/21 i3pp 


BD072d04Dl Befb tIS 6 requestd info re poMtlvu (, negative effects of 
ukliig ether dec onlamina ting iigents that might not contribute 
to Increased > ad i oriwt 1 1 do mobility 
LEVGRINOiR AfrUiatinn Unknown D0/O7/BS ip 


BD07230369 Forwards comments dn NUBE0-(16R6 le pruposeit removal of 
radkoactive crud froip interior of farility No justification 
for cnticluston that no signlfirant ciiviroh impact will 
result from oeiruddinj 

COOQLfE Citlieos Against Niiilenr Power 


£300727062! Discusses NUdEO-OiBh, DEB Ant I c i pate s no significant effect 
on Porostod land from decontamination projects Bhuttlng 
dowo reactui would result in const of alternate plant, w/ 
considurable effect on vogetation 

HEfinOLSFlEMICn Ag r i culture, Dep t of. Forest Service 80/07/23 Ip 


0OO727O6VA Forwards c oniment s, c orr ec t i ng several inaccuraclos in DEG for 
primary cooling sys chemical decontamina t ion RecaiiimRndB that 
NEC prepare generic h'IS Identifying avallnlile uiaste 
treiitment 6 disposal uptlons for other plants 

FIEDEMAhli H N Environmental Protection Agency 00/07/25 3pp 


F Security, medical, emergency 6 fire protection plana 


0OO7O1O347 ForuoriJs safeguards contingency plan amend i’lan withhold 
(ref lOCFn,^ 770) 

PCOPLEE.D U Cummonuealth Edison Co B0/0&/27 tp 


G007240250 Diacusoos rovlew of fire protection mods Foruiarda evaluation 
s t a tUB, ova 1 uati on of design details (< rovleui of Items 3 2 3, 

"Firs Mater Sy s Feods" 6324, "Exposed Structural Stool " 

Addl info requested leithln 30 days 

CnOTCHFIELD, D Clp orating Reactors Branch 5 BO/07/09 7pp 


0 Ad judicatory c orr OBpornlanc o 


0007170323 Responds to 790720 petition re proposed cliomical 
decantaminntion at facility 6 preparation of EtS Potitloii 
combined w/K Droy patition ,itue to similarities 
ElEBNXUTiD 0 Division ciP Licensing BD/OA/i^ 2pp 


— B007170330 Responds to 770317 petition rBquosting that EI8 be proparod 
ro proposed chemical decontamination at facility Petition 
far action hao boon granted Public meutlng will he held in 
vicinity of Facility to discuss hIRD PindlnQs 
DENTOR, H R Clffice of Nuclear Reactor Regulation, Director 

80/06/26 2pp 


— B007170333 Dlructor^s decision undor 2 S06 detormlning that EI8 should 
be pTopar ed For Pac 1 1 1 ty dec ontamlna tion 

DENTDNi R R Office of Nucloar Reactor Regulation, Director 
GO/06/26 31pp 


— 8007170336 Nutico of issuance nf director's lioclslon under iOCFR2 206 
ro prupaiatlon of Elfl for proposed docontamlnatlon of 
facility 

DENTON, l< R UfflKO Of Nucloiir Reactor Regulation, Director 
00/06/26 Spp 


D0071BD032 Rospiinds to B0D3I3 potltlnn ro proposed chomlcal facility 
dec nntaminq 1 1 rin ti preparation of EI8 Petition was comhlnod 
u/slmllar petition filed by It Drey on 770319 
EIGENmiT, D 0 nivislon of Licensing 00/06/19 2pp 


— B007lF)D187 Forwards petition requesting preparation of EI8, 

OOLUSMITFI, II Cltlioiis for a Detier Environment, 80/03/13 2pp 


— B00710D212 Petition for preparation of EIH on proposed chomlcal 
ilucontamtnatlori Decontamination is major federal action 6 
significantly affects human environ 

aauDBMlTIhR Citliens for a Bettor Environment 00/03/13 dpp 


D007310243 Forwards Commission D00937 memorandum 6 order containing 
decisions on IJCS 700908 petition for reconsideration of 
7(i04j3 memorandum 6 order UCQ 771IQ4 petition sought action 
re fire protection for electrical tables 
EI0ENHDT,D 0 Division of Llcenslhg 80/06/SB B9pp 


000/140337 I’etitlon requesting hearings on E1B re chemical 
docontomlnatliin 6 on application for OL amend States 
intoTOst nf auihoi B 6 K Drny, D Rorem 6 ff Shinoflug 
GOLORMITtl.R Cltiiens for a Detter Environment OOLDBhllTIl, R 
Firalrie Alliancu QOLDBHITR, R Illinois Bafe Energy Alliance 
00/07/00 3pp 


H Oenvrol correspondence 


0007020103 Rbsponda to B0D319 6 0414 Itrs re EIS preparation Recipient 
will receive director's derision under IOCFR2 206, EIB & 

NRC comments when available 

ElfiENIIDT, D 0 Diviftlon of Licensing 90/06/19 3pp 


— 800/080199 Oubmlts i|uosttoiis re H Drey 790319 request li Citliens for 
Getter rhviron 000313 petition for EIS on proposed 
decon tarn t na 1 1 on 

QOLDSHITH, n Cit liens for a Better Environment B0/03/i9 Opp 


00/07/ S3 


UPP 
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— 80070S0203 Bequosts to be notified uhoii dec i a ion is made re Citiicns 
for Bettor Environ (• other groups' petitions for EIS on 
proposed decontominati on 

OOLDSniTHrB Cl t liens for a Better Environment 80/04/14 2pp 


8007140230 Responds to 800324 roquost for info re K Master son B0031O 
Itr concerning burial of radieaste from plant In IL at 
disposal site In DeattyiNV Uiscuseor disposal site 
conditions Draft EIS for decontamination end U/o end 
DTRCKQi U J Office of the Eiecutive Director for Operations 
80/0A/27 OPP 


— 6007140231 Foruiards K MoSterson 600318 Itr re burial of radieaste 
from plant in IL at disposal site in DoottijiNV Requests 
findings ta vleus 

LAXALT. P 9onato 80/03/24 3pp 


0007310023 Responds to E Oagoh 8004 13 Itr to IL state senator Forwards 
copy of NRC response 

EISENHUTiD 0 Division of Lltenslng BO/07/10 Ip 


-'8007310025 Forwards DG8 (< related FR notlceiln response to Itr to IL 
Qtate Senator RM Daloy 

EI8ENHUT. DO Division of Licensing 60/0'7/lO Ip 


P Operating license stage documents ti correspondence 


6007250336 Forwards MUREO-O&l?. "HUR Feeduotcr Mozilo U Control Rod 
Drive Return Line Noiile Crockingr" for review ti comment 
CRUTCfIFIELD. D H Operating Reactors Branch 3 80/06/04 2pp 


8007010146 roruiards final rule published in Q0030? FR amending 
10CFR50 71 bo roqulro periodic Updating of FBARs Compliance 
is not required until completion of BED 

CRUTCHFIELD. D Operating Reactors Branch 3 00/06/10 Spp 


8007020106 Requests cooperation in NRC study of poop 1 e-ra latod security 
problems in nudoor Inilustry 

CRUTCHFIELD, D t1 Oporoting Reactors Branch 3 80/06/11 Spp 


8007010042 Forwards NRC evaluation of bEP Topic V~5 re RCPD loatage 
detection Requests Info concerning util as-bullt facility 
differing from licensing basis assumed in assessment 
CRUTCHFIELD, D M Operating Reactors Rrnnch 5 80/06/12 Spp 


8007010217 Forwards NRC Bv,ilnfltlun of SEP Topic VIII'4 re electrical 
penetrations of reactor containment Requests info concerning 
util as-built facility differing from licensing basis 
assumed in assessment 

CRUTCHFIELD, 0 M Operating Reactors Branch 3 60/06/13 lOpp 


8007010392 Foi wards evaluation of SCP Topic V-12 A re wator purity of 
UUR primary coolant Review completed t< resulting evaluation 
will form input to integrated sofety assessment unless 
Changes are needed to reflect as-built conditions 
CRUTCHFIELD, D Operating Reactors Oranch 3 80/06/13 3pp 


8007100399 Responds to B00229 itr which eipreesod opposition to ACR8 
recommandatlon to restructure SEP Role of licensees In 
program will expand Ltr forwarded to Commissioners 
DENTON,H R Office of Nuclear Reactor Regulation, Director 
80/06/18 4pp 


— 8007100420 Expresses opposition to ACB8 recommendation to restructure 
SEP For 6EP owners to perform safety analysis as outlinod, 
cost in dollars b manpower would increase drama tical 1 ij 
aCHAFFBTALLi R 8EP Owners Group 80/03/29 3pp 


8007020479 Confirms arrangements for UA Williams to reviow Dow Chemical 
proprlotary info ro formula for N8~l solvent Info is being 
made available ui/undorstandlng that info will be withheld 
(ref 10CFfi2 7901 

CRUTCHFIELD. D M Operating Reactors Branch 3 80/06/19 2pp 


8007160439 Forwards "Loss of Offsite Power - Survey Status Rept " 
Requests views re causes t< possible remedies within 120 

days 

CRUTCHFIELD, D M Operating Reactois Oranch 3 60/06/19 2pp 


—8007160463 “LOSS of Offsite Power - Survey Status Rept." Revision i 
aCHOLLiR F Systematic Evaluation program Branch 80/06/19 9pp 


8007070116 Submits revised responses to NRC 770603 Itrs re 
second level of undervoltage protection foi 4 kV emergency 
power buses supplying safety-related loads 
UANECEKiR F Commonwealth Edison Co B0/O6/S6 4pp 


8007080063 Responds to NRC 800313 request for addl info concerning 
adequacy of station electric distribution sys voltages 
JANECbH, R F Commonwealth Edison Co 80/06/30 4pp 


8007180436 Forwards evaluation of 9EP Topic V~ll ,\ id requirements for 
isolation ef high 6 low pressure cys Requests notification 
if as-built facility differs Fi om licensing basis assumed 
in assessment 

CRUTCHFIELD, D M Operating Reactors Branch 3 84/07/01 Spp 


8007180438 Forwards evaluation of SEP Topic II I- 10 A re thermal 
overload protection for motor operated valves Requests 
notification if as-buiIt Facility differs from licensing 
basis assumed in assessment 

CRUTCHFIELD, D M Operating Reactors Branch 3 80/07/01 3pp 

8007240295 Forwards evaluation of "SEP Topic VIIl-3. DC Power Sgs Dus 
Voltage Monitoring b Annunciation “ Requests that NRC be 
informed if as-built facilitg differs froti, basis assumed in 
assessment 

CRUTCHFIELD. D Operating Reactors Branch 5 80/07/01 3pp 


B0072S0032 Forwards "Loss of Offsite Power - Survey Status Rept '' 
Replaces 600619 rept which omitted Table 4 

CRUTCHFIELD. D H Operating Reactors Branch 5 80/07/06 3pp 


— 8007350035 “Loss of Offsite Power - Survey Statue Rept “ 

SCHOLL. R F Plant Systems Dranch (Pro 7910301 80/07/06 lOpp 


B0072B0076 Responds to 600310 ltr to J Ahearne objecting, on behalf uf 
owners of plants under SEP review, to current plans far 
expodited review of environ qualification of oloctrical 
equipment Forwards applicable memorandum b order 
DENTON, M fl Office of Nuclear Reactor Regulation. Director 
80/07/16 4pp 


a Inspection repoi ts. IE Dulletins i< con espondenco 


8007010606 Advises that IE Bulletin 79-OID. 'Envirun Dual 1 Ficatlon of 
Class IE Equipment." was sent to listed utits on 000116 
CARROLL. D E Region 3. Chicago. Office of the Director 80/01/30 

Spp 


8007140345 Forwards IE Dullotin 00-13, "Cracking in Core Spray 
Spargers “ Written response required 

KEPPLER.J 0 Region 3, Chicago, Office of the Director 80/05/12 
Ip 


8007070072 Forwards IE Insp Repts 30-010/80-09,50-237/00-08 L 
30-249/80-12 on 800407-0302 t, notice of violation 

KEPPLER.J 0 Region 3, Chicago. Office of the Director 00/05/23 

2pp 


— 8007070074 Notice of violation from insp on 000407-0302 

* Region 3. Chicago. Office of the Director 80/03/23 2pp 


— 8007070000 IE Insp Repts 30-10/80-09.50-237/80-09 «< 50-249/80-12 
on 000407-0302 Noncomp 1 lancce noted fail ore te adhere to 
QA program requirements Contaminated clothing found lying 
Insido controlled contaminated area 

SPESSARD.fl L , DARKER, J L , TONOUE. T M Region 3. Chicago. Office 
of the Dirac tor 00/03/23 7pp 


8007020065 Forwards IE Info Notice 00-22. “Breakdowns In Contamination 
Control Programs ” No written response required 

KEPPLER.J G Region 3. Chicago. Office of the Director 80/03/20 
ip 


8007010086 Forwards 1C Info Notice 80-23. “Loss of Suction to Eroorgency 
Feedwater Pumps “ No written response required 

KEPPLER.J O Region 3, Chicago. Office of the Diroctor 00/05/29 

»P 


8007010130 Advises that IE Info Notice 80-23, “Loss of Suction to 
Emergency Feedwater Pumps." was sent to listed utils on 
B00529 

PAPPAS, H Region J, Cbicago. Ufflce of the Director BO/OS/30 
3pp 


8007020270 Advises that IE Info Notice 00-22, “Breakduuns In 
Contamination Control Programs," was sent to listed utils 
an 800320 

PAPPAS. H Region 3, Chicago, Office of the Director 80/03/30 
3PP 


8007220136 Forwards IE info Notice 00-26, "Evaluation of Contractor 
QA Programs “ No written response required 

KEPPLER.J 0 Region 3, Chicago, Office of the Director 80/06/i0 

ip 



16 


DOCKETED ITEMS 


B0O7OZi|>&62 E^oruards- si te-Bpec i f 1 c (< gonerii questions r« GE disc 
cracking indications per 600109 meeting IE Info Notice 
79-37 on UestinghouBe lout pressure turbines disc cracks 
Response requested uithin 30 days 

CRUTOilFIELDi D apcratlng Reactors Dranch 3 00/06/11 Spp 


a007l4'0309 Foruards IE bulletin BO— 1*1. ''Degradation of OMR Scram 
Discharge 9a| Capability " Mntten response required 
KEPPLERoJ 0 Region 3> Chicago^ Office of the Director BO/06/ia 
Ip 


HOD710000d Foriaards response to IE Bulletin B0-09i "llgdranotor Actuator 
Deficiencies!" No saf ety-ic latcd sys or component at 
Dresden 2 ft 3 uses AH-90 or NH-90 senes hydramotor 
PEDPUEB.D L Commonuealth Edison Co BO/06/16 3pp 


B007030037 Foruards IE Bulletin £30-15, "Possible Loss of Esiergsncij 
Notification Bys (EN5) tl/Loss of Clffsite Power " Untten 
response required 

KEPPLERa «J G Region 3> Chicago, Office of the Director BO/06/10 
ip 


8007030052 Advises that IE Dulletin 00— 15i "Possible Loss of Emergen cy 
Notification Bys (ENB) U/Loss of Dffsite Poueri " uas sent to 
listed utils on 000618 

PAPPAS.H Region 3. Chicago. Office of the Director BO/06/19 
3pp 


8007110200 Act receipt of 000609 Itr infoiming NRC of steps talien to 
correct violations noted in IE Insp Rept SO-OiO/SO-OQ 
DAVIS. A D Region 3a Chicago# Fuel Facility Ba Materials Safety 
Branch BD/06/19 Ip 


— 8007110206 Responds to NHC 800516 itr re violations noted in IE Insp 
Rept SO-OIO/BO-OB Corrective actions initiated daily 
sampling !. analysis program For gross beta activity for sve 
taiater dischargo from sphere 

PEOPLES. D L Commoniiiaalth Edison fo 00/06/09 3pp 


8007230371 Forwards IE Insp Repts 50-010/80-10. 30 -237/BO-09 b 
50-249/00—13 on 800505—29 b notice of violation 

HEISHMAN. R F Region 3. Chicago. Reactor Operations Nuclear Support 
Branch 00/06/19 Spp 


— B007230379 Notice of violation from insp on 600305-29 

e Region 3. Chicago. Office of the Director £30/06/19 Ip 


— 8007230368 IE Insp Repts SO-OIO/BO- 10. 50-237/80-09 6 30-249/00-13 on 
800505-29 None amp I lane o noted failure to report events in 
accordance ui/Tech Specs 

DARKER. J L . EPESBARD. R L Region *3. Chicago. Office of the 
Director ' 80/06/19 9pp 


0007020509 Forwards IE Circular 80—15. "Loss of Reactor Couloiit Pump 
Cooling & Natural Circulatiun Cooldoiun " No written response 
required 

KEPPLER. JO Region 3. Chicago. Office of the Director 80/06/20 
Ip 


■8007170430 Forwards IE Circular 60-14. "Radioactive Lnntominatlon of 
Plant Demlnerali led Nater Sys b Resultant Internal 
Cont-ominatl on of Persniinel " Nn written Teapnnse required 
KEPPLER. J G Region 3. Chicago. Office of tlie Director 80/06/24 
Ip 


8007140566 Advises that IE Dulletin 00-16 1. IE Circular 80-16 re 
Rosemount pressure transmitters b trip units were sent to 
listed utils on 600627 

PAPPAS.H Region 3. Chicago. Office of the Diroctar 130/06/27 
Spp 


B007S30209 Forwards IE Bulletin 80-16) "Potential Mlsopp Hcotl on of 
Rosemount Inc Models 1151 b 1152 Pressure Triinsmi tier s 
U/Elther A or D Output Codes " Nritten response required 
IE Circular 80—16 also enej No urittcri response required 
uoflPi ris .« "egion 3. Chlcaijo, Office of the Director BO/06/27 


mug NRC of stops taken to 
. SO-OIO/flO-09. 

the Director 00/07/01 


0007180509 Notifies that time clock of Item 2 of IE Bulletin 80-17. 
"Failure of Control Rods to Insert During Scram at BUR." 
will start at 12 01 AM on Q0'070B Test should be Completed 
within 20 days Requests notification of malfunction '■ 

KEPPLER. J 0 Region 3. Chicago. Office of the Director 80/07/07 

ip 


8007250641 Responds to IE Dulletin 80-10. "Contamination of 
Nonrad i oac tive Sys U Resulting Potential for Unmonltored. 
Uncontrolled Rolease of Radioactivity to Environ ” Any 
affected sys will be restricted if contamination found 
PEOPLES. D L Commonwealth Edison Co B0/O7/D7 2pp 


U0072306SO Forwards response to IE Dulletin 80-11. "Masonry Uall 
Design " Requeeted Investigation not performed at Dresdon. 

Unit 1 due to extended outage Requirements will be met prior 
to startup U/o end 

PEDPLES.D L Commonwealth Edison Co 80/07/07 2pp 


B00735063B Forwards response to IE Dulletin 80-00. "Examination of 
Containment Liner Penetration Melds " Dresden Unit 1 designs 
will be reviewed f< feasibility of performing radiographic 
examinations will be assessed before unit returned to tve 
PEDPLES.D L Commonwealth Edison Co 00/07/09 7pp 


6007310432 Forwards response to NRC 600611 request for info re turbine 
disc design (< previous insp'rosults Provides only info which 
was available within requested response time Remaining info 
will be provided prior to startup 

JAMECEK.R F Commonwealth Edison Co 60/07/2B 2pp 


R Periodic operating reports b related correspondence 


0007160333 Forwards monthly operating repts for June 1900 
8TEPHEN60N. 0 D Commonwealth Edison Co 80/07/09 Ip 


— Q007100336 Monthly operating repts for Juno 19B0 

CIERZIEUICZ. 6 Commonwealth Edison Co 60/07/02 23pp 


U Congressional/EiBcutlvo Corrospondenco 


0007030062 Responds to DOOSIS inquiry re long-term storage of 
solidified wastes resulting from d ocontaminatlon of primary 
cooling syo Uoste will be shipped to commercial low level 
waste burial site in either NV or WA 

DIRCK8.il J Office of the Executive Director for Dporatlona 
60/06/26 Ip 


— 8007020DDQ Requeste info about NRC action re long-term storage of 
solidified wastes resulting from decontamination of primary 
cooling sys 

CORCORAN. T House of Rop 80/03/12 Ip 


DOCKET 50-13 DADCOCK f< WILCOX CD CRITICAL FACILITY 


8 Inspection reports. IE Dutletlns b correspondence 


8007170137 Forwards IE Circular 60-14. "nadloactlve Contamination of 
Plant Demlneral 1 1 ed Water Sys b Resultant Internal 
Contamination of Personnel " No written response required. 

O'REILLV.J P Region 2. Atlanta. Office of the Director 80/06/24 
»P 


DOCKET 50-20 MASSAC HUBCTT8 IN8T OF TECH RES REACTOR 


0 Inspection reports. IE Dulletins b c orrespondsnee 


6007160625 Forwards lE Circular 60-14. “Radioactive Contamination of 
Plant Oemlnerallted Uator Sys b Resultant Internal 
Contamination of Personnel " No written response requlrad 
ORIERi S H Region t> Phi ladolphia. Office of the Director 
00/06/24 ip 


8007210133 Forwards IE Info Notico 60-24. “Low Level Raduaste Burial 
Criteria ” No written reaponsc required 

oniER.D H Region 1. Philadelphia. Office of the Director. 
60/06/25 Ip 


_ . „ -- •• noted in lE Insp 

Repts 50-010/80-09.30-237/60-08 t< 50-249/G0-I2 torpoctivo 
actions improved mgt controls were implemented Radiation 
pratoction training classes were held for i anti actors 
REED. C Cammonucalth Edison Ca 80/06/13 6pp 



DOCKETED ITEMS 
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DOCKBT 90-S7 WASHINGTON STATE UNIV SESEARCH REACTOR 


Q Inspection rsportE> IE Dullctins it correspondence 


B0071Q025A Foruords IE Circular HO-Mi "Radioactive Contain mat Ion ot 
Plant Domlnoral u ed Water Sgs Resultant Internal 
Contaeiination of Personnel " No uritten response required 
ENGELKEN. R H Region 5p San Francisco. Office of the Director 

B0/0&/a4 Ip 


B00721047A Forwards IE Insp Rept 30'027/eo-01 on BOD60'?-10 Mo 
noncomp 1 lane D noted Enel withheld (ref 10CFR2 790) 
NORDERHAUG. L R Region 3. Ban Francisco. Safeguards Branch 
80/07/10 2pp 


DOCKET 30-29 VANKCE-ROWE NUCLEAR POWER STATION 


F Bacurlty. medical, omergeneg h fire protection plans 


&0070a03t0 Requests clarification of NRC emergency plan concurrence 
schedule Facility revisod draft emergency plan will he 
submitted by 800725 

KAVi J A Vanloo Atomic Electric Co BO/Oh/30 ip 


B007090233 Forwards Revision 6 to security plan Plan withheld 
<rof IOCrR2 /90) 

MOODY. D E Yankee Atomic Electric Co 00/07/0] Ip 


8007280492 Forwards final rovised emergency plan per NRC QOfl414 
comments Requests prompt review 

KAYi J fi Yankee Atomic Electric Co 00/07/23 Ip 


0 Adjudicatory correspondence 


8007310243 Forwards Commission 800327 memorandum li order containing 
docislons on UC8 780302 petition for reconsideration of 
780413 memorandum It order UC8 771104 petition sought action 
re fire protection for electrical cables 
EIBENHOT. D 0 Division of Licensing 80/06/25 a7pp 


I Financial information 


B0070I0404 Forwards util 1780 intornul cash flow projections in ordei 
to meet retrospective premium guarantee requirements under 
Pr ice-Andorson Act 

80UCY, A n Yankco Atomic Electric Co 00/06/23 4pp 


P Operating license stage documents 6 correspondence 


8007160421 Forwards Amend 60 to License DPR-3 1< notice pf iecuonce ta 
availability 

CRUTCMFIELD. 0 M Operating Reactors Dranch 5 80/06/02 3pp 


"8007160423 Amend 60 to License DPH-3. adding surveillance roqulromenls 
for auxiliary feoduoter sys in Soctlon 3/4 7 2 
CROTCHFIELO. D Operating Reactors Droncli 5 80/06/02 Opp 


— 8007160427 Notice of issuance t< availability of Amend 60 to License 
DPR~3 

CROTCHFIELD. D Operating Reactors Branch 3 80/06/02 Opp 


8007010118 Forwards final rule published In B00309 FR amending 
lOCFRSO 71 to require periodic updating of FOARs Compliance 
Is not required until complellnn of SEP 

CRUTCHFIELD. 0 Oporatlng Reactors Branch S 60/06/10 5pp 


8007230079 Requests submittal of ptoposed Tech Spec changes providing 
for redundancy in decay heal romovol capability In all modes 
of operation Modal Toch Bpecs which would provide eccoptable 
resolution oncl for guidance 

EtSENHUT.DO Division of Ltconslng 80/06/11 62pp 


B007IQOS30 Confirms 800626 mgt meeting at site re assossment of 
regulatory performance of facility 

GRIER, 0 H Region 1. Philadelphia. Offico of the Director 

60/06/16 2pp 


B0072BOD08 Request* odd! info re NRC roqulroments for auxiliary 
feedwatPr sys Review status end Requests response within 
30 days of receipt of Itr 

'LAINA8.G C Assistant Director for Safety Assessment 00/06/16 

7p 


0007100399 Responds to 800229 Itr which expressed opposition to ACB6 
recanmenda 1 1 on to restructure BEP Role of licensees in 
program will expand Ltr forwarded to Commissioners 
DENTON. H R Office of Nuclear Reactor Regulation. Director 
60/06/18 4pp 


-'-6007100420 Expresses oppositio-n to ACRS recommendation to restructure 
SEP For SEP owners to perform safety analysis as outlined, 
cost in dollars ti manpower would incre.sse dramatically 
SCHAFFSTALL. R SEP Owners Group 60/02/29 2pp 


80071B0466 Forwards evaluation of BtP Topic VlII-4 re electrical 
ponetrat Ions of reactor containment Requests notification if 
as-buiit facility differs From licensing basis assumed in 
ossa ssmont 

CRUTCHFIELD. D M Operating Reactors Grouch 3 80/07/01 I3pp 


B0072S0001 Request'S submittal of application For amend to license 
consisting of Tech Spec changes f. license conditions PUR 
Model Tech Specs t Model license conditions for TMI— 2 
Lessons Learned Category A Items end for guidance 
EISEMHUT. D O Division of Licensing 80/07/02 69pp 


6007080079 Pruvides specific ii.fo re auxiliary feedwater pump 
endurance test All parameters remained within normal 
operating ranges throughout test Drawings t. charts enc I 
KAV.J A Yankee Atomic Electric Co 80/07/03 6pp 


8007140300 Submits i esiilts Of review re anchoioge sys for safety- 
related electrical equipment listed in encl IE Info Notice 
00-21 & observations heightened awareness of leaving free 
standing nonselsmic auxiliary items around when not in use 
KAV.J A Yankee Atomic Electric Co 80/07/09 3pp 


8007140338 Forwards YOQAP-1 - A. ff ovi s 1 on 6. per NRC 800702 request Also 
forwards document change ins ti uc 1 1 one for removing V 
inserting correct pages 

IIEIOER.L H Yankee Atomic Electric Co 80/07/07 2pp 


— 8007140342 Advisos that YOOAI’-I -A. Revls i on B. is acceptable Programmatic 
changes should bo submitted to NRC for review prior to 
implempntatinn Requests that ltr replace 800410 ltr f< rept 
he renumbered w/revlsioo 6 submitted to NRC 
NAASS. U P Quality Assurance Branch 80/07/02 ip 


8007280076 Responds to 800318 1 ti to J Ahearne ob j ec t ing . on bohalf of 
owners of plants under SEP review, to current plans for 
expedited review of environ qual I f iratlon of electrical 
equipment Forwards applicable memor.xndum f< order 
DENTON.M R □FFlce of Nuclear Reactor Regulation. Director 
00/07/16 4pp 


0007200621 Forwards revised description of proposed vent sys for bath 
reactor vossel hrad t, prcssuritcr Vessel head vent will be 
piped directly to containment atmosphere Equipment will be 
Installed BlDlOl 

KAV.J A Yankee Atomic Electric Fo 60/07/22 5pp 


D007280439 Suboilts alternate method of mitigation effects of grid 
degradation on safety-related eloctrical equipment 
Engineering for mods will be completed by Rov 1760 
VANDENDURGH. D Yankee Atomte Electric Co 60/07/24 7pp 


D0072803Q6 Ulscussov comaii tniuiil to install containment hydrogen monttnr 
by QlDIOl Describes compliance w/NRt 791030 Hr Sys will be 
composed of Dendix analyier f< Coiribip. Inc . Itodi) 1 K-l!l thermal 
conduc tivt lij anixlyittr 

KAV.J A Yankee Atomic Electric Co 60/07/P4 Ppp 


□007280626 Requests that evaluotion of proposed mods, re Lessons Lviirned 
task PorcB Category 0 items be completed by 800701 Further 
delays in evaluation may result in Inability to meet 810101 
d ead line 

KAV.J A Yankee Atomic Electric Co 80/07/24 6pp 


Q Inspection reports. IE Bullotins it correspondence 


Q00702DIOI Forwards IE Info Notice 00 "22. "Dreakdouns In Contamination 
Control programs “ No written response required 
QRIER.O H Region 1. Philadelphia. Office of the Diroctor 
60/05/ 20 Ip 


0007010288 F'oruaids IE Info Notice 80-2). "Loss of Suction to Emdrgency 
Feedwater Pumps " No written i esponoe required 
QfllER.D H Rogloii 1. Philadelphia. Offico of tho Director 
0O/OS/29 Ip 



B 


DOCKETED ITEMS 


00/1H007' Siibmitii reply to IE Dullettn HO-li! re decay heat romovaJ 
opepability (*latit praio<jure& uere analijced for adequacy of 
sareguards a<jcj>n&t Inkg. op redundancy l« diver'jjty oP decay 
neat removal sys 

V/lNUENHUno. D E yanbee Atomic Electric Co aO/Oi/O? 4pp 


007010057 ReepundE to IC Dlilletin 00~05i "Vacuum Condition Resulting 
in Damage to ChciMcal Vol Control Sys (CVCS) Holdup Tania " 

Tanks used for loiu pressure process or holdup purposes are 

adequately protected against vacuum conditions 

rtOHDY, D E yantef Atomic Electric Co H0/0&710 Spp 


007aiOA3/j Poruai ds IE Info Notice 30-2*. "Evaluation of Contractor 
ftA Progrartis " No luritten response required 

CRIER> D H Region I, Ph i lad elph i a< Office of the Director 
80/0*/ 10 Ip 


0071605/0 foTuards IE Info Notice 00-27. "Degradation of Heactor 
Coolant Pump Studs " No specific action or response 
roqu 1 red 

ORIER.O H Region 1. Ph i lad eluti i a. Office of the Director 
80/06/11 Ip 


007^170116 Foruards rosponsc to- IE Bulletin aO-O*. "Engineered Safety 
Feature CESF) Reset Controls *■ Circuit muds will bo made 
to preclude automatic reset of safety-related equipment from 
emergency mode as result qf resetting ESF signal 
VANOCNDUROMi D £ Vankee Atnmic Electric Co 80/06/13 3pp 


0070J0706 Forwards IE Dulletin 80-15. "Possible Loss of emergency 
Notification Sys <ENS) M/Loss of Offsite Pouor '■ Nrltten 
roBponse required 

OHEEH. D II Region 1. Philadelphia. Office of ths Director 
00/06/IU Ip 


007170503 Respunds to IE Bulletin CO-09. "Hydrano-tor Actuator 
Def IC I line ios '* No ITT Ocneral Controls AH-90 or HH-90 Series 
hydramotar actuators used in safety-related sys 
HQQDV. D E V.inkoB Atomic Electric Co eO/06/10 Ip 


007180144 Foruards reply to IE Bulletin 79-27 ry loss of non-Clais lE 
instrumentation fc control power Performed revieia 6 
evaluation of power supplies uitich could affect ability to 
achieve cnld shuidotun 

MOODY. D E Yankee Atomic Electric Cn 80/06/18 13pp 


OO/oaoOTO Forwards IE Circular 80-15. “Loss of Reactor Coolant Pump 
Cooling (• Natural C i rcu I.-] tion looidoun ” No written response 
required 

CRTER. B II Region 1. Ph 1 1 ado 1 phio. Office of the Director 
80/06/30 ip 


007160753 Foruards IE Circular 80-14. "Radioactive Cantnmi nat i on af 
Plant Denineral lied Hater Sys h Resultant Internal 
ContumI natinn of Personnel " No written response required 
ORIER.D il Region 1. Philadelphia. Office of the Oirector 
00/06/34 Ip 


307210391 Forwardo IC Infio Notice 00-a4i "Lout Level Radussta Durlal 
Criteria " No written response required 

ORlER.n H Region 1. Philadelphia. Office of the Director 
00/06/35 !p 


007210506 Informs of affirmative findings in respense to IE Duttetln 
80-08 re existence of Flued liead designed penolration 
c n-niiec t i ens Addl items concerning penetration assemblies 
also discussed 

MOaDV.D E Yankee Atomic Electric Co 80/06/39 Ip 


307230189 Forwards IE Bulletin 80—16. "Potential Hlsapplication of 
Rosemount Inc ftadcls 1151 it tl9B Pressure Transmitters 
M/Elther A or D Output Codes " Uritten response required 
IE Circular 80-16 also cncl No uritten response required 
DRIER. D 11 Region 1. Philadelphia, nffico of the Director 
80/06/37 2pp 


107210003 Advises that IE Dullctin 79—17 reporting requiromentb for 
LER 80-12 re linear indications ore no longer applicable 
Internal liquid peneliant examinations of Internal surfaces 
coitflrm no through-uia 1 1 defects 

AuriQ. H A Yankee Atnmic Electric Co 80/07/02 Ip 


007290273 Submits reply to IE Bulletin 60-10 re contsaiination of 
nonradi-oacLivc sys !< potential for reloase Present sampling 
frequency will promptly identify any contamination 
MOODY. D F Yankee Atomic Electric Co 80/07/07 Spp 


007290278 Submits reply to IE Bulletin 60-lJ ret isesanry wall design No 
further justif icatian for use of codes as basis of re- 
evaluation crit-eria is required 

HEIDER.L >1 yanKfre Atonic Electric Co 80/07/Oe 6pp 


R Periodic operating reports 6 related correspondonca 


800721039'/ Forwards "Effluent 6 Hosts Ditiposol Semiannual Rept. Jan-Vuno 
1979 " 

ORDCE. R H Yankee Atnmic Electric Cu 79/00/29 ip 


— 00073104-09 "Effluent N Haste Disposal Semiannual Rep t. Jan-Juno 1979 *' 
* Vanboo Atomic Electric Co 79/08/39 llpp 


S fteport.iblo -occurrences. LERs S. raletad c orreEpondenc e 


80070/0284 80 80-13 during liquid penetrant eiamlnat i one of piping, two 
linear indications was e found on weld used to join valve to 
schedule 10 coupling Valve will be removed b examined 
AUTIO.H A Yankee Atomic Electric Co 80/06/27 Ip 


DOCKET 90-47 ARMY MATERIALS RESEARCH REACTOR 


D Inspection reports. IE Oulletlne R correspondence 


800/1*0032 roruarda IC Circular BO-14. "Rad i oac t i vo Contamination of 
Plant Doml iiorn 1 1 rod Hater Sys b Resultant Internal 
Contamination of Personnel " Mo written response required 
BRIER, D M Region t. Philadelphia. Office of tho Director 
□0/06/24 Ip 


B00731019I Forwards IE Info Notice BO-24, "Luw Level Radwaste Burial 
Criteria " No written rceponse required 

BRIER. B H Region I, Philadelphia. Office of the Oirector 
80/0*/ 25 Ip 


DOCKET 50-54 UNION CARBIDE ilEBCAHCH REACTOR 
F Socurlty, medical, emergency t< fire protection plane 


00072300B1 Requests resolution of outstanding fee issues for curtain 
physical eec uri ty-relatod documents 6 emergency plans Kemo 
dtd 790910 re 790320 guard training plan submitted by OA Co 
nevor answered 

MILLER, U 0 License Fdr Nanagenient Branch 80/07/16 Bpp 


0 Inspection ropui ts. IE Dullotins & con ospondence 


8007160849 Fnrwar-ds IF Circular 80-14. "Radioactive Contamination of 
Plant Domlneral 1 lad Hater Bys b Resultant Internal 
Centaml lint 1 un iif Personnel " Nn written response required 
ORIER.D H Region 1. Philadelphia, nffico of the Director 
80/06/24 1 p 


800721014/ Furwards IE Info Notice 00-24. "Lou Level Raduaste Buriat 
Criteria " No written rosponeo required 

fiRlER.D II Region 1. Philadelphia. Office Of the Director 
00/06/29 Ip 


0007300036 Ack receipt of 800428 itr in rosponsc to NRC 800407 
notice of violation b notico of propuacd Imposition of civil 
penaltiss Also forwards order Imposing civil monetary 
pens I ty 

8TCUL0.V NRC Regional Offices 00/07/11 2pp 


— 0007300040 fJrdor Imposing civil mwnotapy penalty ro noncomp 1 ianco 
noted in IE Insp of faiility on 800103-29 App A, evaluation 
t» conclusion oncl 

STELtn. V NRC Raijlonal Offices 80/07/11 Spp 


8 Reportable uc i urr ences. LERo 6 related correspondence 


0007230148 EN-fJ0~O12A on 000711. order Imposing civil penalty of -*1,000 
was Issued Aftol consideration of licensee response. IE 
concluded that one item of noncompliance did occur 
BRDCHETT. T H . THOMPSON. D Off ice of Inspection & Enforcemont. 
Office of tho Director 80/07/11 Ip 


DOCKET 90-57 GTATE UNIV OF NEW YORK RESEAnCH REACTOR 


0. Inspection reports. IE Bullotlns ti correspondence 


80-07160827 Forwards IE Circular 00-14, "HadioActlvo Contamination of 
(Mont Domlnvra 1 1 tod Hater Byn b Resultant Intornal 
Contamlnot t an of Personnel " No written response required 
ORIER.D tl Reyian 1. PhilndalphiOi Office of the Director 
80/06/24 1 p 
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B007210140 Toriuartis IE Info NotJCO a0-24p ’'I.tju Level Ruiluaato Burial 
Crtteria “ No written response rcijuireJ 

OniERpB H Region 1. Pin ladel ph i a. Office of the Director 
0O/Oi/25 Ip 


R Periottit operating reports fc TelatoiJ correspondence 


8007200654 Annual Tept of changes, tests !i eipci imeiits for Jul 177*?- 
June 1900 

ORLOSKV. I’ M New Vorki State Univ of, Huffalo 00/07/ 22 Ip 


C007290694 Provides ropt foi Jul l7/9-June 1900 le changes eiperiments 
8c tests conducted u/n prior NR< approval per License R-77 
None conducted 

ORLOSKYi P H New York, State Univ of, Buffalo 00/07/22 Ip 


DOCKET 50-59 TEXAS At<M UNIV RESEARCH REACTOR 


R Periodic operntlng reports Ic 1 elated correspondence 


B007210502 Forwards "Annual Operations Ropt of TX A5<M Univ AQN-201M 
Training Reactor," for June 1979-May 1700 
COCHRAN, R 0 To Ids A 8( M Univ 80/07/11 Ip 


—0007210312 "Annual Operations Rept of TX A!<M Uinv A0N-201M fraining 
Reactor, " for June 1977-Hay 19B0 

20HCZVNBKI, J B, COCHRAN, R 0 Teias A 8, t1 Univ D0/O7/U 9pp 


Q0072400SQ roruards "Annual Operations Ropt of TX ASiM Univ A0f?-201H 
Training Reactoi , “ June 1979-Hay 17B0 
COCHRAN, R 0 Texas A 8, M Univ 80/07/11 Ip 


DOCKET 50-62 UNIV OF VIROINIA REBCAROH REACTOR 


I' Becurlty, tnedlral, oniergcncy 8, fire protection plnns 


0007210429 Ferwards physical security plliii f, proposed changos to Tech 
Specs Plan withhold (ruf 10CrR2 790) 

8HRIVER, B L Virginia, Univ of B0/0//13 2pp 


—0007210433 Tech Specs 3 3,4 1,4 2,4 0, 6 ? & 6 3 re safety limits, 
limiting cnndliions for operation 8, surveillance 
requirements 

» Virginia, Univ of 80/07/15 9pp 


Q Inspection reports, IE Dulletins 8, correspondence 


0007170173 Forwards IE Circular 00-14, "Radioactive Centoml nat 1 on of 
Plant Demlneral 1 lecl Hater Oys 8< Resultant Internal 
Contamination of Personnel *' No written response required 
0'nEILt.V,«J P Region S> Atlanta, Office of the Director 00/06/24 

tp 


DOCKET SO-67 HCMA3TER UNIV REBCARCH REACTOR 


R. Periodic opornting reports 8, t elated con ospundonte 


0007020370 Responds to NRC 000502 request for plant personnel exposure 
8< monitoring ropt 

HAXUEUv, L V Army, Dept of BO/05/14 Ip 


—0007020375 Forwards 1979 personnel exposure 8, monitoring rept 
MAXWELL, L V Army, Dept of 00/03/19 Ip 


—0007020302 Rept of reporded personnel whole tody exposures for 1979 
* Army, Dept of 80/03/19 Ip 


DOCKET 50-70 OCNERAL ELECTRIC TEbT REACTOR 


0 Adjudicatory correspondence 


BO0702046B Forwards May 1900 safety evaluation re OETR 
BHAN80N, D T Hearing Branth 1 00/06/27 IP 


0 Advisory Committee on Reactor Bafeguards reports 8, correspondence 


0007180609 Comments on OETR data NRC 8, USOS have prepared studies 
which favor shotting down facility Most dangerous condition 
is assumed as being In existence, but no steps have been 
taken to correct condition 

PHILBRICK, BS PhUibrlck, 6 8 00/06/07 Ip 


P Operating license stage documents U correspondence 


0007160360 Advises that landslide investigation progiam began on 000623 
8, final ropt will be submitted to NH( between Q0U615-29 
Monitoring program not intended to provide data for 
evaluation before issuance of luridslide stability SER suppl 
DARMITZEL.RW Grneral Elect, ic Co 00/07/07 2pp 


B0D784O39V Advises of NRC reorg anl i at i on on 0OO42S sihlch resulted In 
number of changos in ofc 1 1 1 1 es, p os 1 1 1 ons 8< assignments of 
pereonncl Also submits info for GCTR 

NOVAK, T M Assistant Director for ttperdting Reactors 90/07 /OB 
Bpp 


GD07220349 Forwards response to NRC 000610 request fdr info 
demonstrating ability of OETR to meet loadings associated w/ 
design bases specified in NRC 800523 safety ovaluation Six 
consultant rep ts ent 1 

DARHIT2EL. R W General Electric Co 60/07/17 3pp 


— 0007220353 "Structural Seismic Investigations of GETR," summary rept 
e Engineering Decision Analysis Company, Inc ED4C-IJ7-29B 02 
0O/O7/OB 43pp 


--0007220356 "Add! Investigations to Determine Effects of Vibratory 
Notions Due tu Earthquake on Calaveras Fault," Revlsien 1 
4 Engineering Decision Aniilysis Company, Inc EDAC-1I7-2S3 OS Rl 
aO/06/30 llpp 


— B007220362 "Eipandpd Description of 9Di! Pressure Analyses," Suppl I 
tn "Addl Investigations to Oelnrmine Effects of Combined 
Vibratory Molionu l< Surface Rupture Offset Due to Earthquake 
on Postulated Verona Fault," Revision 1 

« Engineering Decision Analysis Company, Inc EDAC-117-253 01 Rl 
8 00/06/27 24pp 


--Q007220366 "Evaluations for 0 6 Gravity Ground Acceleration Case," 
Suppl 2 to "Addl Investigations to Determine Effects of 
Combined Vibratory Motions 8, Surface Rupture Offset Due to 
Earthquake on Postulated Veronu Fault," Revision 1 
» Engineering Decision Analysis Company, Inc EDAC-il7-233 01 Rt 
6 00/06/30 15pp 


—0007220369 "Review of Seismic Adequacy of Piping 8< Equipment, OETR “ 
» Engineering Decision Analysis Company, Inc BDAC-llT-aSO 01 
00/06/30 lOpp 


—0007220372 "Combined Parametar Probability Analysi s, OETR ’• 

» Jacfi R Benjamin 8, Associates, Inc 111-017-02 00/07/18 

16pp 


0007290007 Notification of 800730 meeting w/OE in Dethesda, MO for 
licensee presentation of addl OETR structural evaluations 
NELSON, C 0 Liionsiog Branch 3 80/07/23 3pp 


0007200577 Forwards memo describing slope monitoring program initiated 
in Apr 1900 Monitoring sys designed to detect ground 
moveiments of several inches or more which might accompany 
reactivation of landslide complex Affidavit end 
OILLILAMO. D L General Electric Co 00/07/25 7pp 


0007280637 Discusses landslide stability Investigation Field 
exploration phase complete Summary rept end to verify that 
field work performed will provide satisfactory samples to 
determine Adjacent hill stability under present conditions 
GILLILAND. D 1. General Electric Co 60/07/25 4pp 


3 Inspection lepnrts, IE Bulletins 8< correspondence 


0007180305 Forwards IE Clrculai 80-14, "Radioactive contominatlon of 
Plant Domireraliied Mater Rys t< Resultant Internal 
Contamination <if Personnel " No written response required 
ENOELKEN, R H Region 5, Gan Francisco, Office of the Director 
00/06/24 ip 


DOCKET 50-73 OCNERAL ELECTRIC NUCLEAR TEBT REACTOR 


fl Inspection reports, IE Bulletins & carrespondens e 


8007220330 Forwards IE Insp Rept 50-073/00-02 on 000421-22 No 
noncomp 1 1 ance noted 

CREH3, J L Region 5. San Frandsto, Reactor Operations Nuclear 
Support Branch 80/06/04 2pp 



.0 


DOCKETED ITEMS 


IC liisj. Hept BO-OS on Q004J1-SS No nonComp 1 lane if 

itotetl ndjoi arLu'^ inbpacti'd lop*-, r ocord r£v 1 cup aud it 
f line 1 1 aiisp opi-raior reqoa 1 1 ^ i r ation tra i n i ngp f ac 1 1 1 tp 
procedures, siirvp 1 1 ),ii)ce >. cupel inents 

ZUHTilO. 0 D Region b. Gan Fraiictipcu. Office of the Director 
F AUl KCNOortEtYi 0 Reg 1 on 5> Ban rianciaco. Reactor Operations 
Mucloar Support Branch (30y0fc/03 6pp 


1007100301) F QTijiarils 1C Circular B0~1 i1j *”FFad i oac tive CDOtainina 1 1 on of 
I* lout Demi nera 1 1 c efi Mater Syn t. FIcsoltunt Internal 
Con tami 11 a 1 1 on of Personnel '* No liiritteii response rcgulred 
CNGEl 1\CN. Ft M Region 5. San Francisco. Office ef the Director 
<10/06/24 Ip 


nCKET 30-7/ CATHOLIC DMIV OF AMCBICA RESEARCH RLACTOR 
Inspection reports. IE UuIIetins Fi ceiiospend enc e 


007I60/9a Formal ds IE Circular 00-14. ''Had leac t ive Contamination of 
Plant Demin oral I led Mater Sgs 6 Resultant Internal 
Con tamiiia t i on of Personnel ” No lerlttcn rpeponse required 
OIMI Ft. D H Region 1. Ph 1 ladel ph i a. flffice of the Director 
110/06/24 Ip 


>07210126 FaruArds IE Info Notice 00-24. "l-om level Raifuaste Durlal 
Critei la " Mo lerltteii response lequired 

DRIER. D M Region I. Philadelphia. Off ire of the Director 
00/06/23 ip 


ICKFT 30-H3 UHIV IIF FLORIDA TIIAININO REACTOR 

tnspoction repurts. IE Dulletino c orro spondonc e 


T07I70I66 Foriijardo IE Circular QO-14. ’^Rad i uac t ive Contamination of 
Plant Demincro 1 1 led Uotcr Sgo 6 Resultant Internal 
Contamination of Personnel " No luritton response required 
O'REilUY. J p Region 2. Atlanta. Office of the Director 00-/06/24 
Ip 


JCKCT 50-117 HLbUNDHOUSE CRITICAL EXPrUIHLNT 


InopoLtlon lepiirts. IE Bulletins !< corrosponiicnce 


107200454 Foimards It Insp Bopt 30-007/00-04 on 000610-11 ffo 
noncomp 1 I aiicc noted 

DAVIF). A D neginn 3. Chicago. Fuel FaciIitLi 1. Materials Oafoig 
Branch 00/06/23 2pp 


000/200497 IF Insp Rept 50-0117/00-01 on Q00610-11 No none omp I lane e 
noted Flajor areas inspected ooicrgencg planning Includlns 
training, dri ) 1 s. alarms 6 evocuatlon procodiiros 

OREEII.R J . FHSiQ. T H Ruglun 3. Chicago. Office of the Director 
00/06/ IV 4pp 


07170626 F*oru)iirds It Circular 00-14. 'Mtad I oac 1 1 vo Contamination of 
Plant Demlneral 1 1 ed M.itcr thjd (. Rpsultant Internal 
Contaminat I nn of Personnel " Mo lurttten response required 
KEPPLtR.J 0 Region 3. Chicago. Ilfflre af the Director QO/06/24 
Ip 


CHUT 90-07 GCNLRAU ATOMIC CO 


Security, medical, eoiurgencij 6 fiic protection plans 


07230D91 Requests lesulution of outstanding fee issues for certain 
physical sei ur ity-relatod documents emergency plans Momd 
dtd 770V 10 re /V0220 guard training plan oiiiiinitted bg OA Co 
novor answnrod 

MIULUIt.td 0 License Fee Nanagemont Branch 00/07/16 2pp 


Insperliun repoits. IE Dullotins (< correspondence 


07100274 Foruards Ifc Circular 00-14. "Rad i onr 1 1 vu Contamlnii t i on of 
’lent Demincral 1 led Mater iBgs t< Rosiiltunt Internul 
rantamlnatlan uf Persunnel " Nr siiitten response required 
ENOELKUN. R H Flog ion 3. San Franctscii. Office of the Director 
BO/06/24 Ip 


DOCKET 50-77 CORNELL iJNIV ZERO POWER REACTOR 


0 Inspection reports. IE Bulletins fc correspondence 


0007160003 Foruards lE Circular ao-l4. "RadiDactive Contamination of 
Plant Demlnoral lied Water Sgs 6 Resultant Internal 
Contamination of Personnel " Nu urltten response required 
GRIER. D H Region J. Philadelphia. Office of the Director 
00/06/24 Ip 


Q007210153 Poruiards IE Info Notice 00-24, "Low Level Radwaste Durlal 
Criteria No uritten response required 

DRIER. 0 H Region 1. Philadelphia. Office of the Director 
BO/06/23 ip 


DOCKET 50-77 DABCOCK ft WILCOX TEST REACTOR 


0 Inspection reports, IE Delletins ft correspondence 


B007170137 Forujards IE Circular 00-14-. “Rad i oac 1 1 vo Contamination of 
Plant Pemlncral 1 1 ed Water Sys ft Rosultant Internal 
Contemlnation of Personnel " No written rosponse required 
n'REILLY, J P Region 2. Atlanta, Office of the Director 80/06/24 
Ip 


DOCKET 50-i06 OREODN STATE UNIV 


a Inspection reports. IE □ulletino ft correspondence 


0007240361 Forwards IE Insp Repls 30-106/80-02,50-243/00-03 6 
70-0971/00-01 an 1(00630-0701 No nnnc oisp 1 lance noted Ends 
withheld (ref lOCFFIS 790) 

NOnDERHADO, L it Region 5, Ban Franc loco. Safeguards Branch 
80/07/14 2pp 


0007150557 Forwards "Final Decommissioning Rept. OR State Unlv AOM-201 
Reactor.Llccnse R-31 ” Describes changes to physical 
security plan required In conjunction w/decammisslonlng 
WANO. C H Oregon QUko Univ 80/07/10 3pp 


— 8007150562 "Final Decomail s s 1 oning Rept.OR State Univ AGN-20t Reactor 
I Ic ensv R-3I " 

e Oregon State Univ B0/07/07 lOpp 


DOCKET 50-111 MQIITM CAROLINA B lATE UNIV RESEARCH REACTOR 


a Inspection reports. IE Bulletins ft c arrespnndence 


B0D717O161 Forwards tE Circular 00-14, " Radioactive Contamination of 
Plant Deminera 1 i I ed plater bys ft Resultant Internal 
Cnntainination of Perstinnol " Mo written response required 
O'REILLY. J P Region 2, Atlanta, Ufflce of the Director. 80/06/24 
>f 


DOCKET 50-112 UNIV OF OKLAHOMA REBEARCK REACTOR 


Q Inspection reports. IE Bulletins ft correspondence 


8007180252 Forwards IE Circular 00-14, “Radioactive Contamination of 
Plant Demi neral 1 1 ed Water 8ys ft Resultant Internal 
Contamination uf Personnel " No written, response required 
CNCCLHEN.R H Reginn 3. fian Francisco. Office of the Director 
00/D6/24 Ip 


DOCKET 90-116 IOWA HTATE UNIV HESeARCH REACTOR 


D Inspection reports. IE Oulletlns ft correspondence 


6007170629 Forwards IE Circular 60-14. "Radioactive Contamination of 
Plant Demi nera 1 i I ed water Sgs ft Rosultant Internal 
Contamination of Personnel “ No written response required 
KEPPLERi vl 0 Region 3. CFiicago. Office of the Director 80/06/24 
Ip 


DOCKET 30-123 UNIV OF MIBSQURI RESEARCH REACTOR 


Q Inspection reports. TE Dulletins ft correspnndence 


8007170646 Forwards IE Circular 80-14. "Radioactive Contamination of 
Plant Demineral 1 led Water Bys ft Reeultant Internal 
Centamination of Personnel " Mo written response required 
KEFPLCR.JO Region 3. Chicago, Office of the Director 00/06/24 
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Q007SS019S Ack rncsipt of IE tircglar 00-14 t< distribution to 
danilncral 1 ie<l uater sgs staff 

PLANJE. T J Missouri. Univ of. Roll,! 00/06/30 Ip 


DOCKET 50-124 VIRGINIA POLYTECH INBT TRAINING REACTOR 


P Operating license stage documents tc correspondence 


0007230470 Forwards proposed Tech Specs !< operator requa 11 f i cat ion 
program for research reactor per License R-62 
CURTNER.A P Virginia Tech 0O/O//10 3pp 


— B007230S03 Proposed Tech Specs, App A. re safety limits I. timitinp safety 
sgs settings, 1 imi ling conditions for opera ti on. surve 1 1 lance 
requirement E. das 1 gn features t. administrative controls 
* Virginia Tech 00/07/10 33pp 


0 Inspection reports. lE Dulletins 6 correspondence 


0007170181 rortiiards IE Circular 00-14. "Radioactive Contamination of 
Plant Ooinlneral 1 led Uatcr Sgs t< Resultant Internal 
Contamination of Pornonno) " No unltten responso required 
O'REILLY. J P Region 2, Atlanta. Office of the Director 80/06/24 
Ip 


DOCKET 50-128 TEXAS AI<M UNIV REGEARCH REACTOR 
B Periodic operating roports 6 related correspondence 


8007290468 Forwards OHO-4807-13. "Giitccnth Progress Rept of TX AhM 
Univ Nuclear Science Ctr. *' 1979 
RANDALL, J D Texas A fc M Univ 80/07/25 Ip 


—8007290479 "Sixteenth Progress Rept of TX AbM Univ. Nuclear Science 
Ctr, " 1979 

DATES, C F . FELTZ.D E . TAFT, J P Texas A b M Univ 0RO-42O7-J3 
80/06/30 BOpp 


DOCKET 50-1,19 WEST VIRGINIA UNIV REfaEAHCH HEACTDR 
0 Inspection roporte. IE Oulletins !< correnpondeiico 


8007170185 Forwards IE Circular 00-14, "Radioactive Contamination of 
Plant Domlnoral 1 led Nator Sgs (. Resultant Internal 
Contamination nf Personnel " No written response required 
O'REILLY. UP Region 2, Atlanta, Office of the Director 80/06/24 
Ip 


DOCKET 50-133 HUMBULDT BAY POMER PLANT, UNIT 3 


O Adjudicatory correspondence 


8007310243 Forwards Commioslon 800527 memorandum t< order containing 
decisions on UCS 700502 petition for reconsideration of 
780413 memorandum t< order UC0 771104 petition sought action 
re fire protection for electrical cables 
EIBENHUT.D 0 Division of Licensing 80/06/25 89pp 


8007300340 Renews 000606 request for all repls prepared by TERA Carp 
Relatod correspondence 

BROUN. L d Jones. Broun *< Clifford 00/07/02 2pp 


8007180358 Forwards Hooduard-Clydo Consultants 000701 Itr outlining 
status of geologic t< seismic invosbigalions re facility t> 
status of uorh accomplished duping May June, 1980 per ASLB 
790619 order Certificate of Sve end 

FURDUSH.M. H , CRANE. P A , LOCKE, R F Pacific Oos t< Electric Co 
80/07/15 6pp 


0OO72SO3D6 Advises that info b ropts requested in 000606 I. 0702 1 trs 
were not Included in agreement for informal discovery 
reached at 800603 heoring Info will be incorporated u/ 
Uoodward-Clyde filing to be mode by 801001 
LOCKE. R F Pacific Gas «< Electric Co 80/07/18 2pp 


P Operating license stage documents it correspondence 


8007100049 Notification of 800507 meeting u/util In Bethesda, MD to 
discuss proposed continuation {< examine preliminary rosuHs 
of seismic 1. geologic investigation 

ROONEY. V L Operating Reactors Branch 3 80/04/28 Ip 


B007010469 Responds to 800507 Ur re addl TMJ-2 requirements Schedule 
for meeting requirements will be proposed follouing 
resolution of seismic Issues 

CRANE. P A Pacific Gas {. Electric Co 80/06/26 Ip 


01 Inspection reports. IE DiillctiiiE It correspondence 


8007250668 Responds to IE Bulletin 79-OlB. "Environ Oua 1 i Fication 
of Class IE Equipment " Bchedule for submittal nf info will 
be proposed when seismic issues currently under study have 
been resolved 

CRANE, P A P.rciflc Gao b Electric Co 90/03/05 Ip 


B{]07230662 Responds to IE Bulletin 00-03 Util does not use charcoal 
tray adsorber cells 

CRANE, P A Pacific Oas b Electric Co 80/03/31 Ip 


8007230016 Forwards response to IE Bulletin 80-02 Feedwater spargers !, 
thermal sleeves mfg by Marvin Engineering Co are not used In 
fac 1 1 1 tg 

CRANE, P A Pacific Gas b Electric Co 00/04/22 3pp 


8007140584 Forwards IE Bulletin 00-13,, "Cracking in Core Spray 
Gpargers *' Written response required 

ENOELKEN.n E Region 5, Gan Francisco, Office of the Director 
80/05/12 Ip 


0007020242 Forwards IE Info Notice 00-22, "Breakdowns In Contamination 
Control Programs ” No written response required 
ENGELKEN. R M Region 5, 8an Francisco, Office of the Director 
80/05/20 Ip 


0007220237 Foi wards IE Info Notice 00—26, "Evaluation of Contractor 
OA Programs " No written response required 

ENGELKEN, R H Region 5, Ban Francisco, Office of the Director 
08/06/10 Ip 


81007140412 Forwards IE Bulletin BO-14, "Degradation of DWR Scram 
Discharge Vol Capability “ Written respanse required 
ENOELKEN, R H Region 5, San Francisco, Office of the Director 
80/06/12 ip 


D007170004 Forwards IE Insp Rept 50-133/80-02 on 800520-22 No 
noncompl lance noted 

CREWS, J L Region 5, San Francisco, Reactor Operations Nuclear 
Support Branch 80/06/12 2pp 


•0007170080 IE Insp Rept 50-133/BO-02 on B00520-22 No noncompl lance 
noted Major areas Inspected operations, organliati on 6 
admlnis tratiun, fo) lowup on IE bulletins b circulars b 
Independent insp 

CARLBON, J D , MORRILL, P J Region 5, San Francisco, Office of the 
Director STERNBERG, D Region 5. San Francisco, Reactor 
Operations Nuclear Support Branch 00/06/10 4pp 


8807020474 Forwards IE Circular 00-15, "Loss of Reactor Coolant Bump 
Cooling I. Natural Circulatlnn Cooldown " No written response 
required 

ENOELKEN, R II Region 5, Ban Francisco. Office of the Director 

80/06/20 1 p 


Q007IB0287 Forwards IE Circular 80-14, "Radioactive Contaminallon af 
Plant Oemlneral li ed Hater Gys b Resultant Internal 
Contaml nation of Personnel " No written response required 
ENGELKEH, R H Region 5, San Francisco, Office of the Oircebor 
00/06/24 Ip 


8007230307 Forwards IE Bulletin 80-16, "Potential Misapplication of 
Rusomount Inc Hudols 1151 I, 1152 Pressure Transmitters 
W/Elthor A or D Output Codes " Urltlen response required 
IE Circular 80-16 also end No written response required 
ENGELHEN, R H Region 5, Gan Francisco. Office of the Director 
80/06/27 ip 


80073ID46D Responds to IE Bulletin 00-11 re masonry wall design 
Resolution of problems will be performed following 
completion of geologic investigation 
CRANE, P A Pacific Das b Electric Co 80/07/10 Ip 


R Periodic operating reports b i elated correspondence 


0O’O71SOS68 Forwards monthly operating rept feir June 1900 
WEEKS. E D Paclfir Gas & Electric Co 80/07/07 Ip 


—0007150573 Mnnthly operetlng rept for June 1980 

DAUN.P U Pacific Gas t, Electric Co 80/07/03 4pp 
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;RCT SO-ia-l HOHCCHTER PCILV fECH IftST BE'jWRCH HE^CTOH 


Iiiepectton report-*. IE Diilleiins t< «. or rcspondonct 


(171&0Q2O Fo^llJ<^^lis IC tlicular HO- Id. "BacSlooctiwe Cuntoni n.lt i on of 
Plant Deninerol 1 1 eit Motor Eg-i S. Result ant Internal 
Conterni nnt 1 Dll of Personnel " No uritten lesponso required 
SHIER. II H Reijian !• Pl>t lade Ipti la. Office of Ihc Director 
aO/Odi/24 Ip 


07210144 ForuarOs IE Info Holice 00-24, “Lou Le^el fiadieasto Durtal 
Criteria " Mo biritten response required 

GRIER. & H Region 1. PE 1 1 adelpti i a. Office of the Director 
OO/OA/20 Ip 


CWET 30-135 WALTER HEED RESEARCH fiEACTCWl 


Ciperatiiig license stage documents h c er rospondrnc e 


07100379 Responds to 000229 1 tv ujhich expressed opposition to ACR9 
recommendation to restructure SEP Rolo of licenacos in 
program leill ripand Ltr foruarded to C omtni s s i oners 
DENTDN, H R Office of lluclear Reoebor Regulation, Diroctor 
B0/D6/IH 4pp 


0007100420 Eiprcsscs oppasition to APRS recoiTimehd.it i on to restructure 
SEP Far SEP ouners to perform safety analysis as outlined, 
cost in dollars manpouier laould increase dramatically 
GCHAFFSTALL, « SEP Ouinors Group BO/02/29 2pp 


CHET 30-139 UNIV OF WASHINGTON HfSCARCH REACTOR 
Inspection reports, IE Bulletins i, rOTrespondence 


07180269 Foruards IE Circular 80-14. "Radioactive Contamination of 
Plant Deoilneral s i ed Mater Sys t. Resultant Internal 
Contanlnation of Personnel " No uii i tten response roqulrod 
EMGCLKENaR II Region 3. Qan Francisco. Office of tde Director 
00/06/24 Ip 


07310323 Forwards IE loip Rppt 30-139/DO-03 on (100*11 No 
noncompl lance noted Enel urithhold (ref 10CFn2 7901 
NOHDERHAUC, U R Region 3, Ran Frantlsco. Bafeguards Branch 
00/07/22 app 


ICMET DO-142 UCLA TRAINING REACTOR 


Security, medical, einergoncy ti firq protection plans 


107160240 Forwards Amend I tn phyeicul security plan for protection of 
SNN of moderate strategic significance Plan withheld 
(ref 10CFR2 7901 

CATTON. I , HEGBT,H Callfornln. Wniv of, Los Angeles 00/07/03 

>P 


Adjudicatory correspondence 


107090197 Response to Committee to Bridge the Gap June 1900 petition 
to intervene Petitioner relied on cnee law not wholly 
applicable tu instant actinn Ailegatluns re aspects arc not 
specified w/claTltii t< detail U/Cer 1 1 f lea to of Eve 
HELHICK.C . HCIDKAAR.D U , HCLWICK. t Callfornln. Onlv of, Lus 
Angelos 00/07/03 Kipp 


07230700 Order scheduling 000918 proliparing conference in Los 
Angeles, CA Cnmraittee to Bridge the Gap suppl to fl(109R2 
petition to intervene must be served by 000810 b iJnlv iif OA 
response by 00090-2 Public invited w/o limited appparance 
BDH-ERS, E S Atomic Safety and Licensing Hoard Panel 00/07/ai 
3pp 


Inspection reports. IE Qurlletins Ii correspondence 


107100261 Forwards IE Circular 80-14. "Radi oac tlve Contaoii riai t on of 
Plant Demineralized Water Bys S, Res-ultant lntern,i] 

Contaminat iori of Personnel " No written response required 
ENGELKENiR N Region 5. Ban Francisco. Office of the Director 
00/06/24 Ip 


DOCKET 30-130 OHIO STATE UNIV RES EAR I H REACTOR 


P Dporating license stage Uecumonts I, c oi respondoTic o 


0007020169 Advises that 0001 ID revision of security plan has been 
dppi aved Foruiards Amend 9 to l.scvnse R— 73 identifying 
currently approved security plan 

MILLER, J II Standardization 6 Special Projects Branch 00/06/16 
3pp 


— 800/020174 Amend 9 to License R- 75 zdantlfyinq currently approved 
physical security plan 

MILLER, J R Stendardliation 1. Special Projects Branch 80/06/16 

2pp 


G Inspection reports, IE Uulivtins & correspondence 


8007370-636 Forwards IE Circular 80—14, "Radioactive Contamination of 
Plant Demlnera 1 i ted Water Bys 6 Resultant Internal 
Contamination of Personnet '' No torstten response required 
KEPPLEH, J 0 nsgion 3. Chicago, Office of the Director 80/06/24 
tp 


8 Reportable nc c iirrenc os, LERs related correspondence 


B0070101D'3 infnrms that reportable name omp 1 1 anc e itom exists involving 
Tech Dpoc 2 1 Air conditioner for multichannel analyzer room 
not tied to emergency switch in control room Action 
initiated to have air cundltioner tied to control room 
nEDR(lND,n F Hhlo State Univ 80/06/17 2pp 


DOCKET 50-191 iJNlV OF ILLINOIS RESEARCH REACTOR 


fl Inspection reports, IE Bulletins I< c orre spond enc a 


0037170644 Forwards IE Circular 80—14, “Radioactive Contamination of 
Plant Dsmiiieral i z-eil Water Bys & Resultant Internal 
Contomlnati un of Personnel " Ho written response required 
KEPPLER, U 0 Region 3. Chicago, Office of the Director 80/06/24 
ip 


DOCKET 30-152 FLORIDA WEST COAST NUCLEAR GROUP INC 


0 Inspection rop-nrts, IE Bulletins 8« correspondence 


800717063(1 Foruords IE Clrculor 00-14, “Radioactive Contamination of 
Plant Demlnerol 1 red Mater Bys I, Resultant Internal 
Contamination of PersunnoL " No written response required 
KEPPLER, <J 0 Region 3. Chitago, Office of the Director 80/06/24 
IP 


DUCKET 90-199 DIO RUCK POINT NUCLEAR PLANT 


F Becurlty, medi-cal. emergency ti fire protection plans 


0007220366 roruiai'da revised site enierge-ncy plan for final NRC approval 
All requested changes I< r evi s i ons, inc lud i ng App M, have been 
(iiadv Revlced Palisades site emergency plan will be foriiiarded 
ulthtn uk W/e one 1 

JURY, M 3 Censumors Power Co 80/06/09 Ip 


0007230470 Forwards rovlsed omergency plan, App M 
ilARTMANi C J Consumers Pnuyr Co 80/06/12 kp 


— 0007330479 Revised emergency plan, App IT 
* Consumers Puwur Co 00/06/01 IBpp 


0007170042 Notifies that FCMA/NRC ataerlng committee reconsidered size 
of emergency planning tone for water cooled reactors of less 
than 250 HU Ihormol t, adopted end position Proposed rule & 
NlinEO/0634/FEMA-nfcP-l will be modified in conforaisnce 
CRUTLHFIEID. D M Operating Reactors Branch 5 BO/06/13 3pp 


0007010473 Olshusses proposed chongo bo 10CFR50 adding requirement for 
fire protection plan at facilities Forwards comments on 
ru 1 p, supp 1 eiseiiting ciinsultant comments Questions 
oppropr 1 ateness of rule, since rule reopens resolvod issues 
HUFFMAN, n P Consumers Power Co 80/06/27 I3pp 


6007140391 (forwards Revision S to 790220 socurltg plan Plan withheld 
Iref IOCrn2 790) 

HOFFMAN. I> P Cohsumors Power Co 00/07/08 Ip 
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B007290406 Forwards scenario of emorgencg ecorclse conducted on B00A24 
at Big Rock Point Util has agreed tu critique eiercisc U 
jirovide action plan to identify deficiencies t< indicate 
corrective actions 

AKELSON. W L Emergency Preparedness Licensing Branch aO/07/ll 
44pp 


B00722034] Forwards add] info re siii tab 1 1 1 ty i tra i n i ng qualification 
planstin response to NRC 800515 !< 0b06 requests Info 
witJiheld Iref lOCFRS 7TO) 

HOFFMAN I D P Cgnnumei s Power Co 80/07/17 Ip 


DD073B097O nesponds to 791129 request for info re evacuation time 
estimates in site emergency plan evacuation clear time for 
0- to lO-mile area around Palisades estlmateil at approi 2 
hra in summer h winter 

MDFFMAN.D P Cnnsumers Power Co 00/07/23 ip 


B00-7300't39 Forwards revised safeguards contingency plans Plans 
withheld <ref 10CFF12 7901 

HQFFMANjD P Consumers Power Co 80/07/24 ip 


0 Adjudicatory correspondence 


B007310S43 Forwards Commission B00S2/ memorandum % order containing 
decisions on UCS 700502 petition for recons idcratioti at 
7G0413 memorandum h order UCS 771104 petition sought action 
re fire protection for oloctrleal cables 
eiBENHUTiD 0 Division of Licensing 00/06/35- 89pp 


8007100033 Forwards Christa Marla second set of interrogatories in 
spent fuel pool eipanslon proceeding Jordan Q0Q62i> Itr to 
J Oallo h affidavits end Related cori espondence 
JORDAN. W 8 Sheldon. Harmon t< Molss 80/06/26 5pp 


— 8007100037 Second sot of interrogatprl en directed to util Requests 
identification of witnesses intended to be called re 
contentions of ASLB 800117 order h questions of ABLE! 800327 
memorandum h order Related correspondence 

JORDAN. N S Christa-Maria JORDAN. 8 8 Bheldon. Harmon & Uelss 
80/06/26 12pp 


— 8007100042 Interrogatories directed to NRC Requests Identification of 
witnesses intended te be called re contentions of ASLB 
800117 order 6 questions of A8LD 800337 memarandum tc ordar 
Certificate of Bve end Related correspondence 

JORDAN. U 8 Christa-Hnria JORDAN. N 6 Bholdon. Harmon ti Ueiss 
80/06/26 Spp 


8007110556 Ack receipt of 000401 telegram submitted on bahnlf of 
Concerned Citizens for Charlevoii Area. request ing immediate 
shutdown of plant Notice of petition will be published In 
ffi 

DENTON. D n Office of Nuclear Reactor negulatlon. Director 
80/06/26 2pp 


— 8007110563 Notice of request for action on 800401 petition filed on 
behalf of Concerned Citizens for Charlevola Area roquasting 
tinmediato shutdown of plant for alleged failure to meet 
containment integrity requii ements 

DENTON.H R Office of Nuclear ficactoi Regulation. Director 
80/06/26 2pp 


B007I5DOS2 Second set of interrogatories directed to J D 'Nel 1 I Requests 
Identification of Inadequacy alleged in Contention TlC-3 re 
criticality analysis PP Steptoe B00708 Itr to J O'NpiH 
end 

STEP TOE. P. P Consumers Power Co STEPTDF. P P I sham, Lincoln 6 
Beale 80/07/09 Bpp 


B00717D354 Responae to Chr Isto-Moria ot a] 800626 Interrogatories 
Idantiflos uitnosses Intended to be called re Christa-Maria 
Contentions S t. 3 S. J D'NeilJ Contentions IB-S. I lA. I ID. I lE-t 
IIFbO H/af f Idavl ts. b Ihll ographl es 6 Certiflcote of Bve 
MOORE. J E Hearing Branch 2 80/07/15 IBpp 


“0007170355 Transcript of 000506 brief ing in Hash Ington. DC re GEP 
Pp 1"4B Key to topic status listing ui/def ini 1 1 on s one) 

» Commission 00/05/06 104pp 


0007230612 Forwards NRC rules of dl sen very , Jfl Weeks re pi re Christa 
Maria Contention 3 6 Board notification re spent fuel pool 
nod Emergency pleii available at LPDR Other related document 
sent on 791116 N/o end 

JDNE8. n H Hearing Drench 2 00/07/82 Ip 


0007300468 Discusses NRC evnluallon of util compliance w/certaln TMl-2 
Lessons Learnori Task Force requirements Cv.rluation in 
Section 8 1 6 b is Irrelevant to O'Nolll's Contention lIE-4 
Clarifies statement to .ivold controversy ot hearing 
OALLO. J Itham. Lincoln U Reale 80/07/23 Spp 


9007300464 Requests that NRC furnish ilefs l.’-S4 noted on Page / of NRC 
evuluatjoo of several SEP issues re facility Evaluation is 
directly applicable to D'Neill Cuntertiun IlD ro flight of 
militaiy aircraft near plant 

OALLO. J I sham. Lincoln f< Beale 80/07/24 2pp 


9007310400 Notifies that respnnscs ta Ret II interrogatories will be 
sent nest wV 

O'NEILL.J Affiliation Unknown 90/07/25 Ip 


H General correspondence 


8004300355 Comments an nperation of pnwor plant which in within 
ten-mile radius of residence IJecisions re plant should be 
based on safety L tisalth of pee plo.net profit of util 
NEUMAN, R r Affiliation Unknown 90/04/22 Ip 


90062701BI Responds to 900429 request for Info re M LcMlerp inquiry 
about amount pf nuclear waste disposed in State of Ml Ipent 
fuel from four operating Ml reactors stored onsite NRC 
evaluated status uf waste mgt in 1977 W/related FR eicerpts 
DIRCltStH J Office of the Lzecutivc Dlroctor for aperatione 
90/06/09 lOpp 


B0071B01GO Ac k receipt ot RF Neuman B00422 Itr re oppration of plant 
NRC considers safety of public as paramount In evaluation 
of 1 icensees 

CRUTCHFIELD. D M Bpcratitig Reactcirs liranch 5 00/06/25 Ip 


8007140236 (tespcindc to 900424 Itr re proposed expanaion of spent fuel 
pool Describes NRC review process for mods proposed by 
licensee DOE efforts to select site for spent fuel otorage 
underway 

CRUrCHriELD. D Operating Reactors Branch D 80/06/26 3pp 


8007D80255 Criticizes safety practices at util re containment bldg dome 
Si increased storage nP spent fuel rods 
CALDWELL, E Aff ll lation Unknown 80/07/02 Ip 


9007310532 Responds to Itr re concerns of C Con. of Indamer Co. about 
accuracy of local news article Facility granted eiemption 
from 10CFR90 46 failure criterion roquiromenls on 760526 No 
other eiemptiona in effect Related uriler end 

DiriCKS Office of the Eiccutivo Director for Qpprations 80/07/24 

2pp 


— 0007310335 Hemorandum 6 order grant it>} facility okcmptlan from 
lOCTRSO 46 failure criterion r equir frmonts Dissenting opinion 
of Commissioner Oilinsky end 

HDVLE, J C Office of the Secretary of the Commission 76/Q5/H6 

I9pp 


J Insurance N indemnity information 


9007150479 Forwards Endorsemeiit 81 to ANI Policy HF-'JI7 

FOSTER. B C Marsh 6 McLennan. Inc , M 6 M Mur leaf Consul tants, Inc 
Dlv BO/07/10 2pp 


0OO72BO597 Requests revision of Indemnity AgreBment n-22 Revision 
provides more detailed descziption uf site location !< is 
current descriptlnn used by uli] In insurance policies 
u/Mudear Mutual Ltd t< American Nuclear Insurance 
HOFFMAN. D P Consumers Rower Co 90/07/22 3pp 


8007310422 Requests revision to Indemnity Agreement n-22 to provide 
more detailed description of site location I. current 
description used in Insurance policies w/Nudear Mutual 
Limited U American Nuclear Insuronco 
HOFFMAN. D P Consumers Fewer Co 80/07/22 2pp 


— 9007310423 "Big Rod Point Situ Proporty 'lurvoy, “ fiheet 3 
k- Censumers Fewer Co BO/07/22 Ip 


P Operating license stage documrnts t cot rri,ponde(ice 


8007030335 Advises that licensznq .ictlvitios sii 1 1 be coordinated by W 
Paulson. as result of r aor gam i a tiun nf Ofr of Nuclear 
Reactor Regulation Description of r eorganl zati on cue 1 
CRDTCHFIELD.D Operating Raat tors Branch 5 00/06/02 aepp 


8007250541 Forwards NUREa~06 1 9. "Dtlfl FeeilwateT Noiile t Control Rod 
Drive Return Line Nnizle Cracfing.'' for review 6 comment 
CRUTCHFIELD. D Dp Prating ifearturn Branch D 90/06/04 2pp 


8007D1DIU Forwa'rds final rule published In H0O3O9 FH amcndinQ 
10CFR50 71 Id require periodic uiicJatlnu of fSARs Cumplianre 
is not roquired until tompleliun ot BEP 

CRUTCHFIELD, D Operating Ileactoris Branch 5 90/06/10 6pp 



4 


DOCKETED ITEMS 


)07010?00' Folunrrfs iiifii ru ..til ri'qocfct to otpand spent fuel storage 
caiiacitg Info iin-liiilos integiitv of structuroj elements In 
event of bo j ling in pool }. provision of makeup iiator to pool 
If containment cannot be enlerctl 

HOJ'KHf'Ni II I’ Cun s timers liower < p PdQpn 


8007020091 Foriiiards IE Info Notice 80-22. "Breakdawns In Contamination 
Control Frograma " Mo wrlttan response required 

KEPPLEBiJ G ftegion 3. Chicago. Office of the Director 00/03/20 

ip 


10701 0-l<17 Applltnlion fur nmeinl to License VP»~h to change Tech Specs 
to add opordilti 1 I lij t. iiur vol 11 .nice testing requirements for 
fire pro ter I inn equipment 

HOFF NAN. D F Consiimors Piiwor <p 80/06/27 2pp 


800/010431 Prupusnil ihongef to frch ‘Iprrs 3 7 H 2 f. Table 3 3-0 to add 
opcr.iblltCg fr sin vet 11 lint e lusting • rqui r ements for fire 
protection eiitiipment 

0 Connumcre l’■(lluoT Co 0<)/06/.’7 3pp 


f0/070?l0 fiiruards lespnnse to NUC tWO.VR requests for info necesaarg 
to calculate con tiiinment temp f. pressure after accident ft 
dato ro proificlod 1 IM,A maps S. energg release Cxion flept 
XN-NF-/0-3J cnntainn most recent LUCA nnalijsis op facility 
HOrHIAM. I) r roiiBiimera I'oieer Co fJO/OA/'lO Hpp 


070302611 KoTuiards resfiunne to NflC 80030/ request le applicability 
of concerns ndilressed In GP B00221 Itr re generic poat- 
acclddiit opernting condltiuns at Ltllls 
HOrFMAN. 11 F Coiisumors Pnwsr Cu n0/0//01 9pp 


B007010I 15 Foruards lE Info Notice BO-23, “Loss of Suction to Emergency 
Feeduater Pumps " No uiritten response required 

KEPPLER. J 0 Reginn 3. Chicago. Office of the Director 80/05/29 

*P 

B0072201SB Foruiards IE Info Notice 00-26, "Evaloation of Contractor 
OA Programs " No uiritten response required 

HEPPLER.J 0 Region 3. Chicago. Office of the Director 00/06/10 

Ip 


B007020676 Foruiards site-specific t< generic questions re OE disc 
cracking intf 1 cati ons per 800109 meeting f< IE Info Notice 
79-37 oil Idestinghouse Iod pressure turbines discs cracks 
Response requested uiithin 30 dags U/o end 

CRUTCHFIELD. D Operating neactors Drench 5 80/06/11 9pp 


0007140317 Forwards IE Botletin 00-14. "Degradation of DWR Scram 
Discharge Vol Capability " Written response required 
KEPPLERrO O Region 3. Chicago. Office of the Director 80/06/13 
Ip 


■)7a9(J3/3 I nruarijp evuliiotlon of fifP lopic Vtll-O re oiectrical 
ivnotrationu of re.ictcir c niii.i I nmen t Roquests reply within 
'.0 d<iyn If lie -built facility differs f i um licensing basis 
IS sumed 

IRUTCHrTI CD, D 11 Opernting IlfHctnrr. llriinch 3 00/07/01 IKpp 


1/290,164 roiuuids ov.ilUoluiMS of I.f I' Tnplcr. 111-10 A, UlI-11 A 6 
0 re uldctrliiil sys f. cnmponDnto Requosls reply 
"llhlii 60 dags if nn-biilit facllitij differs from licensing 
lasls nasumeii 

RUTCHFIFUD. I) M npui aling lloai tors Drancli 5 00/07/03 llpp 


1/11D204 Foruuidr. oppllcniiiin to amoDd License [)PR-A Tech Opecs ii 
monded Tech (.pecs lee eric t 

GFI-rtAN. D P (uiioumdrs Piiuei ( ii H(>/(l//07 ]p 


00711020V Applicntinii Ln amend I icensu OPR 6. revising necessity of 
attoliiing raid shutdoun whllu ilinducling c untn 1 nmen I spray 
sys eurvel I lane e tost 

OEHITT. II II ConoondTl Power fn 110/07/07 2pp 


007110310 Ti'cli iipecn II II 3 4 •. 1 1 4 *) 4 II ?< Table 11 4 3 4 for 
containmniit spray sgs 

s Contiiimor s Puii/er Co U()/0//0/ 2pp 


/280n/6 Rpspniida to 11003111 Iti tu >i Alieatne ub y pc 1 i ng. On behalf of 
wners of plants t<nd«p 'Iff review, to current plans for 
•peditotl review of envirnn qual i f >r a linn of elertricnl 
liilpmnnt Furwardo Appliiablp memorandum f< order 
NTDM, II II (IffHo of Nuclear llenctnr Rdgulatien. Diroetei 
3/07/16 4pp 


/nOO ralJ Puiuiniiis NUEI' H367. ''Utnic tiira I Analysis (if Spent Fool Pool 
ner 6 Concrete Hue In Coolant 'tyu Failure."' DP Huffrann 
10620 Hr tu DM Ciutibfiold f< related NU'l of Ml. Inc 
rs ill support pi 79042.) applirallon far Di amend 
iLLCl.J inhnm. 1 Inrelii 6 llenlc 8D/0//24 llpp 


Pilot'll DisiuFres (.talus of tenting >o defiTflited grid volt.igc ?< 
equaev of ntatjui) ulei Li ii i| i ■ ti i hull on sgs viiltuges. 
r /VDilt'3 '■ 811(121''/ I (immi Imuii 1 1 . rest mg cnmpjole (sal nation 
data In iiiuyrosr. Deupounos In fiiic-n llrms forthceming 
FFMAN. DP < iiiisDJnei n PiKPni ■Co <l(l/0//:‘A Ip 


B007J240004 Foruiarifs IE Insp Rept 50-155/00-04 on 000303-14 «< notice of 
vloletlon re health physics appraisal Blgnlflcant appraisal 
findings end 

KEPPLER.J G Region 3. Chicago. Office of the Director 00/06/13 
3pp 


— B007240006 Notice of violation from insp on B00303-14 

» Region 3. Chicago. Office of the Director 80/06/05 Ip 


— 0007240009 IE Insp Rept 50-155/00-04 on 000303-14 Noncomp I lances noted 
inadequate uffshift radiation protection coverage h 
inadequate high radiation area access controls 
OREOER.L R . CARBAUGH. E II Region 3. Chicago. Office of the 
Diroctor FISHER.N L Region 3. Chicago. Fuel Faciliti) Ik 
Materials Safety Branch 00/06/05 39pp 


8007030034 Forwards IE Bulletin 00-15. "Possible Loss of Emergency 
Notification d'ye <ENS> W/Loss of Offsite Power " Written 
rosponse required 

KEPPLER. vi O Region 3. Chicago, Office of the Director 00/06/18 
Ip 


B007O2O532 Forwards IE Circular 80-15, “Loss of Reactor Coolant Pomp 
Cooling t. Natural Circulation Cooldoiun " No written response 
required 

KEPPLER. J 0 Region □> Chicago. Office of the Director B0/06/S0 
Ip 


B007170474 Foruards IE Circular 80-14. "Radioactive Contamination of 
Plant Demtneral i I ed Water Sys N Resultant Internal 
Contamination of Personnel " No luritten response required 
KEPFLER. J 0 Region 3. Chicago, Office of the Director 00/06/24 
•P 


8007010313 Responds to IE Bulletin 00-06. "Engineered Safety Feature 
(ESF) Reset Controls “ Actuation draieings for designated sys 
have born reviewed All equipment eicept for listed Items e 4< 
i meet acceptable criteria hosnd on droieinqs 
HOFFMAN, n P Consumers Poieer Co BO/06/23 3pp 


0007140 4 30 Atk rpcBipt of B00609 Itr informing NRC of stops taken to 
correct violations noted in If Insp Rept 90-155/00-05 
Region 3 comments re util response to Item 1 end Utl) 
position not fully responsive 

MIND. 3 A Region 3. Chicago. Safeguards Dianch 00/06/26 Ip 


iisppcfioii I I'll lilts IT Dll 1 1 nt I 111 . '< I oi i es|i (iiitJ'f IK 0 


140517 loiwaiils 11 Hull el 111 (M) I'l, "(rniking in I’ure Bp ray 
41 gei s " Will ton I esp.iii he loquiri-il 

"^Pl LRi .) 0 Rpgjun 3, Chiraqii. Ilffice nf llie lllreclor 00/05/12 


8007230312 Forwords IE Dullelln 80-16. “Potential Misapplication of 
Rosemuunt Inc Muduls 1151 f. 1152 Pressure Transmitters 
W/Elthor A or 0 Output Codes " Written response required 
IE Circular 80-16 alsu end No written rosponse required 
KEPPLER.J 0 Region 3. Chicago. Office of the Director 00/06/27 
• p 


J404B5 Fotui/diIs II Insp Ht'ot ’'0 1 ''5/J|() -('6 on flOOl.OS-OFi No 
ncomplidiHv iiiileif 

ISHMAN. ri f lloyion 3 , (hUuqii. Hi-.jrtui (Ip in .It ions Nuclear Biipporl 
04 /:'/ i'pp 


n»p Rept 5ii i5'J/tl(>-<)6 on H'HISOS- (HI No noiK omp U <inc o 
re, 1 4 map ei toil followup of items ifi f4UHF0'O57B 
ring Ril0?,;!)-2'/ mewl mil lielwaenNIH ♦, Uronseo 
BAHFR.H n Region .1. Cliir/iflO. liFrirr nf the Diroctbi 
op 


8007180575 Notifies that time clock of Item 2 of IE Bulletin B0~17, 
“Failure of Control Rods to Insert During Scram at flWR. " 
will start at 12 01 AM on B007O8 Test should be completed 
within 20 days Rcqueh>ts notification of malfunction 
KEPPLFB. J O Region a. Atlanta. Office of the Director 80/07/07 
Ip 


8007140424 Forwards Bechtel Rower Corp "Sijrty-Day Response to IE 
Bulletin 80-11 " 

HOFFMAN, D P ConBoniurs Power Co 00/07/09 Ip 



DOCKETED ITEMS 


2i 


—8007140430 " 81 « ti|-Da(( Ro»pon»e to IE Obi let in H0"tl 
* Bsc h tel Corp 00/06/30 33pp 


8007140444 Responds to IE Bulletins 00-08. "Eiiaflilna tion ot Containment 
Liner Penetration Uelds " Penetrations u/flued head design tt 
designs u/containment boundary butt uelds betueen 
penetration sleeve fc process piping total 114 
HOPFHAN. D P Consumers Power Co 80/07/09 4pp 


8007130664 Responds to IE Bulletin BO-17. '•Failure of 76 of 135 Control 
Rods to Fully Insert During Scram at BMR ” Design of scram 
discharge vol sys different from Browns Ferry Tests rogulred 
by bulletin completed tt acceptable 
UITHROU. 0 C Consumers Power Co 00/07/10 3pp 


8007160458 Responds to IE Bulletin 00-10, "COntsmtna 1 1 on of 
Nnnradioactive Sys (< Resulting Potential for Unmon i bored, 
Uncontrolled Release of Radioactivity to Environ " Review of 
ays complete Documentation available during onsite insp 
HOFFMAN, D, P Consumers Power Co 80/07/11 Ip 


B0071B0484 Forwards response to IE Bulletin 80—17, ''FaHure of 76 of 
185 Control Rods to Fully Insert During Scram at BWR " 

Primary sys will not esceed design pressure In event of 
ATHS 

HOFFMAN. D P Consumero Power Co 80/07/14 15pp ^ 


0007330432 Forwards affirmation for 800710 response to IE Bulletin 
BO-17, "Failure of 76 of 105 Control Hods to Fully Insert 
During Scram at 8WR " Affirmation should be attached to 
response 

HOFFMAN, D P Consumers Power Co 80/07/16 Spf 


0007330472 Responds to NRC B00636 request for addi info re IE Insp Rept 
S0-1SS/80-0S Requests issue of plant security sye 
operability be maintained as an open item pending 
resolution 

HOFFMAN, D P Consumers Power Co 80/07/16 Ip 


8007230463 Submits addl response to IE Insp Rept 90-139/80-09 Requests 
that plant security sys operability Issue be maintained as 
open item pending resolution by NRC f< licensee 
HOFFMAN. D P Consumers Power Co 00/07/16 Ip 


0007230916 Responds to NRC 800613 Itr re violations noted in IE Insp 
Rept 50-155/00-04 Corrective actions util will establish 
new supervisory training position to insure upgraded 
radiation protection training of plant staff 
HOFFMAN. D P Consumers Power Co BP/O7/10 Bpp 


8007240017 Forwards affirmation inadvertently omitted frort BOO'709 
response to IE Bulletin SO-ii, 

HOFFMAN, D P Consumers Power Co 80>07/1S 2pp 


B007250373 Responds to IE Bulletin 80-16. "Potential His application of 
Rosemount, Inc Models 1191 t< 1132 Pressure Transmitters U/ 

Either A or D Output Codes " Four pressure transmitters of 
identified type cslst. One hat output code in question 
HOFFMAN. D P Consumers Power Co 80/07/21 Spp 


8007290606 Responds to IE Bulletin 80-17. "Failure of 76 of IBS Control 
Rods to Fully Insert During Scram ot OWR " Emorgency 
operating procedures have been revised to assure 
appropriate operator actions in event of scram 
HOFFMAN, D P Consumers Power Co 80/07/23 3pp 


8007290691 Responds to IE Bulletin 00-17, "Failure of 76 of 189 Control 
Rods to Fully Insert During Scram at 8WR " Hod irnpturauntpd 
to provide alternate vent path to containoiont bldg 
atmosphere 

HOFFMAN, D P Consumers Power Co 80/07/25 8pp 


R Periodic operating reports t< related correspondence 


8007080346 Forwards monthly operating rept for vluno 1980 
HARTMAN. C J Consumers Power Co 80/07/01 Ip 


— BOO7OBO340 Monthly operating rept for June J9B0 

HIMEDAUCH.N Consumers Power Co 80/07/01 3pp 


DOCKET 50-156 UNIV OF WISCONSIN RESEARCH RE AC I OH 


Q Inspection repoi t... IE Bulletins !< i on espoiid enc e 


8007170663 Forwards IE Circular 80-14 "'Riid i iiijc 1 1 ve fontarai nati on of 
Plant Demineral 1 1 ed Water Sys t< Resultant Internal 
Contamination of Personnel " Nii written response required 
llEPPLEH. J 0 Region 3, Chicago, Office of the Director 00/06/24 
IP 


tt Periodic operating ceports I, related correspondence 


B0073104D3 Forwai ds "Annual Operating Rept for License R-74'' for 
Jul 1979- June 1980 

CASHUELL. R J Misconsln, Onw of. Iladison 80/07/11 Ip 


— B00731040'> "Annual Qper<ittiig Rept for 1 i cense R-74, ■' for Jo I 1979-Jone 
1980 

CASKHELL.R J Mi scons in, llniv of. Madison 80/07/11 ISOpp 


DOCKET 50-197 CORNELL UNIV REBEAHCH REACTOR 


Q Inspection reports, IE Bulletins R correspond elite 


B007160B03 Forwards IE Circular 00-14. "Radioactive Ciintaminat i on of 
Plant Bdrnlnora 1 1 lod Hater Bys *< Resultant Intel nal 
Contami nat 1 on of Personnel •’ No written lesponso required 
CRIER, B H Region 1, Phll,tdel pltin. Office of the Director 
80/06/24 Ip 


0007210199 Foiuords IC Info Notice 80-34, "i aw Level Radwaste Burial 
Criteria " Mo written respniise rpquired 

DRIER, B H Region 1, Phi 1 •ide 1 p hia, ClffiCc of the Director 
80/06/29 Ip 


DOCKET SO -160 GEOReiA INST OP TECH RESEARCH REAP TOR 


0 Inspection reports, IE Bulletins ''i c. oi resp andeni e 


8007170198 Forwards IL Circular 00-14. ”R,rd i oar ti ve rontaminatlon of 
Plant Denlrler.tl 1 1 ed Hater Sys {< Resultant Inborliol 
Cenbamination at Personnel " Mo urltten response required 
O'REILIY.J P Region 2, Atlanta, Office tif the Director 80/06/24 
Ip 


DQCKFT 90-1 6'J OENCRAt ATOMIC COMPANY 


F, Security, medical, emergency A fire pro tort ion plans 


BC0733008I Requests resolutlnn of ni, t stand i ng fee issues for certain 
physical security-related dneuments A emergency plans Memo 
ittd 790910 re 790230 guard tr,nning pi, in submitted by OA Cti 
never answered 

JIILIER, M 0 License Fee Management Branch 80/07/16 Bpp 


O Inspecttun reports, IE Bulletins t ccii r e sponil enco 


800/1803/4 Foiuards IE Oiicular 00-14, "Rad i nat 1 1 vc ( ontaminati on of 
Plant Demlnera] 1 1 cd Wiiter ^y« !< Resultant Internal 
Contamination of Personnel '• No ui 1 1 tun response leqiiired 
EN6ELKEN, R H Region 'i. Son franc isto. Office nf the Director 
80/06/24 Ip 


DOCKET 80-166 UNjV Of HARVLANO RflfAHtH RfAi TOR 
0 inspcition repurts, IE llulkclii.s !< i nrre'.pondc nr e 


8007160813 Foriditrils IE Circular 00-14. ''Rijd i nor 1 1 vo ('ontaminotl nn of 
Plant Oerntneral 1 1 I'll Hater Ays Rasul l.mt Inter niil 
Contamination of Personnel " No lui itten rrvponsc required 
DRIER. D H Region 1, PhiladelphiiS. llffici of the Direr tor 
80/06/24 1 p 


8007S10143 Forwards IF Info Nobiie 00-24, T iiu Level Radwastii Dm lal 
Criteria " No wi itten Tespoiisu required 

DRIER. D >r Region I, Phi l.idoiph la, flffici uf the Director 
80/06/25 ip 


R Periodic aperat »ii(| reports J. relats'd i orr espnndenL ■> 

SO’0733049S tiiitimils npeiatiinis rept fo, June 1 9/9 li, .June 1980 
BELCHER, R L Maryland, Uiiiv of BiVf)//OJ 4pn 



a 


DOCKETED ITEMS 


lOCl'ET 50-170 WATIONAI NAVAL MEDICAL Ctim.'H 


inspection reports. IE Dijllptnis 5- , urin'.p Diiifeiu e 


007160033 FoiiitArds IE Oiiculai ElO-lA. "iirtiJiOdt tl ve ( on t amino t lim of 
plant Ofii^trero 1 1 tell Water tjys (i Itiniit tnnt Inteniol 
Contamination of Personnel " No luntteii response required 
CRIER. 0 R Regiaii If Phi l.n) elph i a< Office of the Director 
aD/0A/2d Ip 


DOCKET SD-in6 UN IV OF NiBSDUf?! RESEARCH REACTOR 
ft Iiispection reports. IE Dulletlns -1. cerrespondence 


B007170653 Foruarns JE Circular 00—14, "Rad i uec t 1 ve C un taml not i on of 
Plant Demineral i I Bd Water Bys 5< Resultant Internal 
Contamination of Personn-el " No written tesponsv required 
KEPPLER. J G Reginn 3/ Chicago, Office of the Dnoctor 00/06/24 
Ip 


007210396 Forwards Ih In.Pn Notiua BO-24, "I Qu Level H.idwaste Uurial 
CrStorla '' Mouiriltoin response required 

CRIER.C H RosiDiv 1. Ph 1 1 nil P 1 ph 1 a , tlffice of thu Dimctox 
BO/Ofa/25 Ip 


□CKET 50-171 peach DOTTOJ-I ATOMIC POWER liTATlON, UNH I 
Security, medital, emergency 6 fiie protection plans 


107140 161 FoTwarris Input for fire protection rovleu io fire dotectlon, 
water suppres s 1 on. t omhust i b I 0 control, gas ? up pr e & s 1 o ii , f 1 r e 
doors It interior hose stations 

HALL. ft E llrookhaveii National Uahorotory Hn/O6/?0 Opp 


General corresp oiidenc a 


)070201V7 Requests consideration of site visit by Atomic onorjy 
Council at Taiiean on 0UO923-P6 Council Interested in 
observing waste mgt Bctisitieo Cooporation will bo major 
contribution to NHC oichange arron gemen t 

LAFLEUR.v) D Assistant Director fni In terra 1 1 onol Cnoperatlon 
80/05/ 13 3pp 


07200349 Responds to 600120 Hr rs JL S, HG Randell concerns about 
emergencq planning Discusses various options for funding 
offsitd support agencies Public annpunc emopt for facility 
emergency planning meeting issued cn 0003’11 W/Flandell Jtrs 
DIBCKS.W O Office of the Eiecutive Director far Oparatlon* 
B0707/02 7pp 


CKET 30'ia2 POROUE UN IV RFFEARCH RFACTDR 
Inspection repurts. IE bulletins I, c arre s p andencp 


17170641 Forwards IE Circular GD-14. “Radiuactive Co n tamldP tl on of 
lant ftemlneral lied Mater Bys !< Rosiiltnnt Intornal 
lontaminatlon of Persannel “ No written response required 
lEPPUEfi.J G ftwgipn 3, Chicago. Office of the Dlrertnr fl0/O6/H4 
P 


.KET 50-184 NATIONAL OUREAU OF BTANDARDS RFACTIIH 
Operating license stage documents f, c nrrespnndenc « 


>7130030 Forwards Amend 3 to LicDnse TR-9, safety evaluation tc notice 
f Issuance & ev,i i lab 1 1 1 ty 

IILLER.J R Dtandiird I latiun b Special frajccts Dranch 80/06/30 
P 


007150033 Amend 3 to License TR-S, inccirpnrati og Tech Bpecs contained 
in App A r« reactor core 

MlLLEn.J R Standard I tat ion f< Special Projects Or.inch 00/06/30 
App 


00713003/ Safety evaluation supporting Amend 3 to I iconse Tp-5 
» Office of Nuclear Reactor Rnoulatlnn. Director BO/06/30 2pp 


07130041 Hetii.e of issuance b availability nf Amend 3 to License 
TR-3 

MILLER, J ft St.indard i latioi) b Special Projects tlranch 00/06/30 
Spp 


Inspection repnrts, IE Dulletins b corrofepondonco 


7160829 Forwards IE Circular 00-14. “Radioartlva fontaJhlriat 1 011 of 
lent Oeinineraliieii Matbr Sijs b Resuitaiife internal 
antaminabion uf Personnel " No wiitton responsa required 
HER, D i» Region 1, Philadelphia, (jfficn pf tpp Director 
3/06/24 ip 


721014? Forwards 1C Info Notice 60-24. "Low Level ftailwasfce Durlal 
rlteria “ No yrrllten response required 

UER.d M Region 1. Philado iphio, Office of the Dirnctor. 

3/06/25 Ip 


S Roporlablo o c c u r rertc e B, LbRs U related correspondence 


0007000266 ftO on 000509, emerg enc y generator failed to start When 
starting sequence initiated Caused by starter motor trip due 
to lack of fuel in emergency generator day tank Tank 
refilled ti sight glass added to verify tank fuel level 
MCMDIIEN. J C . BRUOGERiR H MiSGUuri, Univ of, Columbia 80/06/02 

2pp 


00070 B0260 HO on B0051 6. automatic regulating blade drive mechanism 
failed Caused by wnrn spot on drive gear Gear drive assembly 
roplaccd !k blade cyclnd through Full travel to assure proper 
operation 

MCKIBOENiJ C . RRUGGER.R M Missouri. Univ of, Columbia 80/06/04 

3 pp 


0OD7I4O351 ftO on 000616, wh i 1 e verifying sample loading of triple— tubed 
sample irradiated facility located in ctr test hole, one tube 
i/a a found roi e s i ng 2— i nch In rig spacer No unreviewed safety 
question Diluted during period of operati on 

MCKIBDEN. C , ALGER, D M Missouri. Univ of, Columbia 80/07/07 
Kpp 


DOCKET 50-107 SPACE RADIATIDN RESEARCH REACTOR 
ft inspection reports, IE Bulletins 6 correspondence 


0007100370 Forwards IE Circular 00-14, "Radioactive Contamination of 
Plant Reminerai 1 1 ed Motor Sy s 6 Resultant Internal 
Contamination of Fersonnel " No uir itten response required 
ENGELKEN, R H Region- 5, San Francisco, Office of the Director 
80/06/34 Ip 


DDCIIET 50-193 RHODE ISLAND b PROVIDENCE PLANTATIONS AEC 


F Becuritiji medical, emergency t, fire protection plans 


B00V03D4ifa Forwarilt Amend 7 to License IR-99, re f I oc t Ing state 790305 
nec ur 1 ty plan 

MILLER, J R S tandardi lat i on & Special Projects Drench BO/06/17 

app 


— 80<>7O30493 Amend 7 to License R-95, ref loc ting state 790S05 security 
p 1 an 

MILLER, J R Standardization 6 Special Projects Dranch 00/06/17 

app 


F Operating license stage documents f< correspondence 


0007030490 Forwards Amend 7 to License R-95, ref lee ting state 790305 
security plan 

MILLER, J R Standardization tc Special Projects Branch BO/06/17 

3 pp 


--0007020493 Amend 7 to License n-95, re flee ting state 790303 security 
p Ian 

KILLER, J R Standard i zat ion 6 Special projects Branch 8D/06/I7 

2pp 


0007090372 Advises NRC that rept re noripower reactor physical 
protection upgrade requirements will be submitted to NRC by 
000001 

DIMEGLIO, A F Rhode Island, State of 80/07/01 ip 


0 Insjioctlon repnrts. IE Bulletins ft correspondence 


SOO 716 O 037 Fori/ards IE Circular 00-14. "Radioactive Contamination of 
Plant Demineralized Uater Sy s t< Resultant Internal 
Contamination of Pursonnel No written response required 
GRIER, 0 H Region I, Ph i 1 ado Iphia, Office of the Director 
00/06/ 24 ip 


8007210161 Forwards IE Info Notice 80-24, "Low Level Radwaste Burial 
Criteria " Mo written response required 

BRIER, B H Region I. Ph j 1 ade] ph i a, Office of the Director 
00/06/25 Jp 




DOCKETED ITEMS 


27 


POCKET 30-197 MANHATTAN COLLEOE RGBEAflCH REACTOR 


0 InipBCtlon reporisi IE Bulletins U c erreepondonc e 


S0071tb0S22 Forwards IE Circular OO-l^i "Radioactive Contamination of 
Plant Demlneral i j ed Water 5ys t< Resultant Internal 
Contamination of Personnal " No written response reiiuired 
ORIERjB H Region 1, Ph i ladel phla> Dffsce of the Director 
B0/06/24 ip 


0007210127 Forwards IE Info Notice eO'24> "Lou Level Raduasto Burial 
Criteria “ No written response renuired 

ORIERfB H Region 1, Philadelphia. Office of the Director 
00/06/23 Ip 


OOfcKET 30-201 WEST VALLEY REPROCESS I NO PLANT 


I Financial information 


8007010001 Forwards audited financlnl statements consisting of 
statements as of 791231 fc 781201 w/audltor rept Affidavit 
onlii end 

CONTI.P L Nuclear Fuel Services. Inc <subs of Cettu Oil Co ) 
BO/OS/HB 3pp 


P Operating license stage documents t< correspondence 


B007020BIS Ack receipt of Apr 1900 monthly rept !< 800330 1 tr re insp 
ti evaluation of facility high level storage sijs Copies will 
be dispatched to encl external distribution list 
HAUOHNEY. C J Advanced Fuel ;< Spent Fuel Licensing Branch 
00/06/04 3pp 


8007020078 Ouestione intenti ons. as col 1 censes, re NFS 760932 
announcement of withdrawal from commercial reprocessing NflC 
considers plans for future of facility to bo joint 
responslbl 1 i ty 

CUNNINOHAM, R E. Division of Fuel Facility J< tlaterlalB Safety 
80/06/03 3pp 


8007140900 Reiiuests info re future licensing 1. operation of facility 
Requests reply within 30 days 

CUNNINOHAM. R. E Division of Fuel Cycle Si Material Safety ao/06/oS 

6pp 


0007230117 Urges strong support U cooperation in Rockwell Hanford 
Operations program to Insp t< evaluate condition of high 
level I'iquld waste storage sijs NFS insistence on prior 
agreement impedes gathering of necessary info 
DIRCKS. U J. Office of Nuclear Materiol Oafety h Safeguards 
80/06/26. 4pp 


B007090384 Notification of BOO013 meeting w/vendor in Silver Spring. HD 
to discuss progress of NFB efforts to process technical info 
needed to provide basis for future decontamination 1< 
decommissioning of facility 

HAUOHNEYi C U. Advanced Fuel & Spent Fuel Licensing Branch 
00/06/27 3pp 


B007140193 Bummary of 800610 meeting w/NF8 6 NY State Energy RfcD 
Authority in Bllvor Spring. MD re decontamination & 
decommissioning technical data processing li potential 
tornado generated missile consequences 

HAUOHNEYi C 0 Advanced Fuel fi Spent Fuel Licensing Branch, 
80/06/27. 28pp 


8007280069 Notification of 000717 meeting u/NFB ti NY State Energy RtiD 
Authority in Silver Bpring.HD to discuss indemnification (< 
liability issues associated w/imp 1 ementat i on of wort by 
Rockwell Hanford Operations 

HAUOHNEYi C J Advanced Fuel l< Spent Fuel Licensing Branch 
00/07/09 ip 


Q. Inspection reports. IE Bulletins & correspondsni.e 


8007020714 Forwards IE Bulletin BO-19, "Possible Loss of Emergency 
Notification Sys (ENB) M/Loss of Offsite Power " Written 
response required 

ORIERiB.H. Region 1. Philadelphia. Office of the Director. 

80/06/18 Ip. 


B007160783 Forwards IE Circular 80-14, "Radioactive Contamination of 
Plant Deminiraliied Water Sys (< Resultant internal 
Contamination of Personnel " No written reepones required 
ORIERiB H. Region 1. Philadelphia, Office of the Director 
80/06/24. Ip 


80072101S9 Forwards IE Info NotiiB BLi-?4i "Low Level Raduaste Burial 
Criteria " No written response required 

OniER, B H Region 1, Ph 1 1 adel ph i a. Office of the Director 
00/06/25 tp 


BOO7O0.O346 Advisee that emergency notification sys telephone does not 
require onsite auiiliary power supply, in response to IE 
Bulletin G0~19 Test to verify independent power will be 
conducted within neit 30 days. during scheduled power outage 
OUCKMORTH. vi P Nuclear Fuel Services. Inc . Nest Valley Rspracesslng 
Plant 80/06/36 ip 


□007210030 Advises that onsite auiillory power supply is not required 
in response to IE Bulletin 80-15 Insp revealed that 
emergency notification sys does not receive potier from plant 
supply Test of emergency diesel generator will be conducted 
DUCKWORTH, J P Nuclear Fuel Services, Inc (subs of Getty Oi I Co } 
BO/06/26 Ip 


0007230441 Forwards response to NRC 800617 Itr re deficiency noted In 
IE Insp Rept 50-201/80-04 on B00SI9-2I Encl withhold (ref 
10CFR2 7901 

DUCKWORTH. J P Nuclear Fuel Services. Inc (subs of Getty Oil Co ) 
eO/07/01 Ip 


DOCKET SO-206 SAN ONOFRE NUCLEAR STATION. UNIT 1 


F Security, medical, emergency L fire protection plane 


8007000271 Advisee that revisions to safeguards contingency plan will 
be submitted by 800710 

BASKIN. K P Southern California Edison Co 80/07/02 tp 


0 Adjudicatory correspondence 


8007020426 Requests that end listing of add! pc ti t idos, roc elved from 
CA rsaldents under 10CFR2 206 for facility seismic 
condltions.be added tn 791213 ttr on file All have racelved 
NRC 791213 Itr w/FB notice ra notice of receipt of petition 
SMITH, H Operating Reactors Branch 5 80/06/21 Spp 


8007310243 Forieards Commission 800527 memorandum (< order containing 
dBcisions on UC6 780502 petition for reconsideration of 
7D0413 memoranilum 8 order UCS 771104 petition sought action 
re fire protection for electrical cables 
EISEHHUT.D S Division of Licensing 00/06/25 09pp 


H General correspondence 


8O0702D1B1 Requests consideration of having Atomic Energy Council of 
Taiwan visit facility on BOOS04-OS Council interested in 
observing waste mgt activities Cooperation will be mojor 
contribution to, NRC eicbange arrangement 

LAFLEUR.vJD Assistant Director for International Cooperation 
80/03/ 13 3pp 


0007170049 Forwards US map showing location of reactors licensed to 
op ora to. under const or planned, in response to 000336 Itr 
M McCann added to mailing list of petitioners requesting 
facil ity shutdown 

CRUTCHFIELD. D M Operating Reactors Branch 9 00/07/02 Ip 


— 8007170051 "Nuclear Power Reactors in US " 
a Energy, Dept of 79/10/31 2pp 


—8007170057 Requests map of US showing location of nuclear reactors 
licensed to operate, under const or planned Eipressaa 
opposition to facility operation 
MCCANN. M Affiliation Unknown 80/09/26 Ip 


P □peratlng license stage documents ti correspondence 


80071 10401 Forwards response to 790806 request for info re adequacy of 
offsite power sys {< onsite distribution sys 
BABKINiK P Bowthern Callfurnia Edison Co 00/05/81 I3pp 


9007100097 Forwards Amend 49 tn Litense DPR-13, »a fety evaluation I" 
notice of issuance b availability 

CRUTCHFIELD. D M Operating Reactors Branch 5 00/05/29 Bpp 


— 8007100102 Amend 49 to UieensD DPR-I.), replacing ref to cycle-specific 
ejected rod worths b predicted fuel centerline temps 
CRUTCHFIELD. D M Operating Reactors Branch 5 00/05/29 Spp 


--8007100103 Safety evaluation supporting Amend 49 to License OPH-13 
e Office of Nuclear Reactor Regulation. Director 00/05/29 4pp 
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000710010/ Not I to of isEuatice ris u 1 1 ab j n tu of Am«na If to Lie onto 

CnOTCHf Jfc'LD. J) tl Oporating nctictorb Orpneh S 60/05/39 3pp 


iOVOlon/ forwaritE final tuIo published in 000507 FR pmondlng 
lorrnflo 7l to lenulrp periodic updating of FB/lRe Compliance 
IB not miiuired until completion of SEP 

CRUTCliriELJJ. D Operating Reactors Drnnch "i 80/06/10 5pp 

10/030170 Requests cooperation In Nflt Etiidg of people-related security 
problems m riuclcai industry 

CHUTCKFIFLII^ □ M Opeiating Reactors Branch 5 B0-/O6/11 3pp 


111^^^0099 Requests submittal of proposed Tech Spec ctiangss providing 
for redundaneg in dorag beat removal capabilitg in all modes 
of operation Moilcl Tech Specs itihlcb uiai'ld provide acceptable 
resalution eiicl for guidance 

EISENHOTit) 0 Division of Licensing 00/06/11 62pp 


O/lOGyV? Responds to fl0<1339 1 tr mhirb expressed opposition to ACRE 
recommendotion tn rostrocturc SEP Rote of licensees in 
program uiill expand Ltr foruarded to Cnmmi ss i oners 
BCRTOMtH R Office of Nuclear Reactor Renulation- Director 
-tO/ 06 /in -Ipp 


80071(10430 Expresses uppositiDn to ACflS rcc ommendat i on to restructure 
GER for SEP nuners to perform safetg analysis as outltnodi 
cost In dollars 6 manpower uould increase dramatically 
fiCltAFFG7AlU.fl SEP Oiuners Group 00/02/29 2pp 


17010463 ForuJards addl info re SEP Topic Vl-4 & drauings re 
Uiitoinmcnt laalation sijs. In response to NRC B00417 f< 0613 
trs Drauilngs avaii table in (entral Files nnly 
’’AfiKIN* K P Soutlicrn 'California Edison Co 00/06/33 4pp 


►7230150 Forieaids Amen-d 50 tn License DPR-13 ti notice of Issuance t 
vai lab i 1 ity 

RUTCItFlELD. D Operating Reactors Branch 5 00/06/35 4pp 


007230163 Amend 30 to License DPR-13. r evi i 1 ng certain provisions to 
reflect changes in corporate organi rat 1 one 1 structure 
CnUTCMFIELD. D Operating Reactors Blanch 5 BD/06/3S Upp 


00/320169 Notice of issuance -Sc availability of Amend 90 to License 
Df'R-13 

CRllTCIlFIELn. 0 Operating Reactors Branch 5 0O/O6/S5 2pp 


7020362 Foibjards Amend 91 consisting of Proposed Change 93 to Tech 

hDcs for AppB A 6 B -nf License UPR-13 Proposed Change 93 

oquests mod nf Tech Gpecs to revise definition of 

operable" to ceniplg la/def i nl ti-on of STfi 

lETCII, R Southern California Edison Cn 00/06/30 ]p 


307020366 Application for Amend 71 to License DPR-lOj consisting of 
Propo-oed Change 93 m-od ifij ing Tech Gpecs to revise definition 
nf "operable" to comply w/definltion used in STS Certificate 
of Sve one) 

DIETCH. R Southern Californta Edison Co 80/06/30 7pp 


10/0303/2 Proposoil Tech Upoc 3 0 for Limiting Conditions for 
Operation (Oenerall 1. revision to Section I 0 re 
def ini tloiis 

• Boutbern California Edlvon Co BO/OA/SO 5pp 


090234 Urges extensiun of comment peiiod for WUREO-0577 6 800519 
leod until C009IO Mom stringent t oquir oments. broader 
pllcafailltq fi EPRI study results uarrant addl tine 
LMAN. » W Ban Diego Oas b Electric Co BO/06/30 Ip 


170693 Advises of NRC aircpian.ee of Amend 3 ta Topical Rept> 
r-l-Af "OA Program " Topical rept must be roferenced in 
after 17 of GAR 

A89. U P Ouallty Assurance Branch DO/07/01 Ip 


290001 Requosts butimlttal of application far amend to license 
nsisting of Tach Spec changes 6 license conditions PHR 
ocl Tech Spues f< Hodet license conditions for TMJ-S 
ssons Loarnoil t.slogori| A items end foir guidance 
EFNIlUT.D a Divtslu-n of Licensing 30/07/02 69pp 


300172 r eruards NRC ovaluatton of SEP Topics Ill^tO A. V”I 1 A. 
-7 C I t< on 1-3 B Evaluation will be input to safety 
sesiment. iinl ess changes needed to reflect as-built 
iditipns 

JTCHFIELOx D M Operating RcPCtorJ Branch 9 B0/07/03 t/pp 


B007150579 Foruards "Post-Accident Sampling 8y si Capab 1 1 1 ties A 
Description." fi drauiingsx in response to open item identified 
in NRC 000503 ltr re implementation of THI lessons learned 
requirements Drauiings available in Central Files only 
BASKIN, K P Southern California Edison Co 80/07/09 2pp 


“BOO715OS07 "Past-Accident Sampling Sy s. Capab 1 1 1 tl es h Description 
* Southern California Edison Co 30/07/09 Spp 


BOO73BOO90 Foruiords NRC evaluation of control rod guide thimble uiear 
issue Rased on rovi eu* i ssue is resolved for 14x14 fuel 
assemblies designed by Nesting house 

CRUTCHFIELD. » Operating Reactors Branch 5 80/07/10 4pp 


8007210093 Notificati on of 800724 meeting ui/uiil in Rosemead, CA to 
discuss results of Imperial Valloy Oct 1979 earthquake 
analysis, using Unit I analytical modeling technique 
ROOD, H Licensing Branch 3 30/C7/11 2pp 


0OO7SGOO76 Responds to 800310 ltr to J Ahearne Objecting, on behalf of 
owners of plants under SEP review. to current plans for 
eipedited review of environ qualification of electrical 
equipment Forwards applicable memorandum h order 
DENTON, H R Office of Nuclear Reactor Regulation, Director 
00/07/16 4pp 


BOD720O406 Act receipt of NRC responsos to Narine Review Coniaiittee 
791009 rept re facility radiological monitoring program 
evaluation Detallod response will be submitted following 
mat! review 

FISCHER. ML California, State of 80/07/18 ip 


8007390706 Submits responses to Items 1,3 li 3 Of NRC 60D6S0 ltr re 
failure of saltwater cooling sys Response to Item 4 will be 
sub mitt id by BOOBOd 

HAYNES. U O Boutbern California Edison Co BO/07/24 Spp 


Q Inspection reports, IE Bulletins ti correspondence 


8007390883 Responds to IE Bulletin BO-04, "Analysis of PHR Main Steam 
Line Break U/Continued Feedwater Addition " Scoping studies 
will be completed by 800913 Studies Include effect of 
auxiliary feedwater runout & impact of other energy sources 
□TTDSDN.M L Southern Cal 1 foriiia Edison Co BO/OS/13 2pp 


80072S0636 Responds to IE Bulletin 79-27. “Loss of Non-Class IE 
Instrumentation tc Control Power Gys Bus During Operation " 
Failure mode tc effects analysis indicates loss of vital bus 
or util bus will not prevent achieving cold shutdown 
OrTOSON. H L Southern California Edison Co 00/03/19 9pp 


SOOTSSOO/S Supple B00512 response to IE Bulletin 00-04, “Anslysis of 
PUR Main Steam Line Sreak W/Continued Feedwater Addition " 

Results of scoping studies Ic reportab i I i tU determination 
will be forwarded when available 

OTTOSDN, H L Southern California Edison Co 00/05/19 Spp 


8007110174 Forwards IE Insp Rept 50-306/60-13 on 800423-33 t> notice 
of violation 

BOOK, H E Region 9, Ban Francisco, Fuel Facility {> Materials Safety 
Branch 80/09/33 Spp 


— 8007110179 Notice of violatlDD from map on BO0433-25 

• Region 9. San Francisco, office of the Director 60/09/33 ip 


— B007U01B4 IE Insp Rept 50-206/00-13 on 800423-33 Noncompllance noted 
failure to follow radiation protection procedure required by 
Tech Specs 

BOOK, H E Region 9, Ban Francisco. Fuel Facility R Materials 
Safety Branch ODOKOFF, P . NORTH, H S Region 5, San Francisco. 
Office of the Director 80/05/33 32pp 


B0071B0014 Forwards IE Insp Rept 50-306/80-11 on 800421-35 No 
noncompllance noted 

SPENCER, 0 8 Region 9, Ban Francisco. Reactor Construction 6 
Engineering Support Branch 80/09/23 3pp 


— e0071B001B JE Insp Rept 90-206/80-11 on 800421-39 No noncoAp 1 iance 
noted Major areas inspected inservice insp activl ties, malnt 
ti repair activities on pressuriter safety valves, licensee 
activities U personnel i'ntervisus 

HAIBT, D P • NARBUT.F P Region 5, San Francisco. Office of the 
DlrBCtor, DODDS, R T Region 5, San Francisco, Reactor 
Construct! on R Engineering Support Branch, 80/09/33 7pp 


8007030246 Forwards IE Info Notice 80-32. "Breakdowns In Contamination 
Control Programs " Mo written response required 
ENCELKEN. R H Region 5, Ran Francisco, Office of the Director 
00/05/30 tp 
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e00789035d Desponds to IE Bulletin 80-iai “Decay Heat Removal Bys 
Qperabilllty “ One cventi reported in LED 77-03< involved 
dlegradatlon of docay heat removal capability for several 
minutes Efflergency t< main procedures revised 
QASKlNi K P Southern California Edison Co 80/06/09 6 pp 


80Q7310162 roruiards review summary in response to IE Bulletin B0~05 re 
Vacuum conditions resulting in damage to chemical vol 
control sye holdup tanka Qys reviewed are adequately 
designed to protect against vacuum conditions 
BASKlNiK P Southern California Edison Co 80/06/09 3pp 


S007230S49 Forwards IE Info Notice B0-26< “Evaluation of Contractor 
QA Programs “ No written response required 

ENOELKENi R H Region 5i San Franc iscoi Office of the Director 
80/06/10 Ip 


8007030010 Forwards IE Bulletin B0-13j "PosBible Lobs of Emergency 
Notification Sys (ENS) U/Loss of Offsite Power " Written 
response required 

ENSELKENiR H Region 9. San FrenciscOi Office of the Director 
eo/06/18 Ip 


BOt>7O2047B Forwards IE Circular B0~19i "Loss of Reactor Coolant Pump 
Cooling t< Natural CiTculation Cooldown ” No written response 
required 

ENOELKENi R H Region 5i Ban Franclscoi Office of the Director 
80/06/20 Ip 


8007340318 Forwards IE Inap Rapt 90-206/S0~lS on 800S2Q-30 No 
noncampl iancB noted 

SPENCER. C B Region S< Ban Francisco. Reactor Construction & 
Engineering Support Qranrh 80/06/20 8 pp 


"8007240336 IE Insp Rept 50-206/80-19 on B00539-30 No nontompli anc e 
noted Major areas inspected insp activities per IE Bulletin 
79-13 re cracking in feedwater sys piping 

HAI 8 T. 0 P Region 9. Ban Francisco. Office of the Director 
DODDS. R T Region 9. Ban Francisco. Reactor Construction t< 
Engineering Support Branch 80/06/20 Spp 


BOD7 180392 Forwards IE Circular 80-14. “Radioactive Contamination of 
Plant Qemineral i ted Hater Sys fc Resultant Internal 
Contamination of Personnel •' No written reepense required 
ENOELKENi R H Region 5. Ban Francisco. Office of the Director 
80/06/84 Ip 


8007S30394 Forwards IE Bulletin 00-16. “Potential Misapplication of 
Rosemount Inc Models 1191 tc 1153 Pressure Transmitters 
M/Eithsr A or 0 Output Codes " Hritten response required 
IE Circular 80-11 also end No written response required 
ENOELKENi R H Region 9. Ban Francisco. Office of the Director 
80/06/37 ip 


8007240367 Forwards IE Insp Rept 90-206/00-18 on 800919-22 
No noncofflp 1 iance noted 

CREU9j vi L Region 9. San Francisco. Reactor Operations Nuclear 
Support Branch 80/06/27 2 pp 


— 6007240273 IE Insp Rept 50-206/00-10 on 800519-22 No none omp 1 iance 
noted. Major areas inspected surveillance of pipe support h 
restraint sys t. IE bulletin/circular followup 
HORN. A J Region 9. San Francisco. Office of the Director 
FAULKENBERRVi B Region S. San Francisco. Reactor Operations 
Nuclear Support Branch 80/06/27 Spp 


800723O3SS Responds to IE Bulletin 79-03A. “Longitudinal Hold Defects 
in ASHE SA-312<Type 304 Stainless Steel Pipe '■ Review 
■of piping revealed no piping ays exceeding code 
allowable design stresses 

DTTOSQNi H L Southern California Edison Co 80/06/30 2pp 


6007170561 Ack receipt of 800616 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 90-206/80-12 
CREMSi J L Region 9. San Francisco. Reactor Operations Nuclear 
Support Branch 60/07/01 Ip 


—'■6007170569 Responds to NRC 800928 Itr re violations noted In IE Insp 
Rept 50-206/80-12 Corrective actions instrument ti test 
technicians cautioned that use of procedures necessary 
Required signs posted 

PAPAV. L T Southern California Edison Co 00/06/16 4pp 


— 8007170569 Forward e IE Insp Rept 30-206/00-12 on 800405-0502 4c notice 
of violation 

CREVIS. J L Region 9. San Francisco. Reactor Operations Nuclear 
Support Branch 80/09/28 2pp 


—-8007170973 Notice of violation from insp on 800405-0502 

• Region 9. San Francisco. Office of the Director 80/09/38 

2pp 


— 800/170579 IE Insp Rept 50-206/80-12 on 800405-0902 No lie omp Han t e 
noted failure to folluw procedure re source range 
liietrunentation detectors Ji to implement fully 10rFR2O 
posting requii emonts for ladlation area 

MlLlEHiL Region 9. San Francisco. Office of the Director 
FAULKENDERRY. D Region I. a<jn Francisco. Reactor Operations 
Nuclear Support Branch 00/05/20 8 pp 


B00710O217 Notification of 000710 meet mg u/util in Bethesda. HD to 
discuss results of steam generator insps ti corrective 
actions 

NOUICKl . 8 J Operating Reuctnrs Branch 9 B0/0//07 Ip 


8007300339 Forward* IE Insp Rept 50-206/80-20 on 800616-19 No 
none omp 1 I anc e noted 

CREUS. J L Region 5. San Francisco. Reactor Operotions Nuclear 
Support Branch 80/07/ 09 2pp 


— B0b7 300343 JE Insp Rept 50-206/80-20 on 000616-19 No none omp 1 1 anc e 
noted Majoi areas inspected major maint. majiir surveillance. 

IE bulletin 6 circular followup f. Independent insp effort 
KORN. A J Region 5. San Francisco. Office of the Director 
FAULKENDERRY. B Region 5. (ian Francisco. Reisctor Operations 
Nuclear Support Branch 80/07/09 3pp 


8007230282 Ack receipt of 800701 Itr informing NRC .of steps taken to 
corract violation noted in IE Insp Rept 50-206/00-14 
BOOK. H E Region 9. San Fr.inclsro. Fuel Facility 6 Materials Safety 
Branch BO/07/16 Ip 


— 8007230287 Responds to NRC 800611 Hr ie violation noted in IC Insp 
Rept 50-206/90-14 Corrective actions frequency of air 
samples inside steam generatorn ho., liven increased to ones 
per shift 

PAPAV.L T Southern Collfr.inla Edison Co B0/0//01 2pp 


— B057230291 Forwards IC Insp Kept 90-206/80-14 on 800415-19 f< notice uF 
viol ation 

BOOK. H E Region 5. 8 an Francisco, Fuel Facility 6 Materials 
Safety Branch 80/06/11 2pp 


--8007230295 Notice of violation from insp on 000415-18 

* Region 5. Ban Francisco. Office of the Direttor 80/06/10 Ip 


— 8007230297 IE Insp Rept 50-206/00-14 on 800415-18 Moncompliance noted 
failure to perform airborne activity surveys 

OOOK. K E Region 5. San Fi anti see. Fuel Fan I ity 1. Materials 
Safety Branch CURT 1 5. J R , NHR fH. H Region 9. San Francisco. 
Office of the Director 00/06/10 4pp 


R Periodic operating reports t. related correspondence 


8007010216 Forwards "1979 Annual Up er. sting Rept. San Onofre Nuclear 
Generating Station.” Vol 5. Iliologicdl t< Ot eaniigraplilc Data 
Analyses Includes ETS far Unit 1. ( Pnst '< preoperational 
monltoTlng programs for Units 3 6 3 

BASKIN. K P Southern California Edison Co 80/06/25 )p 


— 8007010256 “197'9 Annual Oporating Rept. San Onofre Nuclear Oeneratlng 
Station." Vol 5, Dialogical >< Oceanographic Data Analysis “ 

Includes ETB fo» Unit i.ennst preoiprratlonal monitoring 
programs for Units 8 & 3 

a Broun t< Caldwell • LoctilieBd Environmcntul Sciences » 
Marine Biologicol Consultants. Inc • 0O-RD-tOO 80/06/39 
BOOpp 


BOD7100262 ForuardB ''Biological !. Oceanographic Date Analyses CTS for 
Unit 1. Const Monitor log Program for Units 3 4. 3. 

Preep ereti unal Monitoring Program for Units 2 6 3 (• Special 
Study re Ichthyop lankton. “ Vol 5 for 1979 

OTTOSQH. K L Southern rolifoniia Edison Co 00/06/30 2pp 


--900710026B “Biological 4. Oceanographic Data Analyses ETS for Unit I. 
Const Monitoring Program for Units 2 E 3. Preop erati nna 1 
Monitoring Piogram for Vnits 2 •< 3 I. Special Study to 
I chthyoplantton. " Vol 5 for 1979 

AMBERS, P U Broun h Caldwell ANUFRSC1N.D T Lockheed 
Environmental 8010110 us ABORAB. K Marine Biological fonaii 1 tants. 

Inc . B0-HD~100 00/06/30 BOOpp 


8007190599 Forwards monthly operating rept for >/ui<e 198D 
CURRAN. J M Southern California Edison Co 0O/O//OH tp 


— 80071S0605 Monthly operating lept for June 1980 

UQY. J M Southern Fall forma Edison Fo 00/07/90 5pp 
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S Reportable Dccurrencesi t-Efis h related correBponden-c e 


S004340300 PNO-V-80-1S on BOOSlOisalt upater cooling sys out-oP-Bve 
for appro! 41 miiJuteB due to broken pump shaft North pump 
started but discharge valve failed to open Auilliary pump 
started but failed due to pump priming sys 

FAULKEHDERRVi D Region 5. San Francisco, Office of the Director 
00/03/ 11 Spp 


8007030021 PNO-V-eO-OSa on 000619, film badge data of subcontractor 
employee indicated exposure eiceeding quarterly limit Self- 
reading dosimeter readings indicated significantly louier 
eipDSure Validity of data being eiamined 

CURTlSiJ , WENBi.AMSKltF Region S, Ban Francisco, Office of the 
Director BO/Ob/SO Jp 


5007210S91 Requests addi info re failure nf saltuater cooling sys on 
800310 info about events uhere multiple equipment failures 
occur Ic contributing factors mould be beneficial 
LAIMAS, <3 C Assistant Director for Safe ty , Asscsemen t 00/06/20 
4pp 


0007010533 Foruiards LEW BO-OaT/OOL-O 

OTTOSON/H U Southern California Edison Co 00/06/23 2pp 


— SOOTOiOSS? LER 0O-O27/O3U— 0 on 000520, rad i ograph i c eiaminatlon of 
feeduater sys uclds inside containment found seven 
unacceptable defects including lack of penetra tlon, porosi ty 
ti slag inclusion Caused by original const defects 
CURRAN, J H Southern California Edison Co 80/06/23 Ip 


6007080403 Forwards UER aO-02S/01T-0 

QTTOSOM, H L Bauthern California Edison Co 80/07/01 2pp 


—8007080410 LER BO-O20/OIT-O on 800612, during IE Bulletin. 79-14 inop, 
inadequate pipe guides discovered in safety injection sgs 
injection lines Caused by improper installation Guides will 
be modified before return to sve 

CURRAN, J M Southern Cal i forn ia Edison Co 80/06/30 Ip 


0007280391 Forieards LEf? 80-024/01 T-T 

OTTOSONiHL Southern California Edison Co 80/07/16 Spp 


8007260396 LER 00-024 /OiT-T on 800316,1/6115 performing radiographic 
exanlnation of main steam lines, si> ueliis found 
w/indications in eiccss of code Apparently caused by const 
error Meld lu/craets in root repaired 

CURRAN, J H Southern CaJifornia Edison Co 80/07/16 Ip 


■8007280404 “Significance of Circumferential Wold Indications In 24-lnch 
Main Steam Piping at San Ono.frD Nucle,-ir Generating Station 
Unit 1 - Fracture Analysis '■ 

CIPOLLA>R C I GROVER, d L , EGAN, 0 R Aptech Engineering Services 
aO/07/31 64pp 


1007280376 Foruards LER B0-029/O1L-0 
OTTOSONiH L Southern California Edison Co 80/07/21 


-6007280302 LER 0O-O29/OiL-O on B0070B, RCS dilution inadvertently 
occurred uhiJe containment integrity was ones tab I Isliod 
Caused by leaking Inflatable plugs in generators Generator 
channel heads discontinued 

•» Southern California Edison Co 80/07/21 Ip 


lOCKET 50-208 CDLUMDIA UN IV RESEARCH REACTOR 

Inspection reports, IE Dulletins «, corraep ondenc e 


IE Circular 80-14. "Radioactive Contamination of 
Plant Deminaraliicii Hater Sys & Resultant Internal 

Personnel " No written response requireil, 

80/06/24 *• Philadelphia, Office of the Director 


Level Radwaste Rurlal 

criteria No written response required 

80 / 06 / 25 '^ ^R«> 9 »«>n I, Philadelphia, Office of the Director 


DOCKET SO-213 HADDAM NCCK PLANT 

F Security, medical, emergency 9 fire protection plans 


B007100196 Foruards MRC 800425 1 tr to all power reactor licensees, in 
response to 800329 Itr ro emergency response facilities at 
reactor sites Sites ui/approval to use closed-circuit 
television link in/ 1 echnica 1 support c tr listed 
CRUTCHFIELD, D M Operating Reactors Branch S GO/07/07 2pp 


■8007100208 Requests copy of NRC 800423 Itr to utils updating 
requireitients for emergency response facilities t< technical 
support ctr List of plants u/approval to use closed-circuit 
supervision Iinh w/technical support ctr requested 
HICKEY, A E American Institute for Research in the Oehavioral 
Sciences 80/05/29 Ip 




protection excessively specific l< unjustifiably restrictive 
Suggested revisions to App R u/jus ti fl cations end 
CDUN51L,M 0 Northeast Nuclear Energy Co (subs of Northeast 
Utilities) CQUNSIL.H 0 Connecticut Yankee Atomic Power Co 
COUM3IL,WO Northeast Utilities 80/06/16 31pp 


8007030356 Comments on proposed rule iOCFRSO requirements far exceed 
those necessary to resolve generic issues L are excessively 
specific Si restrictive Forwards alternative App R 
fire protection program 

COUNSIL.W 0 Connecticut Yankee Atomic Power Co 80/06/16 16pp 


B007090231 Forwards responses to NURE0-06S4 criteria t< facilities 
emergency plans per NRC 000512 b 791010 Itrs Ends available 
in Central Files only Emergency plans withheld (ref 
10CFR2 790) 

COUNSIL, W G Connecticut Yankee Atomic Power Co COUNSIL,H G 
Northeast Nudoor Energy Co (subs of Northeast Utilities) 
80/06/30 2pp 


ouu/i/-un,c3 uonfirms position discussed in B00624 tdcon re safeguards 
contingency plans NRC requested revisions are ill-advised t, 
unnecessary Bpoclflcs of plan implementation can bo 
detailed in procedures 

CDUNaiL, H Q Connecticut Yankee Atomic Power Co COUNSIL, H 0 
Northeast Nuclear Energy Co (subs of Northeast Utilities) 

BO/07/OJ 2pp 


Dvu^,iiw'ino uutiinos actions to bo undertaken 
fc d White 800703 telcons u/WO Rounsll.re 
preparedness capabilities identified in 800623-0703 
appraisal NRC must be notified in 24-h If not agreeable 
CRIER, 8 H Region 1, Ph i Jadolphla, Office of the Director 
60/07/03 Spp 


0 Ad jud Ice to rij c orrespont>encG* 


»ou/jjos43 Forwards CDmajJaaion 000927 memoranduffl & order containina 
decisions on UCS 700302 petition for reconsideration of 
780413 memorandum order UCB 771104 petition sought action 
re fire protection for electrical cables 
E18ENHUT, DO Division of Licensing 80/06/25 09pp 


I Financial Information 


0007140365 Forwards estimated 1900 cash flows for facility 

□'CONNER, L A Connecticut Yankee Atomic Power Co 80/06/27 4pp 


P Operating license stage documents li correspondence 


Pdtliohed in 000309 FR amending 
lOCFRBO 71 tn require periodic updating of FBARs Compliance 
Is not required until completion oP BEP 

CRUTCHFIELD, D Operating Reactors Branch 5 00/06/10 Spp 


6007230099 Requests submittal of proposed Tech Spec changes providing 
for redundancy In decay heat removal capability in all modes 
uf operation Model Tech Specs which would provide acceptable 
resoluticin end for guidance 

EIBCNHUTfDG Division of Licensing. 80/06/11 62pp 


HOt)/340036 Informs that NRC has completed review of info provided in 
util 700626,791017 t< 000423 Itrs re positive displacement 
vibrations Operation will not cause fatigue failures in 
chemical vol control sys NRC considers matter closed 
LAINAB.G C Assistant Director for Safety Assessment 80/06/16 

2 pp 


“0007240061 Safety evaluation re charging pump vibrations Fatigue 
failures not anticipated by operation of metering pump 
» Assistant Director for Bafety Assessment 00/07/16 ip 
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0007100377 nesponds to 000287 Itr uihith expressed opposition to ACRB 
ret omnandat i on to restructure SEP Sole of llCBnaaeB in 
program will expand Ltr forwarded to Commissioners 
DENTON < H n Office of Nuclear Reactor Hegulationi Director 

e0/0i>/18 4pp 


— B007100480 Expresses opposition to ACRS recommendation to restructure 
SEP Pot SEP owners to perform safety analysis as outlinedi 
cost in dollars fc manpower would increase dramatically 
BCHAFFGTALL, R SEP Oumers Group 00/02/27 2pp 


B0070Z05/i7 Clarifies B00S06 i esponse to NRC 791030 request for info 
concerning Lessons Learned Task Force Item 210 ai improved 
post-accident sampling capability Info ensures accurate NRC 
understanding of design philosophy 8i intent 

CQCIN0IL)U O Connecticut Yankee Atomic Power Co CDUNSILi W O 
Northeast Nuclear Energy Co (subs of Northeast Utilities) 
80/06/23. 3pp 


B007S50674 Advises that NRC has approved conceptual design of post- 
accident sampling sys Lists several addl areas which should 
be addressed 

CRUTCHFIELD. D M Operating Reactors Qranch 5 60/07/01 3pp 


S007SB01D3 Forwards request for addl info re adequacy of station 
alactric distribution sys voltages Response requested within 
45 days of ltr receipt 

CRUTCHFIELD. D Operating Reactors Branch 5 00/07/01 5pp 


SDD7Z900D1 Requests submittal of application for amend to license 
consisting of Tech Spec changes & license conditions PUR 
Model Tech Specs h Model license conditions for TMI-2 
Lessons Learned Category A items end for guidance 
EI8ENHUT, D O Division of Licensing 80/07/02 67pp 


8007200190 Advises that NRC has completed review of plans to implament 
Item 2 1 4 of Category A lessons learned requirements 
Mea sures taken constitute acceptable resolution ef concerns 
expressed in NRC 800907 ltr 

CRUTCHFIELD. D Operating Reactors Branch 9 BO/07/02 2pp 


8007S80180 Forwards request for addl info re testing of reactor trip 
sys & engineered safety features Response requested by 
BOtSOl 

CRUTCHFIELD. D Operating Reactors Branch 5 00/07/07 3pp 


B007St0237 Submits corrected Page 1 of Attachment 3 tn util 000321 ltr 
re low pressure disc Integri ty. summary of arguments from 
B00328 meeting w/NRC re disc integrity I* answers to site- 
specific general questions 

COUNSILi U 0 Connecticut Vankeo Atomic Power Cn B0/07/0B lOpp 


8007200206 Forwards NRC evaluation of SEP Topics III-IO A. V-ll A. VI-4. 
Vl-7 C 1 ti VIII-3 D Evaluations will be input to safety 
assessment. unless changes needed to reflect as-buiH 
conditions 

CRUTCHFIELD, D Operating Reactors Branch 9 00/07/00 3ipp 


BOO7290672 Forwards NRC evaluation af control rod guide thimble wear in 
PWR Issue resolved for 19X1S fuel assemblies designed by 
Uestinghouse 

CRUTCHFIELD, D M Operating Reactors Branch 9 BO/07/10 4pp 


B00730D324 Discusses 000630-0701 site audit by NRC ti Franklin Raoearch 
Ctr re environ qualification of electrical equipment. SEP 
Topic 111-12 Info provided & requested during audit end 
Proprietary portion withheld Iref 10CFR2 790) 

COUNSIL. W 0 Connecticut Yankee Atomic Power Co QO/07/14 23pp 


—0007300331 Forwards summary of results of evaluation of environ 
qualifications of safety- related electrical equipment 
Evaluation Indicates that electrical equipment at facility 
would perform safety functions to allow safe sliutdown 
BWIT7ER. D C , FEE. W F Connecticut Yankee Atomic Power Co- 
70/03/06 22pp 


— B00730033B Forwards "Bpaclal T4 Telcdyne Valve Operator Performance of 
Unit in Bteam Environ Indicated in Westinghouse Equipment 
Spec 067689B “ Rept Updates supplements Table A-t attached 
to NRC 780306 ltr 

C0UN91U. W 0 Connecticut Yankee Atomic Power Co 70/07/27. Bpp 


— 8007300342 "Special T4 Teledyne Valve Operator Performance of Unit In 
Steam Environ Indicated in Uostinghouse Equipment Bpec 
0676259 ’■ 

* Connecticut Yankee Atomic Power Co 69/10/20 llpp 


0007240093 Application for amend to License DPR-61 re App A, safety Tech 
• Bptct li App B. ETS. reflecting title changes within util 
organixation 

COUNSIL.V) 0 Connecticut Yankee Atomic Power Co 00/07/16 3pp 


—-6007240050 Proposed amended App A safety Tech Specs Section 6. 
reflecting title changes within util orgoniiation 
• Connecticut Yankee Atomic Power Co B0/07/TI 7pp 


--□007240062 Proposed amended App 6. ETS Suction 5 1 5. r oPleC ting title 
changes within util organiiation 

e Connecticut Yankee Atomic Power Co BO/07/31 4pp 


B007240067 Application for amend to License DPR-61 re ETS Section 
2 4 3 1 ( i ). modify i ng gaseous release rate limit to one 
averaged over l-h period 

COUNSIL.M O Connecticut Yankee Atomic Power Co BQ/Q7/16 3pp 


' — 6007240070 Froposed amended ETB Section 2 4 3L C 1 1 . mad i f y kng gaseous 
release rate limit to one aver.ngoii over l-h period 
• CnnnectiCut Yankee Atomic Power Co 80/07/31 2pp 


B0D72B0076 Responds to 800318 ltr to \) Ahearnc objecting, on behalf of 
owners of plants under SEP review, to current plans For 
expedited review of environ qualification of electrical 
equipment Forwards applicable memorandum f< order 
DENTON. H R Office o.f Nuclear Reactor llogulation. Director 
00/07/16 4pp 


8007280673 Requests exfcenkiori of cDOiiiient period re NUREG-0977> 
"Potential for Low Fracture Toughness !< Lamellar Tearing on 
PHR Steam Oencrator I* Reactor Loolant F’ump Supports." until 
800715 

CDUNSIL.M 0 Northeast Utilities 00/07/21 2pp 


0 Inspection reports. IE Bulletins & t o-r r espondence 


B00702U140 Forwards IE Info Notice 80-22. ” Break downs In Contaml nat len 
Control Programs ” No uritten response required 
ORIER. 0 H Region 1. Ph 1 1 a d e I p h 1 n. Dffice of the Dlrectoi' 

00/05/28 Ip 


B007010275 Forwards IE Info Notice 00-23. "Loss of Suction to Emergency 
Feedwater Pumps *' No written response required 
DRIER. P H Region 1. Philadelphia. Uffico of the Director 
80/05/27 Ip 


0007170474 Responds to IE Bulletin 00-12. "Decay Heat Removal Sys 
Operability “ Based on noted reviews of sys f< procedures, 
no changes to existing proceduios or hardware are consldorsd 
necessary 

CQUNBIU. U 0 Connecticut Yankee Atomic Poiiior Cn 80/06/09 3pp 


8007210597 Forwards IE Info Notice 00-26. "Evaluation of Contractor 
OA Programs " No written response required 

DRIER.BIl Region l, Ph i lode Iph i «. Office of the Director 
00/06/ 10 Ip 


8007160344 Forwards IE Info Notice 80-27. **Uegradation of Reactor 
Coolant Pump Studs " No specific action or response 
requi red 

SRIER.B H Region 1. Philadelphia. Ilffire of the Director 
80/06/11 Ip 


8007230361 Forwards IE Insp Rept 50-213/00-10 on 800919-23 No 
noncompl 1 ance noted 

MARTIN. M Q Region 1. Philadelphia. Safeguards Branch 00/06/i I 

2pp 


--8007230366 IE Insp Rept 90-213/00-10 on 800519-23 No no-ncoeipl lance 
noted Major areas inspected security p Ian. secur i ty 
organiiation & protected t< vital areas physical harriers 
Details withheld Iref 10CFR2 790) 

LADUN. R H Region 1. Philadelphia. Office of tl.e Director 
DEVLIN. J U Region 1. Philadelphia. Safeguards Bidnch 00/06/02 
ip 


6007170320 Responds to IE Bulletin 60-06. "Engineered 0.rfety Feature 
<E8F) Reset Controls " Three facilities will have coaipletqd 
mods per IE Bulletin 00-06 by 810101 List of equipment fi 
status of criteria end 

CQUNBIL, W 0 Connecticut Yankee Atomic P-ouicr Co CQUNSIL. U Q 
Northeast Utilities 80/06/13 43pp 


0007020692 Forwards IE Bulletin B0-)5i "Possible Loss of Emergency 
Notification 9y s fENBl U/Loss of Offsite Power " Uritten 
response required 

ORIER.B H Region 1. F h i lad el ph i .t. Office of the Director 
BO/06/ia Ip 


0007100137 Submits reply to IE UuUetIn 80-08 re exanination of 
containment liner penetration welds Duo ta absence of 
abnormal conditions. no further arlinn planned 
CaUNSlL.W 0 Northeast Utilities 00/06/19 Jlpp 
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B00702049£j Forwards IE Cirtular BO-15j Lose, of FJoactor Coolant Pump 
Cooling !< Naturi!)l Cl? co I at ion Conldaun " No uTltten roaponse 
rogui red 

CRIEfi. B M Region 1. Ph > 1 adr > oh i Office of the DirBotOr 

oo/oii/ao Ip 


80-07180978 Responds to IE Bulletin 80-10 Plant design & operation 
reviewed to identify nonr ad i oac t i ve tgs which could became 
radioactive through sys interface Routine sairpling program 
ousts foi epcli sys tn identify unmon i tore d releases 
CQUN5{L<U 0 Connecticut Vankee fltojoic Power Co BD/06/23 ?pp 


8007160fiRB Forwards JE Circular BO-IR. "Radioactive Centarnina 1 1 un of 
Plant Deni nera 1 1 led tfater Hijs t< Rosultant Internal 
Centaniination of Personnel '* No written response required 
CRIER- 0 H Region 1. Pb i la if e I ph i a- Office of the Director 
80/06/24 tp 


0007210174 Foruiards IE Info Notice 80-24- "l.ou Level Radwaste Burial 
Criteria " No written response required 

ORIEn< 0 H Region 1. P h 1 1 ad o 1 ph i a i Office of the Director 
80/06/3*1 Ip 


B00723OI07 Forwards IE Oulletin 00-16. "Potential Hi sop p 1 1-cat 1 on of 
Rosemount Inc Models 119-1 & 1192 Pressure Transmitters 
U/Either A or D Output Codes " Written response required 
IE Circular 80-16 also end No written response required 
CRIER, 0 H Region 1, Philadelphia. Office of the Director 
80/06/ 27 3pp 


0007160369 Responds to tolcon request for info re results of turbine 
insp performed during 1980 refuoling outage Util intends to 
conduct neat insp during 1981 outage based on submitted 
info Confirms that rated power for oper.stlnn is appropriate 
COliNSIL.tif S Connecticut Yankee Atomic Power Co 80/07/09 3p p 


0007330411 Forwar-ds rept on Core 9 fuel insp as part of post- 
Irradiation esam of fuel assemblies 

GRAVES, R N Connecticut Yankee Atomic Power Co 80/07/16 7pp 


I, Periodic -operating reports 6 related correspondence 


B007I00390 Forwards piontfilg opera cing root for June 1930 

CRAVES. R H Conne-c ticot Yankee Atomic Power Co- BO/07/11 Ip 

— 0007100395 Monthly operating rept f^or June 19B0 

r Connecticut Yankee Atomic Power Co 00/07/11 13pp 


Reportable occurrences, LERs 6 retatetf correspondence 


1007020536 PNU-I-BO-093 on 80061 6, wh i J e performing test on low pressure 
safety inyectlon pumps under runout c ond 1 1 1 on s, par ti a 1 
vacuum was drawn on RHST Licensee investigating apparent 
cause Plant shut down for refueling until 80-0713 

BMITH.R H , KEtmO. R R , 0RGMNER. E J Region k . Philadelphia, Office 
of the Director 88/06/ 16 Ip 


00700007/ RD 80-06 on 000623, dur i ng drain down of refueling cavity to 
refueling water storage tank. grab sample indicated 
radioactivity in tank e/ceeding ET5 Caused by crud 
displaced into BUR conlant sys by testing 

GRAVES. R H Connecticut Yankee Atomic Power C-o 60/07/01 2pp 


307I403S9 RQ un 800632. dur 1 ng draindoun of refueling water storage 
tank ca-vity.grab sample indicated that curies eiceeded ETS 
limit of ID Caused by crud displacement into residual heat 
removal sys Tank placed nn recirculation made 

BRAVES, R H Connecticut Yankee Atomic Power Co 00/07/01 2pp 


107090331 Forwards LER a0-OlO/01T~O 

GRAVES, R H Connecticut Yankee Atomic Power Co 30/07/04 ip 


0007090336 LER 00-010/01 T-0 on 000621. per IE Bulletin 79-14. five 
SB Ismic-typB supports determined missing from two separate 
HPSl lines l-i t*un addl supports found ui/eitess gap Caused by 
Failure to install restraints ruquire-d by piping drawing 
THOMAB, R H Connecticut Yankee Atomic Power Co 80/07/04 Spp 


lanned release occurred from waste 
'< out stack Total of 
3 97, of Tech Spec 

Region 1, Philadelphia. Office 


0Og725OS35 RO on 000717, while Investigating reactor coolant pump seal 
water flow prob 1 ems, s ea 1 water supply bypass Valve 3 failed, 
allowing full flow through valve Valve was clamped closed, 
cooldown commenced It valves replaced 

GRAVES. R H Connecticut Yankee Atomic Power Co 00/07/21 Spp 


DOCKET 50-319 OYSTER CREEK NUCLEAR POWER PLANT 


F Security, medical, emergency J< fire protection plans 


0OO7O2OD1O Forwards summary of 790706 mgt meeting re status of schedule 
for upgrading facility radiation protection program Minutes 
do not contain proprietary Info Meeting identified need for 
plant health physics audit program 

GRIER. D bt Region 1. Philadelphia, Office of the Director 
80/06/04 3pp 


0007030399 Forwards summary of 790830 mgt meeting re planned 6 
completed improvements in licensee radiation protection 
program Licensee is on schedule for upgrading program 
Summary contains no proprietary info 

DRIER, B H Region i, Philadelphia, Office of the Director 
00/06/04 3pp 


BOD7I1O110 Summary of 000422 meeting u/utll re emeraency planning 
NOWlCKIiB J Operating Reactors Branch S 00/06/06 4pp 


8007010399 Confirms 000613 mgt meeting In King of Prussia, PA to discuss 
actions taken S, planned by licensee to improve radiation 
protection program at facility 

CRIER, B H Region 1, Philadelphia, Office of the Director 
80/06/11 Ip 


0007020193 Requests cuoperation in NRC study of people-related security 
problems in nuclear industry 

CRUTCHFIELD, D M Operating Reactors Branch 9 60/06/11 Spp 


8007090262 Notifies of delay in Implementation schedule for 
Installation of alternate water supply per safety 
evaluation Table 3 1 Caused by engineering 6 manpower 
problems Alternate water supply will be completed by 801101 
FINFROCK, I R Jersey Central Power 6 Light Co 00/07/02 6 pp 


G Adyudicatory correspondence 


8007310243 Forwards Commission B00527 memorandum 6 order containing 
decisions nn UCS 70OSO2 petition for reconsideration of 
700413 memorandum 6 order UCE 771104 petition sought action 
re fire protecticn for electrical cables 
EISENHUT.D 0 Division of Licensing 80/06/25 SRpp 


H General c-orrespondence 


0OO718OG6O Responds to 600311 request for info needed for fuel cost 
study Forwards eicerpts of WASH-740, HASH- 1224, WASH- 1230, 

WASH-1400. NUREe-0020 (Vo I 4, Number 1 ) , NUBEO-04B0, NURE0-0gi2, 
NUftE0-0S17, NUHEO/CR-1060 & FES 

DENTON, H R Office of Nuclear Reactor Regulation, Director 
80/05/14 153pp 


—■'6007100063 Requests documents containing info needed for fuel cost 
study 

HILCER, W Affiliation Unknown 80/03/11 2pp 


P Operating license stage documents 6 correspondence 


B007230038 Summary of 8002-07 meeting w/Mark 1 owners group in Bethesda, 
MO. re revisions to NRC acceptance criteria 6 outstanding 
issues relative to Mark I containment long-term program 
GRIMES.C T Plant Systems Branch 80/02/21 3tpp 


S007100394 Forwards Amend 48 te License DPR-I 61 safety evaluation 
notice of issuance 6 availability 

CRUTCHFIELD, D Operating Reactors Branch 5 80/06/02 2pp 


— 6007100401 Amend 40 to License rpR-16, approving max average planar 
linear heat generation rate limits 6 multiplier for five & 
four recirculation loop operation 6 deleting specs for fuel 
no longer in core 

CRUTCHFIELD, 0 Operating Reactors Branch S 00/06/03 14pp 


— 8007100405 Safety evaluation supporting Amend 48 to License DPR-16 
* Office -of Nuclear Reactor Regulation, Director 80/06/02 4pp 


— B00710040S Notice of issuance 6 availability of Amend 48 to License 
DPR-16 

CRUTCHFIELD, D Operating Reactors Branch 5 00/06/02 Spp 
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B0073S0934 Piirwards NUFIEO-OiilV- "DWn Fseduater NtniJe 1. Control Rod 
Drive Return Line Notzlc Cractingp'’ for rovieu tc cunment 
CRUTCHFIELD, D M Opprating Reactors Uranth 3 B0/O6/04 Spp 


B007010113 roruarda final rule published in 000-309 FR amending 
lOCFfiSO 71 to renuire periodic updstino of FBARe Compliance 
Is not required until completion of SEP 

CRUTCHFIELD, D Operating Reactors Branch 3 BO/Oii/lO 9pp 


8007030300 Urges response uiithin 30 dags to 000303 request for addl 
info re util 790935 t< 1101 Itrs concerning degraded grid 
voltage U adequacq of electric distributlDM sys voltages 
Seven points need clarification 

LAIMAS, 0 C Assistant Director for Safety Assesaraciit 00/06/11} 
3pp 


0007100399 Responds to B00339 Itr which otpressed opposition to ACRS 
recommendation to restructure SEP Role of liconsees in 
program uilll osparid Ltr forwarded to Commi ss 1 oners 
DEHTON, H R DPflco of Nuclear Reactor Regulatloiii Director 
aO/06/tB 4pp 


— B0071D0420 Expresses opposition to ACR8 recommendation to rcctructure 
SEP For SEP oieners to perform safety analysis as ootlined, 
cost in dollars & manpower would increase dramatically 
BCHAFFSTALL, R BEP Owners Group 80/02/39 3pp 


B00701046B Notifies of intent to commit to imp 1 emonta t ion of addl TMI-3 
related requirements when scceptance criteria Is developed 
Forwards otil initial assessment of applicability of 33 
requirements 

FINFROCK. I R Jersey Central Power J< Light Co 80/06/33 6pp 


B007140934 Notification of B00630 meeting w/utll in Bethesda, HD to 
discuss util proposed action concerning visual s-ndtcatlons 
of cracks in core spray piping at facility 
PAULSON, H A Operating Reactors Branch 5 0D/O6/26 3p p 


B007D30S16 Submits schedule for mods to imprnvu testability of plant 
sys as committed to In 7B1123 request fur partial esemptlon 
from code requirements instrument alr/nltrogon sys t< 
demincrailied water sys mods completed 

FINFROCK, I R Jersey Central Power U Light Co 00/06/27 Ip 


6007070113 Forwards responses to questions raised at 800630 ireeti-ng re 
NRC evaluation of two possible cracks in core spray piping 
Also forwards suppl to util 800627 ovaluptlun 
BARTNOFF, B Jersey Central Power t Light Co BO/07/02 6pp 


8007160113 Notifies that 7909S1 6 1004 route approval request for spent 
fuel shipment is subj to license fee Review of requests was 
completed on B00416 

MILLERiH 0 License Fee Management Branch 80/07/03 Ip 


8007250716 Forwards NRC evaluation of SEP Topics IJI-IO AiV“ll A, 
Vl-7 C l,Vin-3 D t< VllI-4 Evaluation will bo input to 
safety assessment unless changes needed to reflect nB-bullt 
conditions 

CRUTCHFIELD, D Operating Reactors Branch 5 60/07/03 23pp 


0007160500 Forwards response to NRC 800507 ltr ro addl TMl-2 
requirements per NURE0~0660 Generally agrees u/OE G00321 
generic BUR responses Questions 3 !< 7 cannot be answered due 
to insufficient supporting documentation 

FINFROCK, I R Jersey Central Power J, Light Co 80/07/08 9pp 


B00723D691 Discusses crack in emergency cure spray piping Agrees ui/plan 
to complete quantitative evaluation on low-lew- low water 
level by BOOBOl t< provide for possible replacement of 
reducers Operation for one fuel cycle permissible 
CRUTCHFIELD, D M Operating Reactors Drench 9 QD/D7/09 3pp 


GDD7310519 Summary of BOD630 meeting w/util re vlauwl indi cat Ians of 
possible cracks in plant core spray sys 

PAULBDN, W A Operating Reactors Branch S ao/07/09 ISPP 


B0072S0720 Forwards NRC current evaluation of SEP Topic II 1-9 B ft 
request for addl Info re pipe break outside cantalnisent 
CRUTCHFIELD, D Operating Reactors Branch 9 BO/07/10 30pp 


B007170379 Responds to NRC BOOlli 1 tr ft forwards addl info re failure 
of control rod to fully insert on scram signal 
FINFROCK, I Jersey Central Power ft Light Co 00/07/14 2pp 


B007180409 Forwards Tech Spec Change Request 87 for amend to License 
DPR-16, App A, re add] fire proctection sys installed during 
'1980 refueling outage Class III amend foe end 
FINFROCK, 1 R Jersey Central Power ft Light Co S0/07/J4 Ip 


— 9007if}D413 Tuch Spec Change Rciiue^it 87 foi amnuri tu License DPR -iA, 
App rtp re <)ddl fire protection sys installed during 1 9B0 
reftieliug outiige Certificate of 3vt ft lit to Lucey Township 
mayor end 

FINFROCK-] R Jersey Central Power ft Light Co QO/07/14 3pp 


— B007lB04a3 Tech Spec Change Bequest 97 for amend tu License 886-16, 
App A, re addl fire protection sys installed during 19B0 
refueling outage Consists n f i ep 1 a o omont Sections 3 13 ft 
4 13 

» Jersey Central Power ft Light C-o 00/07/14 I5pp 


60073000/6 Responds to 600310 ltr to J Ahearne objecting. -on behalf of 
nwuers uf plants under SFP review, to currcrit plans for 
expedited review of environ qiiii 1 i f x c a 1 1 on of electrical 
equipment Forwards applicable ifiemur iin d urn ft order 
DENTONpH R Office of Nuclear Reactor Regulation- Director 
00/07/16 4pp 


S007290184 Forwards summary of results of leakage roducliori program 
conducted during Spring 1900 outage. In response to NUREG- 
057B, Suction 2 1 6a 

FINFROCK, I R Jersuy Control Power ft I ight Co 00/07/31 6pp 


8007310019 '^Analysis of Populdtions of Boring ft Fouling Organisms in 
Vicinity of Oyster Creek Nuclear Generating Station," 
quai terly rept ,itini»-Aug 1979 

HOA0LAND. K E , CRBtKCT.L Lehigh Un i v FIN B~5/44 NUREB/CR-1209 
QO/07/31 61pp 


0 Inspocti-on reports, IE Bulletiiis ft t o rresponcl eitc e 


□007010299 Forwards JE Waste PackaglnQ Insp Rept 1 9000O39/B0-03 on 
BD0S37-39 No nn r>c bmp 1 i one o noted 

BMITMiG H Region 1, Ph 1 lad e i pb i a, Fuel Tacility ft Materials Hofety 
Branch 00/04/24 Ip 


-“000/01 OJ06 IE Waste Packaging Innp Rept 1 5000o:-i9/B<J-03 on 800227-29 No 
noncomp 1 lance rioted Major areas inspocted shipping paper 
requn emonts. DOT placarding requlremen ts, rad i atl on levels, 
removable cnntaminatibn ft eiternal package features 
PEERY.H H , POTTER.J P Region 1, Philadelphia, Fuel Facility ft 
Materials Safety Branch 00/01/lB 7pp 

80072200SD Forwards IE Insp Rept 50-319/00-10 on 000317-20 ft notice of 
vinlat Ion 

BRUNNER, E vl Region 1, Philadelphia, Reactor Operations Nuclear 
Support Branch 80/05/09 3pp 


— 8007230052 Notice ii f violation from insp on 000317-20 

* Region 1, Philadelphia, Urfico uf the Dtrcctoi QO/05/06 Ip 


— 9007220060 IE Insp Rept 50-219/00-10 on G()tl31/-20 None ompl i once noted 
failure to impleRiont inservice testing prograni ft procedures 
per Tech Epee 6 O 

REKITD.W A Ragion 1, Philadelphia- Office of the Director 
CAPHTDN, D L Region 1, Philadelphia. Reactor Opeiations Nuclear 
Support Branch 60/05/06 9pp 


BC07J40445 Forwards IE Bulletin 60-13, 'Tracking in Cure Spray 
Spargers " Written ruspunse required 

GRIER, 0 if Region I, Ph i lade 1 ph i ,i, ijffice nf the Director 
80/05/12 Ip 


B00703016S Forwards IF Info Notice 00-22, "Droiikdewns In Cuntamlniat t on 
Control Progroms " No written respnnse required 
BRIER, B H Region 1, Philadelphia, Office of the Director 
B0/05/2Q Ip 


0007170660 Torwards IE Insp Rept 30- 219/80 -1 3 on RO04£)7 -I I No 
non comp 1 1 anc e noted 

BRUNNER, E J Region 1, Philadelphia, Reactor (Ipaialiono Nuciciir 
Support Branch 80/05/20 3pp 


— 80071/0692 IE Insp Dept 90-319/00-13 on 0(30407-11 No noncump 1 ianc B 
noted Hainr areas irispectod OA/OC admi nistration, dos I gn 
changes/mods ft fiillnwup on pieviousty identified items 
NAPUDA.G , CONWAV, J Region 1, Phi lad o i phio, Hffice of the 
Director GRECNtlAN, C G Region 1, HI, i lade Iphia, Reactor 
QperatJ pna Nuclear Eupport Branch 00/05/33 9pp 


8007010318 Forwards IE Info Notice 80-23, "loss oF buction to rmcrgency 
Feedwater Pumps ■' No written respnriBe required 
DRIER. D H Region I, Philadelphia, Office of the Director 
00/05/29 Ip 



DOCKETED ITEMS 


4 rtddl response to FOIA request for records ctiocerniny Hittman 
{< Development Corp.RAO SvcE* tec tt Radiation Mg t 
■Tuards balance of doconientta <1-43 pages) listed in 

J M Division of Roles and Records BO^Oh^OS 2pp 


'266 Discosses IE Insp Kept 50-219/75-01 or 751031-1109 6 
rds notice of vlolstlen 

N. P n Region 1> Ph i ] ade I p t > a» Puel FaciJitq !< Materials 
q Dranch 76/01/02 2pp 


271 Notice of violation from insp on 751031-1105 None omp 1 i anc e 
Failure to notifij NRC of possession of byproduct matl 
ling NHC Form 241 uithin 3 days prior to engaging 
clvi tg 

gion 1. Ph 1 I ade Jpb I di Fuel Facility !< Materials Safety Dranch 

1 /02 1 p 


— 0007180491 llespcnds to NHC 0OO5O9 Itr re violations noted in IE Insp 
Rept 50-219/B0-10 Corrective actions implementation of 
insorvice insp program delayed doe to personnel & recruiting 
problems Fstimated completion B01126 

n03S< D 6 Jersey Central Pouer -li tight Co 00/06/03 2pp 


0007160699 foruards IE Circular 60-14i "Radioactive Contamination of 
Plant Ueminera 1 i led Ulatpr Sys 6 Resultant Internal 
Contamination of Personnel " No written response required 
OniER.D H Region 1. Pfi i i ad e 1 p h 1 a i Office of the Director 
00/06/24 Ip 


B007210193 Forwards IE Info Notice BO-24. ''Low Level Radwaste Burial 
Criteria '' No written response required 

ORIERiS H Region 1. Philadelphia. Office of the Director 
00/06/29 ip 


276 Ac k receipt of 760127 Itr informing NRC of steps taken to 
rt vlnlation noted in IE insp on 751031-1105 Also ack 
pt of MHC Form 241, "Rept of Proposed Activities in 
reement States " 

1. P R Region 1. Philadelphia, Fuel Facility !< Materials 
4 Branch 76/03/02 ip 


206 Informs NRC of steps taken to correct violation noted in IE 
Rept 50-219/79-01 on 751031-1105 Corrective actions 
'late personnel have been advised to File NRC Form 241 
Dutine svcfa in nonagreement states 

P T Hittman Nuclear & Development Corp Isubs Hittman 
1 76/01/27 3pp 


, Ack receipt of 800-319 Ifcr responding to NRC request for 
tlon of several coaimitments Based on 800528 telcon, 
>rsbands that environ air samples discussed in Itr 
n ralibr using approved procedures 

H Region 1. Philadelphia, flffice oF the Director 
• Ip 


Forwards IE Info Notice 80-26, "Evaluation of Contractor 
ans ■' No written response required 

H Region I. Philadelphia, Office of the Director 
■ IP 


Forwards site-specific t, generic questlnns re OE disc 
indications per B00109 meeting S< IE Info Notice 
Uestinghouse low pressure turbines -disc cracks 
requested within 30 days N/o encl 
ELD. D Uperatin-g Reactors Dranch 5 B0/D6/1 I Sp 


Forwards IE Bulletin BO-14, "Degradation of BWR Scram 
e V-ol Capability “ Mrittcn response required 
H Region 1, Philadelphia, Office of the Director 
•P 


Forwards IE Insp Rept 50-B19/B0-06 on B00B04-0B No 
lance nutod 

>. T Regio-n I. Philadelphia, Reactor Coras tree t ion 6 
mg Bupport Branch 00/06/13 2pp 


28 IE Insp Rept 50-2)9/80-06 on BO0204-0B No noneoinp 1 1 a-race 
Major areas inspected activities associated 
rvice insp program 

AN. E p Region 1, Philadelphia, Office of the Director 
L E Region I, Philadelphia, Reactor Corastruc tlon 6 
eririg Support Dranch 8D/D6/11 5pp 


Forwards IE Bulletin B&~15. "Poselhle Loss of Emergency 
tion Sys <ENS1 W/Loss of Offsite Power " Written 
required 

: Region 1, Phi ladalph i a. Office of the Director 

Ip 


Responds to IE Bulletin 80-06, '’Engineered Safety Feature 
set Controls ■' Mam steam 1 sola tion, contfli nment 
Isolation condenser sys will be tested within 45 
r startup from i9fiD rofuellng outage 

Jersey Central Power A Light Cn 80/06/19 6pp 


Forwards IE Circular 80-13, "i oss of Reactor Coolant Pump 
1 Natural Circulall-on Cooldown " Nci written rospoiise 

• Region 1. Philadelphia, Office of the Director 
Ip 


Ack receipt of 80060-3 Itr re IE Insp Rept 30-219/80-10 
vib-ration analysis sys understood to he 
ated A appears to eiceed regulatory requirements 
closely ipunitcr progress 

J Region l< Philadelphia, Reactor Operations Nuclear 
)ranit.li 80/06/23 Ip 


B007020377 Forwards TDapunse to IE Bulletin 80-13, "Cracking in Core 
Spray Spaigcre " Rept end 

FINFRacii, ] R Jersoij Central Power A Light Co 80/06/27 17pp 


8007230122 Forwards IE Bulletin 80-16, "Potential Misapplication of 
Rosomount Inc Models 1151 tt 1152 Pressure Transmitters 
U/Either A or D Output Codes " Written respenso required 
IE Circular 00-16 also encl No written response required 
ORIER, B H Region 1, Philadelphia, Office of the Director 
80/06/27 2pp 


B007210042 Responds to IE Bulletin 80-10 Required actions completed & 
results are on file at faci 1 1 ty, aval lab le for review 
FlNFROCIt, I R Jersey Central Power 6 Light Co 00/07/01 Ip 


8007090299 Updates 800627 Itr re evaluation of possiblo cracks on 
segments of core spray piping within reactor vessel between 
inlet noiite 6 vessel shroud Encl replacement pages discuss 
cyclic stresses induced by low level dynamic inputs 
FINFROCK, I R Jersey Central Power A Light Co 00/07/07 6pp 


B0072S0170 Forwards reply tu IE Bulletin 00-00 re containment liner 
ponctration welds Response to Action Items 1 through 3 t, 2b 
ti 2c end AddI weld info to be provided within 43 days 
RDSB, D A Jersey Central Power ti Light Co 00/07/07 7pp 


800/250305 Forwards reply to IE Bulletin 80-11 re masonry wall design 
List of masonry walls t, re-oval ua 1 1 on priority schedule 
encl No cases of safety-related piping attached to masonry 
walls have been Found 

FINFROCK, I R Jersey Central Power A Light Co 00/07/07 7pp 


8007210288 Discusses IE insp on 800310-19 l< Forwards notice of 
violation 6 notice nf proposed impositlan of civil penalty 
STELLO, V Office of Inspection h Enforcement, Office of the 
Director BO/ 07/08 4pp 


— 0007210294 Notice of violation from insp on 000318-19 Noncompl iance 
noted failure to establish radioactive work permit 
on 790702-0310 S, failure to use precautionary procedures 
during control rad blade tool cleaning 

« Office dP Inspection 6 Enforcement, Office of the Director 
BO/07/Oa 3p p 


— 0007210299 Notice of proposed Imposition of civil penalty in amount of 
t21, 000 for Item of noncomp 1 1 ance noted in IE insp on 
000310-19 

» Office of Inspactlot* 6 Enforcement, Office of the Director 
80/07/00 ip 


— 8007210343 Order modifying DL immed late 1 y, b y adding Section 6 3 2 to 
Tech Spec 6 3 re facility staff qualifications Request for 
hearing may be submitted within 25 days 

STELLO, U Office of Inspection 8< Enforcement, Office of the 
Dlrec tor 00/07/00 9pp 


□007340356 Confirms oral notification made on 800707 that 80-day 
period For eompieling tests required by IE Dullotln flO-17, 

Item 2, began at 12 01 AH on 60070S Also requests immediate 
notification of any malfunction found during tests 
GRIER, 0 H Region t, Philadelphia, Office of the Director 
00/07/09 2pp 


8007220906 Ack receipt of 000317 Itr informing NRC of corrective 
actions to items of none amp 1 iance in IE Insp Rept 
S0-2I9/79-10 Dasod on responses to noncomp 1 iance 6 
discussions nt Q00429 moe ting, spec i f i ed parts are withdrawn 
STELLO, V Office of Inspection & Enforcement, Office of the 
Director 80/07/17 2pp 


DOCKETED ITEMS 


3 ! 


R Periodic operating reports tt related correspondence 


Q0071S0709 Foriuards 000606 aoth quarterly progrese rep t, "Hoodborer 
Study AesoclAted u/Oyster Creek Oenerating Stationi ’’ for 
S00S09-0310 

FlNFRDCKi 1 R Jersey Cential Power f. Light Co S0/07/0B Ip 


^B0071S07ia Pi ogress rept for SOth quarter* “Woodborer Study Associated 
id/Qystar Crook Oenei ating Station.” for period 800509-0510 
MACIQLEK.N J . QELMDRE. C I , HtLLhIAN.R E Dattello Memorial 
Institute. Columbus Laboratories BO/06/06 S4pp 


8007330363 Forwards montlily operating rept for June 1960 
ROSS. D A Jersey Central Power t< Light Co 80/07/13 Ip 


*"-8007230364 Monthly operating i ept for June 1980 

MCCLAIN. C M Jersey Central Power 8< Light Co 80/07/ lO llpp 


8 Reportable occurrences. LERs t< related correspondence 


B004S40821 PNO-l-DO-37 on 800309. 1 1 censes scheduled matnt on iFlrB 
protection sys duo to crarked t< leaking valve body on ays 
supply header Fire protection during outage will be supplied 
by fire truck connected to Number 2 fire hydrant 

BRI008, L . KEIMIQ.R R . DRUNNER. E J Region 1. Philadelphia. Office 
of the Director ao/03/07 Ip 


8007070S59 Forwards LER 80-034/03L~0 

PINFROCK. I R Jersey Central Power !< Light Co 80/06/37 Ip 


--8007070363 LER aO-034/03L'*0 on 000330. during investigation of 
LER BO-17/lTi "one rod free travel interlock" surveillanco 
requirements not performed as required Causec by failurs to 
perform proceduro S. schedule surveillance 

R0S8. D A Jersey Central Power l« Light Co 80/06/27 3pp 


0007070089 Petition to amend 800331 confirmatory order to allow 
operation u>/o i i>c 1 1 cul at I ei. pump trip until Spring 1981 
refueling oiitaye Equipment needs to he inspected 1< piepoied 
pi IDT to 1 nsta 1 l>st ion Delay siill bo iconomicnl ♦« prartical 
DISE. 1) P Nioyar.! Mohawk Pouisr ( oi p 00/06/30 4pp 


0007280093 Ac I receipt of 800630 petition to amend confiimatory order 
nespoiibo lai 1 1 hu forwarded sherlly 

IPPOLITO. T A nper.itinD Rc.ictnrs Dr .inch 3 80/07/17 2pp 


H General c ni r espondeni c 


BOOVaaO'iqo Nctifies i>f ihanges witiun fill mpt All correspondence 
pertaining to sec i ty-relat sd matters should be sent to JJ 
Sunser IE l.empges is vice piesidont in charge of nui loar 
generat i on 

BARTLETT. J Niagara Mohawk Pouer Corp 00/0// 17 ip 


I Financial i nfni oi.it i on 


8007S80373 Fnrwnrds util Annual Financial Rept for 1979 
LEMPGES. T E Niagara nnh,iuk Power Corp 80/07/33 Ip 


P Operating licensn st>ige documents '■ i(ii respondeiicr 


8007330038 Qummai ij <if 800307 meeting u/Mark I ouiicrB group Id Dethasda. 
110. re revi&inns tn NRC acceptance criteria t< (lutstanding 
issues relative to Mark I containment iong-turm program 
ORIMEB. C T Plant Oystems Draitch 80/08/31 31pp 


QD0707036I Forwards addl info re util comroilmonts to Uteal NIIBE0-O9/Q 
Racomiaenda ttons a 1 lb. 3 1 6a *< RCS venting Discusses 
Inadoqualo cure cniiling delectlun ins ti iimrntat i nit f. Imprcveri 
post-accident sampling capability 

DIBE. D P Ni agar it Mohawk Power Corp 60/06/86 5pp 


8007110370 Forwards LER 80-OS3/03U-0 

FINFROCK. 1 R Jersey Central Pouer t. Light Co 60/07/01 Ip 


—8007110373 LER BO-032/03L-0 on 800603. reactor high pressure isolation 
condenser initiation switch trip points found leas 
conservative than specified Caused by unusual sve condition 
Pressure sultchos reset 1< esercised to ensure operation 
ROSS. D A Jersey Central Power t< Light Co 80/07/01 3pp 


G<107 170393 Forwards npplicattnn for .rmeiid to License bPn-63 consisting 
of changes to Tech Specs 

THOHAB, E 0 UuBoeuf. Lamb. U'lby !. MacRae 80/07/16 3pp 


--8007170394 Application for amend to License DPB-64 consisting of 
changes to Tuih Bpecs re heat lrotitmi.nt of r Ircul. sting 
water sys 

DlSiE.D P Niagara Mohawk Power Corp 80/07/10 3pp 


8007110375 Forwards LER 80-029/017-0 

FINFROCR. I R Jersey Central Power fc Light Co 60/07/01 Ip 


—0007110383 LER BO-089/01T-0 on 000618. during surveillance test, 
nonfunctlaning oporator discovered in valves V-9-i3 t< V-9-B 
found leaking Caused fay component failure Defective valves 
replaced t< will bo inspected Revised rept will follow 
ROBS. 0 A Jersey Central Pouer fc Light Co 80/07/01 3pp 


— 8007170397 Proposed changes to Tech Ipecs 3 0 for I uniting conditions 
for operation (• P 1 5 for heat treatment of circulating 
water eijs 

* Niagara Mohawk Pnwer Corp 80/0// 10 Bpp 


—8007)70403 "Acsessmenl of Biological Impacts (if Increasing Tamp Change 
Limitation at Nine Mile Point Unit I " 

» Lauil er. Motuoky 6 Skolly engineers 80/03/31 27pp 


8007140S9D EN-BO-OSO notice of violation I. proposed imposition at 
civil penalties laill be issued to util by 800708 due to util 
failure to instruct workers. perform surveys of airborne 
radioactive mail t< failure to follow protection procedures 
BROCKETT.T . THOMPSON. D Office of Inspection b Enforcoment. Office 
of the Director 80/07/03 3pp 


Q Inspection reports. IL Dullcllns 6 lorrespcinUence 


0007140474 rnniiards IE Dullatin 00-13. "Crack eng In Core Bpray 
Spargers " Mritton response required 

GRIER. 6 H Roylon 1> Philadelphia. Office of the Director 
80/09/18 ip 


6007230970 Forwards RO S0-ai9/80-87-lP 

CARROLL. J T Jersey Central Power J. Light Cq 00/07/17 ip 


—0007230874 RO 90-31 9/00-87-1 P on 000716. reactor bldg to BUppresston 
chamber vacuum breaker sys Inlet pipe was found blocked by 
plastic bag Caused by personnel error Plastic bog was 
removed from vacuum breaker inlet opening 

CROSBY. P J Jersey Central Power b Light Co 80/07/17 2pp 


0007890197 PND-I-80-i02 on 600717) pressure transient caused triple lou 
water level signal followed by leactor low uater level 
■cram Cold shutdoun underway for further analysis of 
incident 

KEIlitO.R R . BRUNNER. E J Region 1. Philadelphia. Office of the 
Director 80/07/10 2pp 


8007030187 r or tear (is IE Info Net ice 60-39. "tirsek downs In Contaminat I on 
Control PrDj)r.inib •' No written response roquired 
QRIERi 0 H Region 1. Phi liidelphia. Office of the Director 

00/08/20 1 p 


0007010314 Forwai its tC Info Notice (10-33. "LnSs of tliirtinn to emergency 
Feedwater Pumpe " Mo written lesponso required 
DRIER. D M Region 1. Philadelphia. (Iffice of the Director 
00/08/29 Ip 


B007I80073 Forwai ds reply to IF Bulletin 80-00 re examination of 
containment lanur penetration welds Ho doficioncios 
reported 

LEMPQES. T C Niagara Mohawk Power Trrp 60/06/09 8pp 


docket 90-220 NINE MILE POINT NUCLEAR BTATtON. UNIT I 


0 Adjudicatory correspondence 


8007310243 Forwards Commission 600327 memorandum b order containing 
dBCisions on UCS 700502 petition for reconsideration of 
7B0413 memorandum b order UCS 771104 petition sought action 
re fire protection for electrical cables 
EIBENHUT.D. B Division of Licensing 80/06/25 B9pp 


0007210100 Responds to Ib Bui let in 80 OV. "Hydramotor Actuetoi 
DeflclBncles “ None of siibj eqnipmerit ii> use or iiiicnnod for 
use at Pac i li ty 

LEHPOES. T E Niagara Mohawk Power f iirp 30/06/09 Ip 


0007210905 Toruai ds IE Info Notice 80-96. "Evaluabion of Contractor 
OA Programs “ No written response required 
ORIER.D H Region t. Phi l.ulelphin. flffice of the Director 
BO/06/ 10 ip 



DOCKETED ITEMS 


7l70i*i4 lAddil roiionse tn I lllrt Fpr rerords coTicernlng Hlttman 

i>c]«>ir ?< ODvelopment torp.llAD Bvc a. Inc f< Dad i at i an Mjt 
nrp Fniuards balnncp oP clacurnanla <143 payaa) in 

fP 

El 70Nt vl H Diviftiun oP Hiilaa and Oecoi'ds QO/Oi/02 2pp 


>071702ftf> i>l&cu«cp6 ir Insp Rppt 50-LM ■#/ 75-01 on 7*51031-1109 & 
foruards nutiio of violation 

NFLSOM' P ft Hey ion I. Ph) I ade] ph i a< TUBl Facility t< Materials 

Safety Dronch 76/01/02 Spp 


— 8007100491 Responds to NflC 000909 1 tr re Violations noted in IE Insp 
Rept 90-219/80-10 Corrective actions lisp lemon tat i on of 
Jnservlce insp program delayed due to personnel 1< recruiting 
prat toms Estimated coroplption 001126 

WOaa, D A Jersey Central Poiner 1. tight Co 00/06/03 2pp 


B007160699 Foruards IE Circular 80-14i "Radioactive Contamination of 
Plant Demlneral i led Uator Bys (« Resultant Internal 
Contamination of Personnel " No uritten response required 
eniERiB H Region 1- Philadelphia! Office of the Director 
80/06/ 24 ip 


>071702/1 Notice of violation from insp on 791031-1 103 Noncomp 1 1 ance 
noted failure In notify NHC iif iionsossion of byproduct matl 
by filing NRC inrn* 241 uilhin ) days prior to engaging 
tn activity 

* Region ], Pl.i laiialph i a. rnel riicility ft Notorial b Sa foty Drancli 
76/01 /O.'' Ip 


)07170276 Act roieipt of /60127 Itr Informing RRC of steps taken tn 
correct vioJatlon noted in IF mop on 791031-1109 Also ack 
rocvlpt of fIRC Tormi 24 Ji "Rept of Proposed Activities in 
Monagr oemont Btates " 

NELBON! P R Region ii Ph i lode 1 phin . Fuel Fad 1 1 by ft Materials 
Bafety Rranch 7A/0'l/n2 Ip 


071702116 Informs NRC Of stupe taken to correct violation noted In IE 
Insp Hept 00“219/78''0l on /91031— 1109 Corrective actions 
approrlate porsonnel hove born advised to fils* NRC Form S4) 
for routine sves in nonag reotneii t eta Ids 

TUITEiP T Hlttman Nuclear ft Develepnont Cm p (subs Hlttman 
Corp 1 76/01/a/ Opp 


010969 Ack ipcelpt of (100919 tli responding to NRC request for 

nflrmation of aevera) comml tmoiitt llased on B00928 telcaoi 

C understands that environ air samiilcs disriisscd In ttr 

VD been callbr using approved procediiret 

IER«1I H Region I. Ph 1 1 ade 1 phia> Office of the Di roe tor 

/06/09 Ip 


310564 Foruards IC Info Notice 0O'26> ’'^valuation of Contractor 
Programs " Nu uritten respoiito required 
lER.BlI Region 1. Phllailelf l>ia« Office of the Director 
/06/10 Ip 


J30666 rorwardi ni tr-spec 1 f it ft generic quostinns re OC disc 
•eking Indications per 000109 mooting ft IC Info Notice 
-37 on Uestlnghouse lou proeourv turbines disc cracks 
iponee requested uitbln 30 days H/n end 
JTCHriCLDi D Upnrating Heactoro Branch 9 00/06/11 9p 


40394 1 oruards IE Rullotln no~l4i “Oegrndation of OHJl Bcran 
• charge Vol fapahilltll ‘ tlrltton responsP rsqulred 
CR.D H. Region l> Philadelphia! Office of the Director 
06/13 Ip 


00326 Forwards 1C Insp Rept 90-219/110 06 on aoOS04-DS No 
icompliAnce nutoil 

LCORiH T Region l< Fhlledelpiiiai Reactor Cnnstrurtion ft 
Inoerlng Bupport tironch 00/06/13 3pp 


7300320 ir. Insp Rept 90-Pi 9/80-06 on 000204-08 No noncomp 1 lane* 
oted Major areas inspected activltloo associated 
/intervire insp pruyraei 

ERNIOANi'r F Region 1' Ph i ladolpli 1 n< Office of the Director 
RlPPiL F Regtnn li Philadelphia! Reactor Construction ft 
no in e arms 'mpport Dranch 80/06/11 9pp 


30697 Foruards IE Dull e bin 80 "Possible Lots of emergency 
iflcation Oyi it-NBI l-l/l.asR nf tiffs! to Poutfr " Written 
panto required 

Ri 6 ir Region J. Phi ladeiphlai Clffico of the Director 
>6/10 Ip 


I05S9 ftDBponilt to IE Dulletin no-OAi "Fnglnoered Safoty reaturo 
> Roict Controls " Main stesm isolatl an* canto inment 
y ft isaiadoit condense* sye tel II be teetod letthin 49 
after startup from 1980 rufueling outage 
iD A Jersey Central Power ft tighi Cn 80/06/19 6pp 


Jards IE Circular fl0-l»! "loss of Rraetor Coolant Pomp 
rirculabton (.ooldoien " Mo urltton response 

i>) l! Phi lade I phi ni Office df the Director 


■Ipt of 800603 Ur rn IE Imp Re pi 30-219/00-10 
'H analysik syt undurstood to be 
■ppenrs to eirped reuulatory requirements 
monitor proyiess 

ion I. Phi 1 lidolphta! Road or Operations Nuclear 
BO/0b/S3 Ip 


0007210193 Forwards IE Info Notice BD-24! "Lou Level Raduaste Burial 
Criteria " No laritten response required 

OltlER! B H Region l. Philadelphia! Office of the Director 
60/06/29 Ip 


8007020377 rerwards response to IE Bulletin B0-13i "Cracking in Cora 
Spray Spargers " Rept end 

FINFROCKi I R Jersey Contra 1 Poieer ft Light Co 00/06/37 17pp 


8007230132 Forwards IE Bullet in 00-16^ "Potential Misapplication of 
Rosemount Inc Models 1191 ft 1193 Pressure Transmitters 
M/Either A or D Output Codes " Written response required 
IE Circular 00-16 also end No written response required 
ORIER. a H Region 1. Philadelphia, Office of the Director 
80/06/27, 2pp 


0OO721DO4S Responds to IE Bulletin 00-10 Required actions completed ft 
results are on file at fac i 1 1 ty, aval lab 1 e for review 
FINFROCK. 1 R Jersey Central Power ft Light Co 00/07/01 Ip 


6007090259 Updates B00627 Itr ra evaluation of possible cracks on 
segments of core spray piping within reactor vessel betkieen 
Inlet noiile ft vessel shroud End Teplacemant pages discuss 
cyclic stresses Induced by lou level dynamic inputs 
FINFROCK. I R J'ersey Central Power ft Light Co aO/07/07 6pp 


8007290170 Forwards reply to IE Bulletin 00-08 re containment liner 
penetration welds Response to Action Items 1 through 3 ft 2b 
ft 2c end Addl weld info to be provided within 49 daijs 
ROSBi D A Jersey Central Pooler ft Light Co 80/07/07 7pp 


8007290305 Forwards reply to 1C Bulletin BO-U re fliasanry wall design 
List of masonry walls ft re-eva 1 ue t i on priority schedule 
end No cases of safety-related piping attached to masonry 
walls have been found 

FINFROCK,! I R Jersey Control Power ft Light Co 00/07/07 7pp 


0007310288 Discusses IE Insp on 800318-19 ft foruards notice of 
Violation ft notice of proposed imposition of civil penalty 
STBLLO, 9 Offire of Inspection ft Enforcement! Office of the 
Director 80/07/08 4pp 


— 0007210294 Notice aP violation from insp on 000310-19 Noncompl lanca 
noted failure to establish radioactive work permit 
on 790702-0316 ft failure to use precautionary procedures 
during control rod blade tool cleaning 

• Offire of Inspoctlon ft Enforcement! Office of the Director 
60/07/08 3pp, 


— 8007210299 Notice uP proposed imposition of civil penalty In amount of 
ftBliOOO Per item of none omp 1 lance noted In IE insp on 
000310-19 

a Office of Inspection ft Enforcement! Office of the Director 
00/07/00 Ip 


--6007210343 Order modifying OL immediately! by adding Section 6 3 2 to 
Toch Spec 6 3 re facility staff qualifications Request for 
hearing eioy be submitted within 39 days 

BTELLOrV Office of Inspection ft Enforcement! Office of the 
Director QO/07/OS 9pp 


8007240396 Confirms oral notification made on 800707 that 20-day 
poriod for completing tests required by IE Bulletin SO-lVi 
Item 2. began at 12 01 AH on 000708 Also requests immediate 
notification of any malfunction found during test* 

GRIER, B M Region 1. phi ladel phi a. Office of the Director 
80/ 07/09 8pp 


800732OSB6 Ack receipt of 000317 Itr informing NBC of corrective 
actions to items Of noncomp 1 lane e in IE Insp ftopt 
SO-S19/79-10 Based on responses to noncompl lance ft 
discussions at 800429 meeting, SpeCl Pi ed parts are i»l thdrawn 
STELLO.V Office Of Inspection ft Enforcement. Office of the 
Oirectiir 80/07/17 3pp 
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R Periodic oporatitig reports ti relsted c orr esponSenc e 


B0071 50703 Forwards 0OO&O6 20th quarter lij progreso rapt, "Woodboror 
Study Associated w/Oyster Creeli Oeiierdting Station." for 
B00209-0510 

FINFftOCKi 1 n Jersey Central Power !< Light Co ao/07/0B Ip 


•00071S071C Progress ropt for 20th quarter. “Woodborcr Study Associated 
w/Oyster Creek Geneiating Station." for period 300209-0510 
HACIOLEH.N J . DELMDRE. C 1 , HILLtlAN, R E Dattelle Memorial 
Institute. Cnlumbus Laborii tor i es QO/06/06 3dpp 


0OO722O3i3 Forwards monthly operating rept for June £900 
ROSS. D A Jersey Central Power t, Light Co 00/07/15 Ip 


■8007220364 Monthly operating rept for shine 19B0 

MCCLAIN, C M Jersey Central Power i< Light Co 00/07/10 1 Ipp 


g Reportable occurrences. LERs 6 rel.ited correspondence 


0004240221 PND-I-00-37 on 000309. 1 1 c en s ee scheduled malnt on fire 
protection sys duo to cracked t. leaking valve body on sys 
supply header Fire protection during outage will be supplied 
by fire truck connected to Number 2 fire hydrant 

0RIOOS.L , KCIMIO.R R . ORUNNER.C J Region I, Philadelphia. Office 
of the Director 80/03/07 Ip 


8007070259 Forwards LE.R B0-024/0aL-0 

FINFRDCK, I R Jersey Central Power «< Light Co 80/06/27 Ip 


8007070009 Petition to emend H00221 tunf i rmatory order to allow 
operation w/o 1 e c i r c u 1 a 1 1 en pump trip until Spring 19B1 
refueling outage Equipment needs tn be inspeited ti prepared 
prior to ins ta 1 I i7t 1 un Delay will be ecnnomical '< practical 
DISC. 0 P Niagara Mohawk Power Corp 80/06/30 4pp 


D00720009T Ac k receipt of 000630 petition tn amend confirmatory order 
Rcspiiiiso will bo fnruerded shortly 

IPPOLlro. T A Operating Reacliirs Branch 2 80'0//17 2pp 


H Oonoral c orrr spond tint e 


BQ072Q0340 Notifies of changes within util ragt All c nrr espondenre 
pertaining to sec ui i ty-relo t e p matters should be sent to JJ 
Sunser TE Loimpgus le vice piosident iti charge of nuclear 
generation 

BARTLETT. J Niagara Mohawk Power Carp 00/07/17 Ip 


I Financial Inf eritia t ion 


0007280275 Forwards util Annual Financial Rept for 1979 
LEMPQE3. T E Niagara Moh.ouk Power Curp BO/07/22 Ip 


P Operating license stage doiuments cm respondent e 


B00723002B 8wniriary nf B00207 meeting w/M.irk I owners group in Dethesda. 
MD. re revisions to NRC acceptance criteria t. outstanding 
issues relatlVD to Mark 1 c tint.i Inmont long-term program 
QRIMEa.C T PlaniL Systems Branch 00/02/21 3lpp 


— 0OO7O7O26S LER 80~0?4/03L“0 on 800520. during investigation of 
LER G0-17/1T. "one rod free travel interlock" surveillance 
requirements not performed as required Causae by failure to 
perform procedure t> schedule surveillanrc 

ROBB, D A Jersey Central Power !< Light Co 00/06/27 Dp p 


8007110370 Forwards LER QO-OS2/03L-0 

FINFROCK. I R Jersey Central Power 8. Light Co 80/07/01 Ip 


•8007110373 LER QO-022/03L-0 on B00603i reactor high pressure isolation 
condenser Initiation switch trip points found less 
conservative than specifiod Caused by unusual sve condition 
Pressure switches reset *< eiercised to ensure operation 
ROSB. 0 A Jersey Central F'ower !< Light Co 00/07/01 3pp 


8007110375 Forwards LIIR 00-020/01T-0 

FINFROCK. I H Jersey Control Power U Light Co 00/07/01 Ip 


’B007110383 LFR 80”055/OiT-0 on Q0061B. during surve i 1 lancu test, 
nonfunctl onlng operator discovered in valves V-V-12 I. V-9-0 
found leaking Caused by romponont failure Defective valves 
replaced t« will be inspected Revised rept will follow, 

ROSS) D A Jersey Central Power t< Light Co B0/07/0i 3pp 


B007070261 Forwariii addl info re util commitments to meet NLIRE9-057B 
Recomnnendat I ons S 1 3b>2 1 Ba !< RCS venting Discusses 
Inadequate core couling detection iiiHtrumentat inn L improved 
post-Acclden t samp ling capability 

DIBE.D P Nlagar.i Mohawk Power Corp aO/06/26 Spp 


0007170393 Forwards oppllcatlnn for amend to License DnR-63 consisting 
of changes to Tech Specs 

THOMAS, c D LcBoouf, Lamb. Lelby !< MacRae 60/07/16 Hpp 


•0O’O717O394 Applicotion for amend to License DPR-64 consisting of 
changes to Ti‘ch Specs re heut Irentmint of circulating 
water sij s 

DIBE.D P Niagara Mohawk Power Corp tlO/07/10 3pp 


— 0007170397 Pi opusod changes to Tech Rppcs 2 O for limiting conditions 
for operation 8< K 1 5 for heat treatment of circulating 
water sys 

» Niagara Mohawk Power Corp ao/0//lO 0pp 


— 0007170403 "Assessment of Biological Impacts of Iritrtraslng Temp Change 
Limitation at Nine Mile Point Unit 1 •’ 
s Lewi er, Ma tus ky 6 SkelJy Englncors [10/03/31 S7pp 


8007140530 CN-00-030 notice of violation t. proposed imposition of 
civil penalttOD will be issued to ulil by 000700 due to util 
failure Id instruct workers, perform surveys of airborne 
radioactive matl 6 failure to follow protection procedures 
D ROCKETT. T . THOMPSON. D Office of Inspection {< Enforcement, Qfftca 
of the Director 80/07/03 Hpp 


0 Inspection reports. IC Dulloliiis !. <. orrespondonce 


B007140474 Forwards IE Bulletin 00-13. “Cracking in fore Spray 
Spargers " Written response required 

DRIER. B H Region 1. Ph 1 ladelph la. Office of the Director 
BO/05/18 )p 


B007230370 Forwards RO 50-219/BO-27-1P 

CARROLL, J T Jersey Central Power 8. Light Co 00/07/17 Ip 


■0007230374 HO 50-219/80-27-lP on 000716, roac tor bldg to suppression 
chamber vacuum bre.iker sys inlet pipe was found blocked by 
plastic bag Caused by personnel error Plastic bag was 
removed from vacuum bruakor inlet opening 

CROBBYiP J Jersey Central Power 8. Light Co 80/07/17 2pp 


0007230197 PNO-l-aO-102 on 000717. pressure transient caused triple low 
water level signal followed by reactor low water level 
scram Cold shutdown underway for further analysis of 
incident 

KEIMIO, R R , BRUNNER, E J Region 1, Philadelphia, Office of the 
Director 80/07/10 2pp 


B007020157 Forwards IE Info ilutiie B0-3S, “Breakdciwns In Coritamlnati on 
Control Programs " No written response required 
ORIER.B H Region 1. Ph 1 1 ,idcl phlfi. Office Of the Oiroctor 
BO/OS/28 Ip 


0007010314 Forwards IE Info Notice HO-aT, "loss of Suction to Emergency 
Foodwater Pumps " No written response required 
ORien.B H Region 1. Phi 1 iidel phia, Office of the Director 
00/05/29 Ip 


0007100073 Forwards reply to IE Bulletin 80-00 re etamination of 
containment liner penetration wolds No deficiencies 
reported 

LEMP0E8. T C Niagara Mohawk Power ('erp 80/06/07 Spp 


DOCKET 60-820 NINE MILE POINT NUCLEAR STATION, UNIT 1 


0 Adjudicatory correspondence 


8007310243 Forwards Commission B00327 memorandum 8< order containing 
decisions on UC8 7B0502 petition for reconsidera 1 1 on nf 
700413 memorandum 8< order UCS 771104 petition sought action 
re fire protection for electrical c.ihles 
EIBENHUT.D.O Division of Licensing 00/06/26 09pp 


0007210100 Responds to IE Bulletin 00-09, "Hydramotor Actuator 
Deficiencies " None of siibj cumpmenl iii use or pt.innnd for 
use at fac 1 1 1 ty 

LEMPOESr T E Niagara Mohawk Power fiirp 30/06/09 Ip 


8007210585 roruiards IE Info Notice 00-26, "rvaluatloii af Contractor 
OA Programs " No written response required 
DRIER. B H Region 1, Ph i I.Hlelphia. Office of the Director 
00/06/10 ip 
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S Reportdble ocrurrencest I.EIla h related c ari'espondence 


ao073?0010 PNO-I ”BO~10O oi> 00071 norffla 1 reactor ahutdouin was conducted 
to Investigiate internal arcing In main transformer Source of 
arcing has not get been found 

QAUNACKiH . KI9TER, H . HftUNNEtl^E Region 1. Philadelphia, Office of 
the Director 30/07716 Ip 


6007390986 Forwards LER 80-01 1 /OUL-O 

LEMPCES, T E Niagara Hohauilt Power Corp 90/07/23 tp 


"S007290600 l-ER B0-Olt/04L-0 on □00623, rec 01 der review showed condenser 
inlet/circulating water discharge delta temp had eicceeded 
Tech Spec limit on 800620-23 Btatien load reduc ed> t ecorrfer 
scale expanded (c tech Spec change initiated 
HARRISON, P Niagara Mohawk Power Carp SO/07/23 3pp 


DOCKET SO-223 UN IV OF LOWELL RESEARCH REACTOR 


07110272 Forwards IE Dullctlr 90-1*1. "negradaHon of DUR Scram 
Discharge Vol Capabtlitg " Written response required 
CRIER, U H Region I. Philadelphia. OfFiee of the Director 
80 / 06 / la Ip 


070306S6 Forwards IE Bulletin 80-19. ‘Possible Loss Of Emergency 
Notification Sgs (EN51 W/Loss of Ofts'te Power " Ilntten 
response reiijired 

CRIER, 0 H Region l> Philadelphia, Office of the Dnector 
80/06/ IS Ip 


O7O2Od09 Forwards IE Circular 00-19, ‘Loss of Reactor Coolant Pump 
Coaling Natural firculatsun Cooldown " No written response 
required 

SHIER D H Region 1, Philadelphia, Office of the Director 
30/06/38 ip 


}7160720 Forwards IE Circular SO-IA, "Radioactive Contamination of 
’lant Demi nera 1 1 led Uater Sys 6 Resultant Internal 
'ontamlna tiun of Personnel " No written response required 
IRIER, D H Region 1, Philadelphia. OFFiee of the Director 
30/06/2d Ip 


7310211 Forwards IE Info Notice SO-24. ’'Low Level Radwaste Ourial 
riteria ” Mo written response required 

SRIER, 0 H Region 1, Phi I ad olph i n, Office of the Director 
0/06/29 1 p 


7230149 Forwards IE Dulletin 00-16. "Potential Misapplication of 
osemount Inc Models 1151 f< 1193 Pressure Transmitters 
/Either A or D Output Codes “ Written response required 
E Circular 00-16 also enc I No written response required 
RIER, R H Region 1. Philadelphia, Office of the Director 

0/06/2/ 2pp 


72B0471 Forwards response to IE Dulletin 80-08, "Exawina li on of 
intainment Liner Penetration Welds ” No flued head 
enetralions utiliied Penetiations used are end plates, 
ellous type f, cartridge type 

AVNE, J P Power Authority of the Rtate of Mow York 00/06/27 
'P 


7280469 Itesponds to IE Dulletin BD-ID, "Contamination of 
inrad loac ti ve Sys & Resulting Potential for Unman t taped • 
Kontrolled Release of Rad i oac 1 1 v> tij to Environ " 
istrument !< house sve air sys added to analysis pragram 
HPOES. T E Niagara Mohaui Power Carp 80/07/02 ip 


'290192 Submits reply to IE Dulletin 00-17 re failure of control 
ids to insert Verifis>d scram discharge vol sijs was free of 
■struc tions 

liPCES, T E Niagara Hohawk Power Corp 80/07/08 3pp 


250241 Act receipt iif 800621 Itr informing NRC of steps taken to 
rrect violations noted In IE tnsp Rapt 90-220/00-04 
UMNER, E J Region 1, Phi lad elgh ia> Reactor Operations Nuclear 
pport Dranch BO/07/00 ip 


0733029B Forwards IE Insp Rep t 90-220/80-04 on 800905-09 ir notice of 
violation 

QRUNNER, E J Region 1, Philadelphia. Reactor llperatlons Nuclear 
Support Branch 00/06/09 3pp 


07250262 Notice of violation from insp on 800903*09 
“ Region 1. Philadelphia. Office of the Director 80/06/03 Ip 


9785036J IE Insp Rept 90-230/60-04 on QOOSO’9-09 None omp 1 tone e noted 

failure to document site Dperalionc review committee 

reviews 

tISTER.H 0 Region 1, Philadelphia, Reactor Operations Nuclear 
up port Dranch DAIIMACK,R • HUDSON, S D Region t, Philadelphia, 

If fits of the Director 80-/06/O3 7pp 


'10119 ConfirniB that 30-day period for tests in Item 2 of IE 
lelin 00-17, "Failure of 76 of 185 Control Rods to Fully 
srt During Scram at BUR." started at 12 01 AM on Q0D708 
uests notification of mal function tc estiin>ited manpower 
ER, D H Region I, Ph i lade 1 phl<ii Office of the Director 
07/09 2pp 


rtodic operating reports N related corrr Spondeni. e 


70160 Forwards monthly operating rept for ilune 1900 
POES, T E Niagara Mohawk Power Cnrp tl0/(>7/l I 2pp 


7170361 Monthly operating rept fat Juno 1960 

MAN. T U Niagara Mohawk Power Cnrp DO/07/ii 3 pp 


a Inspection reports. IE Bulletins S< correspondence 


8007160038 Forwards IE Circular 80-14, “Radioactive Contamination of 
Plant Demineralized Water Sys ft Resultant Intornal 
Contamination of PerBOnno-l " No written response required 
DRIER, D l< Region 1, Philadelphia, Office of the Director 
aD/06/24 Ip 


BOD7S10I43 Forwards IE Info Notice 80-24, "Low Level Radwaste Burial 
Criteria " No written response required 

DRIEn,B H Region I, Philadelphia, Office of the Director 
80/06/35 1 p 


DOCKET 50-324 UHIV OF CALIFORNIA RESEARCH REACTOR 


H General correspondence 


S007D90277 Advises NHC that V Schrock Is no longer reactor 
administrator 8 Kaplan has been reactor administrator since 
791003 

LIPI.T H Californio, Univ of. Berkeley 80/07/03 ip 


0 tnspectlan reports, IE Bulletins ft correspondence 


80072303 SO Forwards IE Insp Rept 90-224/60-02 on 000316 No 
noncompliance noted 

QODK.H E Region S. San Francisco, Fuel Facility ft Materials Safety 
Branch ao / 06/<)'9 2 pp 


— B007330355 IE Insp Rept S0-2S4/BD-03 on 800516 No noncompliance noted 
Major areas Inspected, unplannsd accidental release of 
airborne radiootbive mail a, 

VUHAS, 0 P Region 5, Ban Francisco, Fuel Facility ft Materials 
Safety Oraneb MENSLAW8KI.F A , BOOK, H E Region S, San 
Francisco. Office of the Dlroctar SO/06/09 4pp 


8007210099 Forwards IE Insp Rapt 50-224/80-01 on 800906-09 No 
non comp Hence noted 

CREWS, J L Region S, San Francisco, Reactor Operations Nuclear 
Support Branch 80/06/11 3pp 


”8007210107 IE Insp Rept 50-224/80-01 on 800506-09 No noncompl lance 
noted Major areas inspected facility orgoni zati on, logs ft 
records & reqiral i f 1 cat ion training 

JOHNSON, A , CHAFFEE, A Region 9, Ban Francisco, Office of the 
Director FAyLKENBERRY, B Region S, San Francisco, Reactor 
Operations Nuclear Support Branch 80/06/11 3pp 


DOO71B0P59 Forwards IE Circular 80-14, "Radioactive Contamination of 
Plant Demineral i t ed Water Sys ft Resultant Internal 
Contaninatlan of Personnel " Mo written response required 
ENOELKEN, R H Region 9, Ban Francisco, Office of the Director 
60/ 06/34 Ip 


DOCKET 50-329 HP! CRITICAL EXPERIMENT 


0 Inspection reports, IE Bulletins ft correspondence 


80O7I60B09 Forwards IB Circular SiO-IAj "Radioactive Contamination of 
Plant Oeminoral 1 led Hater Sys ft Resultant Internal 
Contamination of Psrtiannel '' No written response required 
ORIER.O H Region i, Philadelphia. Office of the Director 
80/06/24 Ip 
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0007310130 Forwards IE lr>fo Notice SO-Sd. "Lou Level Raduasto Durlal 
Criteria ” No written response required 

GRlERiB H Re 0 ion h Phi ladelph lap Office of the Director 
00/06/35 ip 


DOCKET 50-320 AEROTEST RADIOORAPHV tt RESEARCH REACTOR 


Q Inspection roportsi IE Bulletins t< correspondence 


8007100272 Forwards IE Circular 0O-14i "Radioactive Containlnation of 
Plant Demlneral i led Hater Sys f< Resultant Internal 
Contamination of Personnel " No uritten response required 
ENOELKENi R H Region Sp San Franciscop Office of the Director 
80/06/34 1 p 


DOCKET 50-236 LOCKHEED AIRCRAFT CORP 


F Security> medlcalp emergancg ti fire protection plans 


0007100133 Requests addl time for completion of uorli rc firo brigade 
medical evaluation program Complation date of 801031 
established 

MAYER. L 0 Northern States Pouer Co 00/06/27 Ip 


DOCKET 50-237 DRESDEN NUCLEAR POWER STATION. UNIT 3 


F Securltg. medicali omergencij & fire protection plans 


8007010347 Forwards safeguards rontingencg plan amend Plan withhold 
(raf 10CFR3 770) 

PEOPLES. D L Commonwealth Edison Co 00/06/27 Ip 


0OO737OS63 Submits results of mini-review of safe bhutdowu analgsie 
No reasonable assurance that licensees fire protection will 
allow safe shutdown of Units 2 ti 3 As min. recommends 
requirement for alternate shutdown sgs nr dedicated egs 
HALL, R E DrooVhaven National Uaboratorg BO/07/07 7pp 


0 Adjudicatory correspondence 


8007310343 Forwards Commission 800S27 memorandum i< ordor containing 
decisions on UC 8 780503 petition for recons Iderall on of 
780413 memorandum l< ordor UCS 771104 petition sought action 
re fire protection for electrical cables 
EI 6 ENHUT. D 0 Division of Licensing 80/06/35 □7pp 


6007010331 Forwards safety evaluation (< EIA re spent fuel pool mods W/o 
ends 

ODDDARD. R J Hearing Branch 2 80/06/37 Ip 


H Oencral correspondence 


B007300013 Responds to 770405 1 tr re nuclear power State of IL has 
seven nuclear power plants Reasons for use of nuclear power 
plants In IL listed in end encerpt from util annual rept 
President 771207 statement re Kemeng Commission Rept end 
DENTON. H R Office of Nuclear Reactor Regulation. Director 
80/06/26 sepp 


P Operating license stage documents b correspondence 


B00723003B Summary of 000307 meeting w/Mark 1 owners group in Dethesda. 
MDi re revisions to NRC acceptance criteria 6 outstanding 
issues relative to Mark I containment long-term program 
GRIMES. C T Plant Systems Branch 00/02/31 31pp 


8007350558 Forwards NUHEO-0619, "BHR Feedwater Nozile t, Control Rod 
Drive Return Line Nocile Cracking." for review t< comment 
CRUTCHFIELD, D M Operating Reactors Branch 5 BO/06/04 Spp 


0007010003 Forwards safety evaluation i< EIA supporting proposeil 
facility mods to increase spent fuel storage pool capacity 
Final approval cannot be granted until A 6 LD resolves legal 

issues 

CRUTCHFIELD. D H Operating Reactors Branch 2 80/06/05 2pp 


—8007010008 Safety evaluation supporting proposed facility mods to 
Increase spent fuel storage pool capacity 

« Office of Nuclear Reactor Regulation. Director 80/06/06 

14pp. 


—8007010011 EIA supporting proposed facility mods to increase spent fuel 
storage pool capacity 

* Office of Nuclear Reactor Regulation, Director 00/06/06 

lOpp 


B007010146 Forwards final rule published in B00S09 FR amending 
10CrR50 71 to require periodic updating of FSARs Compliance 
IS not rpquireil until comp let inn of SFP 

CRUTCHFIELD, D Opoiating Re.ictors Branch 5 BO/06/10 Spp 


8007020106 Requests cooporatiun in NRC study of people-related security 
problems in nuclear industry 

CRUTCHF ICLD. D M Operating Reactors Branch 5 00/06/1 i Spp 


0007010043 Forwards NRC evalii.ition nf SEP fopic V-n re RCPB leakage 
detection Requests info concerning util as-built facility 
differing from licansing basis assumed in assessment 
CRUTCHFIELD. D Id Openating Reactors Branch 5 60/06/12 Spp 


8007010317 Forwards NBC e''aluation of SEP Topic VII 1-4 re electrical 
penetrations of reactor containment Requests info concerning 
util as-built facility differing from licensing basis 
assumed in assessment 

CRUTCHFIELD, D M Operating Reactors Branch 5 00/06/12 lOpp 


8007010273 Forwards evaluation of SEP Topic V-13 A re water purity of 
BUR primary coolant Review completed & resulting evaluation 
wilt form input to integrated safety assessment unlhss 
changes arc needed to reflect as-built conditions 
CRUTCHFIELD, D Operating Reactors Branch 5 60/06/12 3pp 


8007010030 Forwards request fnr addl Info on SEP Topic XV-16 re 
radiological conss‘quences of small lines carrying primary 
coolant outside containment Response requested within 30 
days of receipt of I tr 

LAINA 8 , 0 C Assistant Director fur Safety Assessment 60/06/16 
3pp 


0007100379 Responds to 800229 Itl which etpressed opposition to ACRS 
recommendation to restructure SEP Role nf licensees in 
program will Cipanri Ltr forwarded to Commissiunors 
DENT OH I H R Office of Nuclear Reactor Regulation. Director 

60/06/ 18 4pp 


— 6007100430 Enpresses opposition to ACRS recommendation, to restructure 
SEP For SEP owners to perform safety analysis as outlined, 
cost in dollars !< manpower would increase dramatically 
BCHAFF5TALL. R SEP Owners Group 60/03/27 2pp 


00071604S7 Forwards "Loss of Offsite Power • Survey Status Rept " 
Requests views re causes L possible remedies within 120 
days 

CRUTCHFIELD. D M Operating Reactors' Branch 5 60/06/19 app 


— 8007160463 "Loss of Offsite Power - Survey Status Rept." Revision 1 
SCHOLL, R F Systematic Evaluation Pregram Dranch 60/06/17 9pp 


0007010190 Responds to SSRT concerns ro control rod drive sys lacking 
seismic analysis Quad Cities 1 !i 2 seismic design of control 
rod drive sys calculatiuns performed for facility while 
under const end 

viANECEK. n F Commonwealth Edison Co 80/06/34 4pp 


— 6007010173 "Quad Cities 1 !< 3 Seismic Data on Control Rod Drive Sys 
» Reactor Controls, Inc 70/07/10 SOOpp 


8007070116 Submits revised responses to NRC 770603 Itrs rc 
second level of undervol tago protection for 4 kV emergonci} 
power buses supplying safety-related loads 
JANECEK. R F Commonwealth Edison Co 60/06/26 4pp 


0OD7OaOO63 Responds to NRC 0OO51S request for addl info concerning 
adequacy of station electric distribution sys voltages 
JANECCK.R F Commonwealth Edison Co 80/06/30 4pp 


0007070345 Forwards revised sihedule l< status info for Mark t program, 
feedwater sparger replacement 8 < general work planned for 
Quad Cities 1 outage Prnceeding an priority basis w/mods 
providing largest bnfety increase margins 
REED, C Commonwealth Edison Co 80/07/02 19pp 


0007350033 Forwards "Loss of Offsite Power - Survey Status Rept “ 
Replaces B006I9 rept which omitted Table 4 

CRUTCHFIELD, D M Operating Reactors Branch 5 60/07/06 Spp 


— 0007250035 "Loss of Offsite Power - Survey Status Rept " 

SCHOLL. R r Plant Systems Branch <Pre 791030) 80/07/08 lOpp 


8007310313 Responds to NRC request fnr addl info le turbine disks 
Applicable turbine missile analysis was presented in Amend 
2 te Quad CltleB CP application Analysis applies to Dresden 
due to similarity of general arrangement 
JANECEK.R F Cnmmonwealth Edison Co 60/07/15 Ip 
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00072Q0076 Responds to BC&3JB 1 tr to .i Ahearne ob jec t jog p on behalf of 
ouners oF plants under SEP revieupto eurrent plans for 
opedltffd revjcii) of environ qua J i f i cat ion of electrioel 
equipment Foruatds applicable memorandum !< order 
DENrONt H tt Office of Nuclear fleactor Regulation' Director 
BO/07/16 dpp 


ft Inspection reports. IE Bulletins !< correspondence 


8007140949' Forwards IE Bulletin 00-13. "CracUng in Core Spray 
Spargers '* Uritten responao required 

KEPPLER.J 0 Region □. Chicago. Office of the Director 80/05/12 
If 


8007070072 Forwards JE Insp Repts SO-0 1 0/BO-O?. 50 -237/BO-OB !< 
90-349/80-12 on 800407-0502 f< notice of viol.itiOTi 

HEPPLCR, J O Region 3. Chiiago, Office of the Director 80/05/23 

2pp 


— 'B007070074 Notice of violation from insp on 000407-0502 

• Regian 3. ctiicage. Office of the Director fiO/05/23 2pp 


—8007070080 IE Inap Repts 50-10/80-09. 50-237/00-08 1. 50-249/80-12 
on 800407-0502 None omp 1 1 anece noted failure to adhere to 
OA program requirements Contaminated clothing found Iqing 
inside -controlled contaminated area 

SFESSARD.R L . DARKER. J L , TONOUE, T M Region 3, Chicago. Office 
of the Director 80/05/23 7pp 


B00702006S Forwards IE Info Notice 80-22. "Brealidlowns In Contamination 
Control Programs " No uritten response required 

KEPPLEH.J 0 Region 3, Chicago. Office of the Director 90/09/20 

Ip 


1DO7OIO0afi Forwards IE Info Notice 80-33. "Ltisa Of Suction to Emergency 
Feeduater Pumps " No written response required 

KEPPLCR.3 0 Region 3. Chicago. Office of the Director 00/05/29 

ip 


30D72a019ii Forwards IE Info- Notice B0-3fi. “Evaluation -of Contractor 
OA Pr-ograms “ No written response required 

MEPPlER'. J 0 Region 3. Chicago. Office of the Director D0/0&/10 

ip 


1007030663 Forwards site-specific t< generic questions re GE disc 
cracking indiiations per 000109 meeting ft IE Info Motlcd 
79-37 on Hes t inghuu s e low pressure turbines disc cracks 
Response requested within ’10 days 

CRUTCHFIELD. D Operating Reactors Branch 9 00/06/11 5p p 


1007140309 Forwards IE Bulletin BO-14. "Degradation of DHfl Scram 
Discharge Vol Capabllltij " Written response required 
HEPPLERi >1 0 Region 3. Chicago. Office of the Director BO/06/12 
Ip 


00710D004 Forwards response to IE Bulletin 00-09. "Hgdramotor Actuator 
Deficiencies." No safety-related sys or componont at 
Dresden 363 uses AH'90 or NH-90 series hgdramotor 
PEOPLES. D L Commonueat th Edison Co 00/06/1 A 3pp 


007030037 Forwards IC Bulletin B0~I9. "Possible Loss of Emergency 
Notification Bgs lENS) M/L-oss of Offsite Power " klritten 
response required 

KEPPLCR.U 9 Fleglon 3. Chicago. Office of the Director BO/06/18 
Ip 


007230371 Forwards IE Irtsp Repts SO-OlO/RO-10. 50-P37 780-09 6 
50-349/80-13 on 800505-39 «. notice of violation 

HEIEMNAN.R F Region 3. Chicago. Reactor Dperations Nuclear Support 
Branch 80/06/19 2pp 


-8007230379 Notlte of violation from insp on 900905-29 

« Region 3. Chicago. Office of the Oireclnr 00/06/19 Ip 


010/80-10.50-237/80-09 A 30-S49/80-13 on 
tod failure to report events in 

■•oion 3. Chicago. Office of the 


or Chiilaiit Pump 
response 

tor 80/06/20 


8007170430 Forwards IE Circular 80-14. "Radioactive Contamination of 
Plant Demincral 1 « ed Hater Sys 6 Resultant Internal 
Contamination of Personnel " No written response required 
REPPLER, J 0 Reglun 3. Chicago. Office of the Director 80/06/94 
Ip 


00072302B9 Forwards IE Bulletin B0'i6. "Potential Misapplication of 
Roseraount Inc Models 1191 *. 1192 Pressure Transmitters 
H/Elther A or D Output Codes " Hritton response i equlrcd 
IE Circular 80-16 also enc 1 No uritten response required 
KEPPLER.J G Region 3. Chicago. Office of the Director 00/06/27 
ip 


80071D0003 Act receipt of 000613 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Ropts 50-010/00-09. 
59-237/80-08 6 50-249/00-12 

KEPPLCR.J 0 Region 3. Chicago. Office of the Director 80/07/01 
Ip 


—8007180010 Responds to NRC 800523 Itr re violations noted in IE Insp 
Repts 50-010/80-07.50-237/80-00 6 90-249/80-12 Corrective 
actions improved mgt controls were implemented Radiation 
protection training classes were held for contractors 
REED. C Commonwealth Edison Co 80/06/13 6pp 


8007100509 Notifies that time clack of Item 2 df IE Dulletin 80-17. 
"Failure of Control Rods to Insert During Scram at DWR. “ 
will start at 12 01 AH on 800708 Test should be completed 
within 20 days Requests notification of .mal function 
KEPPLER. J Q ReglOT) 3> Chicago. Office of the Director 80/07/07 
Ip 


8007250641 Responds to IE Dulletin 80-10. "Contamination of 
Nonrad loac t i ve Sys A Resulting Potential for Unmoni torod. 
Uncontrolled Release of Radioactivity to Environ " Any 
affected sys will be restricted if contamination found 
PEOPLES. D L Commoruealth Edison Co 80/07/07 2pp 


8007290650 Forwards response to IE Bulletin 80-11. "Masonry Hall 
Design " Requested investigation not performed at Dresden. 

Unit 1 due to eitended outage Requirements will be met prior 
to startup H/o end 

PEOPLES. 0 L Commonwealth Edison Co 80/07/07 2pp 


B00729063S Forwards response to IE Dulletin 80-08. "Examination of 
Containment Liner Penetration Welds " Dresden Unit 1 designs 
will biU reviewod A feasibility of performing radiographic 
examinations will be assessed before unit returned to sve 
PEOPLED. 0 L Commonwealth Ed 1 eon Co 00/07/09 7pp 


8007160630 Responds to IE Dulletin 80-17 re results of tests required 
by Item 1 No significant amount of water in scram discharge '* 
vols Vent A drain lines also verified free of obstructions 
by performing dynamic air test 

JANCCEK.R F CoiTunonweal th Edison Co 00/07/10 3pp 


8007300485 Responds to lE Bulletin 79-14. "Seismic Analysis for As- 
Suilb Safety-Related Piping Sys." by forwarding "Procedure 
for Review A Resalutiion of As-Dullt Deviations" A "Procedure 
for Application of DIume Curves Criteria " 

JANFCEKi R F Cppunonuiealth Edison Co 00/07/16 Ip 


—8007300490 "Engineering Crl ter i a/Proceduro for Review A Resolution of 
As-Built Deviations." Revision 9 
SNVDER.T K EDS Nuclear. Inc 80/03/07 llpp 


--0007300508 "Engineering Criteria Procedure for Application of Olume 
Curves Criteria " 

SNVDER.T K EOS Nuclear. Inc 80/03/07 2Qpp 


— 80073010508 "Engineering Criteria Procedure for Application of Olume 
Curves Criteria " 

SNVDER.T K, EDS Nuclear, Inc 80/03/07 SOpp 


R Periodic operating reports A related correspondence 


8007180333 Forwards monthly operating ropts for June 1980 
STEPHENSON. D 0 Cominanwea 1 th Edison Co 80/07/09 Ip 


— 90071B0336 Monthly operating rept* for June 1900 

CIEB7IEHIC2. 8 Commonwealth Edison Co 80/07/02 23pp 


8 Reportable occurrences. LERs A related correspondence 


0007010497 rerwerds LER aO-082/OlT-O 

STEPHENSON, D n Commonwealth Edison Co 00/06/24 ip 



DOCKETED ITEMS 
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—8007010503 t-EH BO-022/01T-0 nn 8006 1 1 . found that control rod driveline 
•cram discharge piping did not meet FBMi seismic 
r«(|ulrements Caused bg design deflcloncg Neui correct 
••ismlc supports ore being designed 
• Consmonteoa 1 th Edison Co 00/06/24 2pp 


0007300050 Ack receipt of 791210 Itr transmitting changes to security 
plan Second change is not consistent u/provisl one of 
lOCfRSO 34(p) Add] info end End !< ref Itr ulthheld 
<ref 10CFn2 790) 

CRUTCHFIELD. D M Operating Reactors Branch 5 60/07/17 3pp 


B0O701OS44 Foruarde LER aO-019/03L-0 

STEPHEhdSON. D 8 Commonuea 1 th Edison Co 80/06/34 Ip 


B007310J50 Submits security plan info. per NRC 800717 itr Info withheld 
(ref lOCFRH 790) 

HHI7E.L D Rochester Oas i Electric Corp 60/07/24 3pp 


— SOOTOtOSSi LER BO-019/03L-0 on 800523. at steady state pouer aperatlon.C 
main steam line rad monitor tripped Caused by electronic 
coiiapanent failure Assembly replaced 
OADRAN. 3 Commonwealth Edison Co 60/06/24 Ip 


B007310370 rorwards security contingency plan Plan withheld 
(ref 10CFR2 790) 

WHITE. L D Rochester Oas h Electric Corp SO/07/24 tp 


8007100179 Forwards LER 80-021 /03L-0 

8TEPh£H80N. B, B Commonwealth Edison Co 80/07/02 Ip 


0 Adjudicatory correspondence 


-8007100189 LER 80-021/03L-0 on 800607. during normal operat 1 on. wh il e 
performing drywel l-torus pumpback dp instrument surveillance 
drytael l-to-torus dp dropped below 1 psl for 2-hr Cause not 
stated Personnel informed of requirement re dp 
HAOROW. R Commonwealth Edison Co 80/07/02 Ip 


8007100187 Forwards LER BO-020/03L-0 

8TEPHCNS0N.B D Commonwealth Edison Co 00/07/02 ip 


— 8007100192 LER 80-020/03L-0 on 000605. during surveillance DOB 1600-9. 
taruiB-to-dri|wel 1 vacuu)n breaker 2-1601-32D failed to jive 
redundant open indication Caused by stuck switch Qracket was 
tightened & DOB 1600-9 was repeated successfully 
!>UNBAR. J Commonwealth Edison Co 80/07/02 2pp 


8007230597 Forwards LER 60-023/03L-0 

STEPHENSON. D B Commonwealth Edison Co 80/07/14 Ip 


— B007S20S72 LER BO-083/03L-0 on 800220. during attempt to vent torus, 
valves AO-2-1601-60 b -61 failed to open Caused by loss of 
Instrument air to air operated valves Air supply valved hack 
in h valves demonstrated operable 
HAOflQVI. R Commonwealth Edison Co 00/07/14 2pp 


8007230339 LER 80-005 has been cancelled. 

COLLINS, M Commonwealtl) Edison Co. BO/07/32 Ip 


DOCKET 30-243 OREGON STATE UNIV RESEARCH REACTOR 


P OpeTatlng license stage documents b correspondence 


8007130649 Advises of procedural inadequacy re radiography of 
unauthoriied esplnslve matl on B00626 Caused by inadequacy 
in Applying administrative or procedural controls Separate 
cover sheet indicating approved mails will be issued. 

WANO. C. H Oregon State Untv 80/07/11 4pp 


Q Inspactlon reports. IE Bulletins b correspondence 


8007100247 Forwards IE Circular 80-14. "Radioactive Contamination of 
Plant Demineral i ted Water 8ys b Resultant Internal 
Contamination of Personnel " No written response required 
ENOEUKEN, R H Region S, Sen Francisco, Office of the Director 
BO/06/24 Ip 


B00724 0361 Forwards IE Insp Repts 50-106/00-02,90-243/80-03 b 
70-0971/80-01 on 800630-0701 No noncomp I lance noted Ends 
withhold (ref 10CFR2 790) 

NORDERHAUO, L R Region 5. Oan Francisco, Safeguards Hrancfi. 
80/07/14 3pp 


DOCKET 30-244 RDBERT EMMET OINNA NUCLEAR PLANT. UNIT I 


F Sacurity. medical, emergency b fire protection plans 


0007110129 Notification of B00605 meeting w/utll in Bethesda.IlD to 
dlatuss fire protection plans 

NOWICKl. 8 J Operating Reactors Branch 9 00/06/02 Spp 


8007100214 Summary of 800605 meeting w/utll in Dethesda. Md re proposed 
rula concerning fire protection program for nuclear power 
plants operating prior to 790101. 

NOUICKI.9 J. Operating Reactors Branch 2 80/06/26 41pp 


8007070342 Summarises Gilbert b Associates. Inc study re active b 
passive sys to control fires in areas of exposed structural 
staelf in response to NRC 790214 fire protection safety 
evaluation. Item 3 2 8 

WHITE. L D Rochester Oas (< Electric Corp 80/06/30 6pp 


8007310243 Forwards Commission 800527 memorandum b order containing 
decisions on UCS 780502 petition for reconsideration ef 
780413 memorandum b order UCS 771104 petition sought action 
re fire protection for electrical cables 
EIGENHUT.D 0 Division of Licensing 80/06/25 B9pp 


R Qperating license stage documents b correspondence 


8007010124 Forwards final rule published in 800509 FR amending 
lOCFRSO 71 to require periodic updating of FSARs Compliance 
is not required until completion of 5EF 

CRUTCHFIELD, D Operating Reactors Branch 9 80/06/10 Spp 


8007230099 Requests submittal of proposed Tech Spec changes providing 
for redundancy in decay heat removal capability in all modes 
of operation Model Tech Specs which would provide acceptable 
resolution end for guidance 

El&ENHUT.D 0 Division of Licensing 80/06/11 62pp 


6007140623 Forwards Amend 33 to License DPR-16, safety evaluation b 
notice of Issuance b availability 

CRUTCHFIELD, D Operating Reactors Branch S 60/06/13 2pp 


— 8007140628 Amend 33 to License DPR-IB. approving secondary water 
chemistry monitoring program implementation EFfectivc on 
800630 

CRUTCHFIELD. D Operating Reactors Branch 5 80/06/13 2pp 


— 8007140632 Safety evaluation supporting Amend 33 to Licensa DPR-18 
e Operating Reactors Branch 5 80/06/13 2pp 


— 8007140636 Notice of Issuance b availability of Amend 33 to License 
DPR-10 

CRUTCHFIELD. D Operating Reactors Branch 5 80/06/13 Spp 


B007100399 Responds to 600229 Itr which expressed opposition to ACRS 
recommendation to restructure SEP Role of licensees In 
program will expand Ltr forwarded to Commissioners 
DENTON, H R Office of Nuclear Reactor Regulation. Director 
QO/06/te 4pp 


— 8007100420 Expresses opposition to ACRS recommendation to restructure 
SEP For SEP owners to perform safety analysis as outlined, 
cost in dollars b manpower would increase dramatically 
aCHAFFSTALL, R BEP Owners Group 00/02/29 2pp 


0007280107 Forwards "fiCP Review of Pipe Break Outside Containment. Topic 
III-S B, for Oinna Nuclear Power Plant " b five staff 
pasitions Requets addl Info to complete review 
CRUTCHFIELD, D Operating Reactors Branch 9 80/06/24 3pp 


— 80072B0113 "SEP Review of Pipe Break Outside Con ta inment. Top Ic I II-S I 
for Oinna Nuclear Power Plant " 

• Operating Reactors Branch 5 80/06/24 26pp 


6007240069 Requests addl Info to continue review of SEP Topic VlIl-l.A, 
’'Isolation of Reactor Protection 9ys From Nensapety Sys. 

Including Qualification 10 Isolation Devices " 

CRUTCHFIELD. D M Operating Reactors Branch 5 80/06/29 3pp 


6007080272 Comments on NRC requirement re installation of reactor 
vessel water level instrument at facility Requirement is 
unreasonable due to amount of development work necessary to 
Implement reliable venscl level instrument 
WHITE. L D Roebeeter Oas b Electric Corp 80/07/02 app 


0007290001 Requests submittal of application for amend to Ueense 
consisting of Tech Spec changes b license conditions PWR 
Model Tech Specs b Model license conditions for TMI-2 
Lessons Learned Category A items end for guidance 
EISENHUT. D 0 Division of Licensing 60/07/02 69pp 


DOCKETED ITEMS 


7100109 Notifies ttiat nooHOD requust 
hipment» oF miteit oxicle Fuel npcls to 
. Ueontff Fee IIbvi»w gF r-ent-est u,at, 
ILI-ERaU (1 License Tee B/ncn t J3 


Per ^DU^^e approval to 
Gtnna Station is sub j 
cofflpleteei on 000313 
ranch 00/07/03 Ip 


CDvor 


7330037 Rospniids to util 000300 ro 
ipments of mijetl oiide Fuel leJa 
iproval ronupsts oubj tn license f 
ILLERiU 0 I Icense Fee Management 


quest Far route app r-oya I 
Revieuj gp Jirensee roete 
ee Qchoitulc In iqCFRlVO 
Branch BO/07/03 Ip 


c overing 


7240H4 roru,ardt evaluation gf actlens taler, tg satisfy Catenoru A 
toms of NRC recommenUatlono resulting fret. TMI-a lessens 
earned r ecemmondatlons Catoag-rg A llema have been 
itl sfactorl ly met w/eicoption oF Items 3 a 1 b 1 . 2 l 3 t, 
iUT'CHFIFLD* D M Operating neactors Branch 3 BO/07/07 IJpp 


F1B0357 netpaiide to 00(1/03 Inquiry ro 
/uluatton perPormed by Frantllri Inst 
'Opritftory info could Itb released to 
ectrlc OpstlnghousD hag proprietary 
ESEHANMif) A He s tl ng h Out e Electric 


protoss uherebi; draft 
fj CQTitalning possibly 
Rochester Gas ii 
agreeeient w/util 
Carp BO/07/09 Ip 


•300133 Forwards NfJC review of cuntraj rod fuiiSe thimble wear in 
Ifis Based on rovieuj, issue Is resnlved for 14x14 Fuel 
isemblloB designed by West t aghouse 

UTCnriELDiD M Oporoting neactovs Branch S 00/07/10 4pp 


220403 Forwards response to NHC 771022 Ur requesting addi inFo re 
ti\iAT\^ fiMidiiiiitor Plow requlr amenta- Reepansi? to 
aueat Por ioPo pb avalvation oP fiuxilijiry Peadu/ater aus 
qulrements was provided 791120 

ITErl. D Rochester Oas fa Electric Cnrp 60/07/14 14 pp 


07320407 'Teedwotpp Bye Flpw Diagram ’* 
e Rpchqstur (las fa Electric Corp 00/05/30 Ip 


-'B007290199 IE Insp Rept 30-244/00-05 on 800421-24 No ngneonpllance 
ngted Majoi areas inspected security plani security program 
audi 1 1 protected area physical barriers fa access control tu 
vital areas Detatls withhold (ref 10CFR2 790) 

MAQOER, K Region 1, Ph i 1 ada 1 ph 1 ai Office of the Director 

DEVLiNi J W Region li Philadelphia! SafeguordP Branch, 90/05/27 

Ip 


8007020018 Responds to IE Bulletin 0C>-O6i "Engineered Hafoty Feature 
(ESF) Reset Controls " Na incnnslstenc ies were Pound betMOen 
schematics fa actual installations No areas were identified 
that require mod or design change 

NHITE.e P Rochester Oaa fa Electric Corp 80/0f>/03 3pp 


0007210619 Forwards IE Info Notice 00-26. "Evaluation of Contractor 
OA Programs " No written response required 
ORIEPtfi 11 Region 1> Ph 1 la de Ip h i a. Office of the Director 

00/06/10 Ip 


B007160364 Forwards IE Info Notice 80-27. "Degradation of Raactor 
Coolant Pufnp Etude " No specific action or response 
required 

ORIER.D H Region t. Phi lad olphla. Office of the Director 

80/06/11 Ip 


6007020713 Foruiards IE Bulletin 60-19. "Passible Loss of Emergency 
Notification 8ys lENS) H/Loas of Offsite Power " Written 
response required 

ORIERrS if Region t. Philad uiph la. Office of the Diraetor. 
60/06/18 Ip 


6007020467 Forwards IE Circular 60-19. "Loss of Reactor Coolant PUap 
Coaling fa Natural Circulation Cooldown " No written response 
required 

ORlERiD N Region 1. Philadelphia. Office of the Director. 

60/06/20 Ip 


200076 Rnsponds to 000310 1 tr to J Ahvarno ub j ecting. on behalf of 

ners of plants under BCP raviow.tg current plans Por 

pedlted review of environ qualification of ulectrical 

ulpment Forwards oppllcable memorandum fa order 

JTONrll ft nfflcD of Nucle-tr Reactor Regulation. Director 

/07/I6 4pp 


6007160747 Foruiards IE Circular 60-14. "Radioactive Contamination of 
Plant Demineralised Mater Bqs fa Resultant Internal 
Contamination of Personnel " No written response required 
ORlERi 8 H Region 1. Philedalph la. Office of the Director 
60/06/24 ip 


'90740 Forwards comments on NRC aBsessmont of SEP Topic VIII-4 
antmltted by DE Eleis.inn 600324 1 tr Also, foruiards responses 
add! questions raiseif by review Oversiae drawings 
sllable in Contra] riles only 

ITE.U K RiiCheilor Oat fa Electric Corp 00/07/31 S9pp 

310401 Advisee that design criteria for seismic upgrade program, 
emitted for ROO/ln will be delayed until BOOOlD Delay 
I not impact submittal of analysis pacifoges on schedule 
scribed in 600530 Ur 

ITE.L D nochasbar Oas fa Electric Corp 00/07/24 tp 


ispectinn reports. IE Qulletins fa carresponifence 


I20I34 Forwards in Info Notice DQ-Z2. “Orealdawns In Contamination 

ilrol Programs ” Mu written response required 

ER«B ff Region 1. Philadelphia. Office of the Director 

'09/sa Ip 


•10296 Forwards IE Info Notice 60-23. "Uoss O'f Suction to Emergency 

rdwater Ptimps " No written response required 

Eft. D « Region 1. Philadelphia, npfice of the Director 

09/29 Ip 


10197 Forwards IC Inap Rspt 30-244/60-03 on 800421-39 No 
.Compliance nobed 

MMER.E J llegiOn 1. Ph t I adolph la. fleactor Operations Nuclear 
pert Branch 60/05/27 Spp 


7210165 IC Jn«p Rept 30-244/60-03 on 600421-29 No noncomp 1 lance 
otad.Kaiur areas inspected refueling fa outage activities 
ncluding prepAratlons for refueling fa previous insp 
Inillngs 

DHN90N, D F Region 1. Philadelphia. Qffiee of the Director 
IQTER.H 0 Region 1. Philadelphia. Reactor Dperatlons Nuclear 
opport Branch 00/03/07 9pp 


70176 Forwards IE Insp Rept 90-244/60-05 on 000421-24 Mo 
CQihpliancB noted 

■ IN.M 0 fteyiort 1. hh 1 1 aiiel ph ia> Bafaguards Dranch 60/05/30 


8007180141 Submits reply to IE Bulletin 80-10 re Contamination of 
nnnradloac tive sys fa potential for release Rased upon review 
of sys. no addl sampling or monitoring program need be 
established 

WHITE.L a Rochester lias fa Electric Corp 60/06/24 2pp 


B0072102B6 Forwards IE Info Notice 60-24. "Lou Level Radwaste Burial 
Criteria " No written response requlrsd, 

ORlERj Q K Region 1. Philadelphia. Office of the Diraetor 
60/06/29 Ip 


6007230005 Ack receipt df 600323 1 tr informing NRC of Steps token to 
correct violations noted In IE Insp Rept S0-244/76-S4. 

BRUNNER. E J Region 1. Philadelphia. Reactor Operations Nuclear 
Bupport Dranch 60/06/26 Ip 


— B0072300D8 Responds to MRC 790719 Itr re violations noted in IE Insp 
Rept 50-244/70-24 Corrective actions storage room will be 
built to comply br/NRC Reg Suide i 68 

NHITE.L D Rochester Oas fa Electric Corp 60/05/23 2pp, 


— 0007230007 Act receipt of 770907 Hr informing NRC of steps taken to 
correct violations noted ir> IE Insp Rept 90-244/76-24 8RP 
Paragreph 1? 4 Is acceptable alternative to Reg Ouide 1 68 
HAAS. Irl P Quality Assurance Branch 79/09/19, Ip. 


6007230163 Forwards IE Dulletln 60-16. "Potential Misapp 1 Icatlon of 
Rosemount Inc Kodals 1151 & 1152 Pressure Transmitters 
W/Either A or D Output Codes " Written response required 
IE Circular 60-16 also end No written responee required, 

CRIER. B It Region 1. Philadelphia. Office of the Director 
60/06/27 2pp. 


0OO72SO498 Forwards response to Items l.2a fa 3 of IE Bulletin 80-11. 
"Masonry Nall Design " All walls surveyed except sve bldg 
which is not saf ety-ralatad All walls will be re-evaluated 
to determine adequacy to perform design function, 

NHITE.L D Rochester Oas & Electric Corp 00/07/07 24pp. 


6007260142 Forwards NRC evaluation of Apr I960 steam generator Insp 
results Agrees that plant should return to power after insp 
fa concurs w/proposod mid— cycle insp Insp program fa comments 
should bo submitted 40 days prior to scheduled shutdown 
CftOTCHFlEUD. D Operating Reactors Branch S, 60/07/06. 4pp 
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R Periodic opertjtiiig i epoi ts t< rel.itod correspondence 


8007190504 Foruiards marilhly operating rapt for June I'JBO 
SNOW. B A Rothester Oas !, Electric Torp 00/07/09 Ip 


—0007150590 Monthly operating rept foi June 1900 

MCNAMARA. A Rochester Gas (< Electric Corp 00/07/07 5pp 


8 Reportable occurrence's. LERs ft rel.ited cot respoiidenc e 


BO071t61>&37 no 00-06 on 0007 1 1 , s h eml c a 1 analysis indicated boric acid 
storage tanhs bolosi Tech Specs for vol percent ueight 
boric acid Causo not stated Orderly pouor reduction f> 
batching operations begun to restore tanks to specs 
SNOW. B A Rochester Gas ft Cloctiic Corp 00/07/11 Ip 


0007210443 RD 00-06 on 00071 4. chomi cal nn.ilysls indicated boric acid 
storage tanks out of spec for vol !. % ueight of boric acid 
Caused by ltiad..ertent dilution of c oncentrot ion dclei iitl nlng 
chemical reagents Tanks restored to required specs 
SNOW. B A Rochester G.is 6 Electric Corp 00/07/14 2pp 


B0072B0633 For wards LER 00-006/0 lT-0 

WHITE. L D Rochester Oas 8i Electric Corp 00/07/24 ip 


— 0OO7SBO639 LER 00-006/01T-0 on 8007H. during routine analysis of boric 
acid tank samp Ics. cone cntrati on exceeded Tech Bpcc limit on 
three occasions Caused by entry of ascorito into tank 
Reagent check now performed u/sampling 

FILKINB. I) Rochester One fi Electric Corp 00/07/24 2pp 


DOCKET S0-24S MILLSTONE NUCLEAR POWER STATION. UNIT 1 


F Security, medical, emergency & fire protection plans 


6007180196 Forwards NRC 000429 Itr to all powei reactor 1 icensees. In 
response to 000929 Itr re emergency response facilities ot 
reactor sites Sites w/approval to use c 1 oecd-clrcui t 
television link w/tochnlcal support ctr listed 
CRUTCHFIELD. D M Operating Reactors Branch 5 CO/07/07 Spp 


0007010337 comments on proposed rule lOCFttSO regulntion for fire 
protection excessively specific f< unjus t i f iabl y restrictive 
Suggested revisions to App R w/ justl f ications pne 1 
COUNSIL.W 0 Northeast Nuclear Energy Co (subs of Northeast 
Utilities} COUNBILi H 0 Connecticut Vankoe Atomic Power Co 
CDUNBIL.W 0 Northeast Utilities 00/06/16 31pp 


8007030396 Comments on proposed rule i0CFR90 regulrements far exceed 
those necessary to resolve genurlc Issues t< are excessively 
specific it restrictive roi wards alternative App R 
fire protoction program 

COUNSIL.W 0 Connecticut Yankee Atomic Power Co CQUNBIL. N 0 
Northeast Nuclear Energy Co (subs iif Northeast Utilities) 

80/06/16 16pp 


0007090231 Forwards responses to NUnEO~0604 criteria 6 facilities 
emergency plans per NRC 000912 t> 791010 Itrs Ends available 
In Central Files only Emergency plans withheld (ref 
10CFR2 790) 

COUNSlLi W 0 Connecticut Yankee Atomic Power Co COUNSIL.W 0 
Northeast Nuclear Energy Co (nubs of Northeast Utilities) 
00/06/30 Spp 


0007170489 Confirms position dlscunocd in 000624 telcon le safeguards 
contingency plans NRC retiuosied revisions are Ill-advised & 
unnecessary Specifics of plan implementation con be 
detailed in procedures 

COUNSIL.W 0 Connecticut Yankee Atomic Power Co COUNSIL.W Q 
Northeast Nucl(>ar Energy Co (subs of Northeast Utilities) 

00/07/01 app 


0 Adjudicatory corrospondunu e 


0007310243 Forwards Commission 000987 memorandum f< order containing 
decisions on UCS 780902 petition for reconsideration of 
700413 memorandum (< order UCS 771104 petition sought artlnn 
re fire protection for electrical uAbles 
EI6ENHUT. D 0 Division of Lirensing 00/06/29 09pp 


I Financial information 


8007190682 Forwards 1980 couh flow estimatus for CT Light 8i Power Co. 
Hertford Electric Light Co {. Wooturn MA Flortric Co Cash 
flows are adeguatn tu meet potential premium requirements 
for 1978 amends to Pr ico-Anderson Act 
O'CONNPR.L A Northeast Util 1 ties 80/07/03 2pp 


P Dp crating lie rose douumrnts h torro'pondonce 


6007230028 Summary nf BU0J07 meeting w.Mort I owners group in Dethesda. 
MD. re revi^inn.. to NRL accoptancr criteria f. nutstinding 
issues relatxve In M.irk ! containment long-term progiam 
GRIMES. C T Plant Systems Hi .inch 80/02 '?( 3lpp 


B007250946 Ferwoids NUREG-061'?, “HHR Fcedwati.r Noitlu ?. Control Rod 
Drive Return Line Nutzle Cracling." for tovii'w f« comment 
CRUTCHFIELD. 0 Operating (Irarroin Dram h 5 GO/06/04 2pp 


6007010 1 30 F 0 rwai d s final rule publislied in 000509 FR amending 
10CFR50 71 to require porodic updating nf FSARs Compliance 
16 not requirrcl until complolum of SEP 

CRUTCHF lEl 1). I) Oporating Reactorr. Dranch 5 EJO/O^/IO “ipp 


8007010320 Advises that alteinote insp' uii! be perfarrard in lieu of 
ABMC visual e 1 aras foi 19t30 retuel i ng. per WO Counsi) S00409 
Itr to 01. Ziercinnn Formal doi keted waiver of requirement 
still r eques I c-d 

COUNSlL.lj 0 NorlliOdst Nuclear Energy Cu (subs of Northeost 
Uti 1 1 tics) 60/06/10 Spp 


B007J00399 Responds tu 800289 1 Ir which ciptessed opposition to ACIIS 
recommendation to restructui e REP Rnle of tleensnos in 
program will expand Ltr forwarded to Commissioners 
DENTON. I ( R Of fit r of Nuclear Reactor Hcgulutlnn. Director 
00/06/10 App 


— 0007100420 ExpressoB nppiisi 1 1 on tu AfRE rei emmeiidotion to restructure 
SEP For SEP uwnors to perform s.ifety analysis as outlined, 
enst in dnllars S. manpower would increase dramatically 
BCHAFFSTALL. H SEP Owners Group 00/02/89 Spp 


0007020969 Clarifies 600906 response to NRC 791030 request for info 
concerning l.escons Learned Tack Forte Item 2 1 0 a. improved 
poB t-ai c ident sampling capability Info ensures accurate NRC 
understanding of diisign philosophy I. intent 

CDUNSIUi W 0 Lnnnnc 1 1 cii t Vankee Atnmtc Power Co CDUNBIL.W 0 
Northeast Nuclnur Energy Co (sobs of Northeast Utilities) 
80/06/23 3pp 


0007000135 lorwarcis responnes to NRC questions re I cclrculat ton Inop. 
small break. flow split model 

COUNSIL.W Q Northeast Nuclear Energy Co (subs of Northeast 
Utilities) 80/06/27 6pp 


6007840073 Requests addl info tn continue review of adequacy of station 
electric distribution sys voltages Response rcquostei! within 
45 days of receipt of ltr 

CRUTCIIflCLD. D M Operating Reactors Brandi 5 00/06/27 Spp 


0007070291 Notifius of change to schedule described in B003I4 ltr re 
environ quol if i ( at 1 on of safety-related equipment 
Unscheduled facilily iiutagc postponed scheduled start of 
1980 refueling nulago for aiiprux 2-4 uks 

COUNSIl I H Q Northeast Nuclear Energy Co (subs of Northeast 
Utl li tios) 00/06/30 3p|i 


0007170319 Bummary of 000618 meeting w/utilu in Detliusda. MD re interim 
Tolioblllty ova 1 tia 1 1 on proyratn 

OLGHAN.L >1 Operating Re.-jetors flranrh 1 00/06/30 3pp 


D007S3D1 1 1 Forwards NR(. "BEP Technical Evaluation Topic 9111-4. 
Electrical Poniit rat 1 ons of Reoitor Containment " Assessment 
eomporoO faiillty w/criterta currently used by regulatory 
peisonnel for licensing new facilities 

CRUTCHFIELD. D Operating Reat loi s Branch 9 80/07/01 8pp 


•0007230384 ''BfcP Technical Kvaluat ion. Top Ic VII I -4. Elec tricdl 
Penetrations of Reactor < ontelnment " 

» Operating Reactors nraneh ') 00/07/01 9pp 


0007290694 Advises that NRC has approved conceptual design of post- 
accident sampling sys Lints soveral addi ai eas mhich should 
be addressed 

CRUTCHFlFLO, » M Opurnting Reactors Branrh 5 00/07/01 3pp 


000/100200 Forwatds response to NRC 0000507 requests far add! iilfo 
re prnpsed revisions to CT5 SUate of CT Dept Environ 
Proterlion 80061 1 ltr approviny Thermal Plume Study Rept 
Dnc 1 

COUNSIL.W 0 Hnrtheast Utilities 00/07/03 27pp 


800781 0307 Forwards info re environ qualification of electrical 
equipment Info supersedes info provided by 80060P ltr 6 
reflects additions h delebiuns friim iinginal listing 
COUNSIL W 0 . FEE. W F Hurltio.ist Norlnjr Cnei gy Co (subs of 
Northeast Utilities) 60/07/07 214pp 
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DOCKETED ITEMS 


B00?220457 Applicdtiivn for ara«THI to 
incorporate tn Tech 'Specs 

Class I fee end 

caur4sil..u G , FE(->M F Northeast 
Northeast Utilities) 30/07/14 


Licenses DPH-2J », OPR-iS to 
re oraani I atioiia 1 title 

Nuclear Energy Co (subs of 
3pp 


B0070S0700 Foruisrds IE Bulletin 30-13> ''Possible Loss of Emergency 
Motiftcation S'ys (CHS) U/Laes of Offsite Power " Urltten 
response required' 

GniEfliO M Region !• Pb 1 1 adel ph ia> Office of the Director 
30/06/ 10 ip 


— 3007220467 Proposed revised Tech 5pecs. i ncorp orat ing organi lot i onal 
tit 1 e changes 

• Northeast Nuclear Energy Co (subs of Northeast Utilities) 
BO/07/14 lOpp 


0007160127 Submits reply to IE Bulletin QO-OB re eiamination of 
containment ll-ner penetration welds Dus to. absence of 
abnormal c ond i 1 1 one. no further action planned 
C0UN3IL.U 0 Northeast Utilities aO/06/19 llpp 


B007250300 Appliration to amend I icenses DPR'^Sl h DPR— 6Sf c lari fij 1 ng 
Tech Specs to reflect recent organ! lat i ona 1 title changes 
License fee transmitted 600714 Affidavit encl 
COUNSILiR G Northeast Nuclear Energy Co (subs of Northeast 
U-tilities) B0/07/1S 2pp 


— 00072S0303 Proposed revisions to ETH. Pages 5 1-2 t 3 1-5- ref 1 e 1 1 mg 
recent organl latl ana 1 title changes 

» Northeast Nuclear Energy Co (subs of Northeast Utilities) 
00/07/13 3pp 


8007260'076 Responds to 600316 I tr to U Ah earn e oh jec ting- on behalf of 
owners of plants under SEP revieu). to current plans For 
expedited review of environ qualification of electrical 
equipment Forwards applicable memorandum 6 order 
DENTON- II R Office of Nuclear Reactor Regulation- Director 
BO/07/16 4pp 


8007200574 Application for ame-ni) to l-iccnse DPA-2I ■ provid 1 ng further 
ossurance of adequacy of electrical distribution sys 
voltages Class 111 fee encl 

COUNSlLiN 0 Northeast Nuclear Energy Co (subs of Northeast 
Utilities) 80/07/16 3pp 


— B0072B0382 Proposed Tech Spec changes providing further assurance of 
adequacy of electrical distribution sys voltages 
* Northeast Nuclear Energy Co (subs of Northeast Utilities) 
00/07/3) -?pp 


0007200673 Requests eitensinn of caminent period re NUREO-0577. 
"Potential for Lou Fracture Toughness (/ Lamellar Tearing on 
PMR Steam Generator b Reactor Coolant Pump Supports-" until 
000915 

COUNSIL-U 0 Northeast Utilities (10/07/21 2pp 


0 Inspection repui ts. IE Bulletins b corrcspondoiic e 


B007H0452 Forwards IE Dulletl'n 00-13. "Cracking in Core Spray 
Spargers " UriCten response required 

GRIER- B 11 Region 1- Philadelphia- Office of the Director 
00/05/ IS Ip 


80070SOI46 Forwards IE Info Notice 30-22/ "Breakdowns In Contamination 
Control Programs " No urltten response required 
GRIER- D H Region 1- Phi lad e 1 ph la- Office of the Director 
00/05/20 Ip 


0007010312 Forwards IE Info Notice 30-23/ "Loss of Suction to Emergency 
Feedwater Pumps " No written response required 
QRIER-B H Region 1. Philadelphia- Office of the Director 
80/05/29 Ip 


8007210580 Forwards IE Info Notice 60-26- "Evaluation of Contractor 
OA Programs '* No written response roquired 
ORICR- D H Region 1- Philadelphia- Orfico of the Director 
80/06/10 Ip 


8007020669 Forwards si te— Spec i f i c b generic questkohs re OC disc 
cracking indications per 600109 meeting b IE Info Notice 
79-37 on Nestingliouso low pressure turbines disc cracks 
Response requested within 30 days M/o end 

CRUTCHFIELD- D Operating Reactors Branch 5 60/06/11 5pp 


0007140260 Forwards IE Dullctin n0-i4i "Degradation of BUR Scram 
Discharge Vol Capability “ Untton response roquired 
CRIER. Bfl Region 1. Phi Jode 1 ph 1 a. Rffice of the Director 
80/06/12 ip 


8007 170320 Responds to IE Ouiletln 00—06/ ''Engineered Safety Feature 
(EOF) Reset Contrijls " Three facilities will have completed 
mods per IE Bulletin 00-06 by OloiOi List of equipment ti 
status of criteria end 

CDUNSTL. W -0 Connecticut Vankee Atomic Power Co COUHSIL/M 0 
Northeast Dtiliiies 80/06/13 43(ip 


Q007310361 Forwards IE Insp Ropts 30-245/80-07 b 50-336/80-05 on 
800501-31 No nnneomp 1 lane e noted 

BRUNNER/ E J Region 1/ Philadelphia/ Reactor Operations Nuclear 
Support Branch 60/06/19 2pp 


— 8007310365 IF Insp Rapts 50-245/60-07 b 50-336/80-05 on 000501-31 No 
nnneomp I lane e noted Major areas Inspected control rooms b 
accessible portions of Unit 1 reactor, turbine, raduastei gas 
turbine generator b Intake bldgs 

SHEDLOSKV, J T , ZIMMERNAN.R P Region 1, Philadelphia, Office of 
the Director KEINIO- R R, Reglnn 1- Philadelphia, Reactor 
Operations Nuclear Support Branch 80/O6/1B 9pp 


8007020494 Forwards IE Circular 80-15, “Loss of Reactor Coolant Pump 
Cooling S, Natural Circulation Cooldown “ No urltten response 
required 

DRIER, 0 II Region 1, Philadelphia, Office of the Director 
80/06/20 Ip 


B007160714 Forwards lE Circular 80-14, "Radioactive Contamination of 
Plant Demi nera 1 1 led Mater Sys b Resultant Internal 
Contamination of Personnel " No urltten response required 
GRIER- D li Region 1- Philadelphia- Office of the Director 
80/06/24 Ip 


8007210207 Forwards IE Info Notice 80-24, "Lou Level Raduaste Burial 
Criteria “ No written response required 

ORIER/D H Region 1- Ph i ladolph la, Office of tlie Director 
80/06/25 ip 


0007230146 Forwards IE Bulletin 60-16- "Potential Misapplication of 
Rosemouot Inc Models 1151 b 1132 Pressure Transmitters 
U/Either A or D Output Codes " Written response required 
IE Circular 80-16 also encl No written response required 
ORIER/D H Region t> Philadelphia, Office of the Director 
80/06/27 2pp 


8007210071 Confirms that 20-doy period for tests In Item 2 of IE 
Bulletin BO-17, "Failure of 76 of IBS Control Rods to Fully 
Insert During Bcram at BWR, " started at 18 01 AM on 600708 
Requests notification of malfunction b estimated manpower 
CRIER/D M Region I, Phi t ade 1 p hla. Office of the Director 
BO/07/09 2p p 


B007290697 Submits add! response to IE Bulletin 00-17, "Failure of 76 
of 165 Control Rods to Fully Insert During Scram at OWR " 

Manual scram tost revealed test connection wiring error 
Wiring corrected b functional test performed 
KROeZKA-EJ Northeast Utilities BO/07/21 2pp 


R Periodic operating reports b related correspondence 


6007160676 Forwards monthly operating rept for June 1980 
MROCZKA.EJ Northeast Utilities 00/07709 ip 


— B0071606B0 Monthly oporating rept for June 1900 
HARRAN. O Northeast Utilities 00/07/07 9pp 


□007180408 Forwards monthly operating rept for June 1900 

MROeZKA, E J Northeast Nuclear Energy Co (subs of Northeast 
Utilities) 80/07/09 ip 


— 8007180413 Monthly operating rept for June 1980 

HURRANj G Northeast Nuclear Energy Cn (subs of Northeast 
Utilities) 80/07/07, 19pp 


S Reportable occurrencos, LEFts b related correspondence 


B005230131 PNO-I-BO-071 on 800503/ signl Flcant number Of security force 
p ereoirne I, contra c tod From Interstate Security Bves, Inci began 
taking leave at start of ntid-shift Security supervisors 
working 12-h shifts will maintain full coverage 

ZIMMERMAN/R P . KEINIO, R R . DEULIN,JH Region 1, Philadelphia, 
Office of the Director 80/05/05 Ip 


6007100157 Forwards UER B0-OO9/O3L-0 

MROCZKA E J Northeast Nuclear Eneryy Co (subs of Northoast 
Utllitiesl BO/07/Oa ip 



DOCKETED ITEMS 
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I rn ao-009/03U"0 on GOOfiO'j. d ur I tiB routine survoj llancc, found 
srus«ure «ujtch 263-3*>C tripped outside allnuabJo aotpoint 
cIuHd b« setpoint drift frossure suiitch reset to reoulretf 

r*Northeast Nufle^i £"«'■!)« < « <»■'•** thoost IHiUties) 

80-/07/02 3pp 


6007l507n Response stating ubteitce of pending proceeding in uahirh N> 
State £n(?rgij Ofc petitions to participate as intertsted 
state No petitions to intervenr* were fiJed in spent fuel 
pool mod issue Certificate of Bve end 
naOREfJ E Hearing Rranrh 2 00/07/ J 4 3pp 


80071001*7 Forwards LEIt aO-008/03L-0 

MROCZKA* E J Northeast Nucleai Enerstl Co 
Utilities) 80/07/02 IP 


< sub 5 of Northeast 


^non71ool7a LER B0'00B/03L-0 on 00060'). dii r inS routine surve U lances. 
2»«Sd pressures switches S63-5JC 1. ‘-'‘OP®-' 

allttuatle Tach Spec Caused b«| uetpoint drift Pressure 
suiltches reset to renuirod setpoints 

BIOtARELUI > H J Ncirthenst Nuclear Energy fo <sub6 of Northeast 
umities) flO/07/Oa 3pp 


800711046* Forwards LEO 
IWOClUAiE J Northeas 


aO-009/03L-0 
t Utilities 


00/07/00 


>P 


B007390523 Motion for reconsideration of CoAnission 800^30 order re 
portion instituting ad jud icdturg iisdring befuie ASL& Interiin 
Operations Task Foice rept. SEC V-aBae el imi nates basis for 
c OA-mpne pflient of investigation 

PRANPENOUIlOf D L Consolidated Edison Co af Ntfw Vork PRATTd C M 
power Authority of the State of New York 80/07 '25 12pp 


H Oeneral correspendence 


800721020B Responds to end 800410 Hr to President Cdrte-r re Indian 
Point facility Describes NRC i^fforts to protect public 
health at facilities currently operating or planned for 
operation Village Voice news article end 

DENTONdH R Office of Nuclear Reactor Rogulation* Director 
B0/O5/S1 lOpp 


..Bfta7110474 LER 00-009/03L-0 on 800609. d ur i i»g reactor vessel high 
ove^suru scram functional t, colihr to at, pre ssure switch 
^3-930 tripped at 1109 pslg Caused by setpoint drift 
Switch TOSot to reiiiiired setpoint fc eati afactori Ig tested 
* Northeast Utilities 00/07/02 3pp 


8007170259 Responds to 000206 Itr re status t< responsibilities for 
emergeneg preparedness in facilitg environs FEMA has lead 
r esponsibi 1 i tg in offeite emergeneg planning 

GRIHESiD K Emergeneg Preparedness Program Office 80/07/07 2pp 


0007230212 PMO-1-BO-09B on 000709. Chom-Nuc 1 ear 
solidiTted radwaste developed crock In m®*” 
Truclt ropfiircd U released Q00710 
ROThf. J / CROCKER. H W . BMITH. 0 H Region 1. 
the Director 90/07/10 Hpp 


truck carrging 
I -boom of 

Phi ladelphla. 


Office of 


0007290682 Requests documentation that future correspondence re 
facilities be addressed to P Zarabas Requests that UA Monti. 

MF ahotkouski (< JH Makepeace be placed on distribution for 
soffio correspondence 

ZARAHA8. P Consolidated Edison Co of Neia York 80/07/24 Ip 


800718 0296 Forwards UER Q0-010/03L~0 
MHOeZKA. E J Northeast Utilities 


80/07/ i i 


2pp 


— 80071 B0307 LER 80 - 01 0/03U-C on 800613. during testing of penetration 
anchor X-45 base plate bolts, one bolt broke << others found 
improperly installed Cause not stated Bolts removed b 
rep lac »d. 

* Northeast Utllitlos 00/07/11 Ip 


I Financial information 


Q007240127 Forwards Annual Financial Rept 1979 

ZARAKAS. P Consolidated Edison Co of New York OO/OZ/IS Ip 

—8007240129 Annual Financial Rept 1979 

• Consolidated Edison Co of New /orb BO/02/26 43pp 


DOCKET 30-247 INDIAN POINT BfATION. UNIT 2 
F Security, medical, emorgoncy h fire protection pious 


0007100196 Forwards NRC 000429 Itr to oil power reactor licensees. In 
response to B00529 Itr ro omorBoncy roaponso Patllitiea at 
reactor sites Silos w/approval to use closed-circuit 
television link u/technicol support tlr listed 
CRUTCHFIEUDf D M Operating Reactors Branch 5 00/0//07 8pp 


8007170249 Forwards request for addl info for review of training 6 
qualification plan RoRUost wlthholil (ref 10crfl2 790) 

VAR8A. 8 A Dp era ting Reaetoro Branch I 00/06/SO 8pp 


0OO721OO7B Advises licensee that design for reoclnr coolant pump oil 
collection sys iltem 3 I 13 of NRC 790131 fire protection 
safety ovaluatlon) is pcceptablo 

VAROA. a A Operating floactoro Branch 1 00/06/30 2pp^ 


0 Advisory Committee on Reactor Safeguards reports 6 correspondence 


800722030B Provides sommarg of 800507-00 meeting u/utils re core melt 
accident sequences Utils appear to expect NRC to resolve 
problems (< do nothing to mitigate consequences of Class 9 
accidents 

CATTDM. I California, Univ of. Los Angeles 80/05/10 6pp 


P Operating license stage documents V correspondence 


8007020109 Forwards notice of proposed issuance of amend to OL Notice 
concerns 790907 application for increase in spent fuel 
storago capacitg 

VARGA. S A Dpprating Reactors Branch ! 80/05/19 2pp 

— B007020357 Notice of proposed issuance of amend to facilitg OL. 
increasing spent fuel stoiage rapacitg 

VAROA.BA Operating Reactors Branch I 80/05/19 5pp 


0 Adjodlcafcory c ottbs pond one » 


8007310243 Forwards Commission 00098/ memornniJum {. order contoining 
decisions on UCB 780902 petition for rocons Iduralion of 
780413 iiiamoTandum 1* ordor UC8 771104 pettllon soughl action 
r« firo protection for electrical cableq 
EIBENHUT. D O Division of Licensing B0/06/H9 89pp 


80070902IS Order grantiny ostenalon until 000729 foi Commission to 
cons i dor whether to review ALAC-436 I. portions of Al AD-561 
HOYLE. U C Office of the Secretary of IJio Commission 80/07/07 
If 


6007230160 Reopansa in opposition to UBC motion for diSRualif Ication of 
Cltolrman Hondrie re UCS 790917 petition seetinB shutdown Of 
fact 11 ty. Motion failed to show bias deflnpil by Bupi erne Court 
In Ulthrow vs Larkin proceeding 

PRATT. C M Power Authority of the State of New York 
SRANDEMBUROf B L Cooso It doted Edison Co of Mow Vork BO/07/OB 
4pp 


00071403 63 Order granting extension until SODQDl for Commission to 
elect whether to review ALAD-436 t. rnlevarvl portions of 
ALAB-S61 

HOYLE. J C Office of the geerptary of the Cnflimisaion 00/07/10 
If 


8007330099 Requests submittal of proposed Tech Spec changes providing 
for Tedundaneg in decay heat removal capability in all modes 
of operation Model Tech Specs which would provide acceptable 
resolution end for guidance 

EISENHUT, D 0 Division of Licensing 80/06/11 68pp 


007100393 Summarg of B00520 Technology Eichange Meeting 3 u/utils in 
Botheada. WO to diatuas accident mitigation features for 
power plants 

LONG.J R Division of Systems Integration 80/06/12 75pP 

1007140102 Submits lept ef task force on interim operotion of 
facilities Rept includes accident risk considarat i ons. soc lal 
if econpmic impact consldeiations h summary of public 

HANRAHAN.F I Office of Policy Evaluations DiCKWIT.l. Office of 
the General Counsel SCCY-eO-283 80/06/12 6Bpp 

--800/ 140 190 lurnmat lies views of Economic Regulatory Adrainl stration. D»v 
of Power Supply 6 Reliability re electric sgs reliability 
impact of operation of faiilltlrs os dosiribed in NRC 800428 
J fcT 

NEINCR.R E Energy, Dept of 80/05/15 4pp 


800701019? Forwards intarim safety aval uot ion of ausiliary feedwater 
sys reliability Request* addl info to complete NRC review 
of Lsssons Learned Task Force Items 2 1 7 * ^ 

VAROA. S A Operating Reactors Branch I 80/06/13 .-pp 



DOCKETED ITEMS 


307010199 Intprim s<iPelL| evAliiotion re t mFi 1 eme ii j ut> of 
rgcomfirndai t i ons for feedudtrr sys 

♦ aperjtliiig neoctors Rranch j ET0/0*m J7fip 


OlOllO Noti f I cal 3 DPI of 30U4 £j 2[> meeting ti E^nndie Labs sn 

PtKestfAiMD for presentation of nvervieu* of facilities riBk 
ucTy Agenda tncl 

iftAELiS L nelidbiUty U f?m|i Assessment Qranih Q0/O6/1A 3pp 


010073 Notification of ftOOA?-^ mooting to discuss Ni?C 

"evaluation of uporablonal GA progrofn far facility 
1MWAV>J T duality Assoiance Orancih QO/06/37 2pp 


6007230471 Foruards final respona* to raquBSt for addl info r* 
Bltctrical overnde/bgpass atpecta of containment puroe su&, 
per A Sthuencer 800423 1 tr 

2 ARAM A 9. F Consolidated Edison Co of Neu Vork 00/07/lU 17pp 


0 Inspsction reports, IE Bulletins t, c orrospondcnc e 


I oruaros it info NOtli 


Control Programs Ho written response required 

ORtER.D K Region I, Philadelphia, Office of the Director 

BO/05/20 Ip 


170447 Forwards request Pur add I info to complete review of 
octnc distributien sijs voltages 

BOA, 9 A Operatinp rteflctnis Branch I DO/Oi/20 6pp 


0007010323 Foruiards 1£ Info Notice 80-23, “Loss of Suction to Emeraency 
Feedwater Rumps '* No written response required 
CRIER, D M Region I, Philadelphia. Office of the Director 
00705/29 Ip 


110357 Summarij of D00Q30 meeting u/util in Qethesda, HD re status of 
tlon plan 

.SRAN,L M Operating Rent tors Branch t QO/OA/ES 3pp 


'010600 Notif Irotl Dll of B0061/ meeting w/utiU in llBthesda,MD to 
SCUDS c ontolnaieiit structural response, failure pressures 
Illore modes for facilities as described in NUC S00410 1 tr 
Comm Ed 

VCB.JF Reactor Systems Branch DO/06/26 2pp 


090-22D Forujards "Endurance Testing op Auxiliary Boiler Feedwater 
dips," per tlulletins 4 Orders Task Force Short-Term 
connendatlon 2 

HILL.H J Consolidated tilison Co of Now York BO/06/30 13pp 


090251 Foruaids detailed into Pur i mp 1 ernont.i 1 1 on of NUnEa-0570, 

tegorg B requirement s, per 771231 i espunso tu 

comeiendat 1 an 2 1 /j{b) One illegible auiiliarg bldg drawing 

c 1 

ilLL.H J Consolidated Fdison Co of New York PlO/06/30 lipp 


1703IV Suxifiiaru <if D00612 meetiriij w/utils in [iethesdaiHD re Interim 
liability evaluation program 

SItAN, L N Upnratlng Heactori. Draiuti 1 00/06/30 3pp 


210059 Requests that util submit revised schedule l» justification 
■ coispletlDn nf ATUP> mode within 30 days Util Is requested 
improve upon Fall 19B2 enrap 1 etinr, date because of risk 
iresented by facility 

(OA, 9 A Operating Reoc tnrs Branih I flO/06/10 2pp 


210490 "Evaluation of Impingement Eossos of Uhlte f’erch el Indian 
Int Nuclear Station fc Uthei Hudson nivei Rnwei I’iants ” 
i WINKLE, g J UARNTKOUSE, I H . MIFIH, D L Oak Ridge National 
oratory FIN n-04S3 NUREO/CR- 1 100 80/06/30 1 92pp 


170241 Forwards reqiiost Per nddi into re barkPitting dP severe 
ident mitlsatlon features Response requested within 30 

s 

/AK»T M Assistant Director for Dperating Reactors flO/07/02 


'SOOOt Requests submittal nf application for amend to license 
isistlng of Tech Epee chnngcn h license cnnditlniis FWR 
lei Tech Qpecs ti ModBl license rondltlnns for TMI-2 
isoiis Learned Ciitegory A items ent 1 Pur guidance 
JEMHWT.tt 0 nivleton of LlcenBino 00/07/02 67pp 


170S90 Suevsarg nf BOOPjPS neotlnq w/Pi c kard , L Dwe tr Oarrici, Inc re 
k atudg Including raode'lliig for plume trageitnry, 
italnment event tree 9 node) in g, use tiP plant data 
iilderat|.an of external events 

lAEL, S L Re 1 i>ib I 1 1 ty }< Disk Asue'.smunt Draiich 80/07/0/ 8pp 


230046 Rumiearg of 60030/~U8 terhnolngg aichangs) meetings w/utlis 
ChiEago, IL r» cure melt iicrideni sequences U Pissuciotsd ‘ 

inoeienill Dgy’ far focilitler, NRC perceives real urgency to 
aniutrs to key technical quest lims 
FEAt J F Reactor ay stems Br,inch 80/0//()9 IBpp 


120434 Forwards «ddl tiffo re effects nf Pluodlng due to failure 
i-Clast 1 salsAic equl pment, per NRC 900520 request 
rsise drawings available in Central Files only . 

IMA8, P Consolidated Edison Co nf Nnu York HO/07/14 34pp 


130504 Farwardi rnsponse tn MRC 800923 request Pof addi Info r» OA 
igram l> revised rbsponse to Oiiesticin JO, orig inal ly 
mitttd bg utl) B0DS23 Itr 

lAHA&.f Consolidated Udisun fo np New York 00/07/15 23pp 


0007010051 Responds to IE Bulletin BO-OS, "Vacuum Condition Resulting 
In Damage tn Chemical Vo 1 Control Sys <CVCB> Holdup Tanks « 

All Unit 2 tanks that could contain primary sys water have 

adequate protection Bulletin nut applicable to Unit 1 

CAHILLfW J Consolidated Edison Co of New York 80/06/06 3p p 


B007020077 Forwards response to IE Bulletin 80-12, "Decay Heat Ramova! 
3ys Operability " Boitetin not applicable to Unit 1 which 
IS in defuBled condition Eilstlng Unit 2 procedures provide 
for adequate alternate means for removal of decay heat 
CAItIULi N J Consolidated Edison Co op New York 80/06/06 5pp 


8007210553 Forwards IE Info Notice 80-26. "Evaluation of Contractor 
OA Programs " No written response required 
-CRIER, B H Region 1. Philadelphia, Office of the Direct or 
80/06/10 Ip 


B00716034I Forwards IE Info Notice BO-27, "Degradation of Reactor 
Coolant Pump Studs " No specific action or response 
required 

ORIER.D H Region 1, Philadelphia. Office of the Director 
80/06/11 ip 


£3007170287 Forwards partial response to IE Bulletin 80-06. "Engineered 
Safety Feature iEBF> Reset Controls," f-or Unit 2 Unit 1 was 
shutdown 741031 A In defueled conditi on, therefor e bulletin 
not app 1 icable 

CAHILL, M J Consolidated Ediso-n Co of New York 80/06/13 5 pp 


8007020710 Forwards IE Bulletin 50-15, "Possible Loss of Emergency 
Notification Sys <EN9) N/Los s of Offsite Power " Written 
response required 

CRIER, D H Repltin 1, Philadelphia, Office of the Director 
80/06/ le ip 


B007310499 Forwards IE Insp Rept 50-247/S0-06 on 800513-16 No 
nonconp 1 iance noted 

DRUNNER, E J Region 1, Philadelphia, Reactor Operatloni Nuclear 
Support Branch 80/06/18 2pp 


--B007310504 IE insp Rept S0-247/BO-06 on 000513—16 No noncoxip It anc e 
noted Major areas Inspocted LOCA procedures Ik training of 
licensed operators in use of LOCA procedures 
HIDOlhfS, J C Region 1, Ph i I ad e Iph 1 a, Office of the Director 
MISTER, H B Region J, Philadelphia, Reactor Operations Nuclear 
Support Branch 00/06/16 Dpp 


8007020497 Forwards IE Circular CO— IS, “Loss of Reactor Coolant Pump 
Cooling C( Natural Circuletion Cooldown " No written response 
raqu ired 

OflIERi B H Region I, PhliadelpMa, Office of the Director 
80/06/ 20 ip 


0007180360 Responds to IE Bulletin 80-09 No Hgdram-otor actuators used 
in any Unit 2 sa foty-ro 1 a ted sys Unit I presently in 
defuelDif cD-ndltion 

CAHILL, W J Cornmonuealth Edison Co 80/06/30 ip 


8007180592 Reiponds to IE Bulletin 80-10 Investigation revealed 
potential for non rad i oac 1 1 ve sys to b t come contaminated 
through isolation valve seal water /city water interface 
Double check valves installed Honi tor i ng program d escribed 
CAHILL. N J Commonwealth Edison Co 50/06/20 2pp 


0007160608 Forwards IE Circular 50-14, "Hadioactivo Contamination of 
Plant Oemlner a li led Hater Sys A Resultant Internal 
Contamination of Personnel." No written response required 
CRIEA.D H Region 1, Philadelphia, Office of the Director 
00/06/24 Ip 


I 
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0007210172 Poruiai'ds IE Info Notice 00-24. "Lou Level Radwaste Durlal DOCKET 50-24<7 DRESDEN NUCLEAR POWER STATION. UNIT 3 

Criteria " No urltten response required 

DRIER. 0 H Region 1> Philadelphia. Office of the Director P Security, nietlical. omeri|ei)ty t< fire proteition plans 

00/06/23 Ip 


0007230106 Foruards IE Dulletln 80-16. "Potential Misapplication of 
Rosemount Inc Models IlSl t. 1132 Pressure Transmitters 
M/Either A or D Output Codes " Written response required 
IE Circular 80—11 alse encl No written response required 
DRIER. 0 H Region 1. Ph 1 ladelph la. Office of the Director 
00/06/27 2pp 


R Periodic operating reports t< related correspondence 


0007170363 Forwards “Annual Environ Monitoring Rept.Parfc D Radiological 
Rept " 

CAHILL. U U Consolidated Edison Co of New Yorh 80/06/30 ip 


— B007170363 "Annual Environ Monitoring Rept, Part 0 Radiological Rept " 
* Consolidated Edison Co of New York 80/06/30 66pp 


8007130669 Qubmlts dally fish counts from Intake screens for June 1980 
MONTI. W A Consolidated Edison Co of New York 00/07/10 I7pp 


6007210473 Forwatds util 800613 I tr fi "Quarterly Rept on Seismic 
Monitoring Network in Vicinity of Indian Point. NY. 

Con Ed Project Dec 1979-FBb I9B0 “ 

DAVIS. J P Consolidated Edison Co of Hew York 00/07/14 Spp 


8007220476 Forwards monthly operating rept for June 1980 

ZARAKAS. P ConsoHdateil Edison Co of New York 00/07/13 tp 


— 0007220479 Monthly operating rept for June 1900 

EtCH.E Consolidated Edison Co of New York 80/07/08 7pp 


8007220323 Forwards "Dally Count from Intake Screens for June 1900 " 
ZARAKAS, P Consolidated Edison Co of New York 80/07/13 ip 


— Q007220S24 “Dally Count from Intake Screens for June 1980 
s Consolidated Edison Co of New York 80/07/15 4pp 


0 Reportable occurrences. LEHs ft related correspondence 


8007020145 PNO-I-80-093 on 800617. util workers Union Local 1-2 
authorlled strike on 800618 Senior operators arc eicluded 
Required IE prestrike mops have been completed 

OREENHAN.E 0 , BRUNNER, E J Region 1, Philadelphia. Office of the 
Director 80/06/17 Ip 


8007110396 Forwards LER e0-005/03L-0 

ZARAKAS. P Consolidated Edison Co of New York 80/07/07 Ip 


— 8007110404 LER BO-005/03L-0 on 000607. perturbation in secondary 
blowdown piping associated u/steam generator 21 resulted in 
failure of pipe clamp associated w/snubber 46-8R-3 Caused by 
failure of water hammer Pipe clamp repaired 

MAKEPEACE, J M Consolidated Edison Co of Now York 60/07/07 

2pp 


0007240169 Forwards LER 0O-OO7/O3L-O 

ZARAKAS. P Consolidated Edison Co of New York 80/07/17 ip 


—8007240172 LER ao-007/03L-0 on 800621. found control for aujiliary 
feedwater pump 23 transferred to local Caused by 
unauthoriied actuatian of pump transfer switch Responsible 
personnel dismissed 

MAKEPEACE, J H Consolidated Edison Co of New York 80/07/17 
IP 


T Hearing transcripts on non-anti trust matters 


8007140004 Unofficial transcript of 600626 briefing on recommendations 
of Indian Point Task Force in Washington. DC Pp 1-62 
Viewgraphs encl 

* Commission 80/06/26 64pp 


8007240164 Transcript of 000711 public meeting in Wash ington. DC Pp 1-6 
* Commission 80/07/H 6pp 


8007230347 Unofficial transcript of 800717 discussion on Indian Point 
in Wash Ington. DC Pp 1-72 Draft memorandum 6 order encl 
* Commission, 80/07/17 0Opp 


8007010'J47 Forwards safeguards contingincy plan amend Plan withheld 
(ref lOCFna 79<» 

PEDPLEB.D L Commonwealth Fdisoii Lo 00/06/37 Ip 


8007290362 Submits results of mint-icviciu of safe shutdown analysis 
Mo r8.i5onable .issurante that licensees fire probection will 
allow safe shutdown of Units 2 !< 3 As min, rc cammend s 
requirement for alternate shutdown sys or dedicated sys 
HALL, R E Droukhaven National Laboratciry 80/07/09 7pp 


0 Adjudicatory correspondence 


0007310243 Forwards Commission 800327 memor.indUfn f. older containing 
decisions on UCS 790502 petition for reconsi d ernt i on of 
7B0413 memorandum It order UCS /71104 petition sought action 
re fire protection for electrical cables 
EISENNUT, DO Division uf Liienoiog 00/06/25 S9pp 


B007O1033I Forwards safety evaluation h EIA re spent fuel pool mods il/o 
enc 1 s 

ODDDARD.R J Hearing Branch 2 80/06/27 Ip 


P Operating license stage documents f. c orrespandcnce 


0007230030 Bummory of B00207 meeting w/MarV I owners yroup ih Dethesda. 
HD. re revisions to NRC acceptance criteria h outstanding 
issues relative to Mark 1 cuntalnment long-tei m program 
ORIMEB.C T Plant Systems Branch 00/03/21 31pp 


0007Q10003 Forwards safety evaluation ?< EIA supporting proposed 
facility mods to incruaso spent fuel sturage poul capacity 
Final approval cannot be granted until A5LR resolves log.il 
1 Esues 

CRUTCHFIELD, D M dperatlng Re.sctors Branch 2 00/06/09 9pp 


— 800701000B Bafety evaluatioTi supporting proposed facility mods to 
increase spent fuel sturage pool capacity 

• Office uf Nuclear Reactor Regulation. Director 80/06/06 
14pp 


— 80070-10011 EIA supporting proposed facility mods to increase spent fuel 
storage pool capacity 

• Office Ilf Nu-rlcji Reactor Reyul.ition. Director 00/06/06 
IDpp 


0007020106 Requests cooperation in NRC study of people-related security 
problems in nuclear industry 

CHUTCHFIELO. D M Operating Reactors Dr.inch 5 00/06/11 2pp 


600701007Q Responds to FOIA request for 57 documents referenced in H 
Tokar memo ti> ACRS cuncernlng pellet-clodding inter.iction 
Forwards documents Missing records ate duplicative, 
superseded or available elsewhere 

FELTON. J H Division of Rules and Records 90/06/20 3pp 


— 800-7010088 Discusses s inii 1 ai I ii es in foul fnd falluies for DHRs 
resulting friini control blade movements Fiillure pattern 
iii/Drosden t< LALDHR Fuel rods was associated u/locatiun of 
fuel rods rolativo to control rods 

SIEGEL. 0 L Atoniir Energy Commission. Directorate of Licensing 
73/09/20 3pp 


— 8007010103 Forwards summary of NKC 750219 meeting u/util CE. Comm Ed 6 
0NHL to discuss fuul Failure detection sys All which 
resulted in p el I e t— c 1 add i n.g merliahical interaction fuel 
Failure Discussion outline {< list of attendees encl 
BIEOEU, n L . HACLN. H . FIEND. D Core Performance Branch 
73/03/03 9pp 


0007070116 Rubislbn revised responses to NRC 770603 Itrs re 
second level of undervoltage protection For 4 kV emergency 
power buses supplying safetij-rctated loads 
JANECEKi R F Comoionweal th Edison Ce 80/06/26 4pp 


□007060063 Responds to NRC 1100S15 request for addl info concerning- 
adequacy of station electric di sti ibiition sys voltages 
JANCCEK. R F Coaiflionweal th Edison Co 00/06/30 4pp 


8007070343 Forwards revised schedule *< status info for Mark I program. 
Feedwater sparger replacement r< general work planned for 
Quad Cities 1 outage Pr-oceBding nn priority basis w/nods 
providing largest safety Ini i enso fnargln^ 

HEED. C Coeunoiiueal th Edison Co 00/07/02 lOpP 
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B0075i03]£< Responds, lo NRr reriufst fnr dtidl info pe turbine ditka 
Applicable tuibinu ni'>eile <inil I ija 1 4 yaa preaenteil lb Amcnid 
2 to (iuoil Citira t f application Analijsis applies to Di rsden 
diJB to similar itg of general aprangenieii t 
JANECEl*. fl f roraionueal th Friison Co fK>Cn7/15 Ip 


0 Inspection reports IE Dulletins t< (. pri e spond e riu e 


D007I40545 Forwarids IE llulletm □0-13< "(racking in Core Spray 
Spargers “ Written response reguireil 

KEPPLEH, J 0 Region a, Chicago, Office of the Director B0/O5/S9 

•p 


B007070073 Foruariis IE Iiisp Repts lO-0 1 D/BO-Of. 50-317/00*08 {. 
&O-241?/0O'12 on Bi>0407-0S0a >. notice of violation 

KEPPLFf?. J C Region H, Chicago* Office of the Dirnitur BD/05/S3 

2pp 


— B(}0707<1074 notice of violation from insp on 000407-0502 

• itegion S< Chiiagoi Office of the Director BO/05/33 Spp 


—0007070090 IL Insp Hepts SO-1 0/00-09. 50-237/ao-OB li 5O-349/B0-13 
on 1100407-0503 Woncomp 1 lanr i e noted failure to adhere to 
OA program requ i r emetl t s Con taminated clothing found lying 
Inside controlled con teoii ra tecJ area 

SPESSAltD. R L . UAKKCR.J 1 , TDNGUE, T It Region 3, Chicago* Office 
of the Director H0705/33 7pp 


□00702006S Foruiards I£ Info Notice 00-32* "Brea k (loubi s In Contaoiina 1 1 on 
Control Programs " No uiritten response required 

KEPPLER.J G Regimi 3<- Chicago* Office of the Director BO/OS/2B 

Ip 


0007010066 rerijiards IF Info Notice BO-23. ''Loss of Suction to Emergpncg 
Feeduiater Pumps " No written response required 

KEPPl-ER.J G Region 3, Chicago, Office of the Director 00/05/29 
IP 


0007030756 Foruiards revised response to IE Bulletin 77-OlD* "Environ 
Qua 1 1 f lea 1 1 an of Class lE Equipment " Identifies areas where 
effort is cantinuiiig in identification of equipment 
qualifications W/o entl 

JANECEK. H F Cotnmonuealth Edison Co 80/06/02 Ip 


8007030074 Foruiards revised response to JB Bulletin 77-010* "Environ 
'Qualification of Class lE Equipment “ W/o end 
PEOPLES* D L CommanuJea 1 th Edisnn (^o 80/06/10 Ip 


80)07330156 Forwards JE Info Notice 80-36* "Evaluation ef Contractor 
OA Programs " No written response required 

KEPPLER.J 0 Region 3* Chicago* Dffice of the Director 80/06/10 
If 


8007140307 Foruiai rts IE Dulleliti 80-14* "Degiadation of CHR Scram 
Discharge Vol Cijpahility “ Written response required 
KEPPLER.J 0 Region 3, Chicago* IlfPice of the Director 80/06/13 
IP 


B007l00fl04 Forwards i espouse to IE Rulletln 80-09* "Hydromotar Actuator 
Ds f Ic Icnr les* “ No sap e I g-rol at od sgs or component at 
Dresilen 3 fi 3 uses AH-90 or flH-90 senes hydramotor 
PEOPLEB. D L Comm'oniiiea 1 th Edison Co 80/06/16 3pp 


B007030037 Forwards IE Bulletin BO-IS* ‘‘Possible Lass of Emergency 
NDtlficalion Sys fENSl W/Loss of Offsite Puteer " Written 
response required 

KEPPUERiJ G Region 3* iThlcage* Office of the Director 80/06/18 

tp 


3007330371 Foruiorils IE Insp Septs 50-010/80-10* 30-337/00-07 I* 
50-349/80-13 on 800585-37 •< notice of violation 

HEISHHAN*H F Region. 3. Chicago. Reactor Operations Nuclear Support 
Branch 80/06/19 3 pp 


— 8007330377 Notice of violation from insp on 800505-29 

» Regiion J. Chicago* Office of the Director 00/06/19 Ip 


— 0OO723O3B8 IE l-nsp Rep is 50-010/80-10*50-237/80-09 6 30-249/80-13 iin 
BD030S-37 Nofiromp] lance noted fuiluro to report events In 
accordance ui/Tech Specs 

BARKER, d L * BPES9ARD, R I Region 3* Chicago* IJffico of the 
Director 80/06/19 9pp 


80070303B9 Foruiards IE Circular 80-15* "loss of ReacloT Coolant Pump 
Caoling *( Natural Circulatiun Coold'iuirt ‘* No written respnnse 
required 

KEPPIER*J 0 Region 3. Chicago. Office of the Director 80/06/20 
If 


8007170430 Forwards IE Circular 80-14* "Radioactive Contamination of 
Plant Dcmineralned Water Bys fc Resultant Internal 
Contamination of Personnel " No written response required 
KEPPLER.J G Region 3* Chicago* Office of the Director 80/06/24 

Ip 


6007330289 Furuiards 1C Bulletin BO-16* "Potential Mi sop p 1 i c at 1 on of 
Rcsemount Inc Models 1151 6 1152 Pressure Transmitters 
H/Either A or 0 Output Codes *‘ Written response required 
IE Circular 80-16 also enc 1 No uiritten response required 
KEPPLER* J O Region 3i Chlcagoi Office of the Director 00/06/37 
Ip 


6007180003 Ack receipt of 000613 1 tr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-010/80-09. 
59-237/00-00 6 50-249/80-12 

KEPPLER.J G Region 3, Chicago* Office of the Director 80/07/0! 

ip 


--800710(1010 Respunds to NRC 800523 Itr re violations noted in IE Insp 
Repts SO-OlD/BO-09. 50-237/80-08 h 50-349/80-13 Corrective 
actions improved mgt controls were implemented Radiation 
protection training classes were held for contractors 
REED* C Commonwealth Edison Cu 80/06/13 6pp 


80D7180509 Notifies that time clock of Item 2 of IE Bulletin 00-17* 
"Failure of Control Rods to Insert During Scram at DWR. " 
will start at 12 01 AM on 800708 Test should be completed 
within 20 days Requests notification of malfunction 
KEPPLER.J 0 Region 3* Chicagu* Office of the Director 80/07/07 
ip 


0007250641 Responds to IE Bulletin 00-10* "Contamination of 
Nonrad ioac 1 1 ve Sys S* Resulting Potential for Unmonltored* 
Uncontrolled Release of Radioactivity to Environ " Any 
affected sys will be restricted if contamination found 
PEOPLE'S* D L Comibonuieal t h Edison Co 00/07/07 2pp 


B007250650 Forwards response to IE Bulletin 80-11* "Masonry Wall 
Design " Requested investigation not performed at Dresden* 

Unit 1 due to eitended outage Requirements will bo mot prior 
to startup W/o end 

PEDPLEBiO L Coiwnonweal th Edison Co 80/07/07 2pp 


8087390638 Foruiards response to IE Bulletin 00-00* "Eiamlnation of 
Containment Liner Penetration Welds " Dresden Unit 1 designs 
will be reviewed 6 feasibility of performing radiographic 
examinations will be assessed before unit returned to sve 
PEDPLEB* D L Commonwealth Edison Co 0D/O7/D9 Vpp 


8087160630 Responds to IE Bulletin 00-17 re results of tests required 
by Item 1 No significant amount of water in scram discharge 
vols Vent t* drain lines also verified free of obstructions 
by p erforming dy nami c air test 

JANECEK* R F Commonwealth Edison Co 00/07/10 3pp 

8007310400 FoT'Wards final inservice insp rept for 800103-8424 Inservice 
tnsp of reactor pressure vessel I* primary sys piping 
BTEPHENSDN* 11 B Comihonwea I th Edison Co 00/07/10 Ip 


--SOO731O406 Final inservice insp rept for B00103-0434 inservico insp of 
reactor pressure vessel b primary sys piping 
• Commonwealth Edison Co 00/07/10 07pp 


80073D04Q5 Responds to IE Bulletin 79-14* "Beismic Analysis for As- 
Built Safety-Related Piping Bys* " by forwarding "Procedure 
for Review S* Resolution of As-Built Deviations" b "Procedure 
for Application of Glume Curves Criteria " 

JANECEK.R F Commenuie al th Edison Co 00/07/16 Ip 


— 8007300498 "Engineering Cr i ter ia/Prnc edure for Review & Resolution of 
As-Built Devi ati onsj '* Revision 2 
SNVDER.T K EDS Nuclear, Inr 80/03/07 llpp 


—0007300508 "En ff Ince r 1 n g Criteria Procedure for Application of Dlume 
Corves Criteri.i " 

SNVDER.T K EDS Nuclear, Inc B0/D3/O7 20pp 


8007340371 Ac k receipt of B0O6I3 Itr informing NRC of steps taken to 
correct violatiOins noted in !E Insp Rept 30-249/80-09 
KEPPLER.J 0 Region 3. Chicago. Office of the Director SO/07/17 
2f p 


— 800724029a Desponds to NRC 800426 Itr re violations noted in IE Insp 
Rept 50-249/80-09 Corrective actions repqtor water cleanup 
water hammer damage repaired Sc control rod drive sys seismic 
design proved adequate 

PEOPLEB. D L Commonupallh Edison Co 1 80/06/13 4App 
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R Pprlodlc oporotino reports l< reldtod cor respondenc d 


8007180333 Forwards monthly operating repts for June I'JflO 
BTEPHENSONi B 0 Commonwealth Edison Co 00/07/09 Ip 


—0007100336 Monthly operating repts for June 1980 

CIESZIEWICZ, 8 Commonwealth Edison Co 00/07/02 23pp 


8 Reportable occurrences) l.GRs ti i elated correspondence 


0007220498 Forwards LER 00-036/0,11.-0 

STEPHENSON) B B Commonwealth Edison Co 60/07/09 Ip 


— 0007220459 LEg BO-026/03L-CI on B00620i libriorma 1 amount of water was 
being added to sys Caused by thirteen leaking tubes Tubes 
were subsequently plugged 
* Commonwealth Edison Co 80/07/09 Ip 


0007220377 Forwards LER BO-027/01T-0 

STEPHENSON) B B Commonwealth Edison Co 00/07/19 tp 


— S0072209B3 LER BO-027/01T-0 on 000707) eng 1 no or 1 ng evaluation of control 
pod drive scram discharge piping revealed failure to meet 
F0AR seismic requirements Caused by design deficiency 
Analysis performed. 

HOLLAND) P Commonwealth Edison Co 80/07/ 16 2pp 


B0072303S9 LER 79-024 has been cancelled 

COLLINS) M Commonwealth Edison Co 00/07/22 Ip 


DOCKET 50-280 TURKEY POINT PLANT) UNIT 3 


C Utility Environmental Report tCRl) amends tt correspondence 


0007290406 Forwards Haste Packaging Insp Rept 15000039/00-00 on 
800603-06 No noncompl ianc e noted 

9T0HR#JP. Region 2> Atlanta) Fuel FociUty 1< MntorioU Safety 
Branch 00/06/20 3pp 


— 8007290410 Waste Packaging Insp Rept 150000039/80-00 on 000603-06 No 
noncompHance noted Major areas inspected compliance u/DOT 
ti NRC regulations 

TRDUPi 0 L ) MACARTHUR.T C Region 2. Atlanta) Fuel raclJlty i 
Materials Safety Branch 00/06/20 6 pp 


F Security) medical) emergency U fire protection plans 


8007140910 Summary of 000619 meeting w/util in Dethesda)MD re propooed 
App R bo lOCFRSO on fire protection 

OnOTENHUIS)M Operating Reactors Branch I 80/06/23 2pp 


0007230442 Forwards facility evacuation time estimotes In responso to 
NRC 791129 request 

UHRIO)R E Florida Power t> Light Co 00/07/17 0pp 


0007230494 Forwards facility evaruntlon time estimates in response to 
NRC 791129 request 

UHR10)R E Florida Power fc Light Co 00/07/17 7pp 


e Adjudicatory correspotidance 


8007070279 Requests permission to make comments at hearing to be held 
in Miami on steam generators repair 
PETERSON) A F Affiliation Unknown 80/06/24 Ip 


8007310243 Forwards Commission 000527 memorandum h order containing 
decisions on UC 8 780902 petition for reconsideration of 
780413 memorandum «< order UC 8 771104 petition sought action 
ro fire protection for electrical cables 
EiaENHUT)D 0 Division of Licensing 00/06/29 09pp 


8007070094 Advisee of NRC estimates that DE 8 re proponed amends to OUs 
permitting steam generator repair) will bo issued by 800901 
& FEB by 001201 

0aLDDER0)B C Hearing Branch 2 00/07/02 Ip 


H General correspondence 


8007160808 Forwards responses to first 31 questions raised in 800402 
correspondgnee re fac 1 1 1 ty. Inc ludes two pertinent repts li 
one page each from facility Tech Specs 4c STS Remainder of 
questions will be answered at later date 
VAROA) 9 A Operating Reactors Branch I 60/06/24 Bpp 


M Antitrust t on c b p cind e rit e 


0007150/19 RespaTisp stating nn objfrtic'n tc Orlando Utils Commission 
S006SQ withdrawal of i ntei vent i o n FL Cities BP0707 comments 
re equal treatmuiit will be .iddrcssed in Unit 2 antitrust 
proceeding Crrtifiiate ‘5vc cnc 1 
OEHHYi L *5 Antitrust Divi'-iun 60^07/11 4pf 


P Operating license stage doLun.inti, '• correupondeiic p 


S007230099 Requests submittal of pinposed Tech Spec thanges providing 
for red uiidaii L y Jii decay hoet removal cnpaUilitij in all modes 
of operation Model Tech bpecs whicti would pruvidl acceptable 
resolution end for giiidamc 

CIEENHUT)!} G Division of Hi eiising 80/06/11 b2pp 


0007310311 Forwards Amends bB *< H to Licenses DPR-3I I. DPR-41, 
re sp DC 1 1 ve 1 y ) suf e by pvaluatinn t< noticd uf is5U)mcM l< 
aval lab 1 1 1 ty 

VAROA) S A nporoting Reactors Btaiiih 1 HO/Oo/12 Bpp 


— 0007210314 Amends 08 !< 51 to i icenses DPR-31 \ riPH-4 1) r espGC 1 1 vely ) 
1 ncuT p ura 1 1 ny results uf revised FCCB analysis for steam 
generator plugging level of 25'/, }< permitting continued 
opera t i on of Unit 4 

VARQAi S A Dffice of Nuclear Reactor Regulation) Director 
00/06/12 I5pp 


— 8007310319 Safety uvaluatlnn supporting Amends 50 t< 51 tn Licenses 
DPR-31 f< I) PR-4 1) respectively 

» Office of Nuclear ReiiftoT Regulation) Director 80/06/1? 

19pp 


— 8007210323 Notice of issuance r- dvailatillty of Amends SB li 51 to 
Licenses DPR-31 Ac DPR— 4 1 . re s p ec 1 1 vn I ij 

VAROA. S A Opel a ting Reactors Branch 1 00/06/12 2pp 


8007110199 Advises NRC that NUItEQ-OS/S requirement to measure chlorides 
8 ( dissolved gasus in RCS Poneuing accident is excessivo 6 
involves unneccssaiy personnel etppsurr tu radiation 
Requests that NRC reconsider position 
UHRlOiR E Florida Power 1. Light Co BO/06/27 Ip 


0007000140 Requests p e rmi s s i on to delay schoduU'd shutdown for steam 
generator insp until 801006 Delay iiuuded to accomodate peak 
load demand for Jut -Aug 1900 Updated generating cap)icity) 
eipsctod load dem.ind info h Class 111 fee enrl 
UHR10)R E Florida Power t Light Co 00/06/30 I2pp 


B00729000S Requests submittal of applitftlion for amend tq license 
conaisting nf Tecli Spec changes f< license conditions PWR 
Model Terh Spers ?i Model lirense conditions for TMI-2 
Lessons Luarned Category A items enr 1 for guidance 
CISCNHUTiD « Division of Llcpfibing 00/07/02 69pp 


8007110261 Notifies that commitment dfite for completion of plant 
parameter display in inteTim technical support ctr is 
revlsoil to 000831 

UHI(IO)R E riorlds Power !< Light Co 00/07/03 Ip 


0007110296 Advises that Heslinghotise <.ubmittal of HCAP-974a U 
WCAP-9749 camp] ales Phase L asymmetric LDCA loads analijsiB 
WCAP-935B 8 ) WCAP-9970 provide arid I info requested at 800226 
meeting 

UHRIO) R E Florida Pounr !< Light Co 60/07/07 ?pp 


B00719D710 Responds to NRC 600619 request re endangered) threatenod or 
proposed to be listed spocies in pliint area Jacksonville 
ofc will provide lint after review Advisee of change in 
consultation protedures 

8 TIEOLIT/ 1 U 0 Inter i or) Oi’pL of) Fish 6 Wildlife kiorviCB 00/07/03 
2 pp 

0007210368 Responds to NRC 0OD619 Itr ie util 01 .imend request Provides 
list qf potentially threatened 6 undangered species in 
proximity to foe 1 1 1 lij Complete biological assessment should 
be provided Outlines info tu be included in assessment 
HANKLA)D J 1 uteri OP) Dept of- Fish 6 Wildlife Service 80/07/14 
3pp 


8007220380 Advisus that Henry Pratt <u toiqup !< stress analyses re 
containment purge have been delayed tlpbii fomplelion ?< 
receipt of analyses, uti 1 will review I. prepare 1 esponse 
demonstrating valve ability tu clnoe during DBA-I.OCA 
UHRIO) R E Floridn Power b I ight Cn 80/0// 1 h Ip 


Q007300567 Summary of 300630 meeting w/all reviewers on steam generator 
repair program re overview r/t evonl chmimlDuy 
QROTENHUIS.M Opnratlng Rtartoc. Bcaiiih 1 30/07/16 3pp 
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8007230531 ForwaviJs responses to questions re proposed i nstollot ion of 
condensate polishtns demineral i aers Responses suppl Info 
previously submitted in 800313 & 0327 Itrs Ovarsise 
drawings end 

OHRIOiR E Florida Pauar & Light Lo 30/07/82 31pp 


—8007280551 “8gs Flow Diagram Condensate Polishing Deminerali ler Bqs “ 
» Bechtel Corp GQ/05/OS Ip 


— -aOOTSBOSSh “Site Plan •• 

» Sachtel Carp 76/09/21 Ip 


B0072305&2 Responds to 800530 Itr requesting info an auxtliarq 
feedwater sys Attachannt 2 provides addl info to eupfl 
791«U20 f*espont< 

UHSIQ.R 6 Florida Power *. Light Co 80/07/22 7pp 


B007310377 Informs that American crocodile tc bald eagle inadvertently 
omitted from B00714 endangered species list 

OBERHEU.J C Interior. Dept of. Fish h Ulldlife Service 80/07/25 

tp 


0 Inspection reports. IE Bulletins 1. correspondence 


B007240S06 Foruards IE Info Notice 80-20. "Loss of Decay Heat Removal 
Capability at Davis-Besse Unit 1 While in Refueling Mode.” 

No response required 

O'REILLY. J P Region 2. Atlanta. Office of the Director OO/OS/OB 
2pp. 


B007020231 Forwards IE Info Notice 8D-22. "Break downs In Contamination 
Control Programs “ No written response required 

O'REILLY. J P Region 2. Atlanta. Office of the Director BO/OS/28 
IP 


B0072104SB Forwards IE Circular 30-13. "Grid Strap Damage in 
Uesttngbouse Fuel Asscmbltas " No written response required 
O'REILLY. J P Region 2. Atlanta. Office of the Director 60/09/28 
IP 


8007010306 Forwards IE Info Notice 80-23. "Loss of Suction to Emergency 
Feidwatar Pumps ” No urltton response required 

O'REtLLY.J. P Region 2. Atlanta. Of'flce of the Director 80/05/29 

Ip 


8007100128 Forwards response to liens 1>2 t> 3 of IE Bullatin 79-018. 
“Environ Qualificatian op Class IE Equipment " * 

UHRIO.R E Florida Power k Light Co 80/06/02 600pp 


8007220062 Forwards IE Info Notice 3<}-26i “Evaluatian of Contractor 
QA Programs ■*' No written response required 

O'REILLY. d P Region 2. Atlanta. Office of the Director 80/06/10, 

2pp 


8007160269 Forwards IE Info Notice 80-27. Deyradatton of Reactor 
Coolant Pump Studs " No specific action or response 
required 

O'REILLY. U P Region 2. Atlanta. Of rice of the Director. BO/ 06/11 
»P 


80Q70207S2 Foruards IE Bulletin 80—1.5. "Possible Loss op Emergency 
Notification Sys (ENB) U/Loss of Offsite Power " Written 
response required 

O'REILLY. J P Region 8. Atlanta. Office of the Director 80/06/16 
If 


8007020494 Forwards IE Circular BO-lO. "Loss of Reactor Coolant Pump 
Cooling & Natural Circulation Cooldoun " No written response 
required 

O'REILLY.O P Region 2. Atlanta. Office of the Director 00/06/20, 
IP 


8007100029 Forwards rssponae to IE Sulletin 80-06. "Engineered Safety 
Features <ESF) Reset Controls " Lists equipment which dace 
not remiin In emergency mod# upon reset of EBF signal. 

Followup response will he sent by 800801 

UNRIG. R.E. Ploride Power tn Light Co 80/06/20 4pp 


0007170109 Forwerde IE Circular BO— 14. “Radioactive Contamination of 
Plant Demlneraliied Mater Sys b Resultant Internal 
Conteminetion of Personnel " No written response required 
O'REILLY. J P Region 2. Atlanta. Offica of the Director. 80/06/24 
Ip. 


8007930243 Forwards IE Bulletin 80-16. "Potential Misappllcetion of 
Roscaount Inc Models llSl b 1152 Pressure Transmitters 
U/Either A or 0 Output Cedes " Written response required. 

IE Circular SO-16 also end No written response required 

O'REILLY.O P Region 2. Atlanta. Office of the Director 00/06/27 

ip 


8007210064 Forwards two vol Phase II response to IE Bulletin 79-OlB re 
environ qualification of Class IE equipment Supersedes 
800602 Phase 1 response. U/o end 

UHRIO.R E Florida Power b Light Co 80/07/03 2pp 


B00716D37S Advises that addl Info ra inservice Insp lulll be submitted 
by B00915 per NRC B0D414 request 

UHRIO.R E Florida Power & Light Co 80/07/09 ip 


Q0072S0282 Responds to IE Bulletin 80-11. ''Masonry Wall Des'’ign " Rapt 
not complete but safety-related walls have been identified b 
re-ivaluation program developed Rept will be submitted by 
B00723 

UHRia. R E. Florlde Power b Light Co BO/07/09 Ip 


8007300998 Advises that fine! response to IE Bulletin BO-10 will be 
fUbaitted by 800301 

UHRIO.R E. Florida Power b Light Co 60/07/09 ip 


6007310084 Advises that full response to IE Bulletin BO-OB will be 
submitted by BO 1031 

UHRIO.R E Florida Power b Light Co 80/07/09 ip. 


B00724DS61 Ack receipt of 800626 Itr informing NRC of steps taken to 
correct violations noted In 1£ Insp ReptS 30-290/80-16 b 
50-291/80-14 

LEWIS. R C Region 2. Atlanta. Reactor Operations Nuclear Support 
Branch. 80/07/11 Ip 


—3007240263 Responds to NRC S00S29 Itr ra violations noted in IE Insp 
ReptS 90-290/80-16 b 50-231/80-14 Corrective actions tracked 
open nonconpliance Iteas b hired addl QC personnel 
UHRIO.R E Florida Powsr b Light Co 80/06/26. 3pp 


”8007240266 Forwards IE Insp Rep to 50-280/80-16 b 50-291/80-14 on 
800401-30 b notices of violatlun b deviation 

LEWIS. R.G Region 2. Atlanta. Reactor Operations Nuclear Support 
Branch 80/09/29 2p. 


■8007240272 Notice of Violation fron insp on 800401-30 

s Region 2. Atlanta. Office of the Director 30/05/29 Ip. 


--3007240276 Notice of deviation from insp on 800401-30 

a Region 2. Atlanta. Office of the Director 80/05/29 Ip. 


—8007240281 IE Insp ReptS 90-890/80-16 b 50-291/80-14 on B0O401-30. 
Noncompliance noted! failure to track implementation of 
corrective action b to meet corrective action deadline. 

VOOT-LOMELL. R J Region 2. Atlanta. Offica of the Director 
MARTIN. R D Region 2. Atlanta. Reactor Operations Nuclear Support 
Branch, 80/05/29 6pp 


R Fer iodic operating reports b related correspondence 


8007240079 Forwards senil annual radioactive effluent b environ 
■bnltorlng ripts for Jan-June 1978 Wo environ monitoring 
T*pt 

UHRIO.R. E Florida Fewer b Light Co 73/08/30 ip 


—8007240036 "Bsmiannual Radioactive Effluent ReptS for Uan-June 1973 
» Florida Power b Light Co. 73/08/30. 19pp 


BD07220343 Foruards “Semiannual Radioactive Effluent Rept." b 
"aenlannuuel Monitoring Rept." for Jul-Dec 1978 per Tech 
Spec 6, 9. 4 

UHRI8.R.E Florida Power b Light Co 79/03/01. Ip 


■8007220990 "Semiannual Rapt of Radioactive Effluent Releases. " Jul-Dec 
1978 

• Florida Power b Light Co 79/03/01 89pp. 


B0O7840174 Forwards monthly operating repts for June 1930 
fiCHMlDT. A D Florida Power b Light Co 80/07/08. ip 


—3007240177 Monthly operating repts for June 1980 

CHILBON.V. T Florida Power b Light Co 30/07/09 lOpp 



DOCKETED ITEMS 


8 Rvportable occurrsncesi LERs ?< related correspondence 


6007320419 Forwards LER BO-Ol 4/0-1 T-0 

BCHHlDTiA 0 Florida Power ft Li 0 ht Co 80/07/10 Ip 


■0007380421 LFR 00— 014/01T-0 on B00626< AE ad vised that insp/eval uation 
in progress per IE Bulletin 79-14> revealed deficiency 
involving auiilsary feedwater sys pump suction piping Cause 
not stated 

PACE. P L Florida Power b Light Co 80/07/10 3pp 


BOCHET 50-251 TURKEY POINT PLANT. UNIT 4 


C Utility Environmental Report <ER). amends b correspondence 


B007S90406 Forwards Maste Packaging Insp Rept I 5000039/ BO-OS on 
BO0A03-08 No noncomp 1 lance noted 

STOHR.J P Region 3. Atlanta, Fuel Facility b Katenals Safety 
Branch BO/06/30 3pp 


— BO07390410 Maste Packaging Insp Rept 1 S0000039/80-OB on 800603-04 No 
noncompliance noted Major areas inspected compliance w/I)DT 
b NRC regulations 

TROUP. Q L . HACARTtiUR.T C Region 3, Atlanta. Fuel Facility U 
Materials Safety Branch QO/06/30 6 pp 


F Security, medical, emergency b fire protection plans 


6007140510 Summary of 000619 meeting w/utll in Dethesda.MD ro proposed 
App R to lOCFRIO on fire protection 

QROTENHUIS. M Op orating Reactors Branch 1 00/06/33 3pp 


B0O7S3O443 Forwards facility evacuation time estimates in response to 
NRC 791129 roqiiost 

UliRIO. R E Florida Power b Light Co 80/07/17 Bpp 


B007230454 Forwards facility evacuation time estimates in response to 
NRC 791129 request 

UHRIO. R E Florida Power b Light Co 00/07/17 7pp 


0 Adjudicatory correspondence 


8007070379 Requests permission to make comments at hearing to be held 
in Miami on steam generators repair 
PETERSON, A F Affiliation Unknown 80/06/54 Ip 


B007310343 Forwards Commission 300527 memnrondvm b order containing 
decisions on UC 8 7B0302 petition for reconsideration of 
7B0413 memorandum b order UCB 771104 petition sought action 
ro fire protection for electrical cables 
EISENHUT. D G Division of Licensing 80/06/35 09pp 


0007070094 Advises of NRC ostinuites that DES re proposed amends to OLs 
porffllttlng steam generator repair. will be issued by 800901 
& FES by 801201 

OOLDBERO , 8 C Hearing Branch 3 60/07/02 Ip 


IL Qeneral correspondence 


B00716080B Forwards responses to first 31 questions raised in 800403 
correspondence re facility Includes two pertinent ropts b 
one page each from facility Tech Specs b STS Remainder of 
questions will be answered <it later date 
VARGA, S A Operating Reactors Branch 1 80/06/24 8 pp 


M Antitrust correspondence 


BOO7150719 Response stating no objection to Orlando Utils Commission 
B00620 withdrawal of intervention FI. Cities 800707 comments 
re equal treatment will bo addressed in Unit 2 antitrust 
proceeding Certificate 8 vc end 
DEHEV, L 0 Antitrust Division 80/07/11 4pp 


P. Operating license stage documents b correspondence 


B007230099 Requests submittal of proposed Tech Spec changes providing 
for redundancy in decay heat removal capability in all modes 
of operation Model Tech Specs which would provide acceptable 
resolution end for guidance 

EISENHUT, DO Division of Licensing 80/06/11 63pp 


BO07S10311 Forwards Amends 50 b 51 to Licenses DPR-31 b DPR-4t. 
respectively, safety evaluation b notice of Issuance b 

availability 

VAHOA. S A Operating Reactors Branch 1 80/06/12 3pp 


—8007210314 Amends 50 b 51 to Licenses DPR-31 «> DPR -4 1 , respet 1 1 Vel y ■ 
incorporating results of revised FCCS analysis for steam 
generator plugging level of 25/ b peimitting i oi.tinued 
operation of Unit 4 

VARGA. S A OffiLO of Nucliar Reactor Regulation, Director 
80/06/12 ISpp 


— B007210319 Safety evaluation supporting Amends 59 *. 51 to Licenses 
DPR-31 b DPR-41. respective! y 

« Office of Nuclear Reactor Regulation Director 80/06/12 
ISpp 


— 8007210323 Notice of Issuance i< ova i tab i 1 1 ty of Amends 58 b 51 to 
Licenses DPR-31 b DPR-41 . respect i vely 

VAROA. S A Operating Reactois Branch 1 80/06/12 2pp 


B007110199 Advises NRC that NURhr,-O570 requiiement to measure chlorides 
b dissolved gases in RCS following accident is eicessive b 
involves unnecessary personnel eeposure to r .id t.ition 
Requests that NRC reconsider position 
UHRIG. R E Florida Power '.Light Lr, 80/06/27 Ip 


B0073S0001 Requesis submittal of application for amend to license 
consisting of Tech Spec changes '< license conditions PUR 
Hodel Tech Specs b Model license conditions for TMI~2 
Lessons Learned Category A items enc 1 for guidance 
EISENHUT. D G Division of licensing 80/07/0.’ 69pp 


8007110261 Notifies that commitment date for completion of plant 
parameter display in Intel im techiiiral support L tr is 
revised to 800831 

UHRIG. R E Florida Power b Light Co 00/07/01 Ip 


8007110256 Advises that Uest inyhouse submittal of UCAP-9740 b 
UCAP-9749 completes Phase C asymmetric LQCA loods analysis 
HCAP-965B b UCAP-9570 provide .iddl info requested at 800226 
meeting 

UHRIG. R E Florida Power Light Co 00/07/07 2pp 


B0071S0710 Responds to NRC B00619 request le endangered • threatened or 
proposed to be listed species in pi«iit .irea .Jacksonville 
ofe will provide list aftei review Advises of change in 
consultation procedures 

STIEGLITZ.U 0 Inter lor. Dept of. Fish b Wildlife Service 80/07/08 

Spp 


8007210368 Responds to NRC 000619 1 tr re util UL .imend request Piovides 
list of potentially threatened b endangered species in 
proaimitij to facility Complete biological assessment should 
be provided Outlines info to be included in assessment 
HANKLA, D J Inter! or. Dept nf. Fish b Wildlife Service 80/07/14 
3pp 


80078203BD Advises that Henry Pratt Co torque b stress analyses re 
containment purge have been delayed Upon completion b 
receipt of analyses, utt I will levieu b prepare i pspunse 
demonstrating valve ability to close during UOa-LOCA 
UHRIG, fl E Florida Power b Light Co 00/07/15 Ip 


8007300567 Summery of 800630 meeting w/all i cviewers on steam generator 
repair program re overview of event chronology 
GROTENHUIS.M Operating Reactors Branch I 00/07/16 3pp 


0007380531 Forwards responses to questions re pi oposed installation of 
condensate polishing demineral i i ei s Responses siippl info 
previously submitted in 8003 10 b 0527 Itrs Oveisiip 
drawings end 

UHRIG. R E Florida Power b Light Co 00/07/2,.- 31 pp 


—^007280551 “Sys Flow Diagram Londc>iis,itc Polishing Demi neral i c er Sys 
» Bechtel Corp 80/05/03 Ip 


—8007280556 "Site Plan ■' 

• Bechtel Corp 76/09/Pl Ip 


0007280563 Responds to B0DS30 ) tr requesting info on auiillary 
feedwater sys Attachment 2 provids’S ,iddl info to siippl 
791220 response 

UHRIO.R E Florida Power b liqhl to 80/07/32 7pp 


8007310377 Informs that Americ ah cm cod lie f< b.ild eagle inadvertently 
omitted from 800714 endangered species list 

QBERHEU.J C Inter I or. Dept of, Fish '.Wildlife Seivire 00/07/25 
ip 
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1 < i L <ifi I r i >• r ] F Uii 1 1 u 1 1 1 ) * *' 4. oi I r B p cjiiO 1 .MIL P 


00/>’0C'J.'Oh Fi>iij<ir<ti fi Info Ni»lic() HCt-JO. “loss oF Decay Heot Renioval 
(apability .kl il.ivio Jlesski Dnit I Wli i 1 1 i ii RefuetiiiQ Mode '' 

Nn re, ikjII se ronoippil 

0'ttt‘uiv 0 I’ c}, Atlaritii, fjfririi pF Hit Inipctor BO/Ci/OB 

•JpP 


OO/0P0.’'IJ I aruioi d B II Infn Ntilict ElO-rit', “ D* ca V dmuri s In Con tami na 1 1 an 
runtriil I’l ngi am', ' Mo unitti-n if,spaii‘>t' required 

O'DIILIV*,!!’ Atlaiilrt, IJfflli' of tt«D Dn-ottor 00/05/2B 

IP 


1007 L’lOd 'ill roruanls H rirtiilnr OO-l'I. 'T.rvrt Strop Damage in 
Me 11 1 1 otjbotise I «M*1 As ' eoili 1 i.o‘, '' No inTitteh respniiee rreqnired 
O'ltriLLV. I I* licijUBK Allanta. (Iff no of the Director R0/0‘i/HB 
fP 


I0070101^0A rarwiirilii IF Info Nnlire Ufi-flB, 'loss of but 1 1 on to t’mer gent y 
roediai.itei (‘naipi, '' tio luiiltoii retpnntr required 

ll'HEILlV. JP Unqinii P, AtJonln, Of f I f e of the Diruttor BO/OS/ER 

Ip 


IDO/lOOIiriS r 01 ,11 d« U Intp Rept ’lO-rif/ 1 / DO- 1 A on IfOO'j 1 ‘i-l da 
tto noil t amp 1 1 oiiL c noted 

HIJRI’MY,C E Rry 1 on r}j Atlanta, Itoarloi C o nstr u c 1 1 a n. !, Engineering 
fiuppnrt III iiMch 00/0^/29 .’pp 


--f«H>7l(H)0&0 IE Insp Uept lO -PS1 / HO-1 A on BOOS 1 D- Kt Mo non r omp 1 » one o 
noted riainr ,n eat, iospocted stpcim gpnrrituT Ftiedujatnr line 
rad 1 ogrpipliy per IE- Dulletin 7*7-13 

HEUDliA n Roqliin J, rttlootri, Ifcartor C on 'J t r ur 1 1 on !< Engloenrlng 
'Jupport Braotli rtttlWl E V, B F! Flcgiort J>. Atliint.i nfftre of ttie 
Directni fl0/0'17**'‘7 3pp 


D007100t3F) roriiiaid'. respanse tei I tinns lir* I, 3 ef IE Bulletin 79-OlBi 
■'biivlicin final 1 f 1 Celt t (in nf Class IE t.qii 1 p mrn t 
UFinitt, M f I loriita Power f, I ight Cn flO/OfifOr' frOOpp 


n0O7J’SOO#,r’ l nrum tie It Info IJn 1 1 c o "E.rn loot ion of Ctinlractnr 

QA ProgTomn " Mo wiittnii iCipuiiae rrquirccl 

CI'nCILI /. J E Uoqlun P. Atlanta, nFfitr of the Director HO/OEi/lO 

2pp 


1100/ 1 <30J7i* 1 I’Oiiuaidn II- Info Notice (lO-IV, ''I)egr,id o t > uPi of Reactor 
ruolnnl Pump ftlitdi, Nii specific ac tinn nr rooponoe 
required 

t>'Rl:iHY,JP lU'flloiF S'. AU.inta. (If f 1 1 o of the Director BO/Ofj/U 

Ip 


nOD70A07Sa FoiMora* 11- Ilolletli) FtO-lS. “Postlhle l-oss of Cmergoncij 
Motif Uotien Syt. (ENS) IJ/liiso nf (Jffsite Power " Written 
respnime required 

(I'Rrin.V, ,F l> Reijinn 2. Atl/int.i, Off Ur (if the Mirectcir HO/Ofc/lB 
IP 


flDO/OaodDA liirwnide IE firtulor flD-I'.J, "lost, of flpactor fonlant Pump 
Cooling fi rintural f Sr t u J ,i 1 1 on foiildiiian “ Mo uiritten nispansB 
roqulrod 

O'REMUY, J P Itrijlnii. 2. Ml.inln, Office of the Dlrectnr DO/OA/50 

Ip 

0007lO0()2') Foruaids lecpniise to IE Oulletln IIO Of>, “ Eiig i n odto d Safety 
Foaturoe (FID Ut'ne t Controls " I 1 ste equipment lahtch dooe 
not rereiliii in reicfgency moile upon rpset of I Sr eignol 
Falioiijup reripensp laili bp senl by flOOIIOt 
UIIHIO.It I Florid,! Piiwor N light to U070A7,:C) Ipp 


QOO/1/0107 rorviarde IE Clrfulor HCF-ld. "R nd i ooct i v p Con t amina ti o n of 
riAnt 5>nniri«rjliiiid Writer liys Ii Reoultarit Intornal 
CantilmlnFitliin nf f'erttonuBl tfu wiiltcn joopnnso required 
O'ftHitY.J f' Region S. Atlonlfi. (IffUii of the Director HO/OE/dd 

Ip 


BOD7t?JOS’'i:3 f ni laorde IP UulletiFi HO- Ki, '' Do ten 1 1 n I llisoppl Uati on of 
Rosemouni lot HrdPlt 1131 I, liS!' Pi ensure Trqnseii t ter f. 

M/Eitlior A or D Output Codes " Wt itleii respoDBD roqulrod 
IE Circular flO Ui wltn enc 1 Nu uiritten response required 
H'REIIlVi^l P Reg inn a. At Inn la, fUliuo of the Director 0O7Oft/27 
IP 


0007S100ft'i lorviiiHdE turn vu I I'oone 1 3 i espnnue to II llulletln 7‘f-OJD re 
enviiiin qualif ii at ion of Cla«s IE iquiiiment Suporseiloa 
SOOfiOa Phase I ruspnnse W/o one I 

UHRIQ R F KlorlilU I'ouirr I Uhl to etF/077D'J ?pp 


0007250232 Responds to IE Dulletin 60-11, “Masonry Wall Design “ Ropt 
nat complete but safety-related malls have been identified t, 
re-DValu.ation piogram dev eloped Rept mill be submitted by 
600723 

UHlUQiR E Florida Pocuer fi Light Co 80/07/09 Ip 


B0073003DU Artvioiis th o t final response tn IE Bulletin 00-10 will be 
submitted by BOOBOl 

UHRlt), D C Florid.! Power ^ Light Co B0'/07/09 Ip 


BO073lOOBq Advises that full response to IE Oulletlii 00-00 will bo 
submitted by Q01031 

UFtmO, R E Florida Rosier E< Light Cn 00/07/09 Ip 


B007240atl Ac k recolpt of 800fj2fe 1 tr Informing NRC of stops taken to 
correct violations noted in It Insp Repts 50-350/00-16 t 
S0-2S1/B0-U! 

LEUIS.R C Region 2, Atlant,!, Reactor Operations Nuclear Support 
Branch 80/07/11 Ip 


--0007540263 Responds te NRC 000529 1 tr re violations noted in IE Insp 
Repts 50-200/80-16 & 30-231/80-14 Corrective actions tracked 
open n one nmp 1 1 a nc G items hired add 1 DC personnel 
UHRIG, R E Florida Power !< Light Co 80/06/36 3pp 


— 6007240266 ForuiardR IE Insp Repts 50-330/00-16 h 50-251/60-14 on 
000401-30 notices of violation & deviation 

LEWIS, Fi C Region 2, Atlanta. Roactor Operations Nuclear Support 
Branch B0/«5/2'7 2p 


— 0007240272 Notice of violation from inep on 900401-30 

» Region 2, Atlanta, Office of the Director 00/03/29 Ip 


— 8007240376 Notice of deviation from insp on 800401-30 

* Region 2, Atlanta, □fflce of the Director 80/03/29 Ip 


— B007 3403B1 IE insp Repts S0-2S0/B0-16 !, 50-251/00-14 on 000401-30 
Noncomp 1 lanc e noted failure tn tr.ick implementation nf 
corructivo action Ei to moot corrective action deadline 
VOOT-LOWELL, (I J Region 2, Atlanta, Office of the Director 
MARTIN, R D Rogion 2, Atlanta, Reactor Operations Nucloar Support 
Branch 80/03/29 6pp 


R I'eriudic aper.iting reports !< ralated correspondence 


8007240075 Foruiards aemlannual radinactivo effluent 6 environ 
monitoring ropts for Jan— Juno 1978 W/o environ monitoring 
rept 

UHRIO.R E Florida Power t, tight Co 7B/OB/30 Ip 


—9007240086 "Semiannual Radioactive Effluent Repts for Jan-Juno 1970 
e Florida f'nwer Ic Light Co 70/08/30 I3pp 


0007S20543 Forwards “Semiannual Fladioactive Effluant Rept." I, 
''Qemiannuua 1 ttonitoring Rept," for Jul-Dec 1970 per Tech 
Spec 6 9 4 

UHRlOiR E Florida Power ti Light Co 79/03/01 Ip 


—6007220550 "Semiannual Rept of Radioactive Effluent HeioaseB, " Jol-Doc 
1970 

e Florida Rowor t. Light Co 79/03/01 33pp 


0007240174 Forwards monthly eperatlng lepts for June 1900 
BCMMIDT.A D Florida Power 6 Light Co 80/07/05 Ip 


■B00724Q177 Monthly operating repts for June 1900 

CHlLStlN, V T Florida Fower U Light Ca BO/07/05 lOpp 


DOCHET 50-254 CIUAD-CITIES BTaTIGN. UNIT 1 
F Security, medical, emergency S* fli'c protection plans 


8007010347 Forwards safeguards contingency plan amend Plan withheld 
(rof 10CPFI2 7901 

PEOPLES, D L Commonwealth Edison Co BO/06/27 Ip 


0 Ad jud Untory c orre spend ence 


8007310243 Forwards Commission 800327 memorandum h order containing 
decisions on DCS 760302 petition for rocons Iderat ion of 
780413 irumoranduifi V order UCS 77U04 petition sought action 
re fire protection for electrical cables 
EIBENHUT, D 0 Division of Licensing 00/06/25 a9pp 



DOCKETED ITEMS 


51 


0 Insurance ft indemnity inforntBtJOn 


000?tS0616 Forwards Endorsement A3 to NELIA Policy NF-1S7 
03TER. J Commonueo] th Edison Co BO707/O<J ?pp 


0007290709 Forwards Endorsements AS !< 64 to NELIA Policy NF-107 
□0TER< J Commonwealth Edison Co G0707/S3 Tpp 


P Operating liconse stage documents 6 correspondence 


B007S3002B Summaf y of 800207 meeting w/Mark I owners group in Dethosdd< 
MDi re revisions to NRC acceptance cnterlcj & outstanding 
Issues relative to Mark 1 containment long-tcim pi ograin 
ORlilCSiC T Plant Systems Branch 00/02721 31pp 


8007290217 “Heasuroment of Xc-lJl, C-14 I. Tritium in Air t !-13i in 
Vegetation h Milk Around Quad Cities Nuclear Power 
Btatlonsj " 

KELLER V J H > AKER0* D N < DWCE> S R Idaho National Engineering 
Laboratory FIN A''607B NUnEG/CR-l lO"! 80/03/31 AOOpp 


0007010190 Responds to 3SRT concerns re control rod drive sys lacking 
seismic analysis Quad Cities 162 seismic design of control 
rod drive sys calculations performed for facility while 
under const end 

VANECEK* R F Commonwealth Edison Co 00/06/24 4pp 


— B007010193 ''Qoad Cities i b 2 Seismic Data on Control Rod 0-rive Bys ■' 
* Reactor Control si Inc 70/07/10 200pp 


B007070116 Bubmlts revised responses to NRC 770603 Hrs re 
second level of undorvoltage protection for 4 kV emergency 
power buses supplying safety-related leads 
JANECEK> R F Commonwealth Edison Co BO/06/26 4pp 


8O0714OSOO Forwards Amend 56 to License DPR-29« safety evaluation 
notice of issuance b availability 

IPPOUITO/ T A Operating Reactors Branch 2 BO/06/26 2pp 


— 8007140305 Amend 56 to Liconse OPn-29 authoriiing operation of reactor 
beyond previously approved end-of-cycl» coastdoun 
conditions 

IPPDLlTOiT A Operating Reactors Branch 2 00/06/26 2pp 


— 0007140309 Safety ovaluation supporting Amend 56 to License DPR-29 
< Operating Reactors Branch 3 80/06/26 3pp 


— 0007140314 Notice of issuance b availability of Amend 36 to License 
DPR-29 

IPPDLITO. 7 A Operating Reactors Bianch 2 00/06/26 2pp 


B0070B0063 Responds to NRC 000515 request for add! info concerning 
adequacy of station electric distribution sys voltages 
JANECEKj n F Commonwealth Edison Co 00/06/30 4pp 


8007070343 Forwards revised schedule b status info for Mark 1 prngramj 
feedwater sparger replacement b general work planned for 
Quad Cities 1 outage Proceeding on priority basis ui/mods 
providing largest safety increase margins 
REEDi C Commonwealth Edison Co 80/07/02 IQpp 


8007100142 Application For amend to App Ai Tech Specs of Licenses 
DPR~29 b DPR-30t implementing fire protection mods 
vIANECEKi R F Commonwealth Edison Co 80/07/03 2pp 


— 8007100147 Proposed changes to Tech Specs 3 12/4 12-1 through 
3 12/4 12-9< implementing fire protection mods 
» Commonuiaal th Edison Co 80/07/03 IBpp 


B007210212 Responds to NRC request for addl info re turbine disks 
Applicable turbine missile analysis was presented in Amend 
2 to Quad Cities CP application Analysis applies to Dresden 
duo to similarity of general arrangement 
JANECEKt R F Commonwealth Edison Co 00/07/15 ip 


0 Inspection reportsi IE Bulletins b correspondence 


8007140543 Forwards IE Bulletin B0-13> "Cracking in Core Spray 
Spargers " Written response required 

KEPPLERi 3 Q Region 3i Chicagoi Office of the Hirector B0/3S/12 

Ip 


0007010006 Forwai ds JE Info Notice 00-23 “loss of Siii tion to Emergency 
Feedwoter Pumps No written i espoti<-e required 

KEPPLER J G Region '!> (htCegiK Of fit i of the finer tor SO/Oh/?*? 

Ip 


B007020756 Eorwaids revi'-ed fes(ini>tp tu lE Rullatin /V-OIB. "En/ii-on 
Qualification of Class IE Equirunent " Ideiitifiuc areas where 
effort IS continuiiig in i ileiil i f it atinn of equipment 
qualifications U/o end 

JANECEKi H F Cofflihaiiijea ) th Edison Co SO/06/Oa Ip 


8007220156 Foruords It Info Notice 00-26. 'Evaluatiun of Contractor 
OA Programs ' No written response required 

KEPPLFR. .1 0 Region J Chicago. Office of the Diiector 00/06/10 
Ip 


0007140309 Forwards IE Bulletin 00-14. 'Degi adat i on of DWR Strom 
Dlscharpo Vol Capability " Written response required 
KEPPlEH. J G Region 3< Chicago. Office of the Director 00/06/12 
Ip 


0007100004 Forwards response to 1C Bulletin 00-09. "hydrarnotor nctuator 
Oef it i one I os. " No safety-related sys or camponent at 
Dresden 2 b 3 uses AH-90 or NH-90 series hydromotor 
actuators 

PEOPLES. D L Commonwealth Edison (o 00/06/1* 3pp 


B007030037 forwards IF Bulletin 00-15. "Pussible Loss of Emergency 
Notification Sys (EN5) W/Loss of Offsite Power ” Written 
response required 

KEPPUER.vl G Region 1. rhicago. Office of the Director B0/06/1B 

Ip 


0007020389 Forwards IE ( Ircular 80-15. “Loss of Reactor Coolant Pump 
Cnollng b Natural Ciiculotirn Cnnlduujn " Nn written response 
requi rod 

KEPPLFM.J 0 Region 3. Chiragn. Office of the Director Q0/06/2O 

Ip 


8007110131 Forwards notice of '/lolaiion b notice of proposed imposition 
of civil penalties arising from IE 000131 insp 
STELLO. V Office of Inspection b Enforcement. (Iffice of the 
Director 90/06/20 Spp 


— 0007110136 Notice of violation fi urn insp un 600131 Noricomp 1 1 anc e noted 
surface radiation uf transporting vehicle exceeded mm 
allowable mlllirem per hour 

* Office of Inspection b Enforcement. Office ef the Director 
00/01/31 Ipp 


— 8007110143 Nutiie of imposition of civil penalties based on item of 
nuncomp] lance re etressive sin face radiation on Ironsport 
Vehic 1 e 

h Office of Inspection b Enfui cement. Office of the Director 
00/06/20 Ip 


0007140147 Notice of proposed imposituin of ci/il penalties in amount 
of *4.000 for item of noncompl lancc le radiation levels on 
waste shipments exceeding regulatury limits 

» Office of Inspection b Enforcement. Office of the Directoi 
80/06/20 Ip 


0007170430 Forwards IE Circular 00-14. "Radioactive ('on t ami no ti on of 
Plant Deminer.l1 1 rod Water Rys t Resnllanl Internal 
Contamtnatlun of Pcrsunnul " No written i esnnnse required 
KEPPLER.J 0 Region 3. Chicaqu. Office of 'the Dircctwr 00/06/24 
IP 


0007230209 Forwards IE Bulletin OO-Ki. "Potential Misappl 1 r at ion of 
Rosemount Inc Models 1131 •< 1152 Prt scute Transmitters 
Vl/Either A or D OiilpUt Codes " Uiitten response required 
IE Circular 00-16 also cncl No written reeponse required 
KfcPPLER. J Q Region 1, Chiiayo. Office of the Director BO/06/27 
Ip 


0007300574 Forwards Waste Packaging Insp Rept 15000046/80-07 on 000131 
Notice of violation forwarded under separate covei 
KEPPLERi 0 0 Reginn 3. Chicago. Office of the Director 00/06/27 

2pp 


— B0073003B5 Haste Packaging Insp Rept 1 500004 6/fl0-(i7 on 800131 
None amp 1 lance notoil radiation levols on sin (ace af trailer 
in excess of regulatory limits 

BOOK, hi E Region 3. San Ftonciscu. Fuel Facllitij b Malenols 
Safety Branch CAIN, r L Region 4. Pallas. Of fii e of the 
Director 80/02/27 7pp 


8007020065 Forwards IE Info Notice 80-22. "Breakdowns In Contamination 
Control Program# " Mo written response required 

KEPPLER.vl 0 Region 3. Chicago. Office of the Director 00/03/28 

Ip 



L 


DOCKETED ITEMS 


that clack of Item S of IE Du list ir 80-17, 

Ml CoiitT-nl Hods tu Insert During Scram at DHR, '' 

. l-hi* •’' O'* B0070S Tesi Should be completed 

uroni rti*^ I Reiliiests no 1 1 f l oat i o rv of ma 1 f iin c 1 1 or 

ittM l.loli, .1 O Region 3. CtMLago. Office of the Director 80/07/07 


lO/a'lO/iAl rie'sgDtids la IE Bulletin 60-10, "Contamination of 
rioiirad 1 nact I ve Sys t. Resulting Potential for Unmon 1 1 ared . 

*’' *•’ * ■* *”■ ^ Rati I cat ti VI tg t-o Environ '* Any 

mill bo restricted if c on tarhi nst i on found 
ILUIUEb. n L Comnujinuealth Edison Co BO/07/07 Spp 


D07B50A*i« Foriuards response to IE Bulletin 80-11, "Masonry Hall 
IJostgn ’* noqiiesfceb investigation not porfoiraed at Dresden. 

Unit I due to attended oiitanc Requirements ui I 1 be met prior 
to startup W/o end 

l'1-Oln.Ea. D L Cotnninnioeal th Edison to 60/07/07 2fp 

D0/2!i063n Foiuaids response to IE Bulletin BO-OQ. "Ei nmina t ion of 
Cniita i nrornt Liner Penotratiun Melds " Dresden Unit 1 designs 
Mill be rpvleuied ti feasibility of performinQ radiographic 
o <ainiiii-].t 1 ana util be ,-tssessed before unit returned to sve 
PLOPLES. D L Cummontueal th Edison fo 80/07/09 7pp 


00/lfi0630 Responds to IE Bulletin 00-17 re results of tests required 
by Item 1 No signjficpint amount of ujater in scram discharge 
villa Vent ti drmin lines also verified free of obstructions 
by perfOTfiilng ilynsmic air test 

JARECEK, R F Cammoinijeal th Edison Co 60/07/10 2pp 


307230074 Foriuards add I response to IE Bulletin 00-17, Items 2, 3. 4. 5, ba 
l< Ab Neut procedure has been uiritten to cover actions 
necessary ujhon coiitrol rods fail to fully insort during 
scram 

PrOPLEtli n L Commonwealth Edison Co 60/07/11 9pp 


10/.I10'997 Responds to NRC 3004100 notice of proposed imposition of 
civil p«ii<-iil t i es by forwarding payment 
PrOPLt:a,n L commonwealth Edison Co B0/O7/M ip 


30/1110I3*)II FoTUiarils response to violation noted in IE insp on 800131 
Corrotlive actions procedure now requires und er-tra 1 1 er 
check c>f raduiaste shipments S< pre survey of articles at 
shipment orsyin to assure packages are within dose limits 
JAIfECEKi II F Commonwealth Edison Co 90/07/15 3pp 


1073004115 Responds to IE Bulletin 79-14. "Seismic Analysis for As- 
Bullit ilaf ety— Re I otad Piping Sys.” by forwarding "Procedure 
fm Review t> Resolution of As-Built Deviations" t "Procedure 
for Application of Dlume Curves Criteria " 

JANECEKi R F Commonwealth Edison Co BO/07/16 Jp 


600730049(1 "Eiiiii i nnering Cr i tor i a/Pror odure for Review f< Resolution of 
As-Built Deviations." Revision 2 
fiNVDER, T K EDS Nuclear. Inc 80/01/07 llpp 


fiOO'730050B "Eiit) i raacring {ritoria Protedure for Application of Dlume 
Curves rrifcorla “ 

IiMVDER. T K EOB Nuclear. Jnc 00/03/07 SOpp 

107a‘7Oafi9 r oruiard s IE Insp Rept SO-DSA/BO- 1 A on 000709-11 J, notice 
of vinlfllion 

MINDiO A npsioti 3, Chicago, bafeguards Branch 80/07/21 2pp 

-BOO/BVOnVl Notice of violation from insp on S007P9-1 I 

» Fliigtun 3, Chicago, Office of the Directni 80/0//51 Ip 


-80O/e’'W)h7'i IE Insp Rupt 50 -254/ 80- 16 on S0D709-11 None amp 1 1 anc e noted 
failure to update fuel asscmhly lot ations on fuel location f, 
oipiiniiru rifcnrds Loss of fisciuii due to insufficient SNM 
proradures Details withheld (ref 10CFR2 790) 

FINIFV, A G , PATTERSON, J P Region 3, Chicago, Office of the 
Director HJND>J A Region 3. Chicago, Safeguards Branch 
00/0// 21 «P 


l‘erioilii o|ie.r«il n>9 reports 1< iBl.iled c orr e spundeiice 


190619 rorcjfirds monthly operating repts for June 1960 
.lOIANAKIB, N C.i)mmDnwea 1 1 h Edison Co 60/07/01 Ip 


>7I3<')625 Manthly operating repts for June 1980 
lAFEnA, T Commonwealth Edisiiti Co SO/07/01 4pp 


iportatiiu occurrendos, f.ERs f< relaled con eupondonce 


— 8007240109 LER 90-OI6/03L-0 on 000621 , d ur i ng startup h shutdown. valve 
I-203-2C failed to close while testing Caused by improper 
adjustment of eihaust restrictor on pilot valve Pilot valve 
dismantled b adjusted 

* Commonwealth Edison Co SO/07/21 2pp 


V Dperatnr Eiaml nat ions 


6007020319 Responds to 600512 Itr requesting eitension until Fall 1960 
for completion of annual requal i fl cation enarn due to addl 
work load Eiam date may be delayed until 600930 
COLLINS, P F Operator Licensing Branch 80/06/10 Ip 


DOCKET 30-235 PALISADES NUCLEAR PLANT 


F Security, medical, emergency (< fire protection plans 


8007010473 Discusses proposed change to 10CFR50 adding requirement for 
fire protection plan at facilities Forwards comments on 
rul e, sup p) emen ting consultant comments Questions 
appropriateness of rule, since rule reopens resolved issues 
HOFFMAN. D P Consumers Power Co 80/06/27 6pp 


8007140391 Forwards Revision 3 to 790220 security plan Plan withheld 
Irof 10CFn2 7901 

HOFFMAN, 0 P Consumers Power Co 80/07/00 Ip 


8007220341 Forwards addl info re sui tab i 1 i ty, training tt qualification 
plans, In response to NRC 000515 & 0606 requests Info 
withheld (ref 10CFR2 790) 

HQFFHAN, D P Consumers Power Co 00/07/17 ip 


8007240402 Provides info re access of NRC (< NRC contractor personnel to 
fac 1 ) i t i os for conducting appraisal of health physics 
program List of personnel requiring picture badges which 
specify "no escort required" end 

KEPPLER.J 0 Region 3, Chicago, Office of the Director 00/07/18 
3pp 


9007380570 Responds to 791 1?9 request for info re ovecuation time 
estimates in site emergency plan Evacuation dear time for 
0- to 10-mile area around Palisades estimated at approi S 
hrs in summer 8< winter 

HDFFHAN.D P Consumers Power Co 80/07/23 Ip 


8007300439 Forwards revised safeguards contingency plans Plans 
withheld (ref 10CFR2 790) 

HDFFHAN.D P Consumers Power Co 00/07/34 Ip 


0 Adjudicatory correspondence 


8007090316 Forwards Document C, "Equipment Outage Request, Malnt Order 
7Q-VAS'064, " as followup to util 800623 response to NRC 
interrogatories *< document requests Related correspondence 
MURPHY, P H Isham, Lincoln !. Beale 60/06/25 2pp 


8007310243 Forwards Commlssioii 800927 memorandum fc order containing 
decisions on UCS 760502 petition for reconsideration of 
760413 memorandum h order UCS 771104 petition sought action 
re fire protection for electrical cables 
EISENHUT.D 0 Division of Licensing 80/06/35 e9pp 


8007070126 Rept on discovery status re civil penalty proceeding NRC 
will respond tci util supplemental motion to compel discovery 
on 600703 Need for further discovery requests under 
consideratl on 

OURNSi S 0 Rulemaking It Enforcement Division 60/07/01 Ip 


8007310446 Forwards util 800702 Itr b Revision I to "Environ, 
Assessment - Palisades Plant - Steam Oenerator Replacement 
OIDDS.M E Isham, Lincoln h Deale 60/07/14 Ip 


8007230010 Response in apposition to NRC 800703 motion for protective 
order re CPC 600231 interrogatories l< requests for 
production of documents Relief not warranted per ALA0-594 
W/Cert i Pica te of Sve 

MILLER. H I , MURPHY.P M , DIELAHSKI.A P Consumers Power Co 
00/07/10 19pp 


8007250676 Memorandum S, order ruling on licensee 800914 & 0613 motions 
to compel NRC answers to 000221 requests Deliberative data 
leading to hearing privileged & exempt from production per 
traditional privilege tests Discusses f< rules on other data 
8MITH, I W Atomic Safety and Licensing Board Panel 80/07/22 
29pp 


’401U5 For-uiai d®. LER 80-016/031 -0 

IVIANAKl'3, N r.ommiDTiwea 1 bh Edison To 60/07/16 Ip 
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8007310319 Motion for proposed corrections to adiniiii strati ve lau judse 
800783 niBinoranduni i< order re licensee motion to compel 
discovery Interrogatory 13 uas ansuered by NrC on 800331 *< 
should be omitted from order Certificate of Svc end 
BURMBi S C Rulemaking h Enforcement Division 80/07/29 2pp 


K Utility Final Safety Analysis Report (FSAR) l< amends 


8007110899 Foruards Revision 8 to FSAR 

FOOD, kl Consumers Poioer Co 80/07/07 Spp 


-—0007110301 Revision 8 to FSAR. r onsistlng of replacement Pape 9-2 re 
critical sys supplied by svc water sys 
* Consumers Pouer Co 00/07/07 Ip 


P Operating license stage documents fc correspondence 


B0070108B9 Forwards evaluation of opened bypass lines In containment 
based on licensee accident assumptions Licensees DBA 
represents realistic accident consequences 

BLAND. J 8 Environmental Engineering Branch 79/11/07 6pp 


800710029i Foruards Amend 57 to License DPR-ao. safety evaluation & 
notice of issuance (< availability 

CRUTCHFIELD. D Operating Reactors Branch 5 00/06/06 3pp 


— 8007100299 Amend 57 to License DPR-20. chang ing Tech Bpecs to include 
addl radial peaking factor limit 

CRUTCHFIELD. D Operating Reactors Branch 5 00/06/06 13pp 


“0007100307 Safety evaluation supporting Amend 57 to License DPR-20 
* Office of Nuclear Reactor Regulation. Director 00/06/06 3pp 


—0007100310 Notice of issuance t> availability of Amend 57 to License 
DPR-20 

LAtNAS. 0 C Assistant Director for Safety Assessment 00/06/06 

Spp 


8007110247 Foruards Amend 58 to License DPR~20i safety evaluation h 
notice of Issuance b availabllty 

CRUTCHFIELD. 0 M Operating Reactors Branch 5 00/06/06 Spp 


—8007110254 Amend SB to License DPR-20, mod i fy ing total radial peaking 
for Type H fuel during Cycle 4 

CRUTCHFIELD. D M Operating Rear tors Branch 5 00/06/06 Spp 


“0007110864 Notice of issuance 6 availability of Amend SB to License 
DPR -20 

LAINAB. 0 C Assistant Director for Bafety Assessment 00/06/06 
Spp 


8006860145 Safety evaluation supporting Amend 58 to License DPR-20 
Changes involve H-design reload in Cycle 4 only 

« Office of Nuclear Reactor Regulation, Director 00/06/06 Spp 


0007010111 Foruards final rule published in B00SD9 FR amending 
lOCPRSO 71 to require periodic updating of FSARs Compliance 
is not required until Coflipletion of E>EP 

CRUTCHFIELD, D Operating Reactors Branch 3 00/06/10 6pp 


8007110186 Notification of 000610 meeting u/util in Bethesdo. HD to 
discuss shift technical advisor 

UAMDACK. T U Operating Reactors Branch 5 80/06/10 Spp 


8007230099 Requests submittal of proposed Tech Spec changes providing 
for redundancy in decay heat removal capability in all modes 
of operation Hodel Tech Specs uhich uould provide acceptable 
resolution end for guidance 

EISENHUT.D 6 Division of Licensing 00/06/11 63pp 


0007100399 Responds to 800829 Itr uhich expressed opposition to ACR9 
recommendation to restructure SEP Role of licensees in 
program uill expand Ltr foruarded to Commissioners 
DENTON. H R Office of Nuclear Reactor Regulation. Director 

00/06/18 4pp 


—8007100420 Expresses opposition to ACR9 recommendation to restructure 
SEP For SEP ouners to perform safety analysis as outlined, 
cost in dollars f< manpower uould increase dramatically 
BCHAFF STALL, R SEP Owners Oroup 00/02/29 2pp 


0007100889 Requests comments on causrs for U possible remedies for 
events re site identified in end rept. “Loss of Offsite 
Power Survey Status Rept. " uithin 120 days of receipt of 
1 tr 

CRUTCHFIELD, D M Operating Reactors Rraneb 5 00/06/19 2pp 


0007250666 Requests add) inte re adequacy of statioi. electric 
distribution sys voltages Requests lespnnse uithii. 45 days 
of ltr receipt 

CRUTCHFIFLD, D M Operating Reiirtors Branch 5 80/06/19 4pp 


00072B0114 Forwards NRC “Draft Inter in. 1 ui hr.ir.il Fveluation Rept on 
Equipment Environ dual i fica lion '' Rept will he used as input 
for safety assessment for Topic 111-12 Request comnents 
by B00630 U/o eiiel 

UAMOACH, T V Operating Reactors Branch 5 80/06/ 19 8pp 


0007010722 Summary i.t B00606 meeting u/ulil *< Cixon Nuclear Co in 
Bethesda.tID re outstanding issiirs from util i oquest to 
change facility Teel. Specs lu increase tol.iJ railial pt>ak ing 
factor for Tycli' 4 reload w/ll- iJ.. .>i gn fuel 
LOIS. L Core Pertorm.ioce Branch 80/06/20 Jpp 


6007020557 Forwards "RCS Asymmcliic Li..id'< bvalnatinn Prograni, “ final 
rept in rositunse to NRC 7B0J25 ltr to PHR liionsoes le 
asymmetric LDCA loads C-E affidavit for uilhhuldii.g enc I 
Proprietary version of App A withheld (ref lOCFRa 7901 
LUNDVALL.A E C-E Operating Plants Owners Group BO/06/30 2pp 


— 8007020574 "RCS Asymmetric Loads Evaluation Program.'' final rept. 
Vol 1 

• L-E Power Systems 80/06/30 .lOpp 


— 0007020501 “RCS Asymnelrir Loads Ev.iluation Program.'' final ropt. 
Vol 2 

a C— E Power Systems 00/06/30 300pp 


— B007020S6B “RGB Asymmetric Loads Evuluation Program." final rept>V/Dl 
3 

« C-E Power Systems 80/06/30 JOOpp 


--80070S0593 "RCS Asymmetric I oads Evaluation Program. “ final rept. App A. 
numerical results, ovaluotion of C-E fuel Nonpi opr i etary 
version App 11. Palisades fuel analysis, end 
a C-E Power Bystons 80/06/30 26pp 


—8007020899 "RCS Asymmetric Loads bvaluation Program," App C. pipe bihip 
restraints b App 0. plan foi fracture analysis of util cold 
leg piping Final rept 
e C-E Power By stems 80/06/30 16pp 


--0OO7O8O6OO "RCS Asymmetric Louds Evaluation Program," App E. ECCS 
analysis oppriiach w/rcducod area coolant channels in 
peripheral assomblics rinal ropt 
» C-E Power Systems 00/06/30 9pp 


6007030250 forwards "Rept on Cndur.mce Testing of Auxiliary Feedwater 
Pumps " 

HDFFHAN. D P Consumers Power Co 80/07/01 ip 


— 0007030251 "Rept on Endurance Test my of Aiiiiliary fooduater Pumps “ 
R Consumers Power Co 80/f>’/01 16pp 


80070B0330 Notifies that fuel evalu.'iti nn *. cavity wait analysis 
requested by NRC 791120 ltr. still in pi'ugrosi Progress of 
fuel evaluation provided in 000701 App B. f inol i opt Rapt 
uill be completed by 000839 

HOFFMAN, D P Consumers Pouer Co RO/07/01 Ip 


0007850693 Foruards request for add) infc. re SfP design basis events 
Requests response within 45 days of Hr receipt 
CRUTCHflElD, D Operating Rearturs Dranih 5 BO/07/01 4pp 


8007090008 Foruards Revision I to "Cnvirnn Assessment, Steam Oonerator 
Replacement " 

HUSTON. R W Consumers Piiwer Co 80/07/02 3pp 


—8007090010 Replacement Pages 5-5.6-1.6-19,11-1 «. 0-2. submi tted as 
Revision 1 lo "Environ Assessment. 6t earn Oencraioi 
Replacement " 

* ConBurnDy-s Power Co 00/05/31 7pp 


0007250001 Requests submittal of application for amend to license 
consisting of Tech Spec chtiiige'. ?< license conditions PUR 
Model Teih Specs t< Model license conditions for fMI-S 
Lessons Learned Category A items end for gutdanro 
EISFNHUT.D 0 Division of Licensing 00/07/02 69pp 


0007100199 foruai ds appliration for amrnd to Lirense DPR-20 
consisting of dionges to folh Bpecs 
FROBT.B R Consumers Pouer ' o 80/0//03 2pp 
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— 0007100(^01 Application for nuenii nr i icnnsi tJPR-£0 consisting of 
chanycs to fcili *Spi'cs 

DEWITr.H n Coiisiiracrs noiiif.r Cii 80/07/03 Spp 


— 0007100304 rtiany-nb to Tpih Bpiis 1 8 for affluent rcleiiso 4. 4 11 for 
environ monitrTinq prn.iriiri 
• Consumers Rosiei Co 00/07/03 14'lpp 


80071103^0 flespond* to NIIC 000/: 1 *? ruguest for t omruDti I s on "Draft 
Interim Techiiiral Fvo lunt ion Rrpt on Equipment Cnviron 
Qualification Pnr Palisailes Gtation Fqiiipment capablo 
of req.uii ed function fle^iiLiition of issue can proceed 
HOFFMAN. D l> roiisiimers Pourr '’o 0'1/i)7/O7 3pp 


8007280)61 FotLiarrts "Loss of llffsitc Poujer - Dorvoy Rtatus Rept. " to 
replace rept fiirieai Jed u. o Table 4 

CRUrCKFIELr. 0 M Operatliia neartors nraiicti 5 80/07/08 Opp 


B007160‘^05 Respands to NRf 000211 request for addl info re SEP Topic 
VI -4. c ontaliiraent i>alpteit rys Hperific info t< list of 
drauings enc 1 U/o drauings 

KOFFMAM. D P Consumers I'ouiot (o 0(1/07/14 llpp 


QOO’7200076 Responds to 800318 Itr tci f Aliearnc o b joc 1 1 n g. on behalf of 
ouiners of plants under EtP review, to cuimit plans fnr 
eipedited review of oiivlrDn q Liii 1 1 f i c a 1 1 on of electrical 
equipment Fciru/ards applicable meainraivdiim tr order 
DENTON. H H Office iiF Nuclt'or Reactor flegulstion. Director 
80/07716 4pp 


8007230473 Submits warificatinn teat results in response to UPC 770800 
Itr re adequacy of onsite il i a tr i but mn of power from offsite 
circuits flesulfcs of an.njylicol muds t simulating worst rase 
conditions carrplatett well u/previous results 
FROST. S R Consumers Power Co 80/0//18 4pp 


0 Inspection ropoits. IE Dullotins t. correspondence 


8007010170 Forwards lb Insp ttnpt li(5-2R5/UO-Ot on 800401-0802 No 
lioncomp 1 1 once nutori 

HE I SUDAN. R F Region 3. Ctiirago. Reactor Operations Nuclear Support 
Branch 80/05/22 2pn 


•60070103R3 IE Insp Rept 50-255/80-06 on 000401 -0’i02 No none omp 1 1 anc « 
notoil Major .iroas inspected activities during long-term 
shutildun. I loanl Itie sb. proparst 1 nils fnr startup f< .ictlon on 
previous insp Findings 

DQVD. D C . DAKCR. K II . JORerNBEN, D I. Region 3, Chicago, Office of 
the Director 80/05/2) Opp 


80070200S1 Forwards IE Infn Nutici) 80-22. "fire.ikd nun s In Contamination 
Contrnl Frograms " No written icspnnse required 

KEPPLER. J 0 Reginii ’)> Chicogc:. Office of the Director DO/03/28 

Ip 


6007210358 Forwards IE Circul.tr 80-13. "Crid Strep Damage In 
Mast i ngh ousts Fuel Assemblie" " No written response required 
KEPPLER. J 0 Rnolnn 3. Ihitego. Office of the Director 00/05/28 

sp 


8007010115 Forwards IE Info Notice 00-23. I.uss of Siittinn to Emergency 
Feedwater Pumps " No written rnsporse required 

KEPPLER. 0 0 Region f. Chicagu. Uffica of the Diraitor Q0/O5/S7 

>P 


6007220188 Forwards IE Infn Notice 80 -26. "Evaluation nf Contractor 
OA Programs ‘ No written rpspunsii roquired 

l<EPPLFn,0 G Region 3. Ihicago. Dffice of the Director QO/OA/10 

Ip 


8007160173 Foruiards IE Info Notice 80 -?7i "Degradation of Reactor 
Coolant Pump 8tu(ls " Nu specific at lien or rusponoo 
required 

KEPPLER. J 0 Ruginn 3. Chiragii, tlfficc of the Directoi 60/06/11 
Ip 


8007030034 FArwards IE Oulletm 110-15. "Possible Less of Emergency 
Notification Sigs ILV4SJ M/I.os* of DffMte Power " Written 
response required 

KEPPLFR. J ff Rnginn 3« Chicago, flffice of the Director eO/06/lQ 

Ip 


8007D20552 Foi words JE Circiilnr 80-15, "1 iiss nf Re.ictor Coolant Pump 

Cooling fc Natural Circulation CouIdOMn ‘ No written response 
required 

KEPPLER. J 6 Region ,3. ChKOgo, nffico of Lhe Director 00/06/20 

Ip 


0007170474 Forw.iids IE Cncular 00-14. "R.iri 1 oac 1 1 >'6 Lnnt.rmlnati on of 
Pl.int Demlnerali led Hater Sys t, Reoultont Intel lie 1 
Contamination nf Persnnnel ' No written i esponse required 
KEPPLFR. 3 G Region 3. Chicago. Office of the Director 80/06/24 
>P 


Q007230J12 Fnrwaids IE Uulletui 80-16. "Potential f)l sap p 1 1 c a 1 1 on of 
Rosemounl Inc Hodels 115) I. 1152 Pressure Transmitters 
W/Elthcr A or 0 Output Ciido« " Written rosponso i squired 
IE Circular 80-16 also enc 1 No written i espouse required 
KEPF’LER.d G Region 3. Chicago. Dffice of the Director 80/06/27 
Ip 


0007.310177 Rospoiids to lE Bulletin □0-12 re decay heat removal sys 
Consultant i evipw unacceptable Roview J. response will be 
submi tted by 800730 

HOTFrlANi D P ronsumers Power fo 80/07/01 Ip 


B007140350 Responds to IE Bulletin 80-10. "Contartii not i on of 
Nonrad 1 oac 1 1 ve Sys 6 Resulting l^otontial for Unmonitored. 
Uncontrolled Release of Radioactivity In Environ " 
Domlneral 1 led water sys isolated from storage lank at al 
HOITMAN. 0 P ronsumers Power Co 80/07/00 Opp 


0007140310 Responds to IE Bulletin 80-08. "Eiamln.ntlon of Cantainment 
Liner Fonetratinn Holds " Penetrations w/floed head design A 
designs u/cuntoinment boundary butt welds between 
penetration sleeve l« prneoss piping total 95 
HOFFMAN, D P Consumers Houier Co 80/07/09 4pp 


0007150803 Forwards "Si»ti|-Day Response to NRC IE Ou! lotln 00-11 
HOFFMAN. D P Consumers Power Co 80707/09 Ip 


—8007150806 "3iity-Doy Response to NRC IE Bulletin 80-11 " 
» Beclitel Corp BO/06/30 92pp 


00072205)3 Informs of complianco w/order modifying license Insp 
completed June 19(30 Results of insp showed that plant was in 
compliance w/Iimiting condition of operation requirements of 
Tech Epees 

HOFFMAN. D P Consumers Power (o 80707/16 Ip 


0007230460 Notifies NRC of complianco u779l 109 order requiring licenseo 
to insp acconslblu valves f< other controls for engineered 
safety sys nn mnnthly basic Insp completed in June 1980 
Plant IS in complianco w/llmlting conditions for operation 
HOFFMAN. DP> Consumers Power Co 80707/16 Ip 


0007230395 Forwards roq Hired affirm.) t Ion inadvertently omitted from 
800709 response to lb Dulletin 00-1). "Masonry Wall Design “ 
HDFFMAN. D f* Consumers I'ower Co 80/07/18 2pp 


0007290630 Responds to 1 terns of none amp 1 i anc e noted In IE Insp Rept 
50-255/80 08 Corrective actions administrative control 
procedures have been implomentod to assure min Instrument 
operoblllty raqolrements are m.ilntalnod 
HOFFMAN. D F* Consumers Rower Co 00/07/23 3pp 


n Periodic uporiitlng reports t. related cbrrospondenc e 


0007210427 Forwards “Palisades Nuclear Power Plant Radioactive Effluent 
neleaoo Semiannual H ep t. Jan-June 1970 " 

HOFFMAN. 0 P Cunsumers Power Co 79700/29 Ip 


•0007210440 "Palisades Nuclear Power Plant Radioactive Effluent Release 
Semlanmisl Rop t . Jan-June 1978 " 
k Consumers Power Co 79/00/29 9pp 


0007110409 Forwards monthly operating rept fur Juno 1900 
MEINCKE.J A ConsumcTB Power Co 00707703 Ip 


— 8007110414 Monthly operating rept for June 1980 
DODTKE. P J Consumore Power Co 00/07/02 4pp 


0007210394 Submits status rept for June-Jul 1980 Dcchtol is preparing 
final design for long-term cooling muds scheduled for 1961 
refueling outage 

HOFFMAN. 13 P Consumers Power Co 80/07/15 Ip 


S Reportable ncLurroni.es. LERs i. related correspondence 


0007080109 Forwards I ER 0O-O19/O1T-O 

HOFFMAN, D P Consumers Powei Co 00/07/01 Ip 



DOCKETED ITEMS 


55 


8007000199 LEfl 0O"O19/O1T-O on 800609; dun nQ Tech Spec review* Tech Spec 
3 3 determined to provide too little borated water for 
safety injection Caused by imprecise wording of Tech Spec 
Low level alarm setpoint changed, Tech Spec, under evaluation 
• Consumera Power Co 80/07*'01 Ip 


0007090314 Forwards updated LFR B0-017/O3X-1 

HUSTON, B W Consumers Power Co 80/07/03 Ip 


— 0007090319 Updated LCR B0-O17/O3X-1 on 900blO,PS testing procedures 
review revealed setpoint of PS-)80i through 1004 to be lower 
than permitted by Tech Specs Caused by faulty procedure 
Procedures revised to conform u/Tech Specs 
* Consumers Power Co 80/07/03 tp 


D00733047B Forwards NPDE8 noncompl lance notification re eiceeding pf 
dally mai limit for oil t< grease on 800630 
HOFFMflN, D P Consumers Power Co 80/07/16 ip 


“B007B30484 NPDES noncompliance notification on B00630, daily ma» Unit 
for oil l< grease of less than 30 mg/l was eiceeded Meekly 
grab sample Indicated 36 3 mg/t oil Caused by failure of 
F30/M13 filter elements Filters replaced 
FQDES, R L Consumers Power Co BO/07/14 Ip 


8007390614 Forwards NPDEB noncomp I lance notification 
HOFFMAN, D P Consumers Power Co 00/07/23 ip 


— B007390616 NPDES noncompl iance notification on 900703-O7i oi 1 S< 
grease accumulation exceeded dally max t> monthly average 
Itmitstions Caused by burst welded scam on generator seal 
oil strainer Seam rewelded 

FDBE9, R L Consumers Power Co 80/07/16 3pp 


DOCKET 90-359 DROWNS FERRY NUCLEAR POWER STATION, UNIT 1 
F Security, medical, emergency I, Fire protection plans 


8007310034 Forwards list of vital areas I, equipment resulting from 
Vital area analysis conducted at facility $i computer 
printout Containing supporting data for vital area analysis 
Ends withheld (ref lOCFRa 790) 

IPPOLITO, T A Operating Reactors Branch 3 00/06/30 3pp 


B0072200SS Confirms that LASL will conduct vital area analysis of Units 
2 & 3 on 800714 E Claibourne 6 J Rand will conduct visit 
IPPOUTO, T A Operating Roactors Branch 2 00/07/03 Spp 


800730D061 Requests confirmation of agreement to participate in program 
to examine north wall of reoctor bldg l< review records re 
tests on fire protection sys per Commission Order CLl-SO-21 
Also requests that listed info be available for NRC visit 
ElBENHUT, D 0 Division of Licensing 00/07/16 3pp 


0 Adjudicatory correspondence 


8007310343 Forwards Commission 000937 memorandum t< order containing 
dacisions on DCS 700503 petition for reconsideration of 
700413 memorandum 6 order UCB 771104 petition sought action 
re fire protection for electrical tables 
EISENHUT, D 0 Division of Licensing 00/06/35 S9pp 


H Oeneral correspondence 


8007170300 Expresses concern re plans to construct low level waste 
storage (< incineration facility Proposed facility would 
prasant significant health risks to highly populated area 
Requests public hearing 6 CIS 

HDLLIN03W0RTH Affiliation Unknown 80/07/09 ip 


J Insurance t< indemnity information 


8007010516 Forwards Endorsement 51 to ANI Policy Nr-198 

FIELDER, J Marsh h McLennan, Inc , M 8, M Nuclear Consul tants, Inc 
DlV 80/06/33 3pp 


0007310436 Forwards Endorsement 43 to MAELU Policy MF-66 

FIELDER, J Marsh 4< McLennan, Inc , M 1< M Nuclear Consul tants, Inc 
Div 80/07/31 3pp 


P. Operating license stage documents *< correspondence 


8007330028 Summary of 800307 meeting w/Hark I owners group in Dethesda, 
HD, rt revisions to NRC acceptance criteria t< outstanding 
issues relative to Nark I containment long-term program 
ORIMEB, C T Plant Systems Branch 80/03/31 31pp 


6007070268 Responds In 000123 Hr re use of ODVN code in determining 
operating limit min critical puuier riitiu Util requests 
further clarifnation of expected penaJtiBs that may be 
imposed on top of OPVN cal cul,il luns 

HILLS, L M Tennessee Valley Aiilhnrity no/05/20 2pp 


8007020711 Responds to 800423 Hi ie Inw level waste mgt at plant 
Ultimate util objective is to provide for onsite radwaste 
storage No target date has been estoblished by TVA For 
submitting appliration for incineration approval 
NDVAK, T M Assistant Directoi for Dperating Reactors 00/06/25 
3pp 


SOO7OBO206 Responds to tlUC 00052 1 request fot Facility pcrti c ipation in 
phase two Interim Reliability EvaUiatinn Ai ogram Urges 
definitive conclusion of phase one before continuing Outline 
of critical ai pas to be resolved end 

MILLS, 1. M Tennessee Valley Authority 80/06/30 3pp 


8007170319 Summary of 000612 meeting w/utils in Dethesda. MD re interim 
reliability evaluation program 

OLSHAN, L N Operating Reactois Branch 1 G0/<I6/30 3pp 


DO07OB03Q0 Responds to NRC 791002 Hr to all QWR licensees t« 791031 1 tr 
to util Util funds allocated for Mark I owners group 
full-scale lest facility program Schedule for completion of 
plant-unique analysis forthcoming 

MILL8, L M Tennessee Valleg Authority 00/07/0! ip 


8007210026 Forwards request for addl info to cnmploto review of 
containment purging ti venting at facilities 

NDVAK. T M Assistant Director for Qpernting Reactors 00/07/09 
5pp 


8007220376 Forwards proposed changes to ETS Section 2 1 re thermal 
d 1 scharge limits 

HILL8, L M Tennessee Vallntj Authority 80/07/1 i ip 


— 8007220377 Proposed change to ETS, Section 2 1 re thermal discharge 
limi ts 

» Tennessee Valley Authority 00/07/14 Ip 


8007240223 Forwards Amends 61,36 t< 33 to Licenses DPR-33. DPR-5S t, 
DPR-6B, respec 1 1 vely h notice of insuance l< aveilnbillty 
IPPOLITO, T A Operating Reactors Dranth 2 80/07/15 3pp 


•8007240231 Amends 61,56 h 33 to Licenses DPR-J3. DPR-52 & DPR-6B. 
respec tively, Chang ing Tech Specs re thermal discharge 
1 imits 

IPPOLITO, T A Operating Reactors Branch 2 00/07/13 13pp 


— 8007340234 Notice of issuance h availability of A'mends 61,56 6 33 to 
Licenses DPR-33, DPR-52 ti BPR-bQ, respec tively 
IPPOLITO, T A Operating Reactors Branch 2 80/07/15 2pp 


8007220561 Advises of error in responses for Site Specific Qirnstion 1, 
Parts Q t C, submitted in 800616 ltr,in response to questlciiis 
re low turbine disc cracking Conect responses end 
PARKER.W D Duke Power Cn 80/07/1/ 3pp 


8007300264 Responds to end 000602 memi) re low level waste mgt at 
facility Util plans to conslrui t two separate low level 
waste facilitieb onsite Const on first four cubicles began 
recently NRC approval of plans necessary 

DENTON, H R Offiie of Nuclear Reactor Rogulatlon, Uirect'Or 
80/07/23 8pp 


•8007300291 Requests summary of util plans to build low level waste 
storage facility Also requests uhether NRC approviil is 
required 6 whethei public henrings have been requested 
DRAOFORD.P A Commission 80/06/02 Ip 


a Inspei tion reports. IE Oulletins h correspondence 


8007240089 Forwards IE Info Notice BO-20, "Loss of Decay Heat Reraovat 
Capability at Davis-Ilpsse Unit 1 While in Refueling Mode " 

No response required 

O'REILLV, J P Region 2, Atlanta, tiffirc of the niroctor 80/05/08 
Spp 


8007140476 Forwards IE Bulletin 00-1.), "Crncking in ioTc Bproy 
Sparyers " Written response required 

O'REILLY. •J P Region 2, Atlanta, Off lie of the Director 60/05/13 

»b 


8007030192 Ffli wards IE Info Notice NO 22, ‘‘Breakdowns Cnnfinn nation 
Control Pi ograms “ Nu wriltori response required 
O’REILLY, J P Rogion 2, Allotita, Offue of the IH 
‘p 



DOCKETED ITEMS 


Forwards 3E Info Notlco 850-2*3^ "Loss oF Soctior to Emorgeriicy 
mater Pumiis '• No written response reqjirec) 

ILLViJ P Region 2. Atlanta, Office of the Director QO/OS/S? 


.0D3V Forwards IE Info Notice 00-26, "Evaluation of Contractor 
rograflis “ No written response roq,ulre[l 

ILLV.J P flcglon 2, Atlanta. Office of the Director 00/06/10 


0306 Forwards IE bulletin R0-l't» "Degradation of RWFl 6c ram 

6arge Vol Capabilitg " Hritten response reiiuirsd 

ILLV.J P Reiiioti 2, Atlanta, Office of the Director 80/06/12 


0499 ForuarOs response to IE Bulletin 80-09 transmitted by 
'Reillg 800417 !lr Final ropt for Martsvllle 1. Phipps 
plants mill be sent on or before Q01D17 
S. L M Tennessee Valley Authprity GO/06/16 2p p 


0267 Foruards noticpo of violation 6 proposed imposltlcn of civil 
I ty re IE iiisp on 80042B f. OHOl of transport vchiclu 
for carrying raduaste 

LO.V J Uffico of Inspection t< Enforcement. Office of the 
rtor 80/06/ 18 2pp 


020271 Notice of violation from insp on 800426 6 0501 
Office of Inspection & Enforcement, Office of the Director 
/06/lfl Ip 


8007170070 Forwards IE Circular BO-14, ‘'Radioactive Contamination of 
Plant Demi nera 1 1 1 e d Uater Sys fr Resultant Internal 
Con tarn in at ion nf Hersunnsl " No written response required 
D'REILLV.JP Region 2, Atlanta, Office of the Director 00/06/24 

ip 


8007180523 Forwards reaponse to IE Dulletin 79-27, "Loss of Non-Class 
IE Instrumentation t, Control Pomer Sys Dus During 
Operation," 6 to 600404 confirmatory; orders Feedwater pump 
turbine & main turbine trip circuitry will be upgraded 
MILLS, L M Toiinesseo Valley Authority 80/06/26 6pp 


0007230253 Forwards IE Dulletin 60-16, "Potential Hi sapp 1 ication of 
Rosenaunt Inc Models 1151 & 1152 Pressure Transmitters 
W/Either A or D Output Codes " Hritton response required 
IE Circular 00-16 also end No written response required 
□ ‘FIEILLV.JP Region 2, Atlanta. Office of the Director 80/06/27 
ip 


0007210091 Forwards response to IE Dulletin 80-10 Potable water, 
minerallied water ft auiiliary boiler sys have possible 
Interfaces between nonradioac t ive !, radioactive sys Routine 
sampling 6 analysis program established 
MILLS, L M Tennessap Valley Authority 80/07/07 3pp 


8007230726 Forwards monthly status rep t re TE Bulletin 79-14. "Seismic 
Analysis for As-Duilt Safety-Related Piping ays." presenting 
status of work as of 800701 

HILLS. L M Tennessee Valley Auth nri ty 90/07/07 29pp 


020278 Notice Of proposed impesiHon of civil penalty in amount of 
>000 re insp nil 800428 t< 0501 

Office of Inspection li Enforcement, Office of the Director 

/06/iy Ip 


1761 Forwards IE Bulletin 80-15, "Possible Lnsi of Emergency 
fication Sys (END) W/Loss of Offsite Power “ llritten 
insD required 

ILLV.J P Region 2. Atlanta. Office of the Dlrectnr 80/06/10 


1153 Discusses 800425 fi 20 r.hdiiitlon survey which revealed 
ation levels on vehicle surface eiceediiig rojulatory 
ts horwards notice of violatiim 6 notice iif proposed 
sitlon of c bvl I penalty 

-0. V Office of Inspection t, Fnforcementi Dfflcc of the 
ctor 00/06/ in 2pp 


i40t53 Notice gf violation frum Insp on 000428 fc &30I Noricomp Uanc p 
od radlatlun levels on pnclages of licensed motl 
eeiloil rcgul.ttory limit 

Office Ilf Inspection >« Enforcement, flfflte uf the Dll cc tor 
/ 06 /ig Ip 


40161 Notice of propnied imposition of civil penalties In amount 
•S.OOO for items of noncomp I lance re raiflntioii levels on 
hface of packages eiceeding regulatory limits 
nffice of Inspection R Enforcement, Offlie of the Director 
/06/lB Ip 


Q0072S0615 Responds to IE Bulletin QO-OB, “Eiaminm t ion of Contalnnent 
Penetration Uelds " Results of investigation enc 1 
HILLS.L H Tennessee Valley Authority 80/07/07 Spp 


B0073I0I03 Forwards response to IE Bulletin 00-it Identifies masonry 
walls that support or are near safety -related sys Dubmlts 
schedule for re-evaluation program 

CROSS. J L Tennessee Valley Authority 90/07/00 3pp 


0007200460 Ack receipt of 800616 1 1 r in form i ng NRC of steps taken to 
correct violations noted in IE Insp Repts 50-259/80-20, 
50-260/00-15 6 50-296/B0-16 

LEUIS, R C Region 2. Atlanta. Reactor □perations Nuclear Support 
Dranch D0/O7/O9 2pp 


■8007280460 Responds to NRC 80OS20 1 tr re violations noted in Insp 
Repts 50-259/80-20.50-260/00-15 t. 50-296/00-16 Corrective 
actions calibr valve orientation corrected Justifies 
decision re nonreportlng of deiset genrator failure 
HILLS.L H Tennessee Valley Authority 00/06/16 4pp 


--H007200473 Forwards IE Insp Repts 50-259/60-20,50-260/00-15 6 
50-296/00-16 an 900405-0502 U notice of violation 
LERIS, n C Region 2. Atlant.i. Reactor Operations Nuclear Support 
Branch BO/05/20 2pp 


-'S007200476 Notice of violation from insp on 000405-0502 

a Region 2, Atl.mt.h, (If flee of the Director 60/05/20 Ip 


1391 Forwards IF Ctrcol.ir 00-15. "Loss of Reactor Coolant Pump 
ng If Natural rirculatlon Cooldown " No written response 
ired 

LLV, J P Region 2. Atlanta, Dffiro of the Director 00/06/20 


1393 Forwurds Nasls Packaging Insp Rept 1 St)000.J9/IJ0-2I on 000428 
Lev, J P Region 2. Atl.mte. Office of the Director 00/06/20 


190401 Inlastu Ptkck.iglng Insp Bepi I ‘i(H)0089 / tlO-2 1 on 00042Q If 0501 
I comp 1 lance nofod radiation levels on surface of Lloseil, 
ilusiva use vehicle In eicess of regolntory limits 
>UP,D L > PCERV, H M Re 9 inn 2 Atlanta, Fuel Facility h 
enals Bofety Drolich 60/06/20 4pp 


k344 Forwards IE Insp Repts JK) -259/f30 -25, SO 260/00-19, 

6/00-20 t< 50-.J37/a0-22 

LLV.J P Roiilon 2, Atlanta, Office of the Director 00/06/23 


10331 IE Insp Repts 50- 259/80-35, 80-260/00-19, 50 E96/B0-2O If 
•327/80-32 cm B00S21 Innp rpnsisted of enforcement meeting 
Atlanta, OA to dtscust oiicpeiling DDT r.idiatlott limits 
ing shipment of rnifwoste from Broiens Ferry 

ICE, II C Rnglon 2. Atlanta, Reactor Oporu 1 1 one Nuclear Support 
nch aO/06/?D 2pp 


9007200484 IE Insp Ropts 50-259/80-20. 5O-260/B0-I 5 ti 50-296/80-16 on 
000405-0302 Noncump] 1 once noted failure to adhere to 
surveillance instructions N to make prompt rept to NRC 
SULLIVAN, n f , CHABE.J N Region 2. Atlanta. Office of the 
Director DANCE, H C Region 2. Atlanta, Reactor Operations 
Nuclear Support Branch 90/05/20 7pp 


0007250596 rorwarris response to Item 1 of IF Dulletin 00-17 re water in 
scram discharge vol No significant amount O'f water was 
found in discharge vol tc associated piping Scram discharge 
vent valves are operohle 

CR08B, J 1. Tennessee V.illry Authority 80/07/11 2pp 


0007310067 Foiwanls second interim rept in response to IE Bulletin 
00-06 Since (300 612 interim rupk.iitil completed review of 
primary containment sys, reac tor protection sys,HHR sys L 
core spray sys Evaluation of other sys underway 
CROSS. J 1. Tennessee Valley Authontej 80/07/11 2pp 


8007310335 Forwards response to NflC 000616 notice of violation U notice 
of proposed imposition of civil penalties re IE 800428 fc 
0301 Imp Corrective actlans radwaite shipping procedure 
revised Civil penalty fee forwarded separa tely 
M1LL8, L M Tennessee Valley Authority 80/07/11 4pp 


8007220522 Requests eikenslon until 00001) for performing manual It 
automatic scram required by IE Bulletin 80-17 Extension 
needed because of current heat wave 

HILLB, L t1 Tennessee Valley Authority 80/07/16 2pp 


DOCKETED ITEMS 


S0O7310SOB Porwards response to I terns 2 (Unit 3).4.5, 6<c) & 7 of IE 
Bulletin 00-17 Present standby liquid control sys design is 
unable to support tuo-pump Ploui but sys is equipped ui/ 
interlocb Ing contacts Item 2 for Units 1 & S oil 1 1 be sent 
NILLBi L M Tennessee V/alley Authority BO/07/lb lOpp 


B007S90337 Grants eitension of time to 600B11 for perforniiny scram 
tests per IE Bulletin SO-17 

EISENHUT.DO Division of Uicensiny 80/07/lB 2pp 


8007300972 Foruards response to IE Bulletin 79-010. “Environ 
Qualification of Class IE Equipment “ BuflUParies of equipment 
qualification evaluations. based on Enel 4 cr 1 ter le. one 1 Full 
response will be forwarded when evaluatioiis complete 
MILLS. U M Tennessee Ualley Authority 80/07/10 94pp 


R Periodic operating reports !i related c on espondence 


B007220443 Porwards "Effluent b Uasto Disposal Somiannual Rept. ” 
supplemental info for cecond half 1976 
DECEASE. U Tennessee Valley Authority 79/02/13 Ip 


— 8007220462 "Effluent & Uaste Disposal Semiannual Rapt." supplemental 
info for second half 1970 

« Tennessee Valley Authority 79/02/19 19pp 


0007220342 Forwards "Effluent b Uaste Disposal Semiannual Rept. “ 
supplemental info. first half 1979 

ABERCROMBIE. H Tennessee Valley Authority 79/05/17 ip 


■-80O7220346 "Effluent tc Waste Disposal Semiannual Rept." supplemental 
info, first half 1979 

• Tennessee Valley Authority 79/00/17 >6pp 


B0072204B1 Forwards "Effluent ti Haste Disposal Semiannual Rept. 
Oupplemental Infa.Gacond Half 1979 " 

ABERCROMBIE. H Tennassea Valley Authority 50/01/31 ip 


—8007220491 "Effluent b Waste Disposal Semiannual Rept. Supplemental 
Info. Second Half 1979 " 

e Tennessee Valley Authority 80/01/31 16pp 


5007160932 Forwards monthly operating repts for June 1900 
ABERCROMBIE. H L Tennessee Valley Authority 50/07/10 Ip 


—8007160936 Monthly operating repts for June 1900 

THOH. T . OREEN. D Tennessee Valley Authority BO/07/02 32pp 


8 Reportable occurrences. LERs tt related correspondence 


5007000293 Forward# LER 0()-O45/O3L-O 

CALHOUN. JR Tennessee Valley Authority 80/06/27 ip 


— B0070B0297 LER B0-045/03L-0 on 600602. at BOX power, HPCI foiled to meet 
flow requirements because turbine stop valve tripped Caused 
by worn mechanical overspead trip piston New parts 
installed <t tested 

» Tennessee Valley Authority 00/06/27 2pp 


0007080301 Forwards LER BO-046/O3L-0 

CALHOUN. J.R Tennessee Volley Authority 00/06/27 Ip 


— BOO7OOO3O0 LER 80-046/03L“0 on 00060 3, during power operation. uhi 1 e 
performing surveillance test, core spray pump discharge 
pressure switch. PB-79-44i eiceedod setpoint Caused by 
instrument drift Switch was inspectod. cal Ibr t> tested 
« Tennessee Valley Authority 50/06/27, Fpp 


8007340499 Part 21 rept re defective Terry Turbine Co HPCI turbine 
Caused by machining error in fabrication of mechanical 
overspeed trip valve body assembly which resulted in HPCI 
remmining in tripped condition Valve body replaced 
PARRIS. H « Tennessee, Val ley Authority 00/06/30 3pp 


0007080313 Fdrwariis LER B0-0df7/03t,-0 

CAUdOWN. J R. tennessee Valley Authority 60/07/01 ip 


— SOO7O0O333 LER 00-047/ 03L-0 on 000604, during power opera t Ion. wh i le 
testing dryuell air sampling sys. vacuum pump associated w/ 
RM-1-90-236 failed Caused by normal wear Pump was raplacatf 
* Tennessm* Valley Authority BO/07/01 3pp 


•007090003 Forwards LER BO-OiMI/OOL-O 

CALHOUN. J R Tennessua Valley Authority 50/07/01 ip 


—8007090006 LER 5(i~048/03L-0 on 800602, at steady state power, leak 
between root valve b mam fire header on sensing line 05-26- 
44 during running of S] 411 A Caused by crack m half inch 
schedulu 40 carbon steel nipple threads due to corrosion 
» Tennessee Volley Authority 50/07/01 2pp 


B007290B64 RO on 80070B. dun iig i out me surveillance instructi on. PCV 
73-43. which controls cooling water to gland seal condensor 
ti lube Dil cooler, was found Stuck m closed position Cause 
unknown Equipment eipectod to bo returned to sve by 800708 
ADERCROMDIE, M Tennessee Valley Authority 80/07/05 Ip 


8007150570 Forwards updated LCfl 79-025/01 X-1 

CALHOUN. J R Tennessee Valley Authority 80/07/10 Ip 


— B0071S0574 Updated LER 79-029/01 X-1 on 790926. main steam lines not 
isolated after high temp logic actuation Caused by 
mis interpretation of Tech Specs Tech bpec revision proposed 
* Tennessee Valley Authority BO/07/10 2pp 


0007230443 Forwards RO 50-259/8054 

HILLS, L N Tennessee Valley Authority 80/07/13 Ip 


—8007230452 RO 50-259/BDS4 on B00706. river temp erceeded ma> limita 
for over i-h at downstream monitor Caused by computer error 
Predictive computer program underestimated mat downstream 
temp by 2 F Cooling towers used. station load reduced 
t Tennessee Valley Authority 00/07/15 2pp 


B007230470 Forwards LER 80-049/03L-0 

CALHOUN. J R Tennessee Valley Authority 80/07/15 Ip 


— BD07230474 LER B0-049/03L-0 on 8CI0620, d ur Ing surveillance check, TI 
pressure increase detected on shell side of l-C RHR heat 
eichanger Caused by loosened nuts due to therraal cycling tt 
vibration Heat oichanger reassembled tested 
• Tennessee Valley Authoi ity 00/07/15 2pp 


B0072J0490 Forwards LER 80-051/ OJL-0 

CALHOUN. J R Tennessee Valley Authority 80/07/18 Ip 


—8007230491 LER 80-091/03L-0 on 800626, scram discharge vol high wate 
level switch LS-84-4SA failed Caused by float lodged in 
eL-30S-E3-X level switches Floijt chamber flushed 
* Tennessee Valley Authoi ity 80/07/10 2pp 


8007230523 Forwards LER 50 050/03L-0 

CALHOUN, J R Tennessee Valley Authority 80/07/18 Ip 


—8007230531 LER 80-0D0/03L-0 on 800624. during performance check, fniin 
pressure switch PS~47-144 miswirod Caused by personnel 
failure to follow proper procedures for working on rSSC 
equipment Pressure switch rewired correctly 
* Tennessee Valley Authority 80/07/18 3pp 


8007290657 Forwards LER 00-054/04T-0 

CALHOUN, J R Tennesseo Valley Authority 80/07/18 Ip 


—0007290664 LER 00-0S4/04T-() on 800706. during normal operation, U- 2 t, 
U-1 were placed on cooling towers Temp continued to rise 
River temp peaked at 90 2 I It then declined Caused by 
inaccurate rivei temp predictions due tn solar heating 
» Tennessee Valley Authority 80/07/10 2pp 


8007290737 Forward# LER 80-09?/ O.IL-0 

CALHOUN. J fl Tennessee Valley Authority B0/0//P5 Ip 


—8007290744 I ER 00-052 /03L-0 on 8110628. during normal opera t ion. 4kV SI 
n tripped on dogroded vol tage. i ni tiati ng auto start of 
diesel generator Q Diesel geiier.itr/r tripped again on 
degraded volt.ige Caused by improper switch alignment 
* Tennessee Volley Authority 80/0//25 2pp 


T Hearing transcripts on non-anti trust matters 


8007240091 Transcript Of 800715 hriofing on status of facilities In 
Washington. DC Hp 1-21 
» Commission 00/07/15 2lpp 
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DOCKETED ITEMS 


•cwcr sa-j’&o iimiurj's n hhy nskiiah ("uwrp! «3TAtinrj (jurr a 
'jBCuritij. I'morijpiuy ►. firi- protection plana 


1072100P4 1 oruiartK litt of vit.il ,irun.« !, oquipmoiil Teaulting from 
vital area anelgci'. coinluctril ,it f.icilitij !, cnniputer 
prtntoot conttunino -Jiipport i iig dam for vital area .snalualB 
Ends ulthbeld <rBf l(U nia 7Vr>l 

IPPIUnO.T A Uporatlngi Unailttrs Brandi a t30/0<p/3O Bpp 


80C>7l7O‘>faO Appljtetion to amend Llccrses DPn-52i changing Tech Specs to 
ate on no date Reload 3, Cycle 4 op oration Requests that 
approval of proposed change be given by 601010 to avoid 
inpacting scheduled startup 

MILLSi L M Tonnessee Valley Authority 80/07/14 Spp 


— 8007170966 Proposed Tech Spec changes for License DPfl-52 to accomodate 
Reload 3iCyclo 4 op erat i oti 

* Virginia Electric 6 Power Co Q0707/14 16pp 


)0/3900t'tl Conftrrae Ihnl LATl will rontlcirt vital nrca analysis of Units 
2 I. J on 1300714 t Clmliourtie J FNind will ronduct visit 
IPPOLlTll.T A tlpor.itlng Uu.ictura Driiiirh a B0/07/O3 2pp 


107300061 Heqiieits i onf Irmation of .lyronment t ti participate in program 
la eiamlne norlli ual) of realtor [ildg fi review rocoids re 
tests ■on Pirn protection sys por Comm I'ss 1 on (li d er CL I 80-21 
Also requests thfil listed Info be availnblo for Nile visit 
LIBENllUTiD 0 Dtvlslnn of licensing 60/07/16 3pp 


Adjudicatory ciirrespondenco 


1073l0a4'3 rorwardo Commission 800327 memyranrium t. order containing 
decisions on UCLi 78(1302 petition for reconsideration of 
700413 KiBinDi fliidum *< order ULb 771 104 petition sought action 
re fire protection for electrical cabies 
CISENIIUTiO 0 Division of l.leoiiBlnB, 80/06729 QVpp 


Oeneral correspnndvnco 


)071703S0 fipressos CDilcorn ro plans to construe I Iniu level uaste 
ttorngo t< incliierntlnn fficiltty Droposed facllily tonuld 
present significant health Ploks to highly popolatecf area 
Requests pul; Hr hearing 6 Cl 6 

HOLLINOEiWDriTli AffiJiaticn (lilVnown D0707/07 Ip 


— B007170574 Supplemental Reload Licensing Submittal for Drowns Ferry 
Nuclear Power Sfcat i on> Un i t 2i Reload 3 “ 

HILF,C L . ENGEL, R E Oeneral Electric Co ■ Y1003JCHA12 
80/06/30 20pp 


D007220376 Forwards proposed changes to ETS Section 2 1 re thermal 
d i schorgo limits 

H1LLS»L M Tennessee Valley Authority BO/07/14 Ip 


— B007220377 Proposed change to ET5, Section 3 1 re thermal discharge 
1 1 mi ts 

* Tennessee Voiloy Authority 80/07/14 Ip 


8007240229 Forwards Amends 61,56 S< 33 to Licenses DPR-33, DPR-SS & 
0Pn~6D, respec t ivc 1 y Sc notice of issuance !< availability 
IPPOLITO, T A Operating ReactoTs Branch 2 80/07/19 3pp 


■8007240231 Amends 61,56 t< 33 tu Licenses DPR'33, DRR-52 «, DPR-6e, 
reapee ti ve 1 y, Chang tug Tech Specs re thermal discharge 
limits 

IPPOLITO,! A Operating Reactors Branch 2 80/07/15 I3pp 


— 8007240234 Notice of issuance & availability of Amends 61,96 (, 33 to 
Licenses DPR -33, DPR -52 6 DPR-68, respec 1 1 vel y 
IPPOLITO, T A Operating Reactors Dranch 2 00/07/lS 2pp 


Insurance 1. Indemnity Inform.ition 


)070i0H6 Forwarils LnderDDmeiib 91 to ANI Polity Nr-l?0 
FICUDERi J Marsh f, Hil.eiiiian, Sue , H !» 11 Nuclonr Consultants, Inc 
Dlv 00/06783 app 


6007300284 Responds to end 000602 memo re low level waste mgt at 
facility Util plans to construct two separate low level 
waste facilities onsite Const on first four cubicles began 
recently NRC approvaS of plans necessary 

DENTON, II R Office of Nuclear Reactor Regulation, Director 
80/07783 Qpp 


>07310436 rorwardi Cndoruemenl 43 to MAELU Policy Mr-66 
riCLOCRfV Harsh U McLaiinan, Inc , M f< H Nuclonr Caiisultants, Inc 
Dlv 80/07721 Spp 


npirating llcoiise siage dO'tumonis N correspondence 


07S300C8 Suimtiarij uf 81)0, ’07 meell’ng lu/Maric I ciuitiors group in Dutheada, 
MDire revisions to NRC acceptance rrltcrln f< outetanding 
ItsuDs relatlvD to Marli 1 cnntn iiimenfc lonQ-terin prugrom 
ORIMCS.C T Plant (lystems lirnnch WO/oa/21 Gipp 


07070S60 Responds to 808123 1 tr re use of flDVN codr in determining 
dparating limib min crllHal pnwer rntio UHI requests 
further clar t fliAtlon of eaportad penalties that mag be 
Imposed nn lop of IIDVN calrul nfc ions 

MILLS, 1 M TonneeoeB Vallry Authority 00/09/28 app 


07020711 Responds to B004Q2 I br re Inw level luisste mg t at plant 

Ultimate util pbjeitlve is lo pnivtrtr fur unsite rariw.iDto 

storage No tnigri datfl bos been established inj TVA far 

submitting application fur tnr 1 nor at i an apprnvnl 

NOVAK, T H Assistant Dirpetrr for npeiuting Reactors 00/06/25 

3pp 


07000206 Responds to NRC 800523 roquBst fni facility participation In 
phase iwa Inter im lieltab 1 1 ity rvaluatloii Priigrarr, Urges 
dePinltlvb lonilusion of phase onu before cottllriuing Dutline 
of crltiial areus to be resnJveil «nc 1 

Nil I 8. L M Teniipsseo Vallrij Authnvlly 110706/. JO 3pp 


07080:108 Rasponds ts NRC 791002 Hr tu /til KNR llcensoea 6 791031 I tr 
lb ulll Util funds allocated fur Marl I owners group 
full'sceln test f«ciHty iirngrnin Hehrdule for cnmpletinn of 
plant'uniquD analijBiri fort hi timing 

lIlLSiL M faiinoh'see Valley Authoriti/ BO’/P7/OI Ip 


072I0D26 Foruiirils regussl for adill info to eomplets rovioui of 
c ontainmenit purging h venting at farilitios 

NQVAK, T H Assistant Direrlpi for Clperoting Reactors 00/07/08 

Spp 


— 8007300291 Requests summary of util plans to build low level waste 
storage facility Also requests whether NRC approval is 
required 6 whether public hearings have been requested 
DFIADFORD,R A Commission B0/06/OS ip 


Q Inspection reports, IE Oulletlns Sc correspondence 


G0072408B9 Forwards 1C Info Notice 80-20, "Loss of Decay Heat Removal 
Capability at Davis-Desse Unit 1 Uhile In Refueling Mode " 

No response required 

O'REtLLV.O P Region 2, Atlanta, Office of the Director 80/05/08 
Spp 


G007I40476 Forwards IE Bulletin QO-13, '‘Cracking In Core Bpray 
Spargers " Written response required 

D'REJLLV, J R Region 2, Atlanta, Office of the Director 80/05/12 
if 


8007020192 Forwarils IE Info Notice 80-22, "g^ea Ir, Contamination 
Control Programs " No written response required 

0'RElLLV,vl P Region 2, Atlanta, Office of the Director 80/05/28 

Ip 


8007010225 F'Orwsrds IE Info Notice 80-23, "Loss of Suction to Emergency 
Fsei!u,itBT Pumps "■ No written response required 

O'REILLVrU P Region 2, Atlanta, Office of the Director 80/05/29 
IP 


Q00’7r20029 Forwards IE Info Notice 80-26, “Evaluetlon of Contractor 
flA Programs " No written response required 

O'REILLY, d P Region 2. Atlanta, Office of tho Director 80/06/10 
3pp 


□007140306 Forwards IE Bulletin 80-14. "Dagradetion of DWR Scram 
Discharge Vol Capability ’■ Written response required 
O'REILLY. UP Region 2, Atlanta. Office of tho Director 80/06/12 
Ip 


D007020499 Forwards respanso to IE Bulletin 80-09 transmitted by 
UP O'Reilly 800417 1 tr Final ropt for Hartsvi He h Ph ipps 
Bend plants will bp sent on or before 001017 
MILLS, L M Tonnessee Valley Authority 80/06/16 2pp 


DOCKETED ITEMS 


S9 


80070207AJ Forwards IE Dulletlix f)0-lS. "Fossilslc Loss of Emargency 
Notification Sys (CN8> U/Loss of Offsito Power " Written 
response required 

0'RElLLy»J P Region 2i Atlanta) Office of the Director BO/06/iB 
ip 


0007020391 Forwards IE Circular OO-lSi "Loss of Reactor Coolant Pump 
Cooling & Natural Circulation Conldouin " No written response 
required 

O'REILLY* J P Region 2i Atlanta* Office of the Director 80/06/20 

ip 


0OO731O34<» Forwards IE Insp Repts 50-259/00-25*50-260/80-19, 
50-296/00-20 «< 50-327/00-22 

D'REILLVpJ P Region 2* Atlanta, Off Ire of the Director 80/06/23 

3pp 


— 8007310351 JE Insp Repts 50-259/80-25.50-260/80-19*50-296/80-20 1, 
50-327/80-22 on 800521 Insp consisted of enforcement meeting 
in Atlonta*CA to discuss eiceeding DOT radiation limits 
during shipment of radwaote from Drowns Ferry 

DANCE* II C Region 2, Atlanta* Reactor Operations Nuclear Support 
Branch 80/06/20 2pp 


8007170070 Forwards IE Circular 80-14* "Radioactive Contamination of 
Plant Demineral i led Uater Sys (, Resultant Internal 
Contamination of Personnel " No written response required 
O'REILLY. J P Region 2* Atlanta* Office of the Director BO/06/24 
ip 


8007180523 Forwards response to IE Dullotin 79-27* "Loss of Won-Class 
IE Instrumentation (> Control Power Sys Bus During 
Operation." t< to 800404 confirmatory orilors PoBduater pump 
turbine ti main turbine trip circuitry will be upgraded 
HILLS. L H Tennessee Valley Authority 80/06/26 Bpp 


8007230253 Fprwards IE Bulletin 80-16* ''Potential Misapplication of 
Rosemount Inc Models 1151 I< 1152 Pressure Transmitters 
U/Either A or D Output Codes " Written response required 
IE Circular 80-16 also oncl No written response required 
O'REILLy. J P Region 2. Atlanta, Office of the Director QO/06/27 
IP 


8007210091 Forwards rosponse to IE Bullotin 80-10 Potable water, 
mlneraliied water ft auiiliary boiler sys have possible 
Interfaces between nonradi oac t ive (, radioactive sys Routine 
sampling t< analysis program established 
MILLSiL M Tennessee Valley Authority 00/07/07 3pp 


8007230726 Forwards monthly status rept re IE Bulletin 79-14. "Seis/nlc 
Analysis for As-Dullt Safety-Rolatod Piping Sys," presenting 
status of work as of 800701 

HILLB.L M Tennessee Valley Authority 00/07/07 29pp 


8007280104 Forwards responso to lE Bulletin 80- t 1 Response includes 
general arrangement drawing indicating masonry walls of 
concern & equipment in approximate area of wall W/o end 
FURR. B 0, Carolina Power b Light Co 80/07/07 Ip 


8007200615 Responds to IE Bulletin 80-08* "Examination of Containment 
Penetration Melds " Results of Investigation end 
MILLS. L M Tennessee Valley Authority 80/07/07 5pp 


8007210103 Forwards response to IE Bulletin 80-11 Identifies masonry 
walls that support or are near safety-related sys Submits 
schedule for re-evaluation program 

CR0B8* V L Tennessee Vallny Authority 80/07/00 3pp 


8007280460 Ac k receipt of 800616 Itr Informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-259/80-20* 
50-260/80-15 b 50-296/00-16 

LEW18.R C Region 2, Atlanta. Roaetor Operations Nuclear Support 
Branch 80/07/09 2pp 


— 6007280460 Responds to NRC 800520 Itr re violations noted In Insp 
Repts 50-859/00-20*50-260/80-15 b 50-296/80-16 Corrective 
actions calibr valve orientation corrected Justifies 
decision re nonreporting of deisel genrator failure 
MILLS* U M Tennessee Viilley Authority 00/06/16 4pp 


—0007280475 Forwards IE Insp Repts 50-859/80-80,50-260/00-15 8, 
50-296/80-16 on 800405-0502 S, notice of violation 
LEWIS, B C, Region Atlanta, Reactor Operations Nuclear Support 
Branch 80/05/20 2pp 


—8007880470 Notice of violation from insp on 800405-0508 

* Region 2, Atlanta* Office of the Director 00/05/80 Ip 


—0007280484 IE Insp Repts bO- J'lg/IKJ-EO. 50-260/00-15 L 50-296/80-16 on 
000405-0502 None (imp 1 1 nnc e noted fai liji e to adhere to 
surveillance instructions *< to moke prompt rept to NRC 
SULLIVAN R F , fHASE, J W Region 2. Atlanta, Office Of the 
Director DANCK, H C Region 2, Atl.inta, Reactor Operations 
Nuclear Support Pranch 80/05/20 /pp 


8007250596 Forwards response to Item I of IE Dulletin 00-17 re water In 
scram disch.irge vol No significant amount of water was 
found in discharge vol *, associated piping Scram discharge 
vent valves are operable 

CROSS, J L Tennessee Valley Authnrity 80/07/ It 3pp 

0007310067 Forwards second interim rept in response to IE Bulletin 
80-06 Since 800612 interim 1 opt* util completed review of 
primary containment sys.reiictor protection sysiRHR sys t* 
core spray sys Evaluation of othci sys underway 
CROSS. J L Tennessee Valluy Authority 80/07/ 11 2pp 


8007220522 Requests eitension until 800811 for performing manual I, 
automatic scram required by IE Bulletin BO-17 Extension 
needed because of current heat wave 

MILLS, L M Tennessee Valleij Authority 80/07/16 Zpp 


0007310200 Forwards response to Items 2 (Vnit JI.4* 5,61c)' !, 7 of IE 
Bulletin 80-17 Present standby liquid control sys design is 
unable to support two-pump flow but sys is equipped u/ 
interlocking contacts Item 2 fur Units 1 t, 2 will be sent 
MILLS, L M Tennessoo Valley Authority 80/07/16 lOpp 


8007290 357 Grants extension of time to 800811 for performing scram 
tests per IE Bulletin 00-17 

EISENKUTiD 0 Division of Licensing 00/07/lB 2pp 


0007300572 Forwards responso to IE Dulletiri 79-010. "Environ 
Qualification of Class IE Equipment " Summaries of equipment 
qualification eval uat ions* based on End 4 cr itor la, etic 1 Full 
response wilt be forwarded when evaluotions complete 
MILLS* L M Tennessee Valley Authority 00/07/lB 54pp 


R Periodic operating reports f, let.hted lorrespondcnc u 


8007220443 Forwards "Effluent $, Maste Disposal Semiannual Rept* 
supplemental info for second half 1973 

DENEASE.J 0 Tennessee Valle, j AutboTlty 79702/15 Ip 


—8007220462 "Effluent 6 Waste Disposal Semiannual Rept," supplemental 
info for second half 1978 

* Tennessee Valley Authnt Ity 79/02/15 I5pp 


8007220342 Forwards "Effluent {< Muste Disposal Semiannual Rept, 
supplemental info, first half 1979 

ABERCROMBIE, H Tennessee Volley Authority 79/0B/i7 Ip 


— 0007220346 "Effluent !, Waste Disposal Somianimial Rept," supplemental 
Info, first half 1979 

» Tennessee Valley Authurity 79/00/1/ 16pp 


8007220401 Forwards "Effluent $« Haste Dmposal Semiannual Rept. 
Supplemental Info. Second Half 1979 " 

ABERCROMBIE* H Tennessee Valley Auttioi ity 80/01/31 Ip 


— 8007820491 "Effluent S' Waste Disposol lEmtaiinual Rep b* Supplemental 
Info, Second Half 1979 " 

» Tennessee Valley Authority 00/01/31 I6pp 


8007160552 Forwards monthly oper.iting repts for June 1980 
ABERCROMDIE.M L Tennessee Valley Authority 80/07/10 Ip 


— 8007160556 Monthly operating repts for June 1900 

THOM.T * GREEN, 0 Tennessee Valley Authority 80/07/02 32pp 


S Reportable ociurrences, LfcRs {, relnted eorrespondo'nc e 


0007110291 R0-BFnD-bO-260/80J5 on B0061 7. Df e s ser Industries safety 
valves identified as possibly having guides u/cracks 
Condition identified In similar v, rives loaned tu another 
util from Drowns Ferry Cause unknown 

ABERCROMBIE, H Tennessee Valley Authority 00/06/17 Ip 


0007080394 Forwards LER aO'O23/O0L-O 

CALHBUN, J R Tennessee Valley Authority 80/06/27 tp 


I 



DOCKETED ITEMS 


0 


— 80070Q03'V9 LfR flO-023/O3L -O on B(i0&0?> If un ng normal ot>erati on. 2A 
realtor T or irr irlat i an molar geDorotor scl trlpp-od due to 
gieneratnT stdlai temp high rolpy ucluotian probable cause 
was loose uiiri* caused by vibration 
» Tennessee Valley Author itij 80/06/37 Jp 


30070BOI105 Forwards LEW 80-023/ 031. -O 
CALHOUN. J R Teniifisee Valleij Authority 80/06/27 Ip 


-8007080411 LER 00-02:^/031-0 an 800602. uih 1 1 e performing SI 4 1 A-14, 
turbine first stage pressure permissive pressure sieitches 
PB-1-01 A J. IT *< l>S-l-91 A t. B setpoints erceeded Tech Spec 
limits Caused by suiitcli drifting 
* Tennessee Valley Authority 80/06/27 2pp 


0070B0370 To near ds LEH Q0-025/0JT-0 
CALHDUH. V R Tennessee Valley Authority 00/06730 Ip 


-6007000373 LER 0O-O25/O1T-O an 000617* during normal aperatipn 
discovered that spare Dresser Industries safety valve bad 
guide u/cracks f.tused during initial pouring of casting ti 
subsequent cnujing Add! valves will bo inspected for cracks 
e Tennessee Valley Authority 90/06/30 2pp 


)07290720 ForoiardB LER BO~O24/O3L-0 

CALHOUN* 3 R Tennessee Valley Authority 80/07/22 Ip 


8007290726 LER aO“024/03L-0 on 800624 . dur i ng rod seiiuence exchange u/ 
unit at 40% pouei • cantrol rod 10-27 failed to latch after 
insertion t. drifted out when Insert < od released Caused by 
failure of directional valve 65-40C Valve replaced 
e Tennessee Valley Authority 80/07/22 2pp 


Hearing transcripts on non-antl trust matters 


07240091 Transcript of 800715 briefing nn status of facilities in 
dashing ton* DC Rp 1-21 

Cdoimission 80/07/15 2]pp 


:KET 30-261 H 9 ROBINSON FLANT. UNIT 2 


Security* medical* emergency A fire protection plans 


7020330 Forwards regiiest fur add! info 6 revisions for safeguards 
ontlngancy plan subnitteid un V90323 Info should be provided 
Ithin 30 days of receipt of Itr Request withhold 
ref 10CFn2 790) 

AROA* S A Operating Re.sctor5 Dranch 1 80/03/21 2pp 


7010307 Responds to NBC 800S21 request for addl info re 790323 
afeguards contingancy plan Info will be submitted by 
0801 

TLEV. E E Tarolina Power 6 Light Co 00/06/S7 Ip 


7010314 Responds ta 000604 request for addl info re administrative 
introls for fire pTotectinn Util will develop program 
ihcrlng to requirements 

ILEV. E E Carolina Power R Light Co 80/06/27 2pp 


idjudlcatory correspondence 


310243 Feruards Lommlsslon B00527 memortondum •* order containing 
‘clstons an UCS 780502 petitinn for roc ons 1 d oral I on of 
0413 memor andurn 1* order UCB 771104 petition sought action 
fire protection fnr electrical rabies 
SENHIJT. 0 0 Dim R I on of Licensing 80/06/25 BVpp 


mane in I information 


120011 Responds to 0OO'3OO request for comment on util 9-7 
glstration statemant Review identified no inaccurate 
atemvnts ic NRC regulatory • equircments or financial Info 
lad w/NRC 

TtSTENDURY, E Hear mgs Division 60/05/27 tp 


leratkng license stage docuincnCs Ti correspopdonc e 


90126 Respofids to 6D031B Itr re NHC positldTi on util approach of 
lying AIF podltion paper for procurement of of f-the-sbol f 
ms HRC does not concur uj/iitil approach Proiuremont of 
ire nr rep lacpraant parts Rubj to OA controls 
iSS*U P Roalitg Assurance Branch 80/05/23 2pp 


8007230099 Requests submittal of proposed Tech Spec changes providing 
for redundancy in decay heat removal capability in all modes 
of operation Mlidei Tech Specs which would provide acceptable 
resolution enc 1 for guidance 

EIEENHUT.D D Division of Licensing 80/06/11 62pp 


8007100190 Forwards Amend 47 to License DPR '23* safety evaluation R 
notice of issuance 8t availability 

VABOA* S A Operating Reactors Dranch 1 00/06/12 2pp 


— 0007100156 Amend 47 to License DPfl-23* al lowing blockage of channels 
When RCS pressure less than 2i 000 psig 

VARGA" S A Operating Reactors Dranch i 80/06/12 4pp 


. — ^8007100162 Safety evaluation supporting Amend 47 to License DPR-23 
EChO technical rept encl 

a Office of Nuclear Reactor Regulation* Director 00/06/12 9pp 


— 6007100165 Notice of issuance h availability of Amend 47 to License 
DPR-23 

VARGA* S A Operating Reactors Branch 1 80/06/12 Spp 


8007010384 Forwards responses to DQ Elscnbut 800507 info request rd 
final reconunendations of Dulletlns 6 Orders Task Force 
UTLEV. E E Carolina Power 6 Light Co 80/06/27 2pp 


8007250001 Requests submittal of application for amend to license 
consisting of Tech Spec changes 6 license conditions PUB 
Modal Tech Specs 6 Model license conditions for TMI— 2 
Lessons Learned Category A items enc) for guidance 
EISENHUT. D 0 Division of Licensing 80/07/02 69pp 


8007190626 Responds to NRC 800602 request to modify administrative 
procedures to limit auxiliary feedwater flow Util will 
revise procedures to limit pump operation following 
postulated steam line break A prior to isolating component 
UTLEV, E E Carolina Power «, Light Co 80/07/09 2pp 


8007230420 Corrects inaccuracies in NRC 000418 evaluation of 
Category A* TMl-2 Lessons Learned Task Force items 
imp 1 ementat i on No equipment Is required to implement interim 
emergency sampling procedures 

UTLEV* E E Carolina Power tc Light Co 80/07/22 2pp 


B0072B0679 Submits schedule for refueling facility for Cycle B 
operation ECCS analysis being performed to allow for up to 
iOX steam generator tube plugging in event steam generator 
insp program Indicates add) tubes need to be plugged 
UTLEV. E C Carolina Power S, Light Co 00/07/22 2pp 


8007890690 Notifies that revised radiological effluent Tech Specs will 
be submitted by B01082 per NRC 800602 comments ti 800701 
meeting discussions 

UTLEV, E E Carolina Power b Light Co 80/07/22 Ip 


8007290686 Forwards addl Info re adequacy op station electric 
distribution sys voltages* in response to 800602 Itr 
Describes undervoltage relay trip setting far Class IE 480 
volt buses* spore startup transformer !< offsite sources 
UTLEV* E E Carolina Power h Light Co 80/07/23 7pp 


8007310517 SuisDiary OF 800701 meeting w/utll in Bsthesda*MD re 
proposed radiological ET9 

NEIOHDORB, D Operating Reactors Branch 1 60/07/23 3pp 


0 Tnspoction reports, IE Bulletins t< correspondence 


0007240113 Forwards IE Info Notice 80-20. "Loss of Decay Heat Removal 
Capability at Oavis-Desse Unit 1 Uhile in Refueling Mode '' 

No response required 

O'RElLLViJ P Region 2* Atlanta* Office of the Director 80/05/08 

2pP 


3007020107 Forwards IE Info Notice 80-22* "Breakdowns In Contamination 
Control Programs No written response required 

□ 'BEILLY, J P Region 2* Atlanta* Office of the Director 80/05/28 

•P 


8007210422 Forwards IE Circular 80-13* "Orld Strap Damage in 
Uestinghousc Fuel Asseoiblles " No uritteh response required 
O'REILLY* J P Region 2* Atlanta* Office of the Director 80/05/28 
Ip 


B007010179 Forwards TE Info Notice BO-23* "Loss of Suction to Emergency 
Feedwater Pumps *' Mo written response required 

0 'REILLY* 0 P Region 2* Atlanta* Office of the Director. 80/05/29 

»P 



DOCKETED ITEMS 


a0070200B7 Responds to IE Bulletin 00-06 Revleu of control wiring 
diagrdins of safety-related functions confirmed that 
emergency eguipment would remain in emergency mode upon 
reset 

FURR(0 J Carolina Power li Light Co 90/06/10 3pp 


8007220043 Forwards IE Info Notice 80-26, "Evaluation of Contractor 
OA Programs *' No written response required 

O'REILLY, J P Region 2, Atlanta, Office of the Director 00/06/10 
2pp 


8007160223 Forwards IE Info Notice 00-27, "Degradation of Reactor 
Coolant Pump Studs " No specific action or response 
required 

O'REILLY, J P Region 2, Atlanta, Office of the Director QO/06/11 
IP 


8007020749 Forwards IE Dulletin 00-19, "Possible Loss of Emergency 
Notification Sys iENB) W/Loss of Offsite Power ” Written 
response required 

O'REILLY. J P Region 2, Atlonta, Office of the Director 00/06/18 
IP 


6007100031 Submits revised sehedtilc for response to IE Dulietin 7<?-01D, 
"Environ Qualification of Class 1C Equipment " Rept will now 
be comp loted as soon as all available info Is obtained 
FURR.D J Carolina Power t, Light Co 80/06/19 Ip 


BO07020440 Forwards IE Circular 80-15, "Loss of Reactor Coolant Pump 
Cooling b Natural Circulation Cooldown " No written responsa 
required 

O'REILLY, J P Region 2, Atlonta, Office of the Director 00/06/20 

Ip 


8007100093 Forwards IE Insp Rept 90-261/00-12 on 000610-18 
No noncompliance noted Details withheld (ref 10CFR2 790) 

KENNA, W D Region 8, Atlanta, Safeguards Branch 60/06/20 Ip 


•0007100095 IE losp Rept 90-261/90-12 on 000610-12 No ndneomp 1 iance 
noted Hajor areas Inspected security organiiation Details 
withheld (ref 10CFR2 790) 

OILLEBPIE.F P , MOORE, D E , VORSE, J Y Region 2, Atlanta. Office 
of the Director 00/06/20 ip 


0007190007 Ack receipt of 000609 Itr informing NRC of steps taken to 
correct violations noted In IE Insp Rept 5O-S61/0O-O9 
KENNA, W Q Region S, Atlanta, Safeguards Branch 00/06/24 Ip 


■0007190097 Responds to NRC 000914 Itr re violations noted in IE Insp 
Rept 90“S6l/eo-09 Attachment A describing corrective 
action withheld iref 10CrR2 790) 

FURR.B J Carolina Power b Light Co 00/06/09 Ip 


8007150101 Forwards IE Insp Rept 50-261/00-09 on 600421-29 b notice of 
violation Notice of violation withheld (ref lOCFRR 790) 

KENNA, N D Region 2, Atlanta, Safeguards Branch 00/05/14 2pp 


•8007190107 IE Insp Rept 90-861/00-09 on 000421-29 Nancomp 1 lance noted 
insecure grates b hatches provided unauthor i leit access into 
vital area Details withhold (ref 10CrR8, 790) 

0ILLE8P1E, r P Region 8, Atlanta, Safeguards Branch TILLMAN, A , 
HOWELL, J C Region 2, Atlanta, Office of the Director 00/09/14 
Ip 


0007160000 Forwards IE Circular 00-14, "Radioactive Contamination of 
Plant Oeminaraliied Water Sys b Resultant Internal 
Contamination of Personnel " No written response required 
O'REILLY, J P Region 8, Atlanta, Office of the Director 00/06/24 
Ip 


8007230220 Forwards IE Dulletin 00-16, "Potential Misapplication of 
Rosemount Inc Models 1191 b 1198 Pressure Transmitters 
M/Elther A or D Output Codes *' Written response required 
IE Circular 80-16 also end No written response required 
O'REILLY. J P Region 2, Atlanta, Office of the Director 80/06/27 
*P 


0007820254 Responds to IE Dulletin 00-10 Review of facility design b 
operation complete Sampl log, analysis b monitoring program 
established New or revised procedures implemented 
FURR, D 0 Carolina Power b Light Co 80/07/01 Ip 


0007820827 Responds to IE Dulletin 00-00 Facility has no flued head 
penetrations in containment Wolds are fillet b were examined 
by magnetic particle method during const 
FURR, 0 0 Carolina Power b Light Co 80/07/03 Ip 


0007210022 Forwards second response to IE Dulletin 79-OlB Includes 
environ qual i f i rati on data based I'pon investigation to date 
Efforts to obtain available data fr'Om NSSD supplier are 
underway W/o end 

EURV.L U Carolina Power I. Light Co 80/07/0/ Ip 


R Periodic operating repoi ts b related correspondence 


8007150629 Forwards monthly operetiiia rept for 1980 

STARKEY. R D faroltns Power t, Light Co 00/07/10 ip 


—9007150633 Monthly operating rept for June 1980 

WATFORD, f1 Carolina Power •< Light Co BO/07/02 5pp 


& Reportable occurrences, LERs t related correspondence 


0007010401 LEH 79-027 has been cancelled 

» Carolina Power b Light Co 00/06/30 Ip 


0007010406 LER 79-023 has been cancelled 

* Carolina Power b Light Co 60/06/30 Ip 


0007010410 LER 79-022 has been cancelled 

♦ Carolina Power b Light Co 00/06/30 Ip 


8007010461 LER 79-013 has teen rancelled 

« Carolina Power b Light Cu B0/O6/30 Ip 


0007010466 LER 79-021 has been cancelled 

* Carolina Power b Light Co 80/06/30 Ip 


8007220440 Forwards LER BO'OH/OIT-O 

STARKEY, R D Carolina Power b Light Co 80/07/16 ip 


•B0072S0445 LER BO-014/01T-0 an S007’0'2. determiner! no certification oF 
qua 1 1 f 1 ca 1 1 ori available fur PVC electric cable pigtails per 
IE Bulletin 79-OlD Cause not stated Test to be conducted 
assuring pigtails ability to perform required function 
STARKEY, R D Carolina Power b Light Co BO/07/16 5pp 


V Operator Examinations 


B007220426 Forwards revised training programs for instructor 
requali ficati on program b operator r equal i f Scat ion program 
STARKEY, R D Carolina Power J, Light Co 00/07/11 2pp 


— 0007220429 Training Instruction SOliRevision 4, "HD Robinson Plant 
Operator Replacement Training Program " 

* Carolina Power b Light Co 80/05/19 9pp 


■0007220433 Training Instruction 201A. Revision 4, "Training of 
Replacement Reactor Operators for NRC Examination W/o 
Reactor Startup Demonstration " 

» Carolina Power b Light Co 80/06/27 16pp 


■9007280435 Training Instruction 803, Revision 0, "Senior Reactor 
Operator Replacement Training Program " 
e Carolina Power b Light Cu 00/05/25 lOpp 


•8007230439 Training Instruction 902, Revision 0. "Instriic tors 
Roqual If ication Program ” 

* Carolina Power b Light Co 80/05/25 lOpp 


DOCKET 50-263 MON fl CELLO NUCLEAR GENERATINO PLANT 


F Security, medical, emergency b fire protection plans 


8007010372 Forwards DNL fire protection review re diesel generator room 
automatic water suppression sys b cable spreading room gas 
suppression sys for facility 

HALL, R E Drookhaven National Laboratory 90/06/24 3pp 


0007010391 Submits desci iption of motoi fleneralor sot room vent duct 
fire proofing required by fire pro te-ct ion safety evaluation 
Main vent duct b duel branching intn isflin duct will be 
covered with 2-inch layer of Pyrocrete 241 
MAYER, I. Q Northern States Power Co 80/06/35 Ip 


0007010335 Submits description of fire stops between Fire Zones 13C b 
19C, required by fire proteition safety eval uation Commenta 
on proposed design should he (onveyed by B00B15 to comply 
w/work schedule 

MAYER, L 0 Northern States F'ouer Co 90/06/26 2pp 
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DOCKETED ITEMS 


8007010311 Describes chatioes planned fat Fire protection saFelij 
evaluabtciii section*- re cumnitnent to pinvide capabilitij to 
cool HHR pojup seal coolers via eeiergenca svc water sys 
F^DruiSTds drasisng oF in terconnec 1 1 n n schematic 
tlAVER-L 0 Worth orn States F>nwer Co QO/Ob/S? 3pp 


8007280-441 Foruiards addl info re fire protection safety evaluation 
Contr-ol room fire detec tors, hose s tat i-ons- add 1 hose ft fire 
pumps are addressed 

MAVER^L Q northern States Poljbt Co 80/07/18 4pp 


B007280391 Submits design change to fire protection safety evaluation 
Item 3 I J8(Si> "Fire Suppression Eys Interconnection “ 

Turbine bldg end of intercunnectl on line lull! remain 

pressurlied as supply fnr sprinkler curtain 

HAVER. U 0 Morthern States Ppuct Co 30/07/21 Ip 


8007280488 Discusses licensee revleiu of alternate 250 volt dc power 
source in HPCI ft reactor core isolation cooling sys 
Independent source For HPCI is re-quirod to assure HPCI 
operability in event of Fire in eilstlng battery sys 
HAVER. L □ Northern States Poiuer Co 80/0/ / 82 Ip 


C Adjudicatory correspondence 


B0073I0243 Forwards Commission 300527 memorandum ft order containing 
dieclBlans on UC9 780502 petition for reconsideration of 
780413 memorandum ft order UC8 771104 petition sought actlora 
re fire protection for electrical cables 
EISENHIIT. D -0 Division of Licensing 80/06/25 a9pp 


P Operating license stage documents ft correspondence 


8007230028 Summary of Q00207 meeting lu/Hark I owners group in Dethesds. 
HO. re revisions to NRC acceptance criteria ft nutstanding 
issues relative to Hari 1 containment long-term program 
CRIMES, C T Plant Systems Branch 80/02/21 31pp 


8007030222 Notifies NRC of intention to ship radioactive matl from 
facilities using Hodel HN-ftOO 

HAVER, L Q Northern States Power Co 80/06/ 13 Ip 


B00701033S Submits liBserlptlon of battery room ventilation air flow 
nonitoring inslal Intion Diagram end 
HAVER, L 0 Northern States Power Co 80/06/24 2pp 


0007000231 Responds to CE 000221 Itr re list of concerns from ACRS 
consultant HPCI ft reactor core isolation cooling described 
Completes commitment re NUflEO-0660. I tarn 1 1 K 3 46 
HAVER, L a Northern States Power Co 80/06/30 2pp 


0007100067 Advises that time-motion study ft dose rate calculation Using 
relevant dose rates completed per NUflEO-0570, Item 2 I 0 a 
New post-accident sampling station will be Installed 
HAVER, L 0 Northern States Power Co 80/06/30 Ip 


S007220038 "El ectri cal, Instrumentati on ft Control 3ys Rupport, " 
technical evaluation rept for June 1980 

CLEVELAND, C J EOftO 1 d aho, Inc TIN A-62S6 Q0072B003Q 80/06/30 

Mpp 


3007080-265 Forwards summary of test data re completion oF EDC 7 fuel 
insp ft OOC B startup physics tost 

HAVER, L 0 Northern States Power Co 80/07/02 4pp 


BDD7210I66 Forwards "Test Rept £PC 7 Fuel Insp ft HOC 0 Startup 
Physics " 

HAVER. L 0 Northern Btiitos Power Co 80/07/02 Ip 


— 0007210196 "Test Rept EOC 7 Furl Insp ft SOC B Startup Physics " 
• Northern States Power Co 00/07/02 3pp 


9007280056 Advises oF intention to ship radioactive mat is from lilted 
-■ ’acknge Mode) CNSI AL-33-90 

"*■ -- Co 80/07/03 Ip 


nalysi* code for IRQI 
e code Addl 
1 BUR 

V07/07 8pp 


for comments on 
Drive Return 
not 

3pp 


Q0071S03QO Forwards Revision 6 dF "ASHE Code Section XI Inservice Insp 
ft Testing Program ft Info llequired For NRC Review of Requests 
for Relief from ASME Code Section XI Requirements “ 

HAVER, U D Northern States P-ower Co 80/07/16 2pp 


—-8(107180306 Revision 6 of "ABME Code Section XI Inservice Insp ft Testing 
Program ft Info Required Pot nHC Review of Requests for 
Relief from ASHE Cods Section XI Requirements " 

« Northern States Power Co 80/07/16 24pp 


B0072B0410 Forwards comments iin NURE8-0577. "Fracture Toughness ft 
Susceptibility to Stress Corrosion Cracking of Equipment 
Oupportsi " In response to NRC 800519 request Addl analysis 
fur stress corrosion cracking is unnecessary 
HAVER, L D Not them States Power Co 00/07/21 5pp 


0007280439 Forwards NtlTECH evaluation of low pressure turbine roll 
Results confirm earlier belief that present sys 
limitations aseocl.ited u/ in tormod la to range monitors 
cause 600 pel turbine roll Mods under review 
CLARITY, H H Northern States Power Co 80/07/21 16pp 


B Inspection reports, IE Dullotins ft correspondence 


9007140532 Forwards IE Dulletin BO-13, "Cracking In Core Spray 
Spargers '' Written response required 

KEPPLER.JO Region 3. Chlc.ogo. Office of the Director 00/05/12 

Ip 


0007020054 Forwards IE Info Notice 60-22, "Cr eakdowos In Contamination 
Control Progriims " No written response required 

HEPPLER, J 0 Hoglon 3, Chicago, Office of the Director 00/05/20 

Ip 


8007010127 Forwards IE Info Notice 00-23, "Loss of Suction to Emergency 
Feedwater Pumps " No written response required 

KEPPLER, J Q Region 3, Chicago, Office of the Director 80/05/29 

Ip 


8007140487 Forwords IE Insp Rept 50-263/00-09 on 800428-0302 
No nnneomp I lane u noted 

HEISHMAN.R F Region 3. Chicogo. Reactor Operations Nuclear Support 
Branch Q0/D5/30 2pp 


--8007140494 IE Insp Ropt 90-263/00-09 on 0OO420--O5O2 No noncompl lance 
noted Majnr areas inspected plant oper at i one, torus-dyruel 1 
vacuum breaker mod ft recirculation pump seat failures 
UARNICK. R r , ORDNN. C , HADISOM.A Region 3, Chicago. Office of 
the Director 80/03/20 3pp 


6007110044 Foruardo IE Inop Rept SO-263/60-06 on 000324.27-30.0424-23 
ft 0506-07 No noneompi iance noted 

HEISHMAN, II F Region 3, Chicago-. Reactor Operations Nuclear Support 
Drench Q0/Q6/04 2pp 


— 0007110049 1C Insp Rept 50-263/90-06 on 800324.27-30,0424-25 ft 0506-07 
No noncompl iance noted Major areas inspect ed containment 
integrated leak rate test ft local teak rate testing 
llEIEHMANi R F Region 3. Chicago, Reactor Operations Nuclear 
Oiipport Dranrh CMOH. E T , IIOPKIN0, J 0 Region 3, Chicago, Office 
of the Director 00/06/03 7pp 


0007220212 Forward s IE Info Notice 00-26, "Evaluation of Contractor 
QA Frogra'ms " No written response required 

KEPPI ERi J 0 Region 3, Chicago, Office of the Director RO/06/10 
Ip 


0007140321 Forwards IB Bulletin 00-14, "Degradation of BWR 6crom 
Discharge 9ol Capability " Written response required 
KEPPLER. J 0 Region 3. Chicago, Office of the Director 80/06/12 
Ip 


0OO7OSO162 Responds to IE Dulletin 80-06, "Engine erod Safety Feature 
Kesot Chntruls " All safety-related equipment remains in 
emergency mode upon reset of actuation signal w/listed 
eccep tinns 

OlLDERTl), D E Northern Slates Power Co BO/06/16 3pp 


0007030043 Forwards 1C Bulletin 00-13, "Passible Loss of Emergency 
Notificatipn Sys (FNSI M/Loss of Qffslte Power " Nrittin 
response required 

KEPPLCRiJ 0 Region 3, Chicago, Office of the Director 80/06/10 

Ip 


8007020573 Forwards IE Circular 00-lS, "Loss of Reactor Coolant Pump 
Canting ft Natur.il Circulation Cooldown No written response 
r equ ired 

KCPPLER, J 0 Region 3, Chicago. Office of the Director 80/06/20, 

Ip 
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8007300307 Foruiards IE Insp Rept S0-2t3/00-l0 on 800320-22 No 
none omp 1 i once notoii 

HElariMANi R F Region 3. Chicago. Reactor Operations Nuclear Siippoi t 
Branch 00/06/23 2pp 


— 8007300309 IE Inep Rept 30-263/00-10 on 000520-22 No noncoinp U ance 
noted Majoi areas inspected fire protection prevention) IE 
bulletin f ol 1 oufup. cal ibr h revleui of plant operations 
BROWN, C H . WABNICK.R F Region 3. Chicago. Office of the 
Director 80/06/20 4pp 


8007170506 Forieards 1C Circular 80-14. "Radioactive Contaetinatlon of 
Plant Deminora 1 1 1 ed Mater Sgs 6 Resultant Internal 
Contamination of Personnel “ No leritten response reguired 
KEPPtCR. J 0 Region 3. Chicago. Office of the Oiiector 80/06/84 
tp 


8007210501 Ack receipt of 800520 Itr informing NRC of steps taken to 
correct violations notod in IE Insp Rept 50-263/80-08 
DAVlO. A 0 Region 3. Chicago. Fuel Facilltg 6 Materials Safety 
llranch 80/06/24 Ip 


— 6007310309 Responds to NRC 800308 Itr re violations noted in IE Insp 
Ropt 30-263/BO-OH Corrective actions labels reinforced u/ 
tape, redundant labels applied 6 oitra set of labels provided 
<j/lnstruciions 

OILDERTS, D E Northern States Poucr Co 80/05/28 Ip 


B007230336 Foruards IE Dullotin 80-16, "Potential Nisapp 1 i cat 1 on of 
Rosomount Inc Models 1151 t, 1152 Pressure Transmitters 
W/Elthor A or D Output Codes “ Written response required 
IE Circular 00-16 also end No loritton response required 
KEPPLER, J 0 Region 3, Chicago, Office of the Director OQ/06/27 
ip 


8007210182 Responds to IE Dulletln 80-10, "Contiminatlon of 
Meiirndloactive 9ys 6 Resulting Potential for Onmonitored. 
Uncontrolled Roleaso of Rad ioac tlvi tij to Environ " Actions 
re Items 162 completed os of 800625 

0ILDERT8, D C Northern States Power Co 80/06/30 Ip 


8007240104 Faruiards IE Insp Rept 50-263/80-13 on 800609-13 6 notice of 
violation Notice of violation Ulithhclri <ref lOCFRR 7901 
HIND, %1 A Region 3, Chicago, Bafeguards Dranch 80/07702 2pp 


—8007240107 IE Insp Kept 50-263/80-13 on 800607-13 No noncompi tance 
noted Details withheld (ref 10CFR2 790) 

HIND, J A Region 3, Chicago, Bofeguardc Branch CHRISTOFFER, O M, 
HADEDA, T J Region 3. Chicago. Office of tho Director 80/07/01 

2pp 


B007210132 Responds to IE Bulletin 80-08. “Bsamlnotl on of Containment 
Liner Ponelratlon Wolds ” Lists flued head penetrations ti 
provides info re design U nondestructive osamination of 
penetrations 

OILBERTS. D E Northern States Power Co 80/07/03 9pp 


8007180566 Notifies that time clock of Item 2 of IF Bulletin 80-17. 
“Failure of Control Rods to Insert During Scram at BWR. " 
will start at 12 01 AM on 8O070Q Test should be completed 
within 20 dags Requests notification of malfunction 
KEPPLER, vJ 0 Region 2, Atlanta. Office of the Director 00/07707 
ip. 


8007250065 Responds to IE Dulletln 80-11 Bechtel Power Cerp 
contracted to idenlifg tt re-evaluate mosonrg walls Survogs 
of inaccessible areas will be performed at earliest 
opportunitg ui/results provided In fellowup rept 
0ILBERT9, 0 E Northern States Power Co 80/07707 ll4pp 


B0O72B0O57 Responds to IE Bulletin 80-17 Surveillance tests performed 
on 800704 found no detectable water In sgs Daily ultrasonic 
tests are being performed to monitor for residue water Item 
7 not appllcobltt 

OILOERTB, D E Northern States Power Co 80/07709 2pp 


B007290S41 Submits flddl response to IE Bulletin 80-17 Appropriate 
revisions of operating procedures Issued on 800711 No water 
detected re Item 5 Reporting requirement to Item 6a 
accomplished Verbal requirement per 6b made on 800703 
OILBERTB, D E Northern Slates Power Co 80/07/17 3pp 


R Periodic operating roperts related correspondence 


8007150611 Forwards monthlg operating rept for June 1900 
MAYER, L P Northern States Power Co 00/07/09 2pp 


— 8007150614 Monthlg operating rept for June 19BO 

MVRABO, A L Northern States Power Co 00/07/03 Opp 


S Reportable uc cui r encos. LERs 6 reluled correspondence 


8007010531 Forwants i.ER BO-O.J/OJL-J 

HAVER. L 0 Not thorn Btatos Power Ci. FiO/06/26 Ip 


— 80070 1 OS42 LER 00-022/031 0 on 800529. prira.irij containment oiggen 
cunc entra t i or, eiceeded 5/ bg weigh! Tech Bpec limit Caused 
bij open SVC air isolation valve to Jrgwell Procedures have 
been revised to assure proper valve positioning 
SHUHTB. 8 J Northern 'ilales Power uo flO/06/26 Ip 


0007 100 190 Forwaids LCR 80-02 J/03L-0 

HAVER. L Cl Northern States (*owor Co 80/07/01 Ip 


— 0007100195 LCH aO-023/03L“0 on 000601. an rjector offgas radiation 
mom tars dropped to about 20/, normal foi about 40 minutes 
Caused bg mechanical vacuum pump offgas sample valve being 
incorrectly openod Valve now wired shut 

JACOBSON# R D Northern States Power Cu B0/07/0i Ip 


DOCKET 50-264 DDW CHEMICAL fO 


F Security, tnediial, emergeneg 6 file protection plans 


9807200699 Discusses uproming review of physical securitg plan Enel 
790628 Itr w/Ameod 4 to License R-IOB incorporated 781020 
socurltg plan Pending review uf lurrnnt p Ian. submi tta 1 of 
changes is not neccssarg 

MILLER. J R Standardi lat 1 on 1, Special Projects Branch BO/07/09 
2pp 


Q Inspection reports. IE Bulletins 6 correspondence 


B00717O617 Forwards IE Circul.ir 80 14, "Radioactive Contamination of 
Plant Oemineral 1 1 ed Water Sg*^ 6 Resultant Intern.!.! 

Contamination of Personnel " No written respoiiGC required 
KEPPLER, J 0 Region '1. fhicago. Office of the Director 80/06/24 
ip 


DOCKET 50-263 ftUAD-ClTICS STATION, UNIT 2 


F Security, medical, emergent g t, fire piolection plans 


9007010347 Forwaids safeguards contingency plan amend Plan withheld 
iref I0CFR2 790) 

PEOPLES. D L Commonwealth Ldison Co 80/06/27 Ip 


0 Adjudicatory corrospoiidooce 


9007310243 Forwards Commission 800527 memorandum 6 order containing 
decisions on UCB 780302 petition for reronsidora 1 1 on of 
780413 memorandum J, order UCB 771104 petition sought .irtion 
re fire protection for electrical cables 
EISENHUT, D 0 Division of Licensing 00/06/25 89pp 


P Operating license stage doiuments !, coi respondenc e 


8007230020 Bummanj of 000207 meeting u/Mark I owners group in Bethasda, 
MDi re revisions to NRC acceptance criteria 6 outstanding 
issues relative to Mark I containment long term program 
ORIHES.C T Plant Systems Dranch 80/02/21 3lpp 


8007290217 “Moasurement of )te-131,f-l4 fc Tritium in Air b 1-131 in 
Vegetation 6 Milk Around Ouad FI ties Nuclear Power 
Stations. 

KELLER. J H . AKEBa, D U , Di/CC. S M Idaho National Fnglneering 
Laboratory FIN A-6070 Nl)RE0/Cft-n9S 80/03/31 400pp 


0007010070 Responds to FQIA request for 37 documents rofcroncod in M 
Tokar memo to ACR8 concerning pel le t-c ladd ing intei'action 
Forwards documents Missing lecords are duplicative, 
superseded or available oisewherc 

FELTON. J H Division of Rules and Records 80/06/20 2pp 


— 0007010119 Forwards doscripllon of causes of 7S0522 off-gas release at 
facility Release appears lo he caused by flu* peaking 
81E0EL,B Core Performance Branch 73/06/05 9pp 


6007010190 Responds to fiSRT concerns re control rod drive sys lacking 
seismic onalgsis Ouad Cities 1 b S seismic design of control 
rod drive sgs calculatloni performed for facility while 
under const end 

JANECEK. R F Commonwealth Edison Co 80/06/24 4pp 
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00070101 <’J} ‘'Qur-iO 1 Fi i* 'icitinic Dnta dti Control Rod Drive Sy# " 

« He.iclor Coiitrnl-i. Inc 70/07/10 POOpji 


107070116 BubmUs revi-ied rciponaea to NRC 770600 Itr i re 
gecond level of unifervo I tage piotection Por 4 kV emergency 
pouDr busei vupiilying loPely' r i>la te J Suails 
.lANECCH, R r Ctimmonujoal tl> rdivon Cu RO/ObySh 4pp 


OO7O0<1O6'1 Responds to NHG BOOSID reguost Por addl inPo concerning 
adotiuorij oP etotiorv electric distribution Fiys voltages 
JANECFK. R F rtifnraonwen 1 th Edison Co BO/06/30 4pp 


0072B0470 Foruiorris ''Reactor Contsitiment Oldg Inbegroted Loal Rate 
rest," (« relateil app describing Type A test Ne 1 1 Type A test 
Mill lie pertormod during shutdown sctiBduled for 19B3 
KALIVIANAKIS. N Cofnmunweo 1 th Edison Co 80/07/01 Ip 


■-y007SI70474 “Redclor Containment Bldg Integrated Leak Rate Test " 
• Comnonuealth Ediaon Co BO/OJ/ia S9pp 


107070349 Torurards revised schedule >i status inPo for Mark I programj 
Peaduatei spargor repine onorit ■?< general teork planned for 
Ouad Cities 1 niitage Prnceeding on priority basis u/niods 
providing Inigost safety Increase margins 
RCEDrC Conusonu/eal til Edison Co 80/07/02 IHpp 


107100142 App 1 1 c iitinn for amend to App A> Tech Specs of Licenses 
DPR-29 & DPR-DOi imp 1 ement 1 ng fire protection mods 
dAMECEK.R F Common idea 1 t?i Edison Co 80/07/03 Spp 


000710014/ I’roposed changes to Tech Specs 3 12/4 12-1 through 
3 12/4 l2-9i InplcmontiTig fire protection nods 
« Coflimonupoalfch Edison Cn 80/07/03 IBpp 


I0721021S Responds to HRC reguent for addi info re turbine disks 
Appllcoble turbine missile analysis uas presented In Amend 
S to Oiiad Cities CP application Analysis applies to Dresden 
duo to similarity of general arrangement 
JARECEK^ n F ChmmDnuenlth Ed. i son Co B0/07/1S Ip 


Inspection reportsi IE Bulletins ti correspondence 


07140345 Forwards 1C UuHetin B0-13i "fracking in Core Spray 
Spargers “ Written response reguireil 

KCPPLER. J G Region 3. Chicago. Office of the Director 00/05/12 

Ip 


07020065 Forwiirds 1C Info Notice 60-S2. ” Break douns In Contamination 
Control Proyrams " No written response ronulred 

KEPPLERi J G Region 3. Chicago. Office of the Director 00/05/28 

«P 


070100QA rorunrds IE Info Notice 00-23. "Lobs of Suction to Emergency 
f'eedieator Pumps " No written response ronulred 

KEPPLEH. JG Reglun 3. Chicago, Office of tho Director 80/05/29 
Ip 


07080756 Forwards revised responee to Ifc Bulletin 79-01 B. "Environ 
(luni 1 f teat i on uf Class IE Equipment " Identifies areas whore 
ttffort Is continuing in identification of egiiipment 
qunl i ricatlons W/« end 

JANEICEK. R r CoffliTionwna I th Edison Cn 00/06/0? ip 


072S0I96 r or wards IE Info Notice 00-26. “Evaluation of Contractor 
OA Programs " No written response required 

KBPPLCR.JO Region 3. Chicago, Office of the Director 00/06/10 

Ip 


07140309 Forwards 1C Bulletin 00-14. "Degradation of DWR Scram 

Dlscharyn Vol C.-ipatiil ity " Written response required 

KEPPLCAi 3 0 Region 3, Chlcagui Office of the Director 00/06/12 

Ip 


>7100004 Forwards response to IE Dulletin 00-09, “Hydrometor Actuator 
Deficlsiictesi ” No safety 're i atrd sys or compotient at 
Jresden 2 fc 3 uses AH-90 or NH-90 series hydramotor 
ic tun tors 

’EDFLC&. D L Commonwealth Edison Co 00/06/16 3pp 


)/030037 Forward* IE llulletin OO-iS. "Possible Loss of Emergency 
fotificallon ays TENS) W/Los* uf Offsite Power " Written 
response required 

iEPPLCR.JO Region 3. Cbitago. Officn of the Director BO/06/18 

>P 


B0070205S9 Forwards IE Circular BO-lD. "Loss of Reactor Coolant Pump 
Cooling 6 Natural Circulation Cooldown " No written response 
requi red 

KEPPI.ER, J 0 Region 3. Chicago. Office of the Director 00/06/20 
ip 


BC0711013I Forwards notice of violation 6 notice of proposed imposition 
of civil penalties arising from IE 000131 insp 
STELLO. V Office of Inspection it Enforcement. Office of the 
Director B0/O6/20 2pp 


— 3007110136 Notice of violation from insp on 800131 Noncompliance noted 
surface radiation of transporting vehicle exceeded max 
allowable millirem per hnur 

* Office uf Inspection &• Enforcement. Office of the Director 
BO/Ol/31 Ipp 


— 0007110145 Notice of imposition uf civil penalties based on item of 
noncomp 1 i an c e rc oxeessive surface radiation on transport 
vehic le 

* Office of Inspection 6 Enforcement, Office of the Director 
00/06/20 I p 


0007140147 Notice of proposed imposition of civil penalties In amount 
of ♦4.000 for item of noncompl latico re radiation levels on 
waste shipments exceeding regulatory limits 

* Office of Inspection Ic Enforcement. Office of the Director 
00/06/20 Ip 


8007170430 Forwards IE Circular 00-14. "Radioactive Contamination of 
Plant Demlnora 1 Kcd Water 8y s. I< Rosultont Internal 
Contamination of Personnel " No written response required 
KEPPLERi J 0 Region 3» Chlcogo. Office of the Director 60/06/24 
Ip 


6007830209 Forwards JE Dullotin 00—16. "Potential Misapplication of 
Rosemount Inc ModoJ s 1151 ?< 1152 Pressure Transmitters 
W/Eitbor A or D Output Codes " Written response required 
IE Circular 00-16 also end No written response required 
KEPPLERi J 0 Region 3. Chicagoi Office of the Director 00/06/27 
IP 


B0D7300574 Forwards Waste Packaging Insp fiept 1S000046/BO-07 on 000101 
Notice of violation forwarded under separate cover 
KEPPLER. J 0 Region 3. Chicago, Office of the Director 00/06/27 

2pp 


•8007300585 Woste Packaging Insp Rept 15000046/00-07 on 000131 
None amp 1 1 once noted radiation levels on surface of trailer 
in excess of regulatory limits 

EODKi H E Region 9. 0an Francisco, Fuel Facility It Materials 
Oofety Drench CAIN.C L Region 4, Dallas. Office of the 
Director 00/02/27 7pp 


0007160509 Notifies that time clock of Item 2 of IE Bulletin 60-17< 
“roilure of Control Rods to Insert During Scram at BUR." 
will start at 12 01 AN on BOO7O0 Test should be completed 
within 20 days Requests notification of malfunction 
REPPLFR. J 0 Region 3. Chicago. Office of the Director, 00/07/07 
ip 


0007830641 Responds to IE Dullotin 00-10, "Contamination of 
Nonradiooctive Bys l< Resulting Potential for ilnmonitored. 
Uncontrolled Release of Radioactivity to Environ " Any 
affected sys will he restricted if con tarn I nation found, 
PEOPLEB. D L Commonwealth Edison Co BO/07/07 3pp 


B007250650 Forwards response to IE Dullotin 60-11. "Masonry Wall 
Design " Requested investigation not perfurmed at Dresden. 

Unit I due to extended outage Requirements will be met prior 
to startup W/o end 

PCDPLES.D L Commonwealth Edison Co 00/07/07 2pp 


0007230630 Forwards response to IE Dullotin 00-06. "Examination of 
Containment Liner Ponclpalion Welds " Dresden Unit 1 tlosigns 
will ho rov towed 6 feasibility of performing radiographic 
examinations will be assessed before unit returned to ovc 
PEOPLES. D L Commonwealth Edison Co 60/07/09 7pp 


0007160630 Responds to IE Bulletin BO-17 re results of tests required 
by Item 1 No significant amount of water in scram discharge 
vols Vent i. drain linns also verified free of obstructions 
by performing dynamic air test 

JANECEki. R F Commonwealth Edison Co 00/07/10 8pp 


0007200074 Forwards addl response to IE Bulletin 00-17. Items 8.3. 4.S.6a 
$r 6b New procedure has been written to cover actions 
necessary when centre] rods fall to fully insert during 
scram 

PEOPLES. P L Commonwealth Edison Co 00/07/11 Spp 


DOCKETED ITEMS 


8007310397 nesponiJs to NRC SOOOo-’O notice of proposed imposition of 
civil penalties by foruiarding payment 

PEOPLES. I) L commonuealth Ed j sen Co 80/07/14 Ip 


S007G10333 Foruiards response to violation noted in IE map on 003131 
Corrective actions procedure noiu reniiirus under- tr a 1 1 e r 
check of raiJiiiaste shipoients f< prt survey of articles at 
shipment origin to assure packages ai e uiithin dose limits 
JAMECEK. R F cornmnnujea 1 th Edison Co 80/07/19 3pp 


B0073004S9 Responds to IE Rullefcin /'>-14, "Seismic Analysis for As- 
DUilt Bafotg-Re 1 ated Piping Sgs. ” bg foiw.mding "PiDcedure 
for Review ti Redolution of As-Built Deviations” $< "Pro-c edur e 
for Application of Blume Curves Criteria " 

JANECEK. R F Commonwealth Edison Co 00/07/16 Ip 

— B00730049B "Engineering Cr i ter i .i/Pni c ed uro for Rovipui Resolution of 
As— Duilt Deviations.” Revisinn J 
SNYDER. T K EDS Nuclear. Inc 80/03/07 lipp 


— 0007300500 "Eng Ineericig Critoiia Procedure fur Application of D 1 ume 
Curves Criteria " 

SNYDER. T K EDS Nuclear, Inc BO/0.1/07 DOpp 


R Periodic operating reports Ic related correspondence 


BOOTISODI? Formal ds monthly operating repts for June 1880 
KALIVIANAKIS. N ( ommoniaea 1 1 h Edison Co 00/07/01 Ip 


— 0007150625 Monthly operating repts for Juno 1900 

HAFERA. T Coraraonwea 1 th Edison Co 00/07/01 4pp 


B Reportable occurrences, LERs A related correspondence 


0007000162 Forwards UER B0-015/03L-0 

KALIVIANAKI8, N Commnnwea 1 th Edison Co 00/06/26 Ip 


’BOO70B0t72 LER aO-015/03L-0 on 000604, leak found in HPCI steam supply 
lino Caused by thermal cyrllng during normal op erst ion. 
weakening small section of fillet weld htPCl sijs taken out of 
SVC. weld ground out tr welded Bys returned to sve 
K0PAC2, J Commonwealth Edison Co 00/06/26 Ip 


8007240112 Forwards LER 80-01 4/03L-0 

KALIVIANAHIS, N Commonwealth Edison Cii 80/0//iS Ip 


— 0007240114 LER aO-014/03L-0 on 000623, d ur i ng surveillance check on HPCI 
emergency oil pump. found ml leak on discharge line Caused 
by crocked threads on pipe mpg^lc Pipe nipple cut t< 
rethreaded 

* Cooimenweal th Edison Co 00/07/22 2pp 


8007230397 LER 79-021 has been cancel lod 

COLLINS. M Commonsieal th Edison Co 00/07/22 Ip 


V Operator Esaminations 


0007020319 Responds to 000512 Itr requesting extension until Fall 1900 
for completion of annual roqual i f icat ion exam due to add! 
work load Exam date may be delayed until 000930 
COLLINS. P F Operator Licensing Hranch 80/06/10 ip 


DOCKET 90-266 POINT BEACH NUCLEAR PLANT. UNIT 1 


F Security, medical, emergency f< fire protection plans 


B007300440 Forwards emergency plan. revised draft. Jul 1900 
FAV, C W Wisconsin Electric Power Co 80/07/25 Ip 


0 Adjudicatory correspondence 


B007310243 Forwards rommlsslon B00327 meinnrari-dum Ic order containing 
decisions on UCS 700502 petition for reconsideration of 
700413 memorandum f< order UCS 771104 petition sought action 
re fire protection for electrical cables 
EISENHUT, D 0 Division of Licensing 00/06/25 R9pp 


0007100241 Notices of appearance in license cnodeproceeding Certificate 
of Bve end 

CYRt K D > HOEFLING.fi K Rulemaking ti Enfoi cement Division 
BO/07/09 3pp 


000723060/ Pr i>l iminar y i on 1 1 ii 1 1 oiis .illtgilig pos'ibllity cif steam 
gt>nopalor tube lupture during sc (• LfiLA funtends that 
Cllntinueil operation w/ si qi. i f i c .in t tube deQiadatlon poses 
throat to public C ox 1 1 f ic u ti uC B' c t-in 1 

FAIK.K H Wiscuil'iii •> hn V 1 r ocimnn t s 1 Dec «nJt‘ 86/0/‘15 3pp 


0007290070 Responbe in (ippositicn. to IJI Fiwitnii Drtado sopplemenljl 
potitiuii to inlrivine h t iintentiuii Inlurubt not affci tod 
Injury in fact le',1 not me( Ua 1 i d itmtenlions not •'ubmilted 
Hearing as of nghl must bt ilriiipcl ( n r 1 1 f i e a t r pf 'svi c-nc 1 
CYRjK D ICulcmaking 5 Enf on eciiont Oi/isioii H0/O//27 15pp 


00073003B1 Response to W1 Eliyirun lire . ids. li.i 801)715 supplemental 
filmy hearing is nut wan anted lusouSc iiitc i veiiiir Failed to 
state interest fi failed to r>aisp one cnntiiitiun addressing 
Issues of NRC 7911JO iirdn 

CHARNDrF.ti Wittonsin Eleitric Power Co CHARNDPr. 0 Bbaui. 
Pittcsfin, Potts I< TrowliriUyo IJO/C'7/20 tlpp 


— BCJO7300’39D Motion to iJefivj WI rnviroci tiusodc 1 iic /■9l.’l/ request for 
hearing re NRL 791J30 cirdu Iiitorvcrnur mil entitled to 
hoarinc) as matter uf right D i sr re 1 1 oiiar y liuar ing 
unwarranted Curt i f » c a tc* of Bve t notice nf ap i>e«<i cine e eric 1 
MURRAY. J P , CVH.K • LIEDERMAN, .f RuJenmPing «< CnForcoment 
Division 80/02/1 J lApp 


H General carrespondence 


8007290628 Urges NR( to ccindmt full pi ohr uF facility riper.Tt i on during 
800730 prrhc.arlng tonfeieiiir Bafutij ,i s uut aitc es should he 
given tn community Ltical nenc^ p.j p ei s deficient in detailing 
concerns 

SPRING, C A . BPRiNK.W Affili.ition Unknown B0/G7/l.i Ip 


B007290631 lleguBhts that facility not tic allowed to < untiniie operattcig 
u/faulty I, defective steam genOTatoi tuUor. Defer tivii f. 
deteriurated tubes should he leplaCf'Cl now Sltiiatitin pi'esents 
potential for another TfH ,7 I in idunt 
KRACHTiUH Affiliation Unknuion 00/07/2,* Ip 


00073103/3 □pposer. util request for amend tn mnd iirdm on grotiiids that 
ser iDiianuss of lube degruda 1 1 nil prcililom elcmnnUs coniplpto 
review of 90 effective full power d.Tij insp rc'sults by NRF 
before nperatinn purmitted to resume 

FALKi K N Uisrunuin'B Fnv t r o iimon ta 1 Decade 80. 1)7/ 26 Ip 


P Operating llccnbo stage diii. umcn, t c h correspondenep 


0007230097 Requoutb subfnittnl of prupoted lofh Spot thanijes pruvlditiy 
for redundanry in decay lie.it rc’mcival c.ipal.i 1 ity in .ill modus 
of operatleii MnilcI Tech Specs wh i r h would priivid'* .ixcoptahle 
resolution end for guidance 

EISENHUT, D 0 Division oF tl censing 00/06/11 6Ppp 

^□007170500 Foru.irUb uva 1 ua t i ini of control rod guide Ihimblo lueac in 
facilities designed by Uestixighausl D.ised on i evi ew. i iiRue 
is resolved 

CLARK. R A Operating Rcac ten s Dracirh 't Eli/OJ/Oi 4pp 


0GD729OOG1 Rcgue'.ts submittal of nppliiation fur amend t n license 
Ccitisisting of Toeb Spec cliariyx'!, 9 licoiiso conditiciiis FHfl 
Model Tech Specs 6 Nod el license conditions for ftll-r 
Lessons Loomed C.itegory A itemi, eni I fiii guidanie 
EISENHUT.DO Division of ticen*-uig 00/07/02 69pp 


0007150648 Heriucnts i.xtnnsion of cummunt pciinct on NU0EG-O9/7 until 
0009 1 5. due tci ether cjurk efforts Requests notifiration otilq 
if extension fiiuiid unac cep t ahl e 

FAY. 0 W Wlscuniln Electric Pusipt Co 00/07/03 Ip 


000/150602 Submits romments ciii NURDfl-WA34 Two eb ji>r tionab lo items 19- 
minuto time frame proposed to complpte public on 1 1 f ic .it Inn 
(c propriety of min shift staffing r ogu i i emen t s proposed In 
Table B-1 

FAY. C W Wisconsin Electric Powht Cu 00/07/03 6p p 


0007210034 Confirms schedule for 0(10700 meeting af site to disciioe 
recent increase of poi'soniu‘1 errors nt f .ici 1 1 tli.*j 

KEPPtCR.,1 Q Region 3. Chicago. Office of Iho Dliectov ao/D//03 
*P 


00071 506P3 AilvJ set that plant wi i 1 be taken off-line on B0D72H for 
scheduled autayi* tn ronduc t byd i o*. t .<1 ic tost.. '< i t.sprv i cr 
insp per 90-Uay effective full power requiremont 
FAY, C W Miscidisxn Elertrii Pciiipr Co 80/07 /ci/ Ip 
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DOCKETED ITEMS 


D0079I0408 Foruardii reviiotl Iprh Dp^er lb 3 <1 for sleiara •« pQiiior 
Cpnver5i0f> *'js f* Four 72”h te*»t repts for awiiliaMj f-ecd 
puffip III rrspon^e to Ni?C 8005 1 A rc^uost for «*di.H info re 
atlilliar^ Feedwalpr »i/5 

F^V. C H Wisconsin fleet! J< Power Co 80/07/00 4pp 


8007030030 Foruai-ds IE DuUetin 80-15. "Possible Loss of Emergency 
NDtiPitatlon S«s (ENSl W/Loss of Offsite Power " Written 
response required 

KEPPLEFl. J G n«gi»n 3. (.bit ago. Office of llii* Dlrcctoi H0/0&/1B 
«P 


—00 0731 04 38 Bevisetf Terh 
• Wisconsin Electrii 


Spot ll 3 4 for steam power conversion sys 
Power Co 80/07/08 3pp 


— 80073104*12 "Seventy -Two 
Pvnp ” 

e (lisconsin flectriC 


Hour Test of Turb ine-Ori /« n Auxiliary Feed 
Power 'o WMTP II 21 RO 79/13/30 lOpp 


—8007210460 “Se.enty-luo 
Fujsp " 

* Wlsionsin blfctric 


Hour test of Turb ino-Or ivpii Auxiliary Feed 
PouiPT fn WHIP H 31 RO 79/12/07 lOpp 


8007030949 Forward s IE Circular 80-15. "Liiss of Reactor Coolant Pump 
Cooling tr Natural Circulation Cooldown ” No written response 
required 

KEPPl-En. J G Region 3. Chicago. Office of the Director 00/06/20 

ip 


0007170324 Forwards IE Circular 80-14. "Rad 1 oar tl ve Contamination of 
Plant Deminera 1 1 led Water bgs t< Resultant Internal 
Contamination of Personnel " No written response required 
KEPPLER. J S Region 3. Chicago. Office of the Director BO/06/24 
Ip 


— 80072 1 0465 ' Seven ty -Twd 
POBip ' 

e Uisconsin ElectiiC 


Hour Test of tl ectr i cally-Dr 1 ven wuxiliitry Feed 
Power 10 WHIP SI 33 RO 77/13/26 lOpp 


— a00721'0469 "Seventy-Two Hour Test of El ectr tral Itj-Oi i van Auxiliary 
Feed Pomps ' 

» Ui scons in Electric Power fo UrlTP ) 1 82 RO 79/13/23 lOpp 


8007240330 Advises of hIRC reorgani ra tion on 800428 which resulted in 
number of change* in ofc 1 1 ties, plisi tions U assignment* pf 
personnel Also submit* info fdi OETR 

NOVAK. T J1 Assistant Director for Operating Reactors 80/07/08 
2pp 


B007390480 Discusses potential welding deficiencies m tonlis fabricated 
by Graver TanI 6 Mfg Co Requests determination whether 
weldments in safety-related Oravor liints meet design specs 
tl fabrication requirements 

MOSELEV. N C Division of Reactor Operations Iiisp ec 1 1 on* 80/07/08 
3pp 


0 Inspection reports. IE Ouiletins »< correspondence 


8007330346 Forwards IE Dulletln 80-16. "Potential Misapplication of 
Kosemount Inc Hodels 1151 t< 1152 Pressure Transmitters 
U/Either A or D Output Codes " Written response required 
IE Circular 80-16 also end No written response required 
KEPPLCR. J G Region 3. Chicago. Office of the Director 00/06/27 
»P 


0007310304 Forwards IE Inisp ReptS 50-36^/80-11 «< 90-301/80-11 on 
800616-17 No none omp 1 Lance noted 

FIORELLI.O Region 3, Chicago. Reactor Construction 6 Engineering 
Support Dranch 80/06/30 3pp 


—8007310316 IE Insp ReptS 90-266/80-11 h 50-301/80-11 on 800616-17 No 
none omp 1 lance noted Major areas inspected licensee actions 
re IE Bulletin 79-14 

VINi I T . DHICKLEV.R H Region 3. Chicago. Office of the Director 
DANIELSON. D H Region 3. Chicago. Reactor Construrtlon t< 
Engineering Support Branch 80/06/30 9pp 


B007170S36 Responds bo IE Bulletin 80-00. ‘'Examination of Containment 
Liner Penetration Melds " All containment welds either have 
leak chase channel or penetration has closure cap or 
expansion bellows welded outside containment 
FAY. C H Wisconsin Electric Pnwpr Co BO/07/03 3pp 


8007030037 Forwards IE Info Notice 80-22. "Dreakdouins In Contamination 
Control Programs " Mu urillen response required 

KEPPLER. J O Region 3. Chicago. Office of the Director 80/05/28 

Ip 


9007238071 Submits leply to IE Bulletin 80-10 re contamination of 
nonradioac tive sy» (< potential foi releases Completion of 
bulletin review not anticipated until 800831 
FAY. C H Wise ana in Electric Power Co 80/07/07 2pp 


8007210409 Forwards IE Circular 80-13. "Grid Strap Damage in 
Hestinghouso Fuel Assemblies " Me written response required 
KEPPLER. J 0 Region .3. Chtrago. (Iff ice of the Director 00/05/28 
If 


eoa/OlOOBO Forwards IE Info Notice 80 - 3 J. "Loss of Sdctlon to Eimergency 
Feedwater Pumps " No written response required 

KEPPLER. J Q Region 3. Chicago- Office of the Director 80/05/29 
Ip 


60O7OIOD3D Responds to IE Bulletin 80-06. “Lrigineered Safety Feature 
(ESFI Respt Cont-mls “ Control of solenoid valve will be 
modified such that total rot 1 rculatioli of control ream air 
will continue after reset of cDnt.sinraent Isolation 
FAY.C H Mtsconsxn Electiic Power Co 80/06/06 Spp 


8007010063 Responds to IE Bulletin 80-0S. "Vacuiim Condition Resulting 
in Damage bo Chemical Vol Control Sijs ifVCSI Holdup Tanks " 

Nod will be implemented to prevent operation of holdup tank 
recirculation pump w/u positive presrura in tank 
FAY.C W Wiaionsin Electrii Ptiwer fo 00/06/06 9pp 


8007160757 Ref ponds to IE Bulletin 80-06 Review conducted of schonratic 
drawings to ilolrrmine actiuns resulting from engineered 
safety feetuie actuation sign.il A whether equipment returned 
to nonemergency mode upon rcnuval of actuation signal 
FAY.C U Wisconsin Electric Power Co 80/06/06 2pp 


S0070ID043 Updater. 000307 response to IE Oulletin 79-14. "Seismic 
Analysts for As-Diiilt Safety-Re I a ted Piping Sys " Piping 
analysis completed for 84 of 85 previously tahulateil 
drawings. as of 800523 Status of review end 
FAY.C H Uisronsln Electric Power Cn 80/06/09 Spp 


0007220226 Forwards IE Info Nutict 80-26. "Evaluation of Contractor 
OA Programs " No written rasponse required 

KEPPLER. J 0 Region 3. Chicago. Office of the Direi tor 80/06/10 
Ip 


6007160199 Fox wards IE Info Notice 80-37. “DegradiSt Ion of ReaetO'r 
Coolant Pump Stiidr ’’ No spei if ic .iclion or response 
required 

KEPPLFR.JI 0 Region J> Chicago. Office of the Director 80/06/11 

Ip 


B00724034B Responds to IE Bulletin 80-15 re powor supply to omergoncy 
noti ficalion sgs telephones Charger supplied by telephone 
company is connected to safeguards Bus 2842 Phones verified 
operatinnal w/loss of ac to charger 

FAY.C H Misconsin Electric Pounr Co 60/07/00 2pp 


9007300456 Forwards drawings for revised pump I. valve inservlce Insp t< 
testing program, rep 1 ac lag 770520 program Program t< drawings 
available in Central Files only 

FAVfC U Misconsin Electric Power Co 80/07/25 Ip 


H Periodic operating reports 8. related corr ospondonca 


8007150610 Forwards monthly operating repts for June 1900 
FAY.C M Misconsin Electric Poiser Co 80/07/10 Ip 


— 80071506IB Monthly operating repts for done 1980 

FAY.C M Misconsin Electric Power Co 80/07/08 6pp 


9 Reportable occurronces. LFRs I. related correspondence 


800701,0409 Forwards LER BO-O07/O1T-O 

FAY.C H Ui scons In Electric Power Co 80/06/25 Ip 


—B0070 10420 LER 80-007/017-0 on 800611. blue instrument bus 1702 Was 
de-energixed. resulting in de-energi jatlon of 3 containment 
pressure channels Caused by personnel error Power restored i< 
instrumentation returned to normal 

FAY.C W Uiseonsin Electric Power Co SO/D6/25 2pp 


0007110333 Forwards LER 00-00a/03U-O 

FAY.C M Uiseonsin Electric Power Co 60/07/03 Ip 


—8007 II 0340 LER 0O-OOB/O8L-O on 800606. during normal operation, testing 
revealed that relay l-247/An2)C in train B would not drop out 
te initiate undervo) tage trip function Cause not determined 
Relay replaced It tested satisfactorily 
FAY.C U Uiseonsin Electric Power Co 80/07/03 2pp 



DOCKETED ITEMS 


V Operator Eidfflinations 


6007240085 Responds to 800604 request for info ro requirement tliat 
operator if senior operator luense oppHcants spend 3 months 
on'*shift in training Vorianre to requirement cannot be 
perm tied 

NQVAK» T M Assistant Directoi for Operating Reactors DO/07/00 
3pp 


DOCKET 50-267 TORT ST VRAIN NUCLEAR OENERATINO STATION 


F Security, medical, emergent y !< fire protection plans 


60071801V6 Foruards NRC 800425 Itr to all power reactor licensees. In 
response to 800529 Itr re emergency response facilities at 
reactor sites Sites u7approva] to use c losed-c Irciii t 
television Unit u/technical support ctr listed 
CRUTCHFIELD, D H Dperating Reactors BrancK 3 80/07/07 Spp 


6007180150 Requests util participation in study re people-related 
problems in nuclear safeguards Portion of study involves 
collection of data on licensee security forces h practices 
NRC to contact security mgt to schedule visit 
EISENHUT. D 0 Division of Licensing 80/07/09 Ip 


0 Adjudicatory correspondence 


8007310543 Forwards Commission 600557 memorandum t< order containing 
decisions on UCS 7Q0502 petition for reconsideration of 
760413 memorandum (< order UCS 771104 petition sought action 
re fire protection for electrical cables 
EISENHUT. D Q Division of Licensing 80/06/25 Q9pp 


J Insurance ti indemnity information 


□007290659 Forwards Endorsement 32 te ANI Policy Nr-192 & Endorsement 
43 to MAEUU Policy Nr-69 

OASGHLERi d A Public Service Co of Colorado BO/07/22 3pp 


P Operating Ilconse stage documents correspondence 


□007020251 Requests invoice for fee foi shipping route approval PSC o f 
CO 790882 applicotion 

MILLER. M 0 license Fee Management Branch 80/06/06 Ip 


8007090333 Buhmits info re thorium purification facility Proposes that 
processing take place in separute bldg adjacent to facility 
site h outlines purification process Requests response to 
Itr by B00801 

SWART, F E Public Service Co of Colorado 80/07/02 4pp 


□007280493 Forwards OA Co 800620 memo re inside/out oxidation of 
graphite in relation to reactor Phonumenoii will not occur 
at facility Oiidation was not observed in profiles generated 
in lab under representative reactor conditions 
eWART. F E Public Service Co of Colorado BO/07/1B Spp 


0 Inspection reports. IE Dulletins !< torreaponilonco 


8007020309 Responds to IE Rulletin 79-03A, "Longitudinal Weld Defects 
in ABME SA-312.TypB 304 Btainloss Steel Pipe " Piping specs 
do not allow use of soamed stninless steel piping in any 
ays 

8WART. F E Public Service Co of Colorado 80/04/23 Ip 


8007020272 Forwards IE Info Notice 60-22, "Dreakdouins in Contamination 
Control Programs " No written response required 

SEYFRIT, K V Region 4, Dallas, Office of the Director 80/05/20 

Ip 


0007010044 Forwards IE Info Notice 00-83. "Loss of Suction to Emergency 
Feedwater Pumps ” No written response required 

9EYFRIT, K V Region 4, Dal las, Offieo nf the Director 80/05/89 
tP 


80071SOOB3 rnruards TC Insp Rept SO-267/B0-1O on 800501-31 t< notice of 
vlolatl on 

MADSEN, 0 L Region 4. Dallas. Reactor Construction 6 Engineering 
Support Branch 00/06/06 2pp 


— BOO7ISOOB0 Notice of violation f i om insp on 800501-31 

« Region 4. Dallas. Offlre of the Director 80/06/06 ip 


— B007150091 IE Irsp Kept 30-26/. Q(i 10 on tiOP501-H Ni'iii omp 1 jance noted 
failure to mutt firr w.lt. ti 6 t < 1 iniju i shf r i equii einent s / 
faituiD to iibtain praiediifL ch.iiujr nppluval 

WESTERNAN 1 T , D 1 CKERBON. tl W LtlLt HMD. H E Region 4. Dallas. 
Office of the Dirertor 130,1)6/06 I2pp 


8007220126 Forwards if Infn flolicf HU- 26. "Evaluation Of Contractor 
QA Programs " Nu wriltei. ri.f.ntiso i.quired 

SEYFRIT.K V Rcginii 4, Dollo (Iffne of tl.p Diriclor 30/06/10 
1 P 


8007100223 Forwards IF Insp Rept SO-261 /flO-l I un ttOQ527-2D No 
none omp 1 1 anc u noted 

KELLY. J A I" Region ). Dali.. (Jffiie of the Uireetor 80/06/17 

2pp 


--B007100225 IF Insp Rept ‘i0-i’6'^. 1 on D(i0527— .’8 No noncomp 1 lance 

noted Mujur ureiis iTispctted phyoiial prutectiun of 
irradiated fuel in transit hcliiiis withhuld 
(ref 10CFR2 790) 

CALOWCLL, n A . KELLY. J A F Ri.gann 4, Dalloo. Office of the 
Director 80/06/16 Ip 


8007010231 Ack rurcipt of 00060, 1 tt infuiming NRK of steps taken to 
correct vicilationh noted in IF Insp Kept 50-267/60-08 
MADSEN, G L Region 4. Dallas. Of file iif the Director 30/06/20 
‘P 


— D0070102'J4 Responds to Nile tiOf’tdo 1 ti i e violations noted in IE Insp 
Rept 50-267/0(1 00 Corrective .iclions maiiit of proper diesel 
generatiir day tunk level wot r e-eaiphasl / ed to all operators 
I EE. 0 R Public Service t.o oF Coloiado 00/06/02 2pp 


8007840054 Forwards IE Lircular DH-15. "Loss of Reactor Coolant Pump 
Cooling ?< N.itural rircul.ilion (onldown " No written response 
required 

SEYFRIT.K V Region 4, Dal la-.. Ilffiie of the Director 80/06/20 

tp 


8007230645 Forwards icartur auiili.ny cooling water >ys inservice insp 
N testing requirements an.iiysit Includes draft Revision 1 
to Tech Spec sur vei 1 lane i‘ i cqui r emen Is fui reactoi auxiliary 
cooling water sys. u ttac fimr lit ti. i ep t CF-46-0004 
FULLER. F K Publlr Scrvicu (o uf < iiloradn 60/07/16 22pp 


8007280652 "Inservice Insp t resting Program Surveillance Roquiremoiits 
Review for Reactor Auiiliaiy Cooling Water Sys " 

« Public Service Cii of tnlor.idn Et-46-0t)04 30/06/24 45pp 


R Periodic operating reports ’i iBl<ited con espendence 


6007010344 Forwards monthly opoTatinc! lept for May 1900 

WAREMDOURO. D Pub 1 1 1 Sor vi ce < o no Colorado 00/06/23 Spp 


--80070I0346 Monthly Opoiatinq Hipt 77 tor May 1980 

OAHM. \) W Public Servin' (o of (olniaclo 80/06/02 9pp 


0007080406 Forwards monthly oprraling rept for June 1980 

WARBMOOUnO. D Public Service Co of toler.rdo 30/07/01 Ip 


--Q007080409 Monthly opnratinii lopl fur .lone 19110 

OAHM. J W Public Service Co of CnUiiado 00/07/01 5pp 


S Reportable ocnirronces. LLHs S. related correspondence 


B0042402B1 PND-I V-00- 12 on U0031 1 , ap paron t failure occurred on 
circulating watei cooling towei d i sFi i hut ion header Reactor 
turbine manually tripped while at 36'/ power Repair lime 
unknown 

WESTERMAN, T F , MADSEN, f L Region 4, Dallas. PffiLe of the 
Dime tor 30/00/1 1 Ip 


B0070B02S4 lorwards LbR B0-O2H/0JL -0 

WAREFIBDURO, D Public Service to of Culorade 80/06/19 Spp 


■B0070B0262 LER a0-()23/03L 0 on POO'J.'O. dui ing circulating water sys 
chlor ina 1 1 on. tot .11 chlorine lesidnul eiceodod limit Caused 
by chlorine demand dec rouse follouilny steady increase 
Chlorination h blowdown mduted 

OAHM, J W Public Service Cn of Colorado 80/06/19 Ip 


6007080268 Fiorwaids LFR 80-Of>3/OJU -0 

HAREMDOUKO. D Public Service to of Colorado 30/06/19 Bpp 


DOCKETED ITEMS 


800 70H0ii!'' 5 LER BO-Oab/OClL-O &n during 00(1533-30. tota 1 primari) 

coolant oiidant^ uere grt'oter toao 10 ppm u/average core 
Dutliet temp >ibov« l.SOO F on sii (jceasiona Caused bg 
moisture incrpasi* f« carbun monomtc ■*< dioiiile combination 
UAHM. J W Public Service To af (.alorado 00/06/19 Ip 


070e04aa roruards LER 0tJ-O36/<l3L-O 

WftBEMDaURO. D Puhlii Service Co of Colorado 80/06/19 6pp 


B0070B04«!'> I Ffi 80-02A/03L-0 on B(J0S?4. diir ing tes ting. hPl I um circulator 
seal malfunction pressure differential sujitcb units tripped 
outside rpcli Spi>( limits Caused by dirt accumulation in 
electrical suiittbes Trip points readjusted 
OrtHM. J « Public Service Co of tiilorado BO/06/19 Ip 


570104*76 Foriuards LER S0-0^’0/03J(-l 

dAHEMDOURC. D Public Service Co of Colorado 80/06/23 


0070IOS06 I Ell B0-(>Sn/03X— 1 on 000418. during testing, tuio of IS helium 
circulator seal malfunction pressure differentia] suitch 
units tripped outside Tech Spec limits Caused bg dirt 
aceufflul at I on in electrical sualrh Su itches readjusted 
OAHM. J W Puhlii Service Co of Coloradn 00/06/33 Ip 


>7000310 Forwards LER B0-037/03L-0 

lAnEIIDOORIi. [) Public Service to of Colerado 00/07/01 5pp 


007000215 LER Q0-027/03L-0 on. 800603 te I l> tht ee separate instances 
of reactor operation took place u/inoperable Class 1 shock 
suppressors Caused by rotated reservoir. loui oil level duo to 
cracked fitting I. piston rod seal leak 

DAMN. vl M Public Service Co of Colorado 60/07/01 Ip 


7000289 Forwards LER 80-039/0 JL-0 

'AREnoauno. 0 Public Service Co of Colorado SO/07/01 4pp 


007000304 LCR 60-029/03L-0 on 800603. at appro! 604 pouter, reactor bldg 
prdssuie cntild not be meintained subatmosp hen c Caused by 
froicn air line to reactor bldg louver pneumatic actuator 
due bo llgutd nitrogen pr ommi ty 

OAilMi J tl Public Service Co of Colorado 00/07/01 Ip 


7100173 Foruiards LER a0-0lKl/03L-0 

AHEMBOl/RC. D Public Service Co of Colorado 80/07/03 6pp 


1Q7I00176 LER n0-030/03L-0 on 800604. while performing leakage test, 
discovered tliiit loop 3 steam gener.itor penetration leakage 
eiceeded .illuuable limit Cause unknown Temporary relief from 
allouiablB limit received from NHC 

OAHM.. I U Public Bervlra Co of Colorado 80/07/03 Ip 


150690 LtR 79-063 baa bern cantelled 
JLLINS. H Public ‘rnrvlce Co of Colorado 00/07/14 Ip 


230343 Foriiiards LER BO- 032/0 3L-0 

nCHDDURO. 0 Public Servira Co of Colorado B0/07/1S 3pp 


tO/2303S9 LER 80-032/03L-0 on 800617. ui/p lant operating at approx 6Q'4 
thernal pouior tc 193MUr l’i/-2iS43 was not controlling at 
appropriate setpiilnt Caused by defective Hasonellan P9 
Devcmi applied to seal ring qaskot stopped valve leakage 
OAHM. vl U Pubiir Service Co of Cnloradn aO/07/lS Ip 


'230S4H Forwards LER 0O-O34/Onu-O 

RCHBOURO. 8 Fiiblic Service Co of Colorado 80/07/15 Spp 


07230SS4 I Ett 0O-O34/O3L-a on B00619. two heiiutn circulator seal 
malfunction iiressiire di Pf ei'cnt la I sul belies tripped outside 
limits Caused by dirt accumulation in eloctrlcal suiltehes 
Bullches readjusted Settings to be chocked month I y 
OAHM. J U Public Service Co of Colorado 88/07/13 Ip 


230534 Forwards LER 0O-on3/O3L-O 

ICMDDURO.D Public Sorvire Co of Colorado 80/07/18 Spp 


07830339 LFR fJ0-<>3'»/03i. 0 on 8O06P0. w/reac tor oporatlng at power, 
roaclor dewpoint eiceeded limits Caused by moisture ingress 
occurring dui Ing lA circulator buff er-«ii d-bu# f er upset & 
circulator trip 

OAHM. J U Piihlir Service CD Of ColPrado 60/07/18 Ip 


DOCKET 50-268 MIDWEST FUEL RFC09EHV PLANT 


P Operating license stage documents 1. correspondence 


8007020417 Forwards LC Rouse 740113 I tr to OE re OL schedule, per 800428 
tetcon 

CLARK. T A Advanced Fuel U Spent Fuel Licensing Branch 00/04/23 
Ip 


—0007020423 Discusses schedule for preoperati onal testing b licensing 
OL could be issued 740313 One month i» needed to review 
preoperat 1 onol test Info 

ROUSE. L C Atomic Energy Commission. Directorate of Licensing 
74/01/15 Ip 


DOCKET 50-369 OCONEE NUCLEAR STATION. UNIT 1 


F Security, medical, emergency t. fire protection plans 


0007010205 Forwards security plan re in-transit reguireraents for 8NM of 
low strategic significance Plan withheld (ref 10CFR2 790) 

PARKER. W O Duke Power Co 80/06/24 Ip 


6007230090 Requests participation in study of people-related problems 
in nuclear safeguards Study Involves collection of data on 
licensee security forces t< practices NRC wishes to 
interview security mgt personnel at facilities 
ETSENKMT.D O Division «f Licensing 00/07/ 11 2pp 


O Adjudicatory correspondence 


0007140461 Btatemont of Board of Commissioners' position in opposition 
to radwaste transpnrtation through Gaston County. NC Urges 
transportation via Interstates 77 t< 85 Encourages eipending 
energy ti money for recycling U/correspondence 
• Oaston County. NC 80/04/28 6ipp 


—8007140473 Forwards add I camments to Gaston County Board of 

Commissioners' position opposing spent nuclear fuel shipment 
through county ii tiuo proposed alternate routes Author does 
not oppose shipment if adequate safeguards are provided 
GASTON. H 0 Gaston County. NC 60/04/25 2pp 


— B007I404S8 Forwards position of Gaston County Board of Comfliissioners. 
NC. opposing spent nuclesi fuel shipment through county b 
two proposed alternate routes M/o end 
RHYME. C A Gaston County. NC 80/04/15 Ip 


B007310243 Forwards Commission 800527 memorandum & order containing 
decisions on UCS 760302 petition for reconsideration of 
760413 memorandum & order UCS 771104 petition sought action 
re fire protection for electrical cables 
EISENMUT. D O Division of Licensing 00/06/25 e9pp 


P □parating license stage documents 6 correspondence 


6006240237 Responds to technical assistance request for proposed Tech 
Spec changes for D&U operating plants Forwards requirements 
for addl Info 

ISRAEL. S L TNI -2 Pul let ins fr Orders 79/DB/29 i3pp 


8007240208 Forwards BliU liceneaes' responses to 790907 request for 
review of schedule for installing safety-grade anticipatory 
reactor trip for loss of feedwater h turbine trip Review 
should bo cocnpletod by 791115 

CAPUA. R A 7MI-2 Bulletins !< Orders 79/10/24 Ip 


6007140397 Rafers to 800701 1 tr requesting Info re insp of fuel 
assembly hold-down springs Reviewed concern (< documented 
results in 800606 1 tr forwarding RO 30-269/80-13 tt safety 
evaluation No further info required 
PARKER. H 6 Duke Power Co 80/06/06 Ip 


S007230099 Requests submittal of proposed Tech Spec Changes providing 
for redundancy in decay heat romnval capability in all modes 
of operation Model Tech Specs which would provide acceptable 
resolution end for guidance 

E13ENHUT. 0 G Division of Licensing 80/06/11 62pp 


8007160429 Forwards Amends 83.33 * 80 to Licenses DPR-SS. DPR-47 h 
DPR-SS. respec tively. safety evaluation (< notice of Issuance fi 
ava 1 lab 1 1 1 ty 

RElDiR H Operating Reactors Branch 4 00/06/12 2pp 




DOCKETED ITEMS 
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— e0071fc0434 Amends a3i B3 «< 80 to Licenses DPR-3a. I)PR-47 f. DPR-^b. 
respective 1 yi revl sing Tech Specs to support operotlnn of 
Unit 2 at foil rated pouer during Cycle S 
REtD< R W Operating Reactors Dranch 4 80/OA/12 33pp 


— -B007I60443 Safety evaluation supporting Amends 83.63 t< BO to Licenses 
DPR--30, DPR-47 Ci DPR-55. respective! y 

* Office of Nuclear Reactor Regulation. Director 00/06/12 
lOpp 


—0007160433 Notice of issuance availability of Amends 63.83 t, 80 to 
Licenses DPn-3B. DPR-47 h DPR-53. respecti vely 
REIDi R U Operating Reactors Dranch 4 60/06/12 2pp 


8007020314 Notifies of NRP conclusion that util did not provide 
sufficient info to justify 760608 pioposed increase in 
Tech Spec steam gencratoi tube leak rate limit Evaluation 
enc 1 

N0VAR< T Assistant Director for Operating Reactors B0/O6/lf> 3pp 


8007010360 Advises that installation of addl spent fuel coding train 
idill bo completed in Apr 1981 No more than 342 assemblies 
will be stored in pool until completion of InstallatlDn or 
u /0 NRC approval 

PARKERiW 0 Duke Power Co 80/06/24 ip 


8007070033 Forwards safety evaluation re pustulated fuel handling 
accident Inside containment 

REID. R U Operating Reactors Dranch 4 60/06/24 3pp 


— B007070039 Safety evaluation re postulated fuel handling accident 
inside containment 

» Operating Reactors Dranch 4 80/06/24 Ip 


8007020373 Summarites actions undertaken by util re inadequate core 
cooling NRC review of provlously submitted operator 
guidelines should be completed prior tn util committing to 
install new instrumentation 
PARKER. M 0 Duke Power Co 00/06/27 2pp 


8007080223 Advises that response to NUREG-0667 is in final review fc 
will be submitted by 800723 
PARKER, M O Duke Power Co 80/07/01 Ip 


B007090271 Forwards safety ovaiuation 1. environ appraisal for proposed 
Tech Spec revision re reracking of spent fuel pooi.uhich 
will be submitted lator Class I IV amend fees end 
PARKER. N 8 Duke Power Co 80/07/01 3pp 


— 8007090276 "Units 1 J. 2 Spent Fuel Pool Poison Rsiack Licensing 
Submittal *' 

« Duke Power Co 80/07/31 31pp 


6007210004 Forwards questions re fuel assembly holddown spring insps 4< 
safety significance of operating w/broken springs in core 
Requests response within 60 days 

NOVAK. T i1 Assistant Director far Operating Reactors 80/07/01 
4pp 


8D072S0001 Requests submittal of application for amoiid to license 
consisting of Tech Spec changes f. license conditions PMR 
Hodel Tech Specs & Model license conditions for TMI-2 
Lessons Learned Category A items enc 1 foi guidance 
ElfiENHUT, D 0 Division of Hcensing 00/07/02 69pp 


8007180104 Notifies that 800317 request for route approval In cover 
spent fuel shipments to D&U Lynchburg Research Ctr is subj 
to license fee Review of request was completed on 600414 
MILLER, N 0 License Fee Management Dranch 60/07/03 Ip 


6007230032 Responds to util 600317 request for route approval covering 
shipments of spent fuel to OSiW Lynchburg Research Ctr 
Review of licensee route approval requests subj to license 
fee schedule in 10CFR170 

HILLER. N 0 License Fee Management Dranch 60/07/03 Ip 


6007110294 Forwards application to amend Tech Specs tn incorporate 
test frequency requirements of lOCFRSO.App J 
PARKER, N 0 Duke Power Co 80/07/07 2pp 


— B0Q71 10331 Application to amend Tech Spec 44123 incorporating 
test frequoncy requirements of lOCmSO.App J Eiisting Toch 
Spec unacceptable far extended cycle lengths for which 
current << future cycles are/will he licensed 
a Duke Power Co 80/07/07 2pp 


8007230708 Providis info IP new on titles positions '< assignments of 
personnel resullinti from B004,‘B i poi gam la li an of life of 
Nuclear Reactor Regulation 

NOVAK, T M Assistant Diroi tec far liperatii.ij Reactors 80/07/10 
2PP 


8007130373 Forwards ''feeiieric Dturtup Physics Test Proqram. Jul 1980 " 
Bept supersedes in entirety 'upt*- submitted 600604 'i 1 1 
PARKER, W D Duke Power Co 80/07/ 11 ip 


—60071 505B3 "Ooiieric Startup Physics lest F’logram. Jul 1900 " Rept 
supersedes in entirety pievinu-^ly submitleti lepts foriiiarded 
by 000604-11 1 trs 

» Duke Power Co 80/07/ d 14p|. 


8007220477 Forwards '"Unit l.cytle 6 Startup Testing Summary '* 
PARKER. W 0 Duke Fewer Co H0/0//1 I 1|> 


--6007220483 ''Unit 1. Cycle 6 'jt.rrtiip lestiny Sumeiirry 
* Duke Pnwer f o 80/07 31 llpp 


0007280437 Forwards proposed le.isuiii to Tech 'ipecs t< amend to DL 
Proposal clarifies insp reqin romtiils after pi imary to 
secondary leak specified in ti/ch 9pec 4 17 4 Requests that 
NHC review I. approve proposal m timely manner 
PARKER. W O Duko Power Co H0/()7/15 3pp 


—800720(1436 Proposed Tech Spei rcvisinn Page 4 1 7-3, c lari fy ing insp 
requirements after primary tn secondary leak 
4 boke Power Co 80/07/11. 2pp 


8007310531 Forwards NllRfcO-lJ60 t. NORLO 1369 detailiny development of 
checklist fur evaliiotli.g maini tc t r< cal ibr procedures 
used in nuclear plants Ac k util luoperation in study U/o 
ends 

LEUIB.R C Region 3, Ailaiila. Reactor Opeiotions Nuclear Support 
Dranch BO/07/lb Ip 


6007260544 Forwards response tb recummendat i ens in NUREO— 0667. 
“Transient Response nf DhW Designed Hear tors " Dased nn 
review, no act inn is noceBnary for eiajniity of 
recommendations 

PARKER, H Q Duke Power Co H0/07/2J 7<lpp 


6007310379 Applicatiun to amend licenses DPH-3B It DPn-47, chang ing Tech 
Specs to reflect assumptions used in util 000701 1 tr ra 
spent fuel pool otpansion 

PARKER, W □ Duke Power Co 80/07/PS 3pp 


— 8007310361 Proposed Tech Bpner. 3 6 IJ a.3 6 13 6 5 4 2 1 to permit 
expansion «f spent fuel pool storage capacity by reracking 
spuot fuel pool u/poison rucks 
racks 

» Duko Pouier Cn B0/07/2S 6pp 


— 0007310302 Revised pages tn “Units 1 h 2 Spent Fuel Pnol Poison Roratk 
Licensing Submittal “ 

» Duke Power Co flO/OZ/Pfi Spp 


O' Inspection reporls. IE Dullctins f. coi r erpondence 


6007240122 Foiwards £E Ir,fo Notice 8<)-?0. "1 iiss of Decay Heat Removal 
Capability at Dovis-Oiisse 'Jnil 1 Hhilc in Refueling Mude “ 

No response required 

O'REILLV. JP Region 2. AlJ.ii.la, Office nf the Director 60/05/00 
2pp 


8007100144 Forwards IE Iiibp Repts 30-269/60-14. 10-? /(!/ 80-09 8« 
50-207/00-09 on W004Pa-05Ci'l Nn nontoiiipllaiire noted 
MURPHV.-C E Reg inn 2, Atlanta. Heactlir Construe t len ta Engineering 
Support Branch H0/03/27 Spp 


— B00710'0131 IE Insp Repts 5(1-269/60-14. ‘.O- .'70/80-09 •• 30-207/00 -09 on 
800428-0301 Nu nnne omp 1 1 aiic e nnted Major areas Inspected 
rirv pm tec tlon/prevenli nn 

CONLOM, T E Kegi'on 2. Atlanta. Re.ictor Consti uction !< Engineer ntg 
Ouppert Orancli flH.LFR. U H Regif.n ,3. Atlanta. Office of the 
Director BO/OU/23 lOpP 


0007020204 Forwards IE Inf a Notice BO-?? "Ui eakdiiwm In Contamination 
Control Programs " Mo written rerponse enquired 

O'REHLY, J P Reoien 2. Atlanta. Uffiie nf the Diiettai B0/O4/28 
IP 


8007210449 Forwards JE Circul.sr 00 13. ‘(.rid Strap Damage In 
Ue&tinghnuse Fuel Assemblies '■ Nu wiitlen response required 
O'REILLV, J P Rouion 2. AllantB, Dffirc of the Diieilor 60/05/28 
If 
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□007010D13 foiusi'ils tE Infn Noliip Uoss of Suttmn to Emerg&ncg 

Fseduiitoi f'lrmp" ' No written i i sji .•n-it' T<ciuirf-i) 

D'RElLLvr J f Ht-aion 3. All.ii.ta. Of f H e nt the Uirettor 00/05729 

Ip 


0007220048 roTuaiPt IE lofti Notjce 80 - 26 , 'Fvdtuatian of Contractor 
OA Progr.ifts ' Hu unltcn rc-piins.e required 

Q 'REILLV. .1 P Hepton 3. AtJaiita. OfFiie of the Director HO/06/10 

2pp 


B007010065 Fonuarris i.pilate of- iliFo to 79U)2i. 1 106, 1207 U 800124 ItTe in 
response tn IE Dullotin 79-14, Itens J 7, 3 
PAHWEH, H D Duke Power Cd 80706/ 1 I app 


300 7 1 602 55 Forwards IF Info Hotiie 80-27, "DegradalutTi of Reactor 
Coolant Pump Glutli. '■ No sppiifir action 01 respoiiie 
required 

O'fiEILLV.J F netjioi. 2. Atlanlrt Office of the Director 80/0671! 
•p 


I0070-2076T Forwards H Oulletin 80-15, 'Possible l.oss of Ernergericq 
Hotl fiLatioi. Sijs fEN<J) W/Loss of Offsite Puuer ■" Written 
response required 

D'’REILLTr.J P Region 2, Atlanta, Office of the Director 80/06710 
Ip 


1007020*159 Foi wards IE firruliir 80-15, "Loss of Reactor Coolant PuAp 
Cooling 7, Natural 1 irrolTition Cooldown fj|i siriiten response 
reqii 1 red 

O’REILLV/J P Region 2. Atlanta, Office of the Biiector 80/06/20 

•p 


007130015 Act rineipt of IE Insp Repts !»0-269/eO~18. 50-270780-1 3 «. 
30-207/80-12 on 000513-15 Hu proprietarq info 
PARKER, H 0 Uuki Power Co R0706/23 Ip 


-0007150019 Forwaids IB Insp Repts 50-269/00-18.30-270780-13 6 
30-207700-12 on B00513-15 No none anipl 1 ance nated 

MURPHY. C E Region 2, Atlanta, ReaClor Constiuction 6 Engineering 
Support Oronch 00705729 2pp 


8007130021 IE Insp Repts 30-267/80- 1 8, 50-270780-13 & 50-207/80-12 on 
B00313— 15 No nonrofnpl 1 anre noted tla|nr areas inspected 
structural ennerete for etandbg shutdown, facilitij 
IIARRIB, J R Region 2, Atlanta, Office of the Pirector 

CQNLON, T E Region 2, Atlanta* Reactor Construction t< Engineering 

Support Braiirh 80705728 3pp 


>07170104 Forwai ds lb Circular 80-14, "Radioactive Cotitaminafcion of 
Plant Doml nera 1 1 led Water 0us I, Resultant Interne! 

Contamlnatinn iif Personnel " No written respnnse required 
□ 'REILLY, J P Region 2. AHonta* Offlre of the »irectnr 00/06/24 

Ip 


>07160533 Responds to IE Dulletin 79-03A, ’’'Longitudinal Weld Defects 
In ASflE 8A-3!2pTgpe 304 Stainless Btee) Pipe ” No Tgpu 300 
piping in u'-e fur pressure piping Future use of piping will 
be revi&wed 

PARKER, W 0 Duke Power Co 00706/24 tp 


>07220192 Advises that hanqer insp inquired Pg IE Dulletin 79"13 ups 
not addressed in rnsponse to bullutin Hangers visually 
inspected as p.sri uf response to IB Oulletins 79-02 S, 

79-14 

PARMER. M 0 Duke Power Cn 80/06727 Ip 


07230J35 Forwards IE Rolletin 80-16. ••Potential Misapplication of 
Roseroount Inc Models 1151 & 1152 Pressure Transmitters 
If/Either A or 8 Output Codes " Urltten response required 
IE Circular 80-16 al 5 o curl No written response required 
I'REILtY.UP Region 2, Atlanta. Office of the Director 80/06/27 
Ip 


07280060 Confirms receipt of NRC 800617 Itr transmitting IE Insp Ropt 
50-2697H0-22 Concurs w/NRC decision that info contained in 
'ept is spcUri ty-i elated should nut Po placed in PDR 
BARKER. H O Duie Power Co 80/06730 Ip 


>7220245 FuiuiardS i espouse to IE Bulletin eO-OB Appro* 53 
iBiietretlons concerned Weld defects classified as inclusion 
>n« repalreil fot (.racking Design meets all requirements of 
iSNE 

’ARKEHiH 0 Oule Poiuer Co 80/07701 4pp 


17140463 forwards 800/04 Revision 2 to response to IE Bulletin 
'9-Oin. "Environ floal i Pleat i on of Class IE Equipment " 
ep laces previous submittal t« 800519 revision entirely 
Deludes corrections of minor urrars 
HICB.A C Duke Power Co 80707/07 36pp 


0007250166 Forwards response to Items 1.2a 3 Of IE Rullotin 00—11, 

"Masonry Mall Design ■’ Lists all masonry walls which are in 
prniiniitg to or have attachments from safety-related piping 
or equipment 

PARKER. M 0 nuke Power Co 00/07/07 21pp 


S Reportable occurrences, LEHs fi related correspondence 


0007070319 Forwards 1-ER 00-01 B/03L-0 

PARKER. M 0 Duke Power Co 00/06/30 3pp 


— 8007070323 LCR B0-0ia703L-0 on 000601, high pressure svt water pump B 
declared irroperablo due to motor cooler tube leaks Caused bg 
erosion 1 < corrosion resulting fro(n constant floiii of lake 
water Leaking tubes soldered !, cooler pressurlied 
PHILPOTT.F T Duke Power Co 00706/30 Ip 


0007110360 Forwards LER B0-O2O/O1T-O 

PARKER. W 0 Duke Power Co 00/07/03 3pp 


— 0007110362 LER B0-O20/0JT-0 on 000619, at 74X power, backup las-volt dc 
power to instrumentation 6 control power sgs removed from 
SVC to Investigate grdund alarm Isolating transfer diodes 
not rDconnected withirr Tech Bpec 24~h limit 
PHILPOTT.F T Duke Power Co 00/07/03 tp 


8007210417 Fnru.erds LER a0-O21/03L-O 

PARKER. U 0 Duko Power Co 00/07/11 4pp 


—8007210421 LER 00-021/03L-0 on 000612.1) high pressure injection makeup 
liner found extessivelij hot Apparentlij caused bij lHP-152 
check valve not seating proper 1 q. a I lowi ng water to flow into 
IDl cold leg 

PMILPPTT. F T Duke Poiaer Co 00/07/11 Ip 


8007210459 Forwards l-ER 8O-0I7703L-O 

PARKER. W D Duke Poiuer Co 00/07/11 3PP 


—0007210470 LER 80-017/031-0 on a00529,al 737. full power. COAST pump was 
removed from sve for preventive mpint constituting operation 
In degraded mode Procedure was in violation of Tech Specs 
Tech Specs or procedure changes under evaluation 
PHILPOTT.F T Duko Pouer Co 90/07/11 Ip 


0007230239 Part 21 rept re cracked steam generator manviay studs 
Bail sFac torij operating eiperlenco forrns constitute 
reasonable basis For continued opcratlnn while 
investigations proceed 

TAYLOR. J K Babcock 6 Uitcoi Co 00/07/11 Spp 


0007220563 RO on 800709. high pH ocursion In oil collection basin 
discharge was discovered Caused bg water discharged from 
upper sump uf safe shutdown facility const Const personnel 
advised of discharge limits 
PARKER. U 0 Duke Power Cn 00/07 / 16 2pp 


0007220424 Forwards LER 80-019/03L-0 

PARKER. W O Duke Power Co 00/07/17 ip 


— B00722O427 LER 0O-O19/O3U-O on 000610. concentrated boric acid storage 
tank pump found inoperable occoiding to Tech Spec 
requirement Caused by failed vacuum compensator within valve 
pomp Valve diaphragm h motor replaced 
PHJLPPTT.F r Duke Power Co 00/07/ 17 2pp 


DOCKET 50-270 aCONEE NUCLEAR STATION. ON 1 1 2 


F Security, medical, emergency t> fire protection plans 


0007010209 Forwards security plan re In-tronsit requirements for SNM of 
low strategic significance Plan withheld (ref 10CFn2 790) 

PARKER. M 0 Duke Power Co 00/06/24 Ip 


8007230090 Requests participation in study of peopl e-re latod problems 
in nuclear safeguards Btiidy involves collection of data on 
licensee security forces 6 practices NRC wishes to 
intervieiu security mgt personnel at facilities 
EISENHUT.Oe Division of Licensing 00/07711 2pp 


O Adjudicatory correspondence 


BD07140461 Statement Of Bnard of Commissioners* position In opposition 
to radiwaste transportation through Gaston County. NC Urges 
transportation via Interstates 77 t. 05 Encourages eipending 
energy N money for recycling H/correspondence 
» Oastan County. NO 00704728 61 pp 
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— 8007140173 Foriuards addl comments to Gaston County Doard of 

Coromi ssioners ' position opposing spent nuclear fuel shipment 
through county ti tmo proposed alternate routes Author does 
not oppose shipment if adequate safeguards are provided 
GASTON P H E Gaston County Mr B0/O4/S5 Spp 


•8007140408 Furuiards position of Gasten County Doard of Commi ss i oner s p 
NCp opposing spent nucleai fuel shipment through county '< 
tuo proposed alternate routes tJ/o enc 1 
RHYNE P C A Gaston Countyp NC 80/04/15 tp 


0007310343 Foruards Commission B0O5F7 memnprandum i< order containing 
decisions on UCS 760502 petitiun for reconsideration nf 
780413 memorandum (t order UC5 771)04 petition sought action 
re fire protection for electrical cables 
EIBENHUTi n G Division of Licensing DO/06/P^ 09pp 


P Operating license stage documents !p correspondence 


Q007840S08 Forwards B8(W licensees' responses to 790907 request for 
review of schedule for Installing safety-grade anticipatory 
reactor trip for loss of feedwater f< turbine trip Rpvsbij 
should be completed by 791115 

CAPRApR a TMI-2 Dolletins fc Orders 79/10/24 Ip 


0007140397 Refers to 000701 Itr requesting infu re insp of fuel 
assembly hold-down springs Reviewed concern S< documuntod 
results in 000606 Itr forwarding RO 30-369/00-15 f< safety 
evaluation No further info required 
PARKERiVI 0 Duke Power Co 80/06/08 tp 


6007830099 Requests submittal of proposed Tech Spec changes providing 
for redundancy In decay heat removal Cpipability in all modes 
of operation liodcl Toch Specs which would provide acceptable 
resolution end for guidance 

ElBENKUT. D 0 Dlvi Sion of I icenslng 00/06/1 1 62pp 


6007160439 Fnruarris Amends 03 p 83 It 80 to Licenses DI>R-36. DFn-47 t, 
DPR-SSp respec t ive ly p saf e ty evaluation t< notice of Issuance << 
availability 

REIOiR W Operating Reactorrp Branch 4 00/06/13 2pp 


—8007160434 Amends 63.03 Si 80 to Licenses DPH-30, DPR-47 !. DPR-35, 
respoctlvel yp revi sing Tech Specs tp support operation of 
Unit 2 at full rated puuer during Cycle 5 
REIDpR H Operating Reactors Branch 4 80/06/12 23pp 


-6007160449 Safety evaluation suppnrting Amends 85i 83 S< 80 to Licencoe 
DPR-3B< DPR-47 ti DPR-59 p respectively 

« Office of Nuclear Reactor Regulation. Director 00/06/12 

lOpp 


— 8007160453 Notice of issuance it availability of Amends 83> 83 !< BO to 
Licenses DPR-3B. DPR-47 «. DPR- 55. respec tiveiy 
REID.R W Operating Reactors Branch 4 BO/06/12 3pp 


6007010360 Advises that installation of addl spent fuel coding train 
will bo completed in Apr 1981 No more than 343 assemblies 
will be stored in pool until completion of Installatson or 
w/o NRC approval 

PARKER. U 0 Duke Power Co 80/06/24 Ip 


B007070035 forwards safety evaluation re postulated fuel handling 
accident inside containment 

REID.R W Operating Rear tors Eranch 4 80/06/24 Spp 


•8007070039 Safety evaluation re paslul.jtod fuel handling accident 
inside containment 

* Operating Rc.qc tors Drone h 4 00/06/24 ip 


0OO7OSO57S Bummarlies actions undei-taken by util re inadequate core 
cooling NRC review of previously submitted operator 
guidelines should he completed prior tii util committing to 
install new Instrumentation 
PARKER. M 0 Duke Power Co 0O/G6/27 2pp 


8007080323 Advises that response to NUnEG-0667 Is in final review 6 
will be submitted by 800723 
PARKER. VI 0 Duke Power Co 00/07/01 Ip 


0007090271 forwards safety evoluation li environ appraisal for pToposed 
Tech Spec revision re reracklng nf spent fuel pool.which 
will be submitted later Cl.ir.s 1 I. 10 amnnd fees end 
PARKER. W 0 Duke Power Co BO/07/01 3pp 


•0007090276 "Units 1 (. 2 Spent Fuel Pool Poison ReroeV Licensing 
Submittal ” 

» Duke Power Co 00/07/31 5lpp 


6007210004 Ftruards qiioppti niip- re fut I ..ssemlily holddt.wn spring insps t 
safety s a gn i r I ( pi n I u uf opeppiting w'liiokeii springs an tore 
Re quests rt spouse within 60 

NOVAK. T M Aspjistunt Din.tni f.ir linci.itiiig Re.iclnrs 80/07/01 
4pp 


800729Dt)0’l Requests • ulim 1 1 tpi l of ip|i p 1 1 1 a I i on fnr .tmenri to license 
consisting of Tech Spec changes llceipse conditions PUR 
Model lech Spea s t Model Lueirse londilions for TMI-? 

Lessons Letjrned (..itcgory A Jtem‘j eml for guidance 
EISENMUT, D (r Division of Licensing 80/ 07/02 &9pp 


B007170647 Forwaids Reactor “sys Drpiitfh evalualinn of facility Fuel load 
for Cycle 5 opeiation J< .issue i. lied ftch bpres Reviow 
considerud effects of norin.iJ uperpil i ni.. .'ant l c iphted 
transients f. postulated .U(ident>- U/u eiirl 
SPEIS. T P Re.ictor bystemb flianth 8lt/07/03 Ip 


— 0OO/17O6‘i6 Forward' Rrat toi' '...fety firanth c v.il u>l 1 1 un nf facility fuel 
load For Cycle 5 operation !. assoiialnd Tech Specs Util 
h<i5 not submitted .itcoptat.lp si or tup ten! progiemas of 
800630 U/ 0 Piu I 

CHECK. P h Assictant Dlivctnr foi Pl.nil Systems RO/06/30 Ip 


8007110294 Forwards .ippllcation to amend lerh Specs to incorporate 
tost frequency r uqu iremen tc. of 10CFR50 App U 
PARKER. H a Duke Power Co +1(1/07 f 07 2pp 


— 0007110.331 Applic.ptinn to .nmeiid Tech Spec 4 4 12 5 incorporating 
test frequent y requirements of lUfffil/O. App J Ejisting Tech 
Spot, unac c ept.ib 1 e for extended cyi lo lengths for which 
c urr en t J< Fu t ui r cy 1 1 os ui t /wi 1 1 bo 1 i censed 
* Duko Power Co 00/07/0? Ppp 


0007330706 Priivitles info re new (ifr 1 1 1 le s. pcisi 1 1 oils U assignments of 
personnel icsiiltiny fi om GOCinPFI i rorgani rcitinn of Ofe of 
Nuclear Reactoi Reg Hint ion 

NDVAK. T M Assist.snt Duet tor for Operating Reactnrs BO/07/10 

2pp 


000715057 5 Fcpi wards "Generic Si.irtiip Phynics Test Pi ngram. Jul 1980 " 
Rept RupDrsuder. in entirety rept'. submitted 800604 *< 11 
PARKER. W O Duke Power Cl' 811/07/11 tp 


■GOO/ISOSOS "Getierii Startup Pl.ysirs lest Progr.im.Jul 1900 " Rept 
supersedes in entirety previnunly submitted ropts forwardod 
by 600604-11 Itrs 

»■ Duko I'uwor Co 0O/O//31 14pp 


80073QD437 Forwards proposed revision Ic. lech Specs amend to OL 
Proposal cl.irlflBB insp requirements after primary to 
SBCondanj leak specified in Teih Rpor 4 1/4 Requests that 
NRC review f. approve propor.ul in timely mafifier 
PARKER, W U Duke Power (.o (!0/0//lb 3pp 


— 0007360438 Pioposed Toch Lpec rev.siun Page 4 1 /-.I. c lar i fy ing insp 
raqui rcmeiit 5 af tei pr imai'iy t u secimdary leak 
a Duke Pnuier Cn B0/07/J5 2pp 


0007310551 Forwards NUMfcO-lJt.B t. NURh0-i'i69 detailing development of 
checklist for evaluating tn.iiiit lest f. x.ilibr procedurrs 
used in nuclear plants Ac k util cuupfrat ion In study W/o 
cnct 5 

LEVItB. R C Region 2. Atl.ii.ta Rf.iclnr Op pr.it ions Nuclear Bupporl 
Dr ant It t)0'/07/lD Ip 


00072104 33 App I n atiiin fur .imf-r.d ti. 01 rr vising (ech Spec 3 3 I C 
allowing continued uper.it pnn (. r Unit 2 a t full i<<tfd power, 
while m.ilnt contlmies on HHJ pump until 600710 
PARKER. W t) Duko Puwer Cu OlJ/07/16 4r.p 


•8007210426 Propused revision lo Tech fapec 'lilt allowing continued 
operation of iJr.it ,1 of full rated power u+iili maint 
continues on HPl pump until 80071H 
# Duke Power to 00/07/16 Ip 


00073P0561 Advir.rs of error in itsponsis For Bite S?pr»fif»c Ouestion I^ 
Parts B t< C, submitted in BtiUnlA llr.iii response to quastlens 
re low turbine disi crai king C art ec t responsus encl 
PARKER. W 0 Duke Power Cn {10/07/17 Tpp 


0007200119 Cnn firms 800716 tele on to temi. or.st i ly «metiil Tech Spec 
3 3 1 t<2)(bl by .id ding HPT Pump p.pRr 000716 ruquuft Amend 
package including safety evalii. 1 t inn 9 notice will he 
Forwarded shortly 

NOVAK. T M Assistant Dir ei tor fur Operating Re.iclors 80/07/I7 

2pp 
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000723042/ Forua Id 6 froposad letli ‘ipci 0 I 2 r av i 6 j o ii. c h a ng i ng pressure 
tenp limits Class 1 ' H! iKvnse omend Pee rncl 
PARKERt U O Duke Power Co HO/0//P2 Jpp 


--B0073B04TO Proposed Tech Spec .1 1 P.ievlsirig prossure temp limits 
* Duke Pnyer Co B0/07/2D 7pp 


00072805*14 Fotuards response to r eLommenda t ions mi UUREG-0£i 67, 
"Transient Rospunse of QtiW Designed Rt'iictnrs '■ Uosed on 
revieutOo action is iiecessorit foi oiijoritij of 
rec offunendati ons 

PARKER. U □ Duke Power In Q0/07/2J 70pp 


0007310379 Appl ic.iti on to anieniJ Licorises LiPH-38 li DP(l-47. chang i ng Tech 
Specs to reflofl assiiraptions used in ulil H00701 I tr re 
spent fuel pool eipansion 

PARKER. W O Duke Power Co (fO/07/PLj 3pp 


— 0007310301 Proposed Tech Specs 3 B 13 .1.3 f! 1 5 f< 5 4 2 1 to permit 
eiparision of spent fuel pool storage c.ipncitg bg rurocking 
spent fuel pool u/poison racks 
racks 

* Duke Power Co 80/07/H‘) 6pp 


— BOD731O302 Revised pages to "Units 1 h 2 Spout Fuel Pool Poison Rorack 
Licensing Submittal " 

* Duke Power Co B0/07/PD Spp 


a Inspection reports. IE Oulletin*, h correspond oiue 


600724012S Forwards IE Info Notice 00-20. "l-ooi. of Decag Heat Removol 
Capability at Davis-Oesse Unit 1 While in Refuel inp Mode " 

Ho response required 

D'REILLV. J P Region 2. Atlanta. Office of the Director 00/05/00 

2pp 


B007100144 Forwaids IE Insp Hfpts “iO-PAR/O-O-M ‘ T-S7O/BO-09 h 
50-237/00-09 on □00428-0601 Nn none pmp 1 1 anc e noted 

HUHPHV. C E Region 2. Atlanta. Rear tor Cora* ’ or 1 1 on l< Engineering 
Support Branch BO/03/27 Spp 


—0007100151 IE Insp Repts 50-269/(30-14. “iO-STO/HO-OR l« 50-207/80-09 on 
600420-0501 No iioncumpl lance noted Major at. as inspected 
fire pro toe t lon/prevent i on 

CONLON.T E Region 2. Atlanta. Reuetpr Cnn « t rue 1 1 on f< Engineering 
Support Branch MILLER. H H Region ?• Atl.iiita. Office of the 
Director 80/05/23 lOpp 


0007020204 Forwards IE Info Notice 00-22. ''t)rc..k d owns In Contamirat i on 

Control Programs '' No written response requiii.d 

O'REILLY.J P Region 2. Atlanta. Office of the Director S0/0S/2B 
IP 


8007210449 Forwards JE Circular BO-K). "Grid liti ap Damage in 
Ues ( inghouse Fuel Assemblies " Nn written respjoiise required 
O'REILLY.J P Region 2, Atlanta. Office of the Director 00/05/26 
Ip 


000701021.1 Forwards IE Info Noticr 00-23. "I os*- at- Suction to Emergency 
Feeduatei Pumps ' No written response require I 

O'REILLY.J P Region 2. Atlanta, Office of *ne Dlrpclcir 90/05/29 
»P 


BQ07220048 Forwards IE Info N'ltite nO-26. "tvaf iia 1 1 on of Contractor 
OA Progr.ima " Nn written response required 

O'REILLY.J P Region d, Atlanta. Office of '.he Diioctor 90/06/10 
2pp 


B0070100&5 Foruaids update of info to 791026, I 106, 1207 li 800124 Itrs in 
response to IE Bulletin 79-14, Homs 2 *< 3 
PARKER. W 0 Duke Power Lo B0/06/U 6pp 


800716D2SS Forwards IE Info Notice 8D-D7, ''Degradation of Reactor 
Coolant Pump Studs " No spriific action or i esponse 
required 

O'REILLY.J P Region ?. Atlantp. Off ire of the Director BO/OA/11 
Ip 


3007020763 Forwai ds IE Bulletin tiO-lU, “I'ossible loss of Emargency 
Notification Sys (ENSl N/Loss of Offsite Power " Written 
response required 

O'REILLY.J? Region 2, Atlanta, Office of the Director 90/06/18 
>P 


3007100139 Responds to IE Bunotin 79 13, "frarkiiig in reeduator Sy s 
Piping “ Radiographic Riant lint ions required by Item 2 
completed 4< un.ii i rp tab 2 e iiiilicHtinns found net assoc lAtcd 
le/concoTn of bulletin Indir.itiuns pndei review 
PADKER, U 0 Duke Power Cu 00/06 '19 3pp 


0007180’349 Responds to Item 2 in IE Dulletin 79-13 All weld joints 
considered sccept.vble for continued sve Util intends to 
restart Unit 2 ronsiders that NRC concurs ui/position !< that 
■no further insps are eepucted 
PARKER, U O Duke Power Cti B0/O6/19 3pp 


800702D439 Forwards IE Circular 00-15. “Loss of Reactor Coolant Pump 
Cooling t< Natural Circulation Cooldown " No written response 
requ ired 

O'REILLY.J P Region 2. Atlanta. Office of the Director 00/06/20 

Ip 


9007150015 Ack receipt of IE Insp Repts 50-269/80-18.50-270/00-13 h 
50-297/90-12 nn B00S13-15 No proprietary info 
PARKER, N □ Duke Power Cn BO/06/23 Ip 


— B007150019 Forwards IE Insp Repts 50-269/80-18,50-270/00-13 L 
50-297/90-12 nn 800513-15 No none omp 1 1 anc e noted 

MURPHY. C E Region 2. Atlanta. Reactor Construction !< Engineering 
Support Branch 60/05/29 2pp 


— 8007150021 IE Insp Repts 50-269/80-10,50-270/80-13 t( 50-207/00-12 on 
800513-15 No noncompl i ance noted Major areas inspected 
structural concrete for standby shutdown facility 
HARRIS, J R Region 2. Atlanta. Office of the Director 

CONLON. T E Region 2, Atlanta. Reactor Construction {< Engineering 

Support Branch BO/OS/2B 3pp 


B007170104 Forwards IE Circular 00-14. "Radioactive Contamination of 
Plant Deminera 1 i t ed Mater Sys L Resultant Internal 
Contamination of Personnel " No written response required 
O'REILLY.J P Region 2, Atlanta. Office of the Director 80/06/24 
Ip 


9007180533 Responds to IE Qulletin 79~03A. "Longitudinal Meld Defects 
In ASME BA-312. Type 304 SteiiilesB Steel Pipe " No Type 300 
piping in use fur pressure piping Future use of piping will 
be reviewed 

PARKER, M a Duke Power Co 00/06/24 Ip 


6007220192 Advtsos that hanger insp required by IE Bulletin 79-13 was 
not addressed in response bo bulletin Hangers visually 
Inspected as part of response to IE Dulletlns 79-02 b 
79-14 

PARKER. M □ Duke Power Co 00/06/27 Ip 


8007230335 Forwards IE Qulletin 80-16. "Potential Misapplication of 
Rosemount Inc Models 1151 b 1152 Pressure Transmitters 
W/Elther A or D Output Codes " Written response required 
IE Circular 80-16 also end No written response required 
O'REILLY.J P Region 2. Atlanta. Office of the Director 00/06/27 
ip 


8007220245 Forwards response to IE Bulletin 00-08 Approx 53 
penetrations coiuerned Weld defects classified as Inclusion 
□ne repaired for cracking Design meets all requirements of 
ABME 

PARKER, W □ Duke Power Co 00/07/01 4pp 


C007140463 Forwards 800704 Revision 2 to response to IE Bulletin 
79-010, "Environ dual k f icat i on of Class IE Equipment " 
Replaces previous submittal b B00519 revision entirely 
Includes corrections of minor errors 
THIES, A C Duke Power Co 80/07/07 36pp 


8007250166 Forwards response to Items 1 . 2a b 3 of IE Qulletin 80-11, 
“Masonry Wall Design " Lists all masonry walls which are in 
proximity to or have .ittachment s from safety-related piping 
or equipment 

PARKER, M 0 Duke Power Co 00/07/07 21pp 


8007260416 Ack receipt of IE Insp Rept 50-270/00-16 Ropt does not 
contain proprietary info 

PARKERiW 0 Duke Power Co 00/07/09 ip 


— 8007280418 Forwards IE Insp Rept 50-270/80-16 on 800420-30 b notice of 
violation 

LEWIS. R C Region 2, Atlanta. Reactor Operations Nuclear Support 
Branch 80/06/30 2pp 


— 80072G0421 Notice of violation from insp on 800420-30 

e Region 2. Atlanta. Office of the Director 80/06/27 Ip 


— 8007260425 IE Insp Ropt 50-270/80-16 on 800420-30 Noncompliance noted 
failure to uruap vent b diain lines b to provide adequate 
records re sys draining procedures 

WHITENER, H L , MOON, B T Region 2. Atlanta, Office of the 
Director UPRIGHT, C M Region 2, Atlanta, Reactor Operations 
Nuclear Support Branch 80/06/27 Spp 
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8007290367 Formards further response to IE Dulletin 79— 13> “Cracking in 
Feedtuator Sys Piping “ M Thielsch 800531 final rept. “E«atn 
of Pad i ograph ic Films 6 Mold Integrity of Pipe Dutt Uelds In 
3-Inch OD by 0 3DD-Inch Auiiliary Feedieatcr Pipingi “ end 
PARKEfl.W 0 Duke Power Co BO/07/10 50pp 


8007310491 Ack receipt of IE Insp Hept 50-270/80-19 on B00617-1H 
No proprietary info 

PARKER. W O Duke Power Co 80/07/16 tp 


— 8007310495 Forwards IE Insp Rept 50-270/80-19 on 800617-18 No 
noncompl iance noted 

MURPHY. C E Region 2. Atlanta. Reactor Construction t. Engineering 
Support Branch SO/07/03 2pp 


— 8007310501 IE Insp Rept 50-270/80-19 on 800617-18 No none omp 1 lance 
noted Major areos Inspected feedwater sys piping as 
outlined In IE Bulletin 79-13 

CROULEYi n R Region 2. Atlanta. Office of the Director 

HERDT. A R Region 3. Atlanta. Reactor Construction t< Engineering 

Support Branch QO/07/01 4pp 


S Reportable occurrences. LERs (< related correspondence 


8007070319 Forwards LER 80-01 0/O3L-O 

PARKER. U a Duke Power Cn 80/06/30 3pp 


— 8007070333 LER Q0-018/03L-D on 800601. high pressure sve water pump B 
declared inoperable due to metor center tube leaks Caused by 
erosion fc corrosion resulting frnm constant flow nf lake 
water Leaking tubes soldered 6 cooler pressurired 
PHILPQTT, F t Duke Power Co 80/06/30 Ip 


8007080201 Forwards LER B0-005/01T-0 

PARKER. W 0 Duke Power Co 80/07/02 2pp 


— 8007080207 LER OO-OOS/OIT-O on B0061 7. d unng RCS heatup, incons 1 stent 
boron concentration measurements obtained Caused by poor 
mixing in core flood tank Unit cooled down t, boric acid 
added Methods under evaleallon re maintaining concentration 
PHILPQTT. F T Duke Power Co 80/07/02 Ip 


1 8007100321 Forwards LER BO-007/01T-0 

j PARKER. W 0 Duke Power Co 80/07/10 3pp 

— 8007180326 LER BO-007/01T-0 on B00626. w/un 1 1 at 40'/. p ower. hum 1 di ty in 
' penetration room found to be above 707, Coosed by steam leak 

I on feedwater valve Humidity reduced to 50'/. 6 sys declared 

operable within 3 S-h 

PHILPQTT. F T Duke Power Co 80/07/10 ip 


[ 8007220S63 RO on 000709>high pH excursion in oil collection basin 

discharge was discovered Caused by motor discharged from 
1 upper sump of safe shutdown facllltif const Const personnel 

I advised of discharge lioiits 

i PARKER, H 0 DukO Power Co 80/07/16 3pp 


B007290B24 Forwards LER B0-O06/03L~0 

PARKER, W 0 Duke Power Co 80/07/25 2 pp 


— S007290B30 LER 80-006/03L-0 on 800625. nt 40'/ full power, valve 2LPai 
failed to open electrically on command Caused by loose 
setscrew on motor driven pinion Bcroui repaired 
JONES, J L Duke Power Co 80/06/26 Ip 


DOCKET 30-271 VERMONT YANKEE NUCLEAR POWER STATION 


l| F Security, medical, emergency f< fire protection plans 


8007070247 Advisos that revised draft emorgency plao in rosponso to 
NUREG-0634 will be submitted by 600725 Requests 
clarification of NRC schedule for oraergoncy plan 
concurrence 

SMITH. R L Vermont Yankee Nucloar Power Corp QO/O7/0I ip 


8007310049 Requests mod of provision for adequate shutdown capabiiltij 
to meet end fire pratectlon sofety evaluation criteria 
Status summary of open issues R evaluation of safe shutdown 
capability following firo in throe plant areas end 
IPPOLITO, T A flperatlng Reactors Branch 2 80/07/03 ISpp 


8007380661 Forwards final revised emergency plan which addrossus 
comments described in end to DL Ztomann 800414 Hr to JA 
Ray ft RL Bmlth Emergency plan available in Central riles 
only 

SMITH. R L Vermont Yankee Nuclear Power Corp 80/07/25 ip 


0 Adjudicatory i art e spend oni e 


8007030432 Foi wards Director ' decision oiidtr 10CFR2 206 denying B00429 
request for reviicatloii uf QL ° institution of hearings on 
plant dec ommis SI on tng 

DENTON. H H Office nf Nucleai Reactor Regulatien. Director 

aO/ 06 / 1 ] Ip 


--B007020437 Director's decision under iOCFR3 206 denying SF Thomas 
800429 reque'-t for revocation of Ql *< institutibii of 
hearings on plant dec oeioi i ssi no i iig Allegation of unsafe waste 
disposal being tteated in proposed rulemakings 10CFB50. 51 
DENTON. H H Office of Nuilcar Reactor Regulation, Director 
BD/06/11 Jpp 


6007310243 Forwards Commn os i on R00527 memorandufl) 6 order containing 
decisions on IJfS 7B05O2 petition for rcconsiilDrats on tif 
780413 memo! andum 6 order urs 771104 petition sought action 
re fire protection ter electrical c.ibles 
EISENHUT.D O Division of Licensing 80/06/25 fl9pp 


BG07020639 Order planting oitoiision until 800715 for Comcjiission to 
elect whether to review Director's 800611 denial under 
10CFR2 306 

CHILK.E J afflcu of the Secretary of the Commission 00/06/27 

*P 


H General corruspnndonce 


6007020117 Responds to B0042B 1 tr encouraging NRC tn meet w/VT Yankee 
Decammi ssionlng Alliance (VVDA) NRC met w/VVDA on 800429 h 
received petitions requesting immediate plant sliutdown 
DIRCKS. U J Off lie of the Executive Oi roc tor for (Ipeiations 
B0/06/1B ip 


800702045L Advises that MRC knows of no plans or proposals by util to 
change type or quantities of relcdser from facility into 
CT River Releases remain within limits Hods required on 
long-term basis to increase safely in LDCA 

NOVAK. T M Assistant Director fur Operating Reoctnrs 00/06/16 

2pp 


— 8007020455 Requests that NRC Uemand iitii hold public hearing re 
possibility of util dumping more wastes into CT River 
COX.S Aff i 1 lati on Unknown 80/04/10 3pp 


0007110003 Responds to 000419 1 ti referied to NRC by Senator E Kennedy 
ra environ f< water safety in CT River Valley Forwards 
supporting info Rndiulogica) rule.ises ere within acceptable 
limits Any abnormal releases should be reported H/o end 
OENTOM. H R Office of Hue leal Reactor Regulation, Director 
80/06/25 Spp 


— 8007110093 Roru<iTds 1) Kont 800419 Hr id requesting Info on environ »i 
watoi safety re util usage of FT River for radiological 
releases Requests response 
KENNEDY. EM Denote 80/04/34 2pp 


8007210448 Requests address change fcir MRC c errespondenco ro License 
DPn-2B from JH Abbey in Rutland, VT to MF Cnnway in Vernon, 

VT 

SMITH. R L Vermont V.inkoe Nuclear Puwtir Corp HO/07/I6 Ip 


B007300394 Advispr, that time pcTii.d for consideration of Director's 
declsinn to deny roquesl for liconsv revocatinit £< public 
hearings For Pen ility has elapsed u/o Conunission taking any 
review action Therefore. dec is ion Is final NRC action 
CHILK.S J Office Of the Bucrrtary of the CooMiioslon 80/07/24 
Ip 


1 Financial inforination 


8007010397 Forwai ds cash flow info by calendar qu/irtors for company <• 
cash Info for sponsor conpaiites for CY80 

CAREY. U H Vermont Yankee Muilear Rower Corp 80/06/34 4pp 


P Operating licunse stage iloruments t correspondence 


8007230028 Summarii of 800207 meeting w/Mark I owners group in Dethosda. 
MD. re revisions to NtiC acceptance ciiteria tc outstanding 
issues relative to Mark 1 cart tain merit long-term program 
CfMHES, C T Plant Systems Branch 80/03/21 31 pp 


8007160777 Confirms 800627 rtigt meet my to bo hold at facility ro 
regulatoTy per f urmiince of facility Agondn eneJ 
DRIER. B H Region 1. Philadelphia. Office nf the Director 
80/06/ II 3pp 


I 


I 
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DOCKETED ITEMS 


B0070'/0346 He^ponds to NR< 0OO5CV7 ItT.ltera 11 K 3 46. re TMJ-B r^latfcl 
re<iuirenvent« U diJpuiincy of CE nOOil? 1 Itr OE Itr is 

adequate t< applitrib-le to Facilitij 

SMITH. R I Veimont. Tanket) Hoc tear Poieer Corp 30/06/30 Ip 


OOOTlflOtiBS Summary of B006r4 meeting u/util >n DethesdatHQ re possible 
proposal of roduaskc incinerator Process info bulletin eric 1 
RaONEV.V L Operotios HeBclors HTflOCh 2 80/07/02 Opp 


8007140338 Forwards VOOAP- 1 -A, l?e / 1 s 1 on 8. pei NRC 800702 request Also 
foruords dotumniit rhange in s triir 1 1 uns for removing 4 
Inserting correct pages 

HEirER.U M Yantee Atomic Elcotilc Co 80/07/07 2pp 


—0007140302 Advises that YflOAP-I - Ap ncv J s 1 on Bp is acceptable Prcg r ammablt 
changes should be subrnitli’d to NflC for review prior to 
imp 1 emeTitation Requests that Itr replace G0114JO Itr ?c rept 
be reniimtiBrcd ui/revision 6 submitted to NRC 
HAA8S.V1 P Oualitij Assurpince Hrainrh B0/07/t)2 Ip 


0007290488 Comments an WUREG'-Ot I Yp "DWR heBriwater Iforile ft Control Rod 
Drive Return lino NoiJle Crarling " Disagrees w/pobltion. re 
interference fit sptnrgers hlo cracking of norzle regions 
experienced Pate nf Doc 19B5 r ec ummend od for sparger mod 
BMITH/R L Vermont Yanhce Kuclear Power Corp 00/07/10 Ip 


8007200439 Submits alternate method of mitigation effects of grid 
degradatien on saf e tg -r c 1 atrd eluctrical equipmsilt 
Engineering for mods will be completed by Mov 1900 
VANDENBVRGH. D Yon tee Ataieic Electric Co 80/07/24 7pp 


90073103fi!> Outlines proposed schedule for torus eioda.per 800625 telton 
Last tipip items listed twill be ipnplempnted only if further 
analysis f< testing shows need Muds wnuld not be completed 
until Pall 1901 lefueling outage 

BMITHiR U Vermont VaTikee Ruclpiir PooiCT Corp 00/07/25 2pp 


Q Inspection reportsp. IE Qulletiiis I* toi rospondence 


0007090370 Forwards IE Insp «ept W-27J/B0'03 on 800221 One item of 
nonconiplianco noted 

ORIEDp B H Raginn Ip Ph 1 1 a dc 1 p h i Op Office of the director 
00/03/09 2pp 


— 0007090373 IE Insp Rept 30-S71 /tlll-03 on 000221 Non c omp 1 1 atica noted 
failure to pacicage low specific, activity waste package sb 
that radiation levels from surface of package were within 
given limits 

KIRNV.U U , RAVHUNB.bl 3 Region I. Ph i 1 ade Iph i ap Office of the 
Director rRDCKEJl. H H Bog i on 1. Ph i lad el ph 1 a . Fuel Facility ti 
Haterlals Safety Blanch 00/03/24 29pp 


0007140433 FnjwardS IE Bulletin B0-i3p "rraclcing in Care Spray 
Spargers " Written response required 

GRIER.Il H Region li Ph i laitel phiup Office of the Director 
OO/OS/12 Jp 


8007230693 Responds to notice of violpiLinii h notice of proposed 
imposition of civil penal tiesp traiisml t ted by NHC 80D307 Itr 
Util administrative procedure for raduaste shipments revised 
Id require instrument surveys Penalty payment end 
■CONWAY. W F Vermont Yankco Nuclear Power Corp 80/03/H7 2pp 


6007020125 Forwards IE Info Notice 0Q-23 p "Bre b kdoun b In Co ntamir ati on 
Control Programs “ No written response required 
OniER.D H Region 1, Philadelphia. Office of the Diroctnr 
80/05/26 1 p 


6086260362 Ack receipt of 000429 Itr informing NRC of steps taken to 
correct violation noted in IF Insp Rept SO-271/79.-14 
SMITH. G H Region 1. Ph 1 1 ado Iph i a. Fuel Facility h Materials Safety 
Branch 60/05/29 Ip 


8007010206 Forwards IE Infp Notice 00-23. qP Suction to Emergency 

Feedwater Pumps *' No written response required 
BR1ER.0 H Region 1. Philadelphia. Dfflce of the Director 
BO/05/29 Ip 


0007210623 Forwards IE Info Notice 00 26. ^'Evaluation of Contractor 
OA Programs " No written response required 

DRIER. D H Region i. Philadelphia. Office of tile Director 
60/06/10 Ip 


8007140275 reruaids IE Bulletin 80-14, '“Degradation of BUR Scram 
Discharge Vnl Capability ” Written response required 
GRIER. D H Region 1, Ph k 1 ail e 1 ph ia , Office of the Director 

60/06/12 Ip 


8007170323 Forwards response to IE Bulletin 00-06. “Engineered Safety 
Feature lESF) Reset Controls " All s<afety-T elated equipment 
remains in emergency mode upon leset of ESF actuation signal 
w/listed exceptions 

TRIDDLE. J E Verment Yankee Nuclear Power Corp CO/06/13 Hpp 


8007020704 rorwards IE Dulletin 00-13. "Potsible Loss of Emergency 
Notification S-ys <ENS> R/Loss of Offsite Power " Written 
response required 

GRIER. 0 H Region !. Philadelphia. Office of the Director 
00/06/10 Ip 


D00702052Q Foruai ds IE Circular 80-13. "Loss of Reactor Coolant Pomp 
Cooling ?< Natural Circulation Cooldown '' No written response 
required 

GRIER. D H Region 1. Philadelphia. Office of the Director 
00/06/20 Ip 


80071B0549 Responds to IE Bulletin 00-09. “Hijdramotnr Actuator 
Deficiencies " Facility does not use actuators 
CDNWAY. W F Vermont Vaniee Nuclear Power Corp 80/06/20 Ip 


BD071B0594 Responds to IE Bulletin 00-10 Measures described to prsYent 
uncontrolled releases or contamination nf nunrad ioactlve 
sy s Administrative c ontrols. hardware mods A process 
raiTlation monitors added Sampling program expanded 
CONWAY. W F Vermonl Yankee Nuclear Pouier Corp 00/06/20 tp 


0007160750 Forwards IE Circular 00-14. “Rad I oactivo Contamination of 
Plant Demi'nera 1 i led Water Sys t, Resultant Internal 
Contaminatl un of Porsonnol " No written rosponso required 
GRIER.)] fl Region 1. Philadelphia. Dffico of the Director 
08/06/24 Ip 


8007210290 Farwards IE Info Notice 00-24. “Low Level Radueste Durlill 
Criteria '' No written response required 

GRIER. B H Reginti 1. Philadelphia. Office uf the Director 
00/06/25 ip 


0007230106 Forwards IE Bulletin 00-16. "Potential Misapplication of 
Rusamount Inc Models 1131 & 1132 Pressure Tronsml t lor B 
W/Elther A ur D Output Codes " Written response required 
IE Circular 00-16 also end No written response required 
GRIER. D H Region t, Philadelphia. Office of the Director 
00/06/27 2pp 


6007000292 Forwards Revision 4 to inservico insp program 

BMITH. R L Vermont Yankee Nuclear Power Corp 80/07/01 Ip 


— 6007060296 Revision 4 to inservlce Insp program 

* Vermont Yankee Nuclear Power Corp 00/07/01 Opp 


6007110460 Resp'onds to NRC 800610 Itr re violations noted in IE Insp 
Rapt 50-271/00-06 Appropriate porsonnol rcinstructed on 
importance ot cumplbting all items on forms Correct data far 
Bcram Test 94 recorded on necessary data sheet 

HEIDER, L H Vermont Yankee Nuclear Power Corp 00/07/03 2pp 


0007210579 Responds to IE Bulletin 80-09 Util uses flued head design 
for penetratibn connections tt other designs w/containment 
boundary butt welds ABME Code. Sec t i on 111.1960 edition, 
applied to fabrication t> installation 

HEIDER. L H Vermont Yankee Nuclear Power Corp 00/07/07 Opp 


8007250173 Forwards reply to IE Dulletin BO-li re masonry wall design 
Pr ior 1 t i ted list for further evaluation end No further 
justification is required for codes used as basis uf 
re-evaluati on 

HEIDER, L H Vermont Yankee Nuclear Power Corp 00/07/07 Opp 


0007250189 Submits reply to IE Dulletin 00-17 re failure of conkiol 
* rods to insert Required tests were performed A scram 

discharge vol U assaclated piping are free of obstructlont 
HEIDER, L H Vermont Yankee Nuclear Power Corp B0/07/0B Spp 


BO-07240422 Confirms oral notification that 20-day period for coisplet inf 
tests required by Item 2 of IE Dulletin 00-17 started on 
600700 NRC licensing project manager should be notified if 
test would: cause severe impact on power reliability, 

GRIER, D H Region 1. Philadelphia, Office of the Director 
00/07/09 2pp 


0007300044 Ack receipt of 800337 Itr forwarding payment of civil 
penalty t< discussing corrective actions. In response to NRC 
800507 1 tr 

BTELLO. V Office of Inspection !< Enforcement. Office of th* 
Director 80/07/15 2pp 


DOCKETED ITEMS 
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ft Periodic operotiiig reports t< 'elritcd cot respond ence 


0OO7SlOd56 Foriuards "Effluerit V Waste liisposal Semi nnniia 1 ftepti 
Radiological Iiepai t on Man for First *. Second Ouarters 
1979 “ 

GHtlCC< ft H Veimont VanVeo Nuclear Pouiei Corp 7'y/09/31 Ip 


•80073104<>7 "Effluent fi Waste tlispo'ol Se tn i annua 1 Rep t. R ad i o 1 ag i c a I 
Impact on Man for First It Soi oniJ fliiartci s 1^79 " 

» Vermont Vnnkne Nuclear Pnwer Corp 79/011/31 '•7pp 


D00711011- Corr i-t t Urn in mti-r sicur tlOOisl'i prr.>ii(Eed findings of fact ! 
c one 1 u = 1 I in* (if ) f»M > u i r e i t p i .i i tu i u i i (. i . i I fir t i an 79- 
1 139, ent 1 

VALQHL, C U t os'eT Allnuag- ' ri nf fJJ '/AlOPf ■' • Valore, ' 

8O/06/«.*'i Upp 


B0073lOS't3 rcirwntds C tunm i s s i on iii0')37 aierrii i uiid uri >. order containing 
decisions nn VCi 7fl 0^103 petit (tin foi itLomirterntion of 
TaOdlJ me moran J tirri » ordei UCL 77 n '->‘1 ptlitjon sought actinn 
re fire p r ti tec 1 1 on fnr elertricul caLli 
tlGFNH'JT P fi ui (ition nf I irrhsing flt»/ui)/«;!< tl9pp 


0007100390 Foruards montlily operating rept for June 1 9B0 

CONWAY, U F Vermont Vankee Nut 1 ear Pnwpr Ctirp B0/O7/0B Ip 


— 0OO71BO'IOO Mnnthly operating i ept for June I'/HO 

□UROERiF J I DEERS, r C Vermont Yesnkeo Nurlear Puuier Corp 
00/07/08 /ipp 


B Reportable occurrences, LERa U i elated correspondence 


0OO7O2O5dO RND,' 1 ~0O-O9 1 on BOOA 1 1 , p 1 anned drguell entry laas cpiiducted 
to Investigate suspected reactor coolant leaks Investigation 
revealed leakage originated from gasketed mechanicat jnint 
Tech Bpec criteria louiered Plant shut doun 

RAYMOND, W J , MARTIN. T T , DRUNINtR, F J Region 1. Pli I lad elph i a. 
Office of the Director 00/06/13 Epp 


0007010317 RO 79-305/ IT. Bop pi 1 end GE loose parts analysis addresses 
possikllitg that uiater rod loieei end plug cneld biear to 
eitent that shank mould break Licensee concurs u/conclusion 
that generation of loose part is unejpected W/o one 1 
MURPHY. W P Vermont Yankee Nuclear Power Corp 00/06/23 Ip 


B007010391 roTUiards LEft OO-OIH/OIT-O 

MURPHY. W P Vermont Yankee Nuclear Pumer Corp 00/06/35 ip 


—0007010405 LER 00 OlB/OlT-0 on 0006 1 1 . f e edma t cr lines found leaking 
directly into torus !. bypassing deiectlnn sys Caused by 
drywell leakage detection sys design inadequacy Tech spec 
leakage lioilts reduced Limits !. detection sys under review 
MURPHY. W P Vermont Yankee Nuclear Poiaer Corp 00/06/25 2pp 


8007070260 Suppl 1 to RD 79-35/lT concurs u</ cone 1 us I o ns of end GE 
proprietary info on loose parts analysis that uater rod 
lower end plug would wear !< cause shank to break; GE info 
withheld Iref I0CFR2 790) 

MURPHY. W P Vermnnt Yankee Nuclear Power Corp 00/06/23 Ip 


DOO723O40B Forwards LER 00-OEO/03L-0 

MURPHY. W Vermont V.rnkee Nuclear Power Corp UO/07/17 Ip 


—0007230469 LER HO-020/03L-0 on 000617.0015 valve FS0~109-76A failed to 
close after srram Causod by dirt nn plunger assembly Valve 
cleaned t> returned to sve 

MURPHY- W Vermont Yankee Nli cl car Power Corp 00/07/17 ip 


DOCKET S()-S72 9ALEM NUCLEAR GENERATING STATION, UNIT J 
F Security, medical, emergency E( fire pruteetton plans 


BOO7OBOO60 Forwards Submittal 4 to 000627 security contingency plan 
Submittal withheld (ref 10CKR2 7901 

LIDRIZZI.F P Publlr Servlto Rleclric Tt O.is Co of New Jersey 
00/06/30 Ip 


0007140429 Reiiucsts approval to proceed w/interiiT) use of training 
facility In (luinton.NJ as nearcite omergcincy operotipns 
facility 

SCHNEIDER. r W Public Servico Electric !li Gas Cn of New Jersey 
00/07/03 4pp 


0 Adjudicatory c orrospond enc o 


8007200533 Requosts plBcemont nn svi list as friend af court in order 
to receive copy of all papers served 
WEDD.M Affiliation Unknown 00/03/ 1 /j 2pp 


0007300332 Rcqneats inclusion in Bulem svr list to receiva oil past- 
000222 documents t presenting lestimony responding to NRC 
witnesses' Claim against RE binUb t uct 1 mcinij 
UEDO.R E AfriUation Unkiiuuin 00/05/16 2pp 


D0071001/3 Responds fa 0005(19 cii(ier ■' JO FR.” .'.4 ' 3 VIO by forwarding 
intervenor unlemun prnpa.ed firiding« i.f fact f. con[ lusions 
of law oil Clin teril 1 Line 2 t 6, oiuny " i rnm- r esc I (. > alternatives 
h Dbaid Question 3 

AYREB: 5 T New Jersey, itate r>f ftO 06/JA Onp 


--000710017 0 Jiit(.Tvroor Cblcm,i-ric piLipnsed findings of fait t conclusions 
of law (III Content 1(1116 2 • 6. Hoard uoe(^tJ(.>. 5 f- away-from- 
reactor alternatives in a(cDrdanLv w/board 800509 order 1< 

10crn2 754 9 P /lO 

VAN NE001 B C fle(e Jei sey, 'it ate of QCi/06/26 20pft 


0007150509 Reply findings of raci h ctinc I ns i ons of Iriw in form of 
paitial initial diiision substitnling fur licensee 0DO613 
findings, in response to ABLH 000509 i>rdni f, AELll C00626 
Question 5 on owa y - f r d m-r c ac t or issues W/C e r 1 1 f 1 calc of Sve 
WETTERHAHN.M J , fRVLING R Public '.ervicp Electric N Gas Co of New 
Jersey WETTERHAHN.M J Foimer , Moore 5. Corker GO/07/ 1 I 96pp 


J Insurance L indcrnnity informal inn 


0007010523 f‘cir wards End or semen I J9 to .\N1 Pr.Licy Ni “^'30 

CORREA. M A Harsli J. McLnimriii !ni , M 9 N Mucleai ( unsii Hants . Inc 
Riv 00/09/25 Opg 


8007310342 Forwards F ndor semeni 12 1 ii NAEI U Pcliry Hr-90 

CORRFA. M A Harsh f, Hcl pTinaii, 1 nc . M 9 t1 Noflrar Cunsu 1 tan ts, Inc 
Div BO/D//25 2 pp 


8007310376 Forwards Endor seirent -Ifi I (. ANSI fiplicy NF-230 

CORREA. M A Marsh !. Mel pnn.in. Jnc , M *. M Nurlc.ir Consultants, Inc 
Dlv 80/07/21 2pp 


P Operating license stage do i omen I, 9 r or rcsporidenco 


D007230'099 ftoquosts submittal of proposed Tech Spec rlianges providing 
for r odii n(|aric y lu decay lie.it remnvaT Capability in all modes 
of operation Jiodel Terh- Bpecs whirh wonld provide aiceptable 
rcaolutiun enil for giiidanie 

EISENIIUT.B G Division (df Lirensing 00/06/11 6?pp 


8007110456 Informs that second interim rnpl. per facility Jt6(h) plan 
of study, will he distributed in techriiral advisory group by 
800625 Delay ranted by cumputei prutileni Bubmittal d.ite 
should allow enuiigh time for levjj.w (lefiiie 00G7G9 meeting 
BHlSQAlB. J A Public Service Flpctiir T, Gas Co af Mbi.. Jersey 
80/06/13 2pp 


0007030249 Fpriiiards rpsporisi, to 800404 cbii f i rmiit ory orders re loss of 
nnn-Class IE 1 us t rum i>n ta 1 1 uii t, ccintri.t pcwei bus Info 
written Fnr Unit l.but also npplic.ible for Uni I 2>oicept as 
noted Includes response to IE CirtulHr 79-02 Affid.ivlt end 
SCHNEIDER. F W full 11c Service Eleclri* !. Gas Co of Now Jersey 
80/06/27 33pp 


8007070200 rnrwards responses to full powi r licenso requirements 
identified at NRC 1)00619 (nertirig 

MITTLi ft L Public Service Eleitric f. G.is C. u of Now Jersey 
60/06/27 I4pp 


—6007070289 Tech Spec Pages 3/4 7“5 fhrough 7 7 for autiliary Feedwater 
sys !( auiiliaiy fopd stoi.ige tank Related (Juc umentat ion 
enc 1 

e Public Berviri* Eloctri. t. Ga* fu t-f Npuj Jersey SQ/G6/27 

app 


8007030161 Forwards .sdd 1 info in response to NRC 800610 request ie 
auxiliary feed(vdtei sys Auilll.iry fci'dwater sys foi both 
units are identical In design, iniludiiig pquipincnJ *■ 
aiitdinatli initiation logic 

HKTTLi n I PuliIiL Service Elecliir * Gas to nf New Jersey 
00/07/01 13pp 


0007250001 RaquB'its submittwl uf j r at i on fos ameiKi to license 

Ctin 5 1 ') 1 1 ng uf Tucli Spur cheiigr', litense loudillani PMR 
Model Teilt 9pe( s >< Model 1 (reuse cend i tion* for Tril-C 
Lossnns Loamuil C.itegurg A rteins enr 1 for outdance 
LI0ENHUT.DG Division ol Licensing 0/)O7,Gj. /,9pp 



0 


DOCKETED ITEMS 


OO/CBOIfl ) Nti-t i f M 1 on (if m (1 £* t J n (j uf/jtil in 'lan. luis Dpl&tiOiCA 

to «( 1 >>| II’ ' rii tjiiii p 1,111 I term 

liUCKILi' li r L It (‘111 tug liTJiitli ^ On/On/ao 4pp 


00V020MM riirwnj-ili noiip rop r i p t.ir ij ^erilllix of pTPVUiuslij s u bmi 1 1 biJ 
goiipric Ufil 1 iiij ti nut I (i r lip r i I't.iT ij 1 It •, Lu ^uppiM t position 
on giiiitc lobo iiii><ii riiiiroc Ibi npnuests at t iioul I’dgcmen t 

of PBCOlpt 

CRrtHC, P A Pattfic f.ai. fr LUntrlr fn HTi/Oi/ST Ip 


t)07?a0(J0l CiiruiiTils <• til t pinuii t of polirg rf i pqu 1 1 pmaii t s to bo met For 
ctiTi onl 01. fipp I 1 1 ii t 1 1) o s, ti s derived from fJUKEG-OfifiO J, found 
in NUtJilG-ObVd 

t-lGtNIiUT.n (5 division n f luflnsing HO/Ofj/a* 2pp 


l()07230oJ5 I'oriiiriidd std iitdti for DOE uiorli 
HArTtiON,H J 1) 1 v» r, 1 1 >(, of '3,lfl»tg ret hnol nptj PIN rt-lin-0 
fJO/O/j/ JO Ipp 


— 0007ajf)fi!>J 'ltd ordiiT' for DOC unrl! ‘FJeviou of fioxillnrg Feoduater Sgs 
fJo L lab 1 L > tg (valuation attidleB for Diablo L.ingnti li 
OcOuiTC l.'iiijnmer 1 h '11111 Oriofre 2 ti PtCJ fje I 1 oh i 1 1 tg 
flnalgsls of 11,1011111 vo itiitnmnlli; " Issued tn Sandia J.nbs 
(fHCNlCH,n 1 Division tiF Oafetg Techiiologij FIN A-iiSl-O 
n070fi/,>7 ‘>p|i 


300/0 7018'! Foruidi do Itovisiciv 1 to "Hcscrlption of 'Ig 6 IntoTactinn 
Program for 5i» i smlr ,i 1 Ig- t ndoci'd Fvunts," uiigtnallij 
submitted fHlO*)!*? 

CUrtNE. P A Pact til Oas t, EUttrli Co 1)11707/01 Ip 


— 800707()l'tMi llcviriliin I In " Oosr r i p 1 1 n n of Sgs [ateraction Prog 1 air for 
Set sell 1 : ai l>j~ I Tidut. ed Evontn " 

» Pactfit <iris •. ElBLtrir Co nO/Ofi/lO 77pp 


J0071f»03VS Forwardb Std (Irder (or Uni, Wnrti "Stj 5 1 nt c rac 1 1 dti Support 
for Diablo Cangori, " losnud to LLi. 

R0S1. [» J* Kivismn of Sijstnrns Intogratlop rlN A-tlEilQ-O 00/07/07 
l|> 


— HOO/IAfl.t'>» 'ltd (Irdpr for Bt)C uorl "Sijs IntoracttPn Support for Diablo 
Caiigoii, " i-aiucd t» ILL 

OnCNICK,!! Off lie of lltotidards Dp vo 1 n p ifien t , niiBctor FIN 
A-OPdtl-O (J070//01 bpp 


30071’3(302V Not t f trot 1 on of (iOCl/lO rapoting bi/ut>! in UethesdaiND to 
rnvieid nuxiliarg fnedbiater ogs reliabilitg studij 

niirHLrV.lit l tcoiisluB Uronch l (3n/0//00 4pp 


lOO/iltlOOfj'f nwmiTiarv of HOOPl?-!'* Site visit ui/NltCiOtil & two int&rvonnrs 
ro atiil 1 1 of sija interEietian pi cigram For sol smica 1 1 g’-lnduced 
cvpnts Prosfd'd ‘s sound f< con ho satis Fnc tar 1 1 g (complotsd 
Inilopondont lealkdowii description sncl 

THOMASi C 0 Sgstoms Jnteroition Branch nO/07/07 flpp 


lOO/lAOTJO I oTuords draft Dpoiatlns Pnicoduro UP^lRi "Ant Ic t pa t&d 
Transient W/o Trip," por AC Thadonl roquont Procedure 
should not be iiinsidDrod port of docket file supporting DL 
pppi Icdlion 

CIlANtiP A Pactfli Obo «• fleslrlc Co BO/07/10 Ip 

— □0071fi05r>I ''Anticipated Tr«n«ii‘nt W/o Trip*'' pftiopgencg operating 
procoduro 

» Pad fir Cat 'i Lluttrir Co flO/OA/07 Ipp 

l!00/c’3020ft DlsriiUMM. augmented lew power startup test program for 
near' term flu appliiants Eacli oppliconl must perform tests 
similar to TVA proposed program PreEidsot Carter 791S07 
stotomont on Kritioiiij Commission ropt encl 
EISCNIlUT.I) 9 Division of liionsing Q0/D7/U 6pp 


«007IOD3'I() feriuBnlt Hovlsion S of ’’Doscr 1 p t loll of Ugs Interaction 
Program foi 'joismic.il lij-liiduc eti Event* " 

CnAHE, P A Pocil IC Oas A ( lei Irli Co 00/07/15 ip 


— 0007180341 (Jijviiitiin .'i to ''I)i>Dri Iptipn of Sgs Interaction Praaram For 
Bolsmirollg Indurod Evvntn " 

» Pacirii r,tl' f’ CJertrif Co B0/f)7/07 77pp 


noovaGOadO MotifnaCiun of OOO/SP mreting w/util in QethesdaiMD to 
discuss au«lli<iiy Feedwater sgi, Heeling ortginallg scheduled 
for HOO/lt) 

nuCULCy.B t l irimsinp tn am h 'l E1D/0//I7 npp 


tl00731D3yf Atlvt»o* tliat R HcHullon response to Ooestlon 9 nf ASUAD-a9e 
accuralolg ruilficts DSOP pontioi* Ambiguitjen In location oF 
cartnqualii' icqulie tonstfi va 1 1 vt> o' sumption that all faults 
have earlhqu,ibi> piitontial 

MOKniSin H lilt Bt lor r Dept i>P' Oeolngiral Burveij ao/07/?7 Ip 


E Nile Qafetg Evaluation Report (SER)< suppls & correspondence 


B00711O033 Forwards Suppl 7 to facility SER 

SCHWENCERi A Licensing Branch 2 60/06/ 13 3pp 


— 8007110036 Suppl 9 to facility SER 

* Office (if Nuclear Reactor Regulation, Director NUREO-0675 89 
BO/06/30 06pp 


F Security* medical* omergeneg t< fire protection plans 


0OO713O377 Forwards Revision t to security training & qualification 
plan Revisiun 1 (withheld (ref 10GFR2 7901 
CRANE, P A Pacific Gas t( Electric Co BO/O?/!! ip 


O Adjudicatory correspondence 


8007030046 Request For participation in security plan hearing per A8LB 
791116 order admitting State oF CA in DL proceeding 
Participation will assist in adequacy & wot kah 1 1 i ty 
assessments Notice of appearance ?( Certificate of Sve encl 
BROWN, H H , KLINE, J A Califarnib, State of QRQWN.H H Hill 
Cliristopher & Phillips 80/06/11 9pp 


8007110026 Act receipt of Caoimlssion B00611 memoTandum t( ord er > CLI-BO~ 
2Ai on behalf of San Luis Ohispo Mothers for Peace Adheres to 
prior position re Commissioner Hendrie par t Ic i pat iion in all 
aspects of DL proceeding re seismic 6 safety issues 
JONESrV I Jones, Grey U Bagley 80/06/18 2pp 


8007100198 Expresses appreclatlan for NRC permission allowing joint 
Intervenor representatives to participate in fl00617-i9 sys 
interaction audit at util NRC has demonstrated willingness 
to assure public participation Related correspondence 
FUEISCHAKER. D S Fleischaker, D S 80/06/25 Ip 


60073102-43 Forwards Commission B005S7 meinorandiKn & order containing 
dacisions on UCS 780SD2 petition for reconsideration of 
780413 memorandum t or-d er UCG 771104 petition sought action 
re fire protection for electrical cables 
EISENHUT.DO Division of Licensing B0/06/2S e9pp 


OOD7300419 Notice of appearance in procaedlng Certificate of 8vc end 
flEDRQlOy.B B California, State of BO/06/30 4pp 


8007070123 Advises of stipulation In OL proceed Ing , el iminating legal 
argument re uording of affidavit of nondisclosure t, public 
d i 5 s Bn I nati on of Infn Gavernor Drown of State of CA did not 
take part in stipulation 

TOURTELLQTTE. J Hearing Branch 4 J0NE3, Y , NORTON, B Pacific Gas 
b Electric Co B0/O7/02 Spp 


80071 l<)G02 Order grantiag extension until 800722 for Commission to 
elect to re'/ieoi decision on enforcement action request, 

DD“0O~a2 

HDVLE, J C Office of the Secretary of the Commission 90/07/08 
1 P 


8007100405 Motion for OLs permitting fuel loaiSlng, initial criticality 
process t, low power testing Proposed operation may be 
conducted during appeal from ALSB 790927 partial initial 
decislan H/documenta ti on, aPf i dovi t t, Certificate of Sve 
CRAN'E.P A Pacific Gas *< Electric Co GEHR, A C Bnell 6 Hilmer 
NORTON, D Bruce Horton 80/07/14 13pp 


8007220092 Meinoran-dom !< order amending U reissuing ABLAD 800403 
protective order re security plan Governor of CA request for 
participation as interested state granted w/cortain 
conditions Bet* timetable for future proceedings 

BISHOP, C J Atomic Safety and Licensing Appeal Panel 80/07/15 
22pp 


--8007220103 Amended protective order permitting limited access to San 
Luis Obispo MotherB for Peace t: Governor of CA re security 
plan info Amended affidavit of nondisclosure encl 
BISHOP, C J Atomic Safety and Licensing Appeal Panel 00/07/15 
7pp 


BG0723050S Request for reconsi deration of ASLAB B00624 decision, ALAB 
S9G, or cortif icatlon of M Trifanac 6 E Luco testimony on 
791015 Imperial Valley earth quak e Urges appropiat Ion of 
funds to facilitate testimony Certificate of Sve encl 
FLEISCHAKER, D 9, JOHNSTON. M P , PHILLIPS, J San Luis Obispo Mothers 
for Peace 80/07/17 6pp 
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B007310'J6i> Notici) oF PC Valentinr 'i ’r I Jotii.% ui thd i aua 1 WA nnldiuin 
deaignntlun da lead counsal in piocending CeilifiCiitB nf Svc 
enc 1 

VAUENTINEtP C , JONES, Y I San l.uia Obispu Muttifrs For Pence 
80 /' 0 //in Spp 


Q007230336 Motion to ctisnge lose) counsel deal gnat ion from JR 
Taortel liitte to WJ Olmstead Nntitna or WJ Olmstend t LC 
Quiarti oppearanccB, >JF? Tourtel lotto uithdraual F, (ertiFicato 
of Svc end 

11LM9TEA0.H J . TODIITCl-LOTT ti, J Hearing tlTancti 4 BO/07/21 ,6pp 


0007300110 Notito of nppearonro in proi ceding 

LANPHER.L C Cnllfornl.i, State of 1 ANPHER^ L C Hill Christopher 8. 
Phllllpo flO/07/Jl Ip 


DOOTOSOPdri Formnrds IE Info Notice 80-f‘c.’. "Ih eakdouns In Contamiriia 1 1 on 
Control pTUijra,!-. ' I/h luiitten i espouse T t'Cioll pif 
ENOCLKFN, R H Prgion 5, San fTtncliic, Offirp of the Director 
00/05 '2ti ip 


B0072E0237 Fpriuards IE Info Notice SO-ic'fj, "E /sliint loi, of Conti actor 
OA I’Togiams ' Nil written lespiinse required 

ENSELKEN, R H R(>i|icin 5. San Iraticl to. Of fire nf the Director 
BO/Ot/lO Ip 


S007270nBf) Forwards IE Info flutice Prompt Reporting of Info in 

Accordance U/1(1CFR50 ‘)5(ei ' No written icspnnse required 
ENCELKEN H H Reqion I S.m Fianti 'o. Dffnt nf the Director 
aO/OE/lJ 1(1 


800723042*? Statement in support of joint intervonoro' Q00717 request 
for reconsJcleroti on nf ALA1)-39B, nr for ter ti f i cnti on of 
question re Mlhoi 1 0 , Truf unuc !< Enrique independent vieuis.to 
Comml Esloii Urges funding for Trifiinnt l< Luco 
DROWNiH H . KLINE, J A , OEDROlOU, D S Ca 1 1 f urn 1 . 1 , State of 
BO/07/24 2pp 


B007300096 Request by joint intorvenors for eitension until 800004 to 
respond to applicant motion for luLU power testing license 
Counsel out of town Certificate of Svc end 

FLEIBCUAKCn, D S San Luis Obispo Mothers for Peace FLEISCHAKEII, D S 
Fieischokei, 1) 3 JOHNSTON, M P renter for Law in the Public 

Intcrost 80/07/29 4pp 


B007310461 Diocusoes handling !i delivery of sensitive security matl 
betueon parties 

OLMSTEAD, H J Hearing liranrh 4 fl0/07/?0 L'pp 


H Osnerol correspondence 


800714001/j Ack rnteipt of iinrl !< informs leripinnt about progress l< 
espactation of required tultural (, historical mitioatinn 
program Ltr forwarded to NRC for c ons l ili>r rilion 
NIELSEN. A D 1 n tor ioi . Dept of BO/OA/IB 3pp 


8007010063 Eiprusses regret that faiiiiro to odd Society for Environ 
Aworenuss to moning list for weekly public annoiinc omen t s on 
f act 1 i tiji resul t od in necusolty to duplicate lequeot Addition 
made to tl 1 stribut i on list 

IMOnAM.F L Office of Public Affaiis 00/06/30 Ip 


8007010497 Opposos granting licensn For Inui level toBting for util, duo 
to hoaltli if safety concerns re eraorgency planning, rndioti on 
monitoring ti safety Isbiios h.isut) iin TMl No tenting should be 
allowod until convprslon pons 1 b 1 1 1 ti os eaplorod 

CLUCA8. J A League nf Momcn Yotero of Ban luis Gblspo.CA 80/06/24 

Ip 


8007070210 Roquosts that NRC deny OL to facility Too much emphasis 
placed on pnssible eiirthquakcs along ilosgri Fault t< not 
enough concern on entire aroa <if Instability Conditions 
create distinct puss i b i 1 1 tij fur formation of more volrnnooB 
6NAPP. C Affiliation Unknown OO/O/ZOi Ip 


8007280277 Responds to 80O6U9 ltr ro RM 1 eddy ciincorno about prosimity 
of Hosgrl poult to sito (< ubllltij (if facility to withstand 
BBvero earthquake Fault is 11 9 miles from ulte Mattor of 
seismic ailuatiiin currently pending before A'Jl Ail 
DIRCKS. W J Offico of the Fsoiutivo Diroctcir fin Operations 
80/07/02 6pp 


■8007250284 Roquhsts rospnust’ to one! HM Lnddy conterns about proslmitij 
of site lu llosgri Fault 

LAOOHARBINO. R J House of Hep , roreigil Affairs 80/06/09 3pp 


800729064/ Urges that NRC deny t)Ls for faiilitij due to proximltij to 
Hosgrl fault S< lo protect health, safety ti welfare af people 
of CA 

ALLEN, n D Affiliation Unknown 80/07/21 2pp 


B007230698 Responds to IE Hullctin '9-2U, ‘Tailiires of Ues ting hous e 
BFD Relays in Bafety Related Rij, ' 'jubj relays nut used 
or planned tur use in ssf c t y-i lO ,.tE rt sys at plant 
CRANE, P A Panfn Sas •< Llectiir Co BO/06/16 tp 


8007030017 Forwards IE Ilulletih BO-l'i, 'Possible Loss of Emergency 
Natl f 1 ca 1 1 nil Bye (rNB) U/Loss of Otfattu Power " Written 
response required 

ENGELKEN, R H Region 5, B,in Francisco, Office of the Director 
80/06/18 Ip 


8007240385 Forwards IE Insp Rept 90-3/5/80 1 > on 8(l0Wl-30 No 
none onp 1 1 ani. e no t ud 

CREWS, J I Regiun 5, San Fi enc i ,i fi, Rpartor Operations Nuclear 
Support Branch 80/06/18 Jpp 


■B0072‘i039S IE Insp Kept S0-i"'7Si/a0-l ,1 nn OOOSOi 30 No noncomp 1 lance 
noted Majo) ai ear itisppitod fire pro tec tion/p revent ion, 
operator tiuiniiig 9 witnessing uf Insting ui |ii ogress 
VOUNOi f Regiun 5, Ban praiuiscn. Office uf the Director 
BTERNBEROi D M Region 5, Snin Finniisio, Hrac toi Operations Niic I ear 
Support Ri,snch 80/06/17 dpp 


8007020474 Forwards IE (li color 00-lb. "I oss of Reactor Coolant Pump 
Cooling fi Natural tirculatlim (ooldnwn ' Nn written response 
roqoirod 

FNOELKEN, R II Region 5, Ron FTancisi-O. Office of the Director 
80/06/20 ip 


8007180207 Forwards 18 Circuliii 00-14. "Radioactive f ontaminat ion of 
Plant Deralner.il 1 1 Pd Water bys f< Resol tunt Internal 
Contaminati i,n of Parsonnol ' Nn written response required 
ENGELKEN, R H Region 5, Sun FratiriSLO, Clfftce of the Director 
BO/06/24 Ip 


8007230JS5 Forwards IE Dulletii, RO 16, '‘Pcituntiul Ml sup p 1 1 c at 1 on of 
Rosemooiil Inc Models 1151 6 llbj Pressure Traiisnii ttors 
W/Eitlier A ur D Output Codes " Written response required 
IE Circular BO-16 >ilso end Nu wiitten respciiso required 
ENGELKEN, R H Reqion 5, Sun FranLisca, Offlie of the Director 
BO/06/27 Ip 


B0D730020O Responds Co IE Bulletin BO-PS re vaiuiim damage to cbcmical 
vol control tank egf All five tanks (irolPitnd ngniiint 
failure under vacuum conditions RCB dram tank designed to 
withstand eitornal pressure of 15 ptiy 
CRANE, P A Pacifii Oas b Flectrii Fti a0/O7/ti7 2pp 


8007310321 Forwards IE Insp Hepts 50-,' 75/80 14 t< hO - }J3/aD-07 on 
800601-20 No noricompl lance noted 

CREWS, J L Region 5, San Fiancisro, flouctor Operations Nuclear 
Support Drench 00/07/10 2pii 


— 0007310327 IE Insp Repts 90 2/5/130-14 t. 50-3.’3/n(l 0/ on 800601-20 No 
nohcomp! t one p noted Major aruaf iiispBClod |iroD|ierntlc>nal 
test ing, p lent tnui , fuel /to, age, Oiiuru toi training t, 
uitncpslng of testing in piogress 

YOUNG, T , BAG,\01IU.M Rdyinn 9, 9an frnncisco. Office of the 
Director bTFONtlERG, D M Hogum ‘I, San Fraiitisrn. Reactor 
Operatliins Nuclear Support Urani h BO/07/03 3pp 


Q Inspoction reports, IE Dulletma /< c orrospondonc e 


800720069/ Foriiiarils response to IE Bulletin 79-27. "loss of Non-CUss 
IE Instrumentation t< Control Power Sys CUb During 
Operation " loss of power to Class IF buses Is audibly !< 

Visually iiidiratoi) by roiitml room onnunrintor 

CRANE, P A Pacific Dos «< Floclrlr Co 00/04/19 I2pp 


8007240187 Responds to IE Bulletin 80-04, "Annlyslr, of PWR Main Staam 
Lina Break W/Cuntlnuiid r-oodwater Adilltion " Review results 
indicate no potential for tontoinment ovorpresaure or 
worsening of return to puwor response 
CRANE, P A Pacific Oas fi El or tr It Co 00/04/30 2pp 


DOCKET 90-276 GEORGIA TECH RLBrARCH RLALTOH 


Q Inspection reports, IE Builelins 6 i orrespondcncc 


8007170198 Forwards IE Circular aO-14, Tldd loar t ive Fontdminafci on of 
Plant Domineral i 1 i,d Wutcr 'lys h Rusiil t.int Interniil 
Contamination of Piipsonnpl " No written revpuner required 
O'REILLY, J P Region 3, Atlanta!, iJffjfe of the Dircrtor QO/06/24 
Ip 
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OCKET •jO-t'77 I'EA’ t« HOTTQM rtTOMlC f’OWEJi STftliarJ, UNIT 2 


Security* nsdjinl, eiWfrgtiic ij !. fire frotpction pl.nis 


O0T140I36J Foruartls input for fire protection revieu re fire rfetectloTi, 
uater suppress itin, comt us 1 1 b 1 1 ? control* aeis suppression, fire 
doors R interior hnse station'' 

HALL. R E Brookbaoen National Laboratoiij flO/Ofa/20 fipp 


ID07330018 Foruards sommary of Q00ii03 meeting urutil in. Wing of 
Prussia. FA te proposals to meet Tech Spec repuirament in 
health physics staffing are.s 

SHlTHtC H Region 1. Philadelphia. Fuel Tacility t< Tiaterlals Safety 
Branch HO/OA/2? 3pp 


H General correspondence 


B007020197 Roquehts r on s 1 d era 1 1 on of Site visit by Atomic energy 
Council of Toiioan on BOOB29-2h Council interested in 
observing ujastp mgt activities Cooperation iji 1 1 be major 
contribution to NRC eichonge arrangement 

LArLEUR. J D Assistant Director for International Cooperation 
fiO/05/13 3pp 


Q0071>10119 Ac k receipt of B00A23 Itr re public announcement for recent 
meeting at facility FEMA ulll he holding public meeting 
later m the year at uihith time public ulll have opportunity 
to eipress viesis re emergency plans 

OniME^.a H Enerijency Proparednoss Program Office QO/06/09 Ip 


—8007230021 Summary of t300h03 meetitig lu/util in Hing of Prussia. PA re 
proposals to meet Tech Spec requirements in health physics 
stciffing area 

SERADIAN. J A Begioh 1. Philadelphia. Office of the Director 
BOVOA703 Ip 


1007230126 Requests partic i put i an in study of p e op 1 e -r el a tad problems 
in nuclear safeguards Study invul/es cellectio-n of data on 
licensee security forces 6 piai tires NRC uilshes to intervieu) 
security myt personnel at facilities 

EISENHilT.D G Division of Licensing 00/07/11 ?pp 


— SOO/ldOllB Ark receipt of BOOdSA Hr expressing concern re arrangements 
for recent meeting at facility FEMA has rosponsibility for 
assessing emergency planning uiill conduct meeting luhen 
plans are flnaliied 

DIUCUBi W J Office of the Executive Director for Operations 
00/06/02 3pp 


B0071 10917 Ac k receipt of GL Decker B00d30 Itr re concerns about 
emergency planning Forwards NOnEQ-069d MUHEG-0396 H/o 
enct 

ORTMEB.D Fmergoncy Prepoiodness Program Office 00/06/12 ip 


J Adjudicatory correspendenco 


3007090096 Proposed pjridlngs of fact f. conclusions of lau responding to 
ASLAD questions nn Bnttelle rept Findings are adopted by 
TMI'a/Peachbettom Intcrvenors J. Ecology Action Urges 
suspension of OLs fertlfscate of hve encl 

KEPFORD.C Environmental Cbalitiiin on Nuclear PosJer B0/O6/1B 

12pp 


00072005^9 Responds to B00520 Itr re JL ^ WS Flondell concerns about 
emergency planning Discusses various options for funding 
offsite support agencies Public annhuncement for facility 
emergency planning meeting issued on 000331 U/Dandoll Itrs 
DIHCKB, IJ J Office of the Ejecutivy Director for Operations 
80/07/02 7pp 


I Financial informntinn 


8007080046 Response to ASLAD request re Deficiency 1 Urges reversal of 
decision rejecclng deficiency re correlation between U mine 
radon releases ’< amount of U fuel Portion of Perkins 
decision re correlotinn must be vatated 
CAPLAN.R Ecology Action Of Oswego 00/06/20 Spp 


3007080048 Proposed findings of fact entforslng Citiiens for BaPe 
Environ filing re radiation source terms from tl mining L 
milling Rejects Perkins rationale I. urges development of 
further evidence re fiiijiire raoth.inisms f< human factors 
CAPLAN.R Ecology Action of Osuiego 00/06/20 4pp 


8007010130 Responds to 000605 Itr to 0 Cunningham transmitting util S-7 
registration statement No Inaccurate statements or financial 
InCbnsiateniy identified 

CHRISTENBURV, E Moorings Division 80/06/19 tp 


P Operating liceitso stage document'. 1. correspondence 


BOO723OO20 Summory of B00207 meotlng u/Mark I owners group In Oethesda. 
BD.ro revisions to NHC acceptance criteria S< outstanding 
issues relative tn Mark I containment long-tarrn program 
OniMEB.C T Plant Systems Branch 60/02/21 31pp 


B007310243 Forwards Cummisslon 000827 momoraiidgm Ic briier containing 
decisions on IKS 780502 petition for reconsideration of 
760413 memorandum f. order UC6 771104 petition sought action 
re fire protection far electrical cables 
EISEMHUT. D O Divisibn of Licensing BO/06/29 B9pp 


0007140641 Advises that dates of responses to 790927 generic Itr wore 
791025 for Peach Dottom 2 6 3 *. 791115 for Hatch 1 fc 2 Rept 
on valve operability program required untij fur plants 
desiring to justify unlimited purging 

VEFlRELLIiD M Operating Roacters Bronch 4 00/06/05 Ip 


80D70B0001 Proposed findings of fact t. conclusions bf laiu In Form of 
eiemorandum 6 order affirming ASLD 780714 partial initial 
docision 6 advising that radon rnlca'ies associated lu/U fuel 
eyrie are Insionif leant in striking cost/henofit balance 
SORDENtCK. D « Hearing Branch 4 30/07/03 50pp 


B007I70BD1 Coinfirms Q00619 mg t rneeting to be hold at facility re 
regulatory per fnrnionce 

ORIER.D it Region 1. Ph 1 1 a d o i p h la. (IfPice of the Director 
BO/06/16 ip 


— B007080003 Proposed corrections to 800226 transcript 
DORDCNICR.BM Hearnig Branch 4 BO/07/03 2pp 


— S007080DOA Motion to inciudr do minimus ttienry of health effects in NRC 
800703 findings of fact ?c conclusions of law presented in 
form of tnetiiorandiim ?< order Inclusion is consistent w/ALAD- 
509. ALAO-540 t. ALAD-S62 Certificate of Sve end 
BORDEHIC.f Hearing Dram h 4 30/07/03 7pp 


0007100250 Order gi anting Ecu logy Action pf OlWEgo motion to file 
B00620 submission re generic radon issue 

BtSHDPii, J Atiiro.lL Safety and UlLonslng Appeal Panel 80/07/07 

2pp 


3007310128 Response in support cif NRC 000703 pleading assorting 
validity nf Porkii.s record on radon releases from U mining 
t< roliling Objects to RRC phsition elimlnatihg health effects 
Issues from ran.. t dera t i on Bupporting news articles encl 
CAPLAN.R Ecology Action Of Usuiegb 80/07/16 i3pp 


B0072S0353 Forwards revisaii Pages 7 t. 16 to licensees reply to proposed 
findings of fait submitted by other parties filed B0071B 
Revised pages rpquiTod to correct typographical errors 
Sve list end 

TRAWIESD-DIAZ ‘ihaw. pit+nan. Potts l< Trowbridge 90/07/ai lOpp 


8007020510 Advisns that Class HI fee is required for review of 800603 
applicatipn foi amend of Licenses DPR~44 I. DPR-'S6 Request 
involves redistribution of health physics functions It is 
coMsldureri to be of safety significance 

DIGGS. R H Llcenso Fee Managcniont Branch 80/06/18 ip 


000710019D Requests technical assistance for review of B00923 ti 0603 
proposed Tuch Bpec changes re executive mgt !k onsite health 
physics functions Current Tech Specs 6 util Itrs end 
NOVAK. T Assistant Director fur Operating Reactors 80/06/19 Ip 


■8007100158 Current Tech Specs Papes 243 through 346 re administrative 
c ontrols 

■» Philadelphia Electric Co 79/09/20 4pp 


8007020430 Confirms licensee voluntary cooporatibn w/team of NRC 
researcli contrailiirs during visit te facility in Sept 1980 
Visit is related to NRC spuiisorod study re status monitoring 
of engineered safety features 

REID.R U Operating Reactors Urancli 4 60/06/24 2pp 


8007100119 Requests that util proposo amends to facility Tech Specs to 
incorporate currently installed sotsmie Instrumentatlan 6 
associated surveillance requirements Sample Tech Gpecs 
reflecting rurrent NRC t equlroments oncl 

NOVAK. T M Assistant Director for Operating Reactors 60/07/01 
SfP 
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•B007180123 Samp!® Tech Specs Pages 3/4 3-46 through 3/4 3-48 for 
seiswic monitoring instrumentatjon 
* Oeneral Electric Co 78/04/01 3pp 


Q007260342 Advises of personnel changes resulting Prom reorgan; lati on 
Of Ofc of Nuclear neactor Regulation 

NDWAKi T M Assistant Director for l.icoiising 80/07/10 app 


0007240238 Forwards Amends 71 t< 69 to Licenses OPR-44 l< DPn-S6. 
respective! g> safotij t evaluation t< notice of issuonce l< 
aval 1 ab 1 1 i tg 

RElDiR W Operating Reactors Dranch 4 00/07/13 2pp 


— 8007240242 Amends 71 8t 69 to Licenses DPR-44 i< DPR-56, resp ec t lvelg< 
clarlfglng definition of operable 6 adding gonural 
limiting conditions for operation li action statements for 
Tech Bpets 

REID* R W Operating Reactors Dranch 4 BO/07/15 30pp 


■Q007240249 Safetg evaluation supporting Amends 71 (< 69 to Licensee 
DPR-44 s< DPH-56. respoc tivelg 

« Office of Nuclear Reactor Regulatloni Director 80/07/13 3pp 


•0007240251 Notice of issuance fc availability of Amends 71 li 69 to 
Licenses DPR-44 *< DPR-S6 respectl velij 

REIDtR H Operating Reactors Dranch 4 BO/07/15 2pp 


8007160443 Forwards application for amend of facilltg QLs Application 
requests ehongos to Tech Specs re control rod drive return 
line fflodsi containment isolation valve mods correction of 
typographical error Chock end to cover fee for application 
DRADLEY* E J Philadolphla Electric Co 00/07/16 Ip 


•8007100446 Appllcotlon for amend of fartlltg 0L> request i ng that Tech 
Specs in App A of OL be amended hg revising control rod 
drive return modsi containment isolation valves ti 
tgpograph 1 cal error in Tech Bpocs Cortifiebte of Sve end 
KEHPER* J 6 Philadolphla Electric Co 00/07/16 IQpp 


B007220SS1 Forwards addl fee for application for amend to Licenses 
DPR-44 ti DPR-56i in response to 000610 Itr 
BRADLEY* C J Philadelphia Electric Co 00/07/17 2pp 


a Inspection reports* IE Dulletinn t* correspondence 


0007140462 Toruords IE DuUetln 80-13. "Crocking in Coro Gprag 
Opargsrs " Written response required 

ORIER.D TI Region 1. Philadelphia* Office of the Director 
80/05/12 tp 


0007020035 Ack rocoipt of 000513 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Ropts 50-277/00-06 & 
50-270/00-06 

DRUNNER. E J Region 1* Philadelphia* Reactor Operations Nuclear 
Support Dranch 00/05/20 ip 


— 0007020041 Responds to NRC 000421 Itr re violations noted in IE Insp 
Ropts 50-277/00-06 t* 50-2VQ/HO-06 Corrective actions, 
personnel reminded of work documentation importance {< Tech 
Bpecs data recurded 

OALLAOHER. J W Ph i ladelph in EUc tr ic Co 00/03/ 13 3pp 


•8007020049 Forwards IE Insp Ropts 30-277/00-06 I* 30-270/00-06 on 
000317-21 ti notice of violation 

BRUNNER, E U Region 1* Ph i lodelph la, Reactor Uperottons Nuclear 
Support Dranch. 00/04/21 Bpp 


•8007020060 Notice of violation from insp on 000317-21 

s Region 1> Philadelphia, Office of the Diroctor 80/04/18 2pp 


—8007020070 IC Insp Ropts 50-277/00-06 h 50-270/00-06 on 000317-21 
Noncompl lance noted util failed to document two surveillance 
tests 6 corrective molnt C« Failed to record Tech Specs data 
BLUNMDCnO.N Region t. Philadelphia* Office of the Director 
OREENHAN.E 0 Region 1* Ph 1 ladelph ta* Reactor Operations Nuclear 
Bupport Branch 00/04/10 I2pp 


8007020143 Forwards IE Info Notice 00-22* "Dvea k downs In Contamination 
Control Programs,*' No written response required 
OfllERiD H Region 1* Philadelphia* Office of the Director 
80/05/20 ip 


8007010310 Forwards IE Info Notice 00-20. "Loss of Suction to Emurgeneg 
Feedwater Pumps '* No written response required 
ORIER.8 H Region 1* Ph i 1 adelphin* Office of the Director 
80/05/29 Ip 


0007010378 Responds to IE Dulletin 79-14, 'Srlsmlc Analgsls for 
As-Duilt Sofetg-Related Piping Sgs " Bechtel Power Corp is 
porforming engineering review *< analyses for safetg-re lated 
piping Unit 3 rept will be fiibmilted bg 000613 
DALTROFf.S L Philadelphia Electric Cti 80/06/03 ip 


8007810600 Forwards |E Info Notice 00-26, "Evaluation of Contractor 
QA Programs " No written response required 
GRIER, B H Region I, Philadelphia, Office of tho Director 
00/06/10 Ip 


8007020072 Responds to IE Bulletin 00-06, "Engineered Safetg Features 
<ESF) Reset Controls " Enel App A identifies ang corrective 
action planned for saf etg-related equipment which does not 
remain in emergoneg mode upon reset of signal 
DALTROFF.B L Philadelphia Electric Co 00/06/11 app 


8007140267 Forwards IE Bulletin 00-14, "Degradation of 8WR Scram 
Discharge Vol Capnbilitg ' Writlen response i equtred 
ORICR.n N Region I, Philadelphia, Office of the Director 
80/06/12 Ip 


8007180106 Submits reply to IE Bulletin 80-13 re cracking in core spray 
spragers No cracks were found in insp of Unit 2 Insp of Unit 
3 will be performed during nent refueling outage 
DALTROFF, 6 L Philadelphia Electrir Co 00/06/13 2pp 


BOO710OI17 Submits roply to IE Bulletin 79-14 re seismic analysis for 
as-built safety-related piping sgs All Unit 3 safety-related 
piping is nporable in present condition 
DALTROFF, a L Philadelphia Electric Cn 00/06/13 3pg 


800’7170507 Updates 000415 environ qualification rept for Class IE 
electrical equipment in response to IE Bulletin 79-010 
Forwards revised pages t info le high enorgg/one break 
profiles I* LQCA profiles for reactor bldgs W/o ends 
DALTROFF, S L Ph i ladelph i.i Electric Co 80/06/17 2pp 


8007020703 Forwards IE Dulletin 00-15, "Possible Loss of Emergency 
Notification 8gb (ENB5 H/Lqss of Offsite Power " Written 
response roquirod 

DRIER, B H Region 1, Philadelphia, Office of the Director 
80/06/ iB Ip 


0007020492 Torwards IE Circular 00-15, "Less of Ruoctor Coolant Pump 
Cooling l< Natural Circulation Cooldown " No written respunse 
roqui red 

DRIER, D H Region 1, Philadelphia, Office of the Director 
00/06/2D Ip 


B007160Q36 Forwards IE { Ireular 00-14, "Radioactive Contamination of 
Plant Demi noral 1 tod Water Bys t< Rusultant Internal 
Contarnino t ion of Personnel " No written response required 
DRIER, D M Region 1, Philadelphia, Office of the Director 
00/06/24 Ip 


0007210220 Forwatds IE Info Notice 80-24, '"Low Level Radwasto Burial 
Criteria " No written response required 

DRIER, 0 H Region 1, Ph i iiidelphia. Office of the Director 
80/06/25 ip 


0007310061 Forwards IE Insp Rept SO 277/00-17 on 000604-05 No 
noncomp 1 1 ance noted 

CARLBDN, R T Region I, Ph i ladelph la, Reactor Construction S* 
Engineering Suppurt Branch 60/06/26 2pp 


•0007310063 IE Insp Rept 50-27//B0-17 on 000604 -05 No nonconipliance 
noted Major areas inspected MSIY pneumatic rontrol manifolds 
(* malnsteam t< feedwater sgs 

PINHEL, A , 8AS8ANI,A Region I, Philadelphia. Office of the 
Director EDNETER, B D Region 1, Philadelphia* Reactor 
Construction t< Engineering Bupport Dranch Q0/O6/IB 5pp 


0007230163 Forwards IE Bulletin 00-16, "Potentia! Misapplication of 
nosemoiint Inc Models U51 t< 1IS2 Pressure Transmitters 
M/Either A or 0 Output Codes " Written response required 
IE Clrtulor 00-16 also end No written response required 
DRIER, D H Region 1, Philadelphia, Office of the Directpr 
80/06/27 Bpp 


0007230631 Responds to IE Bulletin 60-00, "Eiaminat ion of CO'ntaifiment 
Liner Penetration Wolds " Each unit has 36 flued head 
penetrations w/total of 40 containment boundary butt welds 
between penetration sleeve 8< process piping 
DALTROFF, S L Philadelphia Electric Co 00/06/30 iOpp 


0007230716 Ack receipt of 000512 Ur informing NRC of steps taken to 
correct violations noted in IE Insp Ropts 50-277/79-30 t< 
80-278/79-33 

ORIER/D H Region I* Philadelphia, Office of the Director 
00/07/01 Ip 



DOCKETED ITEMS 


Hns|)l)niJs lo NUC HOOi^Ei 1 tr TP vsolatlorjs notod in IE Inap 
..pt<} SO-aT/Z/V-JO fi 00-S7H/7*;- JJ forroHive actions 
••cturoo cniviliK. led u/pBraunno] U prucPclurp Top data sliset 
■•V 1 5 P cl 

AllACKEI?! * W Phi lad alph I a Eletli Ic Co 80Z0b/12 5pp 


7JiO/'IO rcircpfirds It Insp Hepta ‘50- 277/ 79- "30 t, SO-B on 

91201-11 h notice of vio la t ion. App s rt fi D 

HlfftNC-H. F J nvgtnn 1. P|» 1 1 od o 3 pti > a . OeactoT Operations Nuclear 
uppnrt Ur . >111 h 00704/21 3pp 


7n073a Notice of v 1 o lot i on. A|P p A. from insp cm 791201-31 

ncgtoii 1. Philadelphia. Office of the Olrettor H0704/16 Ip 


72vi0/34 Notice of v i ol a 1 1 on. Ap P U. from insp on 791201-31 Pprkiona 
itblceUd (ref lOCFlia 790) 

Region I. Ph 1 lad e 1 phla. Office of the Director 00/04/16 Ip 


7230/36 IE liisp Reptii BO-277/77-30 S< 50-270/79-33 on 791201-31 
lone omp 1 1 diicu noted failure to follow radiation protection 
ogulruments }r to record reactor uatesr chloride data 
iciciratelij Portiocii withheld (ref laCfFIS 790) 

jREENMAN. r Q . BLOUCJI. A I) H eg ion 1, P h 1 1 ad e 1 p h 1 a. Office of the 
irector HrCAllE.E C Region 1. Philadelphia, Reactor Operations 
luclear Giippcprt Dranch 00/1)4/16 lOpF 


10197 Act receipt eP 000509 1 tr infiirraing NRC of steps taken tu 
rect violotiens noted in IE Insp Ho'pte 50-277/79-09 ii 
270/79-10 

CRi n H RBaton I. Ph i Ipil olph 1 ft. Office nf tli o Director 

07/oa Ip 


72I03IB Respond G to NFtC 800416 Hr re vlolatlens !. deviation 
otod in IE Insp Repto 50-277/79-09 U 50-278/79-10 
orrertive actl-ons inertings hold cm each shift to inform 
iperaturs of plant status t> anij unuiunl plant conditinng 
AURPI-I.II I. Phil Adolph ia Electric i.o 80/05/09 Opp 


7210226 Fonoartfs IF Innp Repta OU-a7?//9-09 t< 50-2/0/79-10 on 
90119 30 tc notirvn of violation !< deviation 
RIER.U H Regiiin 1. Ph i 1 ado 1 p h i n. Offlto of the Director 
0/04/16 2rp 


)7ai0212 Notice uf violation frdai Insp on 7903l'7-30 

Region l> Ph i lade 1 phlo. Office of the Dlrettnr 00/03/14 2pp 


— 0007310420 “Radiological Regianal Environ Monitoring Program Rept 15. 
1 979 ■' 

» Radiatioh Management Corp 00/05/31 1 lOpp 

B007180419 Forwards monthly operating repts for June 1980 
COONEY. M J Philadelphia Electric Co 80/07/10 tp 


— B0071D0433 Motithlg operating repts for June 1980 

AUDEN. W M Philadelphia Electric Co 00/07/10 9pp 


0 Reportahle occurrences. LER s S. related correspondence 


GDD7080316 RO on 600329, RHR motor failed Caused by failure of lOuier 
guide bearing Instructions issued to operate RHR sys at full 
flow conditions Fans nn motor shaft ends being replaced 
Failed motor replaced le/ncuj motor 

CQDNEV. t1 J Philadelphia Electric Co 80/06/30 2pp 


6007210403 RO-3-80-1 1 / 1 P nn 600714, diesel generator cardoi sys vapor 
pilot valve was Found closed Caused by failure to properly 
clear saPetij permit on 800730 Vapor pilot valve locked open 
ULLRICH, N T Philadelphia Electric Co 60/07/15 3pp 


6007260649 RO 2-80-12/lP dn 600721. while testing Unit 2 during 
re fueling outage, scram backup va Ives in air supply to 
control rod drive scram valves* fai led Caused by design 
error Manual venting provided 

l/LLRICH.VI T Philadelphia Electric Co 60/07/22 2pp 


6007300275 Discusses deficiency repartee) 800721 re Installed solenoids 
of backup scram valves Ma Immediate licensing or enforcement 
action required Deficiency should be corrected as soon as 
possib 1 e 

EIEENHUT. D O Division of Licensing 80/07/22 2pp 


DOCKET 50-276 PEACH BOTTOM ATOMIC POWER STATION. UNIT 3 


F Qecurity. medical, emergency ti fire protection plans 


6007140361 Forwards input for fiTO protection review re fire detection, 
water suppressl on. « embus tib 1 o control. gas suppression, firs 
doors Tc Interior hose stations 

MALL, R E Drookhaven National Laboratory 60/06/20 Bpp 


<72102.15 Notice of deviation from Insp on 790*119-30 

Region 1. Ph I lade 1 phia. Dfflco of the Diroctiir 110/02/14 Ip 


■ /2IOJ07 H. Insp Rep Is 50*277/79-09 h 50-2/0/79-10 on 790319-30 
oncompl iolico noted failure to provide ndcquule rotrnlnliig 
rogi’om Pur niin I icensod perntinne) 6 falliiro to portorm OA 
lull I ts 

lUNTFII.D l( . HARIIN.T T , OAOI lARDD, T I RogiOTi 1. Phil .ido If h ia. 
Ifflie uF the PlPOclor On/02/14 7Ipn 


’10947 Responds to IC Dunotin BO II Mnsnnry molls In pniilmlty to 
having attnehmonts frnm sofety-ro la bed piping t. equipmoiit 
ntifind in App A Justl f 1 taiion fnr re-ova liio 1 1 on criteria 
I be oiibmittod’ within 160 dnijs Afflduvit otic 1 
THOfF. 6 L Fhllndolphio Electric Co 00/0'//0a lOpp 


’90911 Respunds to IE nullotin 60-10 re c ontaisl not 1 on of 
irad lone live sys 5< resulting polunti.il for unmonl lorod. 
ontrollDd reloiiu* of rad loor 1 1 vi ty to environ Mod 
igram initiated For listed iilsntiFisd sys 
TRIlFF-b I Phi lade I p)i to Electric Co 60/07/02 Bpp 


>40430 Confirms anil not i f ten tl iiii that 20-day period For completing 
ts required by Item 2 of IF Bulletin blO — 17 started 
1700 NHC liconslng project manager should bu notified IF 
t uuuld cause severe impact nn power reliability 
CR.D II Region I. Rh t lad elpl) la. nffico of the Director 
0//09 2pp 


1D0560 Requests estension until OOODOV for nuloge to perform scram 
ts on Unit 3. required by IE Bulletin 60-17, 'Toiluro of 
of IBS Cnntiol Rods tu Fully liiRcrt During Bcram at DWR " 
.LAOHER.J W riiiladelphia Electric Co 60/07/2,3 2pp 


irlDdic operating reports h i elated corr « epondence 


110414 Forwards "environs RadlatlDii Mtinilo.ring Program, 1979 i, 
iiologlcal Regional Environ Monitoring Program Rept IS, 

-9 .. 

XfiBV, Id n Phi lode Iph la Elertrlu Co n0/07/0H Ip 


T73I0417 ••environs Rodlotion Monitoring Program, J979 " 
Interex Corp 60/05/31 lOSpp 


6007230018 Forwards summary of 600603 meeting w/utll in King of 
PruBsl-a. PA re proposals to irioet Tech Spec requirement in 
health physics staffing area 

SMITH. O H Region 1. Philadelphia, Fuel Facility 6 Materials Safety 
Branch 80/06/H7 3pp 


— 8007230021 Summary of 600603 meeting u/utlt in King of Prussia. PA re 
proposals to meet Tech Spec requirements In health physics 
staffing area 

SERADIAN. J A Region 1. Philadelphia, Office of the Director 
00/06/03 Ip 


6007830126 Requests participation in study of people-related problems 
In nuclear safeguards Study Involves collection of data on 
licensee security forces ti practices NRC wishes to interview 
security mgt pereotinel at faellitioc 

EIDENHUT. D G Division of Licensing 80/07/11 2pp 


0 Adjudicatory correspondence 


6007060086 Proposed findings of fact 6 conclusions of low responding to 
ABLAD questions on Battolle rept Findings are adapted by 
TMl-E/Peachbottom Intervonors t< Ecology Action Urges 
suspension of QLs Certificate of 8vc end 
KEPFOflD.C Environmental Coalition on Nuclear Power 
lapp 


80/06/ 18 


B0070B0046 Response to A3LAB request re Deficiency 1 Urges reversal of 
dacision rejecting deficiency re correlation between U mine 
radon releases tc amount of U fuel Porti-on of Perkins 
decision re correlation must be vacated. 

CAPLAN.R Ecology Action of Oswego 80/06/20 2pp 


8007060046 Proposed findings of fact endorsing Citiiens for Safe 
Environ flUng re radiation source terms from U mining 6 
mining Rejects Perkins rationale 6 urges d evelopment of 
further evidence re failure mBchanlsms -Si human factors 
CAPLAN. R Ecology Action, of Oswego 60/06/20 4pp 


107310243 Forwards Commission 600927 memorandum 6 order containing 
decisions on UCS 7B0502 petition for reconsideration 
760413 memorandum l< order UCB 771104 petition sought action 
re fire protection for « ® 

EIEENHUT. D 0 Division of Licensing 80/06/23 B9pp 


DOCKETED ITEMS 


80070B0001 Proposed findings of fact tc conclusions of lou in form of 
nemDranduffl t< order affirming ASLQ 700714 partial initial 
decision & advising that radon releases associated u/U fuel 
cycle are insignificant in striding cost/benefit balance 
nORDENtCKi B « Hearing Branch 4 00/07/03 SSpp 


0007170^91 Confiine noOAl''/ mg i meeting to be held at fni 1 1 1 tij lo 
regulatory ner f nrmance 

CRIER. D H Reg 1 on 1. Ph i loci el ph i a, flfficr of the ]>ircctai 
□0/06/16 Ip 


— B0070B0003 Proposed corrections to B0DS26 transcript 
BQRDCMICK.D H Hearing Branch 4 BO/07/03 2pp 


— B0070B0006 Motion to Include dc minimus theorg of health effects in HRC 
800703 findings of fact h conclusions of laut prenented in 
form of mernorondum 6 order Inclusion is consistent lu/ALAB- 
509i ALAB-940 h ALA0-562 Certificate of Bve end 
□ORDENIC.K Hearing Branch 4 BO/07/03 7pp 


80071002S6 Order granting Ecology Action of Osuego motion to file 
800620 submission re generic radon issue 

BIBHOPtC J Atomic Safotg and Licensing Appeal Panel B0/O7/O7 

2pp 


5007310120 Response in support of NRC B00703 pleading asserting 
vollditg of Perkins record on radon releases from U mining 
I< milling Obaects to NRC position eliminating health effects 
issues from consideration Supporting news articles end 
CAPLANi R Ecologg Action of Osuiogo 00/07/16 I3pp 


50D72503S3 Foriiiards revised Pages 7 h 16 to licensees replg to proposed 
findings of fact submitted bg other parties filed B007iB 
Revised pages required to correct tgpograph ical errors 
Sve list end 

TRAVIE80-DIAZ BhaUi Pittman. Potts h Troubrldgc B0/O7/21 lUpp 


H general correspondence 


5007020197 Requests consideration of site visit bg Atomic energy 
Council of Taiuan on BOOB2B-26 Council interested In 
observing waste mgt activities Cooperation will bo major 
contribution to NRC exchange arrangement 

LAFLEliR, J D Assistant Director for International Cooperation 
60/03/13 3pp 


BO0702O31O Advisps that Class III fee is required foi r'ovieuj of fl0O6C 
application for amend of I I tenses DI’H-44 h DPR-b6 Request 
involves redistribution of health physics functions l< is 
considered to be of safety s i pii i F icanc e 

DIQGBiR M License Foe Management llmncb 00/06/111 ip 


0007100155 Requests lochnical assist mire foi revioui of 000523 !. (160'! 
proposed Terh "Spec changes re executivu mgl 6 onsite health 
physics fonttinlia (urrent Tech Specs L util Itrs oni 1 
NOVAK. T Assistant Director for Operating Reiictors 00/06/19 !• 


— C007100I5B Current Turh Hpolb Pages 24T through 346 ro admi n 1 s Ir a t 1 
c on trol s 

o Philadelphia Clectrit. Co /g/OV/aO 4pp 


9007170054 Outlines NUC understanding of status of use of hafnium tt 
control rod bladiis Amend 70 to License DPft-44 authorlind 
use Util withdrew 790921 request following amend Issuance 
REID. R H Operating Reacturs Branch 4 BO/06/3') Spf 


□0071BD11V Requests that util propose uinends to f .k 1 1 1 ty Tech Specs ‘ 
Incorporate currently installed solsmlc instruinan tatinn I. 
associated siirvui 1 lane v requirements Gamplc Tech ‘Spues 
reflecting current NRC requirements end 

NOVAK. T M Assistant Director for Operating Rom tors □0/0'//0l 
3pp 


— B0071B0123 Baoiplc Tech Specs Pages 3/4 3-46 through 3/4 3-4H for 
seismic monitoring InstruineiitatioTi 
« Oencra] Electric Co 7(1/04/01 3pp 


0007280342 Advises of porsoiinnl changes resulting from r oorganl tn t i oi 
of Ofc of Nuc 1 e.TT RearLor Regulation 

NOVAK. T M Assistant Director fur Licensing 00/07/10 ^pp 


5007140113 Ack receipt of B00423 Itr re public announcement for recent 
msetliig at facility FEHA will be holding public meeting 
later in the year at which time public will have opportunity 
to express views re emergency plans 

ORIMES, B K Emergency Preparedness Program Office 80/06/09 ip 


‘600714011B Ack receipt of 000424 itr expressing concern re arrangements 
for recent mooting at facility FEMA has responsibility for 
assessing emergency planning Si will conduct meeting uxhen 
plans are finalized 

D1RCH8. U J Office of the Executive Oirecter for Operations 

80/06/02 2pp 


8007110317 Ack receipt of OL Becker B0D430 Itr re concerns about 
emergonev planning Forwards NUREO-0634 6 NUREO-0396 W/o 
and 

ORIhES.D Emergency Preparedness Program Office BO/06/12 Ip 


8007200349 Responds to B00320 Itr re JL h UB Randell concerns about 
emergency planning Discusses various options for funding 
offsite support agencies Public announcement for facility 
emergency planning meeting issued on 800331 U/Randell Itrs 
DIRCKSi U J Office of the Executive Director for Operations 
80/07/02 7pp 


8007240330 Forwards Amends 7l I. 67 lo Liienses DPR-44 t. DPR-56. 
rospectivcly. safety f. evaluation 6 notice of issuance !< 
aval labi I i ty 

REID, n H Operating Rene tors Bran-th 4 00/07/15 2pp 


— 8007340242 Amends /I x< 69 to I iccnses DI’R~44 1< DITt -56. r osp oc 1 1 ve 1 y. 
clarifying doflnitlon of operal'le 6 .idding general 
limiting cundi ti r.ns for opernliun Fi action statements for 
Tech Spates 

REID.B W Operating Reactors Bianch 4 HO/OV/13 30pp 


— 0007240249 Safety evaluation supporting Amends 71 f< 67 to Licenses 
DPR— 44 fx DPR— 36. res pec t ive 1 y 

» Office oP Nuclear Reactor Regulation, Director 00/07/13 3 


— B0D7240251 Notice of issuance ti availability of Amends /i ti 69 to 
Licenses DPR— 44 ti Df’R— 56 respectively 

REID.R W Operating Renciois Di nnch 4 00/B//I5 2p|i 


B0071B0443 Forwards application Tor anienil of facility OLs Appli'catlO 
requests changes to Tuch Specs re control i od ilrivo rotus n 
line’ muds, containment isnlatlon v,iilvu mods t< coiroction of 
typographical error Chock end to cover fou for application 
DRADUEY, E J Phtladalphlo Eloctric to 80/07/16 ip 


1 Financial Informatloii 


8007010138 Responds to 500603 Itr to 0 Cunningham transmitting 
registration atatemont No inaccurate statements or financial 
inconsistency identified 

CHRI8TENBURY. E Hearings Division 80/06/19 Ip 


util S-7 


P Operating license stage documents 6 correspondence 


— 8007180446 App 1 1 c.-it I on for amoiio ur farility IIL, I'eitvest Iny that T; 
Specs in App A of OL be amended by revising cnntrd rod 
drive return mod s . Luntainmerit isolation valves t< 
typographical error In Tech Specs tertlficate of Sve end 
KEMPER. J S Philadelphia Ctoctrlr Co 80/O//16 10pp 


8007280384 Forwards application to amend OL N proposed tenparxiry cIia 
to Tech Specs 

DRADLEYi e J Philadelphia Electric -fu HO/ 07 /a? Ip 


8007230028 Summary of 800207 meeting w/Mark I owners group In Bethesda, 
MD.re revisions to NRC acceptance criteria h outstanding 
issuos relative to Mark 1 containment long-term program 
QRIHE5.C T Plant Systems Branch 80/02/21 31pp 


8007140641 Advises that dates of responses to 790927 generic I br waro 
791023 for Peach Bottom 2 t< 3 *. 791115 for Hatch 16 2 Rept 
on valve operability program roquired only for plants 
desiring to justify unlimited purging 

VERRCLLl.DM Operating Reactors Branch 4 80/06/03 ip 


*— 0OO72QO31I9 Application to amend License 008-56. author i z i ng tempora 
change to Tech Bpoes which would allow relief from 
requirement to remove unit from svt if inoperable snubbnr 
cannot be repazrud within /.1-h fertificotB of Ovr end 
KEMPER. J S Philadelphia Electric Cu OO/07/lO 6pp 


Safely-related sijs. allowing relief Prom requlreaient to 
remove unit fzom sve if inoperable nniibhnr cannot be 
repaired within 7a-h 

* Phliadrlphia tilertric Co 80/07/22 2pp 


00/07/22 
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DOCKETED ITEMS 


8007300^53 Confirms NR( 80071? oral author i lat i on to t omp orar 1 1 g amend 
Tech Spec 3 1 1 D3 <hai>ge allows innp erab 1 1 1 tg of snubber 
10-0B~S-44 for 10 dags to pormit repair Formal amend, so fety 
evaluation t< nottcu uill be forwarded 

NOVAK. T M Assistant Director for Operating Reactors B0/07/B2 
2pp 


(> Inspection rcpoi ts> fE Bulletins t< correspondence 


0007140462 Forwards IE Oulletm 80-13 "CrarPlng In Core Spray 
Spargers *' Written response required 

ORIER.O H Beqian 1. Ph 1 1 .ado I ph la. Office of the Director 
80/03/ 13 Ip 


8007020035 Act rereipt of 000*4 13 Itr informing NRC of steps taken to 
corroct violations noted in IE Insp Flepts 30-277 / HO-06 «< 
50-278/80-06 

DRUNNEfl.E V Region i. Ph 1 3 a d c 1 ph i a. Reactor Operations Nuclear 
Support Dranrh 00/05/20 Ip 


— 8007020041 Responds to NRC B00421 Jtr re violations noted In IE Insp 
Repts 30-277/80-06 N 50-270/00-06 Corrective actions 
personnel reminded of worli documentation importance t< Tech 
Specs data i ecorded 

OALLAOHP?, J U Philadelph la Electric Co BO/05/13 Gpp 


—8007020049 Foruards IE Insp Repts 50-277/80-06 30-27B/80-06 on 

800317-21 notice of violation 

BRUNNER. E J Region 1. Philadelphia. Reactor Operattons Nuclear 
Support Branch 80/04/21 3pp 


— 0007020060 Notice of violation from insp on 800317-21 

» Region 1. Philadelphia, Office of the Director 00/04/10 2pp 


—8007020070 IE Insp Repts 50-277/00-06 6 50-278/130-06 on 800317-21 
None Dtnpl lance noted util failed to document two surveillance 
tests {< corrertlve malnt f, failed to record Tech Specs data 
DLUMHDERQ.il Region 1> Ph 1 1 ndel p h i o. Office of the Director 
GREENMAN. E 0 Region !• Philadelphia. Reactor Operations Nuclear 
Support Branch BO/04/ID 12pp 


8007020143 Forwards IE Info Notice 00-32, "Breakdowns In Contamination 
Control Programs No written response required 
GRIER.D H Region 1. Ph 1 1 a dc I p h la. Office of the Director 
80/05/28 tp 


8007018310 Forwards IE Info Notice BO-23. "Loss of Suction to Emersenty 
Feedwater Pumps " Na written response required 
GRIER, B H Region 1, Philadelphia. Office of the Director 
80/0 5/29 Ip 


6007010370 Responds to IE Bulletin 79-14, "Buisrtilc Analysis for 
As-8uilt Baf e ty-Relrt t pd Piping Sijs '* Bechtel Power Corp Is 
performing engineurlsig review ’< .malysos for safety-related 
piping Unit 3 rep t will be nubmitted by Q00619 
DALTROFF, S L Philadelphia Electric Co BO/06/D3 Ip 


8007210600 Forwards IE Info Notice 80-26, "Evaluation of Contractor 
OA Programs " No written response required 

ORIER,U H Roijlon 1, Philadelphia, ClffiCe of the Director 
80/06/10 Ip 


B007020072 Responds to IE Bulletin 80-06, '‘Engineered 8afety Features 
IE9F) Reset Controls " Enel App A identifies any corrective 
action planned for safety— re 1 ated oquipmenb which does not 
remain in emergrncy mode upon reset of signal 
OALTROFFiS L Philadelphia Electric Co flO/06/11 9pp 


B007140267 Forwards IE Bulletin 80-14. "Degradation of BUR Scram 
Dischcorge Vol Capability " Written response required 
GRIER.B H Region 1, Ph 1 1 ori B 1 p h la, Office of the Director 
90/06/12 Ip 


0OO7IBO1O6 Submits reply to IE Bulletin BO-13 re cracking in core spray 
sprayers No cracks wore found in Insp of Unit 2 Insp of Unit 
3 will be performed during neit refueling outage 
DALTROFFiS L Philadelphia Electric Co 80/06/13 Spp 


B0071B0117 Submits reply to IE Bulletin 79-14 re seismic analysis for 
as— built safety-related piping bijb All Unit 3 saf e ty— related 
piping la oporulile in present condition 

OALTROFF S L Philadelphia Electric Co 30/86/13 3pp 


9007170507 Updates 800413 environ qualification rept for Class IE 
electrical equipment m response to IE Bulletin 79-0113 
Forwards revised pages 6 info re high energy/one break 
profiles h LOCA profiles for reactor bldgs U/o enc 1 s 
OALTROFF, 8 L Ph 1 1 ad n 1 ph i o Electric Co BO/06/17 2pp 


0007020703 Forwards !C Bulletin ©0-15, "Posoible Loss of Emergency 
Notification 3y s <CN3) U/Loss of Offsite Power " Written 
response required 

GRIER, B H Region 1. Philadelphia, Office of thu Director 
80/06/ 18 Ip 


8007020492 Forwards IE Circular 00-15. "Loss of Reactor Coolant Pump 
Cooling & Natural Circulation Cualdoun " No written response 
required 

GRIER, B H Region 1, Philadelphia. Office of the Director 
00/06/20 Ip 


B00716QB36 Forwards IE Circular 80-14. "Radioactive Contamination of 
Plant Demlnorsl 1 1 ed Water 9ys l« Resultant Internal 
Contamination of Personnol " No written response required 
GRIER.D H Region 1, Philadelphia. Office of the Director 
BO/06/24 Ip 


8007310228 Forwards IE Info Notice flO-24. "Low Level Radwasto Burial 
Criteria " No written rosponse required 

GRIER, D H Region 1. Philadelphia. Office of tho Director 
80/06/35 Ip 


B00723Q163 Forwards IE Bulletin QO-16, "Potential Hi sappl 1 cation of 
Roaomount Inc Models 1151 t< 1152 Pressure Transmittoro 
W/Either A or D Output Codes " Written response required 
IE Circular BO-lb also end Nn written response required 
GRIER, D H Region 1, Philadelphia, Office of tho Director 
00/06/27 2pp 


B0D72S0631 Responds to IE Bulletin BO-tiB, "Examination of Containment 
Liner Penetration Welds ” Each unit has 36 flued head 
penetrations w/total of 40 cun ta inmen t boundary butt welds 
between ponetratkon sleeve h process piping 
OALTROFF,© L Philadelphia Electric Co 80/06/30 13pp 


B00733Q716 Ac k receipt of B0051S Itr informing NRC of steps taken to 
correct violations noted In IE Inap Repts 50-277/79-30 h 
50-27B/79-33 

GRIER.D H Region 1, Philadelphia, Office of the Director 
80/07/01 Ip 


— 8007230732 Responds to NRC 800421 Itr re violations noted In IE litsp 
Repts 50-977/79-30 h 50-B78/79-33 Corroctivo actions 
lectures conducted u/personnel & procedure for data shoot 
revised 

GALLAGHER, J W Philadelphia Electric Co 0O/OS/i3 9pp 


--8007230730 Forwards IE Insp Repts 50-277/79-30 h 50-370/79-33 on 
791201-31 6 notice of vielat 1 on, Apps A t, Q 

DRUNNER, E J Region 1, Philadelphia, Reactor Operations Nuclear 
Support Branch 80/04/21 3p p 


—0007230732 Notice of violation, App A, from insp on 791301-31 

* Region 1, Philadelphia, Office of the Director 80/04/16 ip 


— BOQ7230734 Notice of viola ti or, App B, from insp on 791301-31 Portiona 
withheld (ref lOCFRS 790) 

• Region 1, Philadelphia, nfflce of the Director BO/04/16 Ip 


—8007230736 IE Insp Repts 90-277/79-30 h 90-278/79-33 On 791201-31 
Noncompl iance noted failure to fallow radiation protectian 
requirements h to record reactor siinter chloride data 
accurately Portions withheld (ref 10CFR2 790) 

OREENHAN'E 0 , DLDUOH, A R Region 1, Philadelphia. Office of the 
Director KCCADEiE C Region 1, Philadelphia, Reactor Operations 
Nuclear Eupport Branch 80/04/16 lOpp 


80072ID197 Ack receipt of 000509' Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-277/79-09 t, 
90-370/79-10 

ORIER.B H Region 1 , Ph i 1 ode 1 p h 1 a , □fftco Of the Director 
80/07/03 ip 


— 8007210313 Responds to NRC 000416 Itr re violations t, deviation 
noted in IE Insp Repts SO-277/79-09 «, 50-278/79-10 
Corrocllve actions meetings held on ooch shift to inform 
operators of plant status U any unusual plont conditions 
DALTROFFiS L Phlladelphlo Electric Cc 00/05/09 8pp 


— B007S10236 Forwards IE Insp Reptt 50-377/79-09 S, 90-278/79-10 on 
790319-30 b notices of violation fc deviation 
ORIER.D H Region 1, Philadelphia, Office of the Director 
00/04/16 2pp 


— 8007210233 Notice of violation from insp on 790319-30 

* Region 1, Philadelphia, Office of the Director 00/02/14 2pp, 


'8007210235 Notice of deviation from insp on 790319-30 

» Region 1, Phi ladolphla. Office of the Director 80/02/14 Ip, 



DOCKETED ITEMS 


B5 


— 8007210307 IE In»p Ropts 50-277/79~09 t< 90“27a<'77- 10 on 790319-30 
None onpl lance noted fsilure to provide adequate retraining 
program for nonllconeed personnel R failure to perform QA 
audits 

HUNTER. 0 R . MARTIN. T T . OAOLIARDO.T E Region 1. Philadelphia. 
Office of the Director 80/02/ M 71pp 


8007210547 Responds to IE Bulletin 80-11 hasonrg dialls in prosimibg to 
or having attachments from safety— related piping S. equipment 
Identified In App A Justification for re-evaluation criteria 
Mill bo submitted uiithln 180 days Affidavit end 
DALTRDFF. S L Philadelphia Electric Co G0/O7/0E IBpp 


8007250511 Responds to IE Bulletin BO-10 re c ontaml na t i nn of 
nonradioactive sys resulting potential for unmoni toi ed> 
uncontrolled release of radioactivity to environ Mod 
program initiated for listed identified sys 
DALTROFF. 8 L Philadelphia Electric Co 80/07/02 Spp 


B007240430 Confirms oral notification that 20-clay period for completing 
taste required by Item 5 of IE Bulletin 80-17 started 
800708 NRC licensing project manager should be notified If 
test Mould cause severe impact on pouer reliability 
DRIER, B H Region 1. Philadelphia. Office of the OireetDr 
80/07/09 2pp 


□007280560 Requests extension until 800B09 for outage to perform scraoi 
tests on Unit 3. required by IE Bulletin 80-17. ''Failure of 
76 of 185 Control Rods to Fully Insert During Scram at BNR " 
OAULAOHER. J W Philadelphia Electric Co 80/07/23 2pp 


n Periodic operating reports ti related torrespondance 


B0073I0414 Forwards "Environs Radiation Monitoring Program. 1979 t. 
Radiological Regional Environ Hnnitoring Program Rept IS. 

1979 " 

UILIlBEV.H D Philadelphia Electric Co 80/07/00 tp 


— B007310417 "Environs Radiation Monitoring Program. 1979 
• Intorex Corp 60/D9/3f 102pp 


— 8007310420 "Radiological Regional Environ Monitoring Program Ropt 19, 
1979 ” 

e Roiflatlon Management Corp 80/03/31 llDpp 


BD071B0419 Forwards monthly operating ropts for June 1980 
CDONEY.M J Philadelphia Electric Co 80/87/10 Ip 


— 8007180433 Monthly operating repts for Juno 1980 

ALDEN.U M Philadelphia Electric Co 80/07/10 9pp 


B Reportable occurrences, UERs {< related corrpspondence 


8007070352 LCR 80-031 /03L-0 on 800605. during surveillance tost, pre sour e 
euttch P8 3 S 12C found 0 3 psig above Tech Spec Unit. 

Caused by setpoint drift Switch recai i br. tested & returned 
to SVC 

CDONEY.M J Philadalphla Electric Co 80/06/30 Ip 


8007080216 RD bn 800339, RHR motor failed Caused by failure of lower 
guide bearing Instructions issued to nperate RHR sys at full 
flow conditions Fans on motor shaft ends being replaced 
Failed motor replaced w/new motor 

CDONEY.M J PhilndelphlB Electric Co 80/06/30 Spp 


8007210378 LER B0-0H/O3L-O on 800600, uihl le performing 9T 6 9, valve 
HD 3-10-261) foiled to close after sttoled open Caused by 
mechanical problem in valve, HO 3-10-86Q to be disassembled & 
repaired 

CDONEY.M J Philadelphia Electric Co 80/07/14 Ip 


8007280649 RD 2-80-13/lP on 800721, uihl 1 e testing Unit 2 during 
refueling outage, scram baclup valves in air supply to 
control rod drive scram valves failed Caused by design 
error Manual venting provided 

ULLRICH. H.T Philadelphia Electric Co BO/07/22 8pp 


DOCKET 50-280 BURRY POWER BTATION. UNIT 1 


F. Becurtty. medical, emergency & fire protection plans 


8007180196 Forwards NRC 800425 1 tr to all power reactor licensees. In 
response to 000929 Itr re emergency response facilities at 
reactor sites Bites w/approval to use closed-circuit 
television link u/technical support ctr listed 
CRUTCHFIELD. D M Operating Reactors Branch 5 80/07/07. 2pp 


B0070301B4 Foruards revised emorgeru y plan Plan is batcit on oiisting 
metor ol og 1 c a I capabilities It reflects criterin of NURCfl- 
0654 York County. VA emergent y plan end PI .ins withheld per 
Privacy Act !. r<va liable in Central Files only 
BAUM. E A Virginia Eloctric f< Power Co t)0/06/.10 2pp 


8007170412 Forwards revised nuclear sncurtly pcrsiinncl tr.-jiiilng l< 
qualification program, irt rpsponsr tu B005IS Iti Program 
withheld Iref I0CFR2 790) 

SYLVIA. D R Virginia Electric I. Power Co B0/0//14 ip 


0 Adjudicatory correspondence 


0007310243 Forwards Commission 000527 memora ndiini f« ordar containing 
dBCislons on UCS 780502 petition for reconsideration of 
780413 fnemorandum fc order UC3 771104 petition sought octlon 
re fire protection For electrical cablra 
EISENHUT.D Q Division of Licensing 00/06/25 H9pp 


8007110339 Order giantliig extension until 800723 Fol Cominisalon to 
elect whether to review decision taken under lOCFRO 206 on 
request for enforcement oc t i on. DD-00-23 

HOYLE. J C Office of the Secretary o-F the CommiKtlon 80/07/09 
Ip 


□007300412 Advises that effective 800801. address for coalition will be 
llOS-C Dlive St. OreensboTOi NC 27401 Related correspondence 
ALLEN, J North Anna Environmental Coalition ElO/07/15 ip 


H Oenerel correspoiidence 


B007130047 Responds to 000327 Itr to President Carter re granting VEPCO 
authority to build another nuclcai plant Discusseu util 
plants. operating f< under const & relative ensts nf lOAl vs 
nuclear energy 

YDUNODUaDD. B J aperating Reactors Branch i 80/05/13 Qpp 


I30070700S9 Forwards Q00620 Director's Decision DD-F|0-23> deny lug 
B0021B. 22. 0425 t. 0525 requests fur action FR notice end 
DHNTCN. H R Office of Nuclear Reactor Regulatinn. Oirectur 
fl0/O6/S0 Hpp 


— 8007070064 Decision DD-BO-2’} denying 80021(1.22.28.0425 fr 0S2& requests 
by North Anna Environ coalition for action 

DENTON. H R Office of Nuclear Reactor Regulation. Director 
B0/06/2D 25pp 


— 8007070069 FR notice of isstiBiice of 000620 Diioctor's Decision DO-DO-U 
denying B0O218, 22. 28. 0425 *. 0525 requests by North Anna 
Environ Coalition Fur oction 

DENTON. H R Office of Nuclear Realtor Regulation. Directur 

80/06/20 2pti 


— 000-7070075 Requests .amend to UOOHIG Itr following discovery of addi 
problems in steam generator Facility should be kept shut 
down pending resolutiun of nui le, seciindaTy chomis tr y, turb ine 
cracks fc dem t neral i xer pr-ublvrns 

ALLEN, J North Annn Cnvironniiontol Coal iti on CO/ 02/22 ip 


— 8007070079 Requosis ac 1 1 on cqncerning defective deminera 1 1 ivr design, 
related corrosion f. cracking in steam generators (< turbine 
discs Corrimendo NRC derision to require Etc re e ipor Imenta I 
replacement Of steam generators 

ALLEN. J North Alina Environmental Coalition 80/02/18 4pp 


J Insurance it inilemnlty infoimalioh 


0007150490 Foruiacds Eniforseinunts 20 Sr 29 tn NFLIA Policy NF-240 
PIERCE. D A Marsh !< McLnnn.iti, Inc , M f< M Nuclear Cnneultants. Inc 
Dlv 00/07/10 3pp 


P Operating license stage documentb (< -cnrrer.p pud encd 


0007230099 Requests submittal of projiosert Tnih flpui chonget providing , 
for redundancy in decay beat I'emova) capability in all modos 
of operation Model Tech Specs which would provide acceptahlo 
resalutlan enc 1 for guidance 

EISENHUT.D 0 Division of Licensing 80/06/11 63pp 


0007010422 Responds to NBC B00509 I ti re loss of offsite power Review 
Df hlstdry reveals two partial tosses of offsite power 
DC currod 

SYLVIA. D F? Virginia Electric 4. Po-ujbp Ca 0O/{16/?6 Spp 


00-07010430 Confirms agreement w/NRC re review criieiia In be used to 
evaluate results of rod swap tests (. ndmiii i s tr a 1 1 on -of 
physics test program should deviations iicciir 
THQKAa. W N Virginia Electric Power Co 80/06/26 6pp 


1 


DOCKETED ITEMS 


>7030111 Ap|j I ifrit lui, an»».Ad to Licenses DPn-32 f< DPn-37 consisting 

.f piojiiiseil thnfnjoa tn Torh bpecs 

EWOUaCM. J H OiTgltiif, EJettrtc » Power Co £10/06/30 3pp 


0070301 10 1 va I tui 1 1 oil proposed rliniiges to Tecli Spt'C s Sections 3 3i 

,1 6, J (i, <1 1 , 4 ij containnent sprag sys 

p>er f oi O’ 

* Virginia Ulectrjc £< Pnuer Co 00/06/30 A^pp 


17230001 nonifosts suftmlttal of opplication for amend to license 
ensloting of feel) Spoc changes !, license conditinns PWFl 
ledel Tech lipecs ft Motlol license conditions for TtlI-2 
essons 4-eariipd L^itegciry fg iteeis encl for guidance 
lliCNMUTiD 0 Division of Ltcinising 80/07/02 69pp 


/OQOOIV foruarilc adrtl info re neiij fuel storage area for proposed 
liatig o !)’> to T-e c h hp ecs^per recent telcon 

VI VIA. II n Vlrnililn tlloctrir ft Pnwer Co 80/07/03 3pp 


7100S73 ilubmits nil it 1 Info re 1 inp i etnent n 1 1 on of short-term Lessons 
oarnud 1 pqul rewents Btatus of remaining Category A items, 

Id-yr stains of design ft installation of Category Q (finds !< 

chodulv for imp lementp 1 1 CD end Forwards draiulnoa 

VLVtA.I) R Virginia Electric ft Power Co B8/07/O7 iQOpP 


0071002/7 "(lump Pump Discharge l^iping Auiiliacy Dldg to Containment "■ 
» ntanc ft Uebstor Engineering Corp 79/05/15 Ip 


007100200 ‘'Dump Pump Discharge Piping Auiiliary Dldg to Containment " 
h Stone ft Wobster Engineering Corp 77/10/24 ip 


“-8007100365 “General Arrangement High Radiation Sampling Sys Haste Tank 
ft Pumps, Plan Elevation 244 Ft, 6 Inches ft Section " Sheet 1 
« NU3 Corp 80/05/29 Ip 


—8007100371 "PftIO Liquid Sampling " Sheet t of 5 
» NU3 Corp 80/05/05 Ip 


—8007100375 "PftlD Liquid Sampling " Sheet 3 of 5 
* NU5 Corp 80/05/05 Ip 


— 8007100380 "PftID Liquid Sampling Program " Sheet 3 of 5 
» NOS Corp ao/OS/OS Ip 


— B0071003B2 "PftID Liquid Sampling Panel " Sheet 4 of 5 
d NUS Corp 80/05/05 Ip 


— B0071O03S7 "PftIO Liquid Sampling Panel " Sheet 5 of 5 
e NUS Corp 80/05/05 ip 


— 8007100391 "PftID Containment Air Samp ling Sys “ Sheet 1 of 1 
# NUS Corp 80/05/05 Ip 


— S007100403 "Procese Flow Diagram Liquid Sampling '' Sheet 2 of S 
a NUS Corp 80/05/22 Ip 


— B007I00407 "Process FI oiu Diagram 'containment Air Sampling '* Sheet 1 of 

1 

• NUS Corp 80/04/14 Ip 


0071002D4 "Flow Diagram Ilprcm Rocavery By a " Sheet 1 
« Stone ft Hubster Eng i near i ng Carp BO/07/0-7 Ip 


}07 10(121)11 “Fliiio DiagrAfn Containment Atmasphere Cleonup Sys " 
» fitoiic ft Webster Eiig Liiear 1 ng Corp 77/10/22 lip 


007100293 "Flow Diogriim Wuste Dispoial Bye " Sheet 2 
e Btane ft WebsLor Cng i rieer ing Corp 80/07/07 Ip 


1071002911 "Cluij; Dlogrom Waste Disposal By s " Sheet 1 
• Stone ft Mobster Engineering Corp 80/07/07 Ip 


>07100103 "Voiit 1 Ulti on Thermal riecomhinor " 

» ntoiiD ft Mubeter rnglneering Corp 80/04/07 tp 


>07100309 "PfilR Liquid Sampling " Bheet 1 of 5 
» NUS Curp flO/Ofl/OS Ip 


)0/10031t "PftID Liquid Sampling " Sheet 2 of 9 
» NUS Corp RO/Oa/19 Ip 


lO/IOOOltl “I'ftin liquid Sampling Coolers " Sheet 3 of 9 
» NUfi Corp {3O/0D/OH Ip 


)0/I00'll'i "PldU Liquid Sampling Panel " Sheet 4 of 5 

« HUB Corp on/oi/oa ip 


lO/iOOliaa "Pill D' l i quid Hampling " 5 of 5 
» NUS Corp RO/OD/OD Ip 


107100329 "F’ftID Containment ft Air Sampling 8i/s '* Sheet 1 of 1 
» NUB Corp f10/0S/a5 ip 


— B007100409 "General Arrangement AunHiary Bldg, Drumming Room Plan, 
Elevation 27 Fti6 Inches " Sheet 1 
« NUS Corp 80/05/27 Ip 


— B0D710D4I4 "General Arrangement Auxiliary Bldg, Drumming Room, Section ft 
Details " Sheet 2 
« NUS Corp 80/05/29 Ip 


— 8D07I0D415 "General Arrangement High Radiation Sampling Sys Haste Tank 
ft Pumps Plan, Elevation 27 Ft, 6 Inches ft Section " Sheet I 
*■ NUS Carp 80/05/29 Ip 


8007210435 Sutinilts update to status of evaluation of asymmetric LOCA 
Inads on reactor pressure vessels ft references Phase-C 
resul ts, HCAP-9748i subml tied by Hcstinghousc on 800630 
SYLVIA. □ FI Virginia Electric ft Power Co 00/07/14 2pp 


8007310421 Comments on NURE0-0977i "Potential for Lou Fracture 
Toughness ft Lamellar Tearing an PUR Steam oeneratar ft 
Reactor Coolant Pump Supports " Requests eitension of review 
period to 800919 to review stress corrosion cracking 
BROUN, 8 C Virginia Electric ft Power Co 80/07/21 2pp 


Q Inspection reports. IE Bulletins ft correspondence 


8007240230 Forwards IE Info Notice aO“2D, "Loss of Decay Heat Removal 
Capability at Davis-Besse Unit 1 Uhllo in Refueling Node " 

No response required 

O'REILLV. J P Region 2, Atlanta, Office of the Director 80/05/00 

2pp 


8007020200 Forwards IE Info Notice 80-22, "Breakdowns In Contamination 
Control Programs " No written response required 

□ 'REILLV,J P Region 2. Atlanta. Office of the Director 80/05/20 

ip 


107100335 “PrncUSfl Flow Diagram liquid Sampling " Bhoet 1 of 2 
» NUB Oorp pn/05/SP ip 

,07100330 "Pmeese Flow DiogFiiin Liquid Sampling ■' Sheet 2 of 2 
* NUS Carp oo/oo/ae ip 


8007140169 Discusses 000428-23 radiation survey which revealed 
radiation levels on trunk surface eiceeding regulatory 
limits Poruards notice of violation ft notice of proposed 
imposition of civil penalties 

STELLP,V. office of Inspection ft Enforcement, Office of the 
Director 80/05/88 3pp 


07100347 "Process Flnw Diagram Contsinnent Air Sampling " 

* NUS Carp 80/04/14 ip 

0/100351 -■Oonerfi] Ar r a «9 rmou t Auxiliaiy Bldg, Orumoiing Room Plan, 
Elevation 874 Ft " Bhmet 1 
■ Nua Corp 80709/29, Ip 


0710035*/ "OsiiBral Arrmng 

it DetniJi SFieet ^ 

• NUS Corp BO/OR/y? 


omen 

IP 


t 


Aux i 1 lary 


Bldg, Drumml ng Daomi Section 


— 8007140174 Notice of proposed imposition of civil penalties in amount 
of *8,000 for item of nancohipl iance re radiation levels an 
truck surface exceeding regulatory limits 

* Office of Inspection ft Enforcement, Office nf the Director 
80/05/20 Ip 


8007210477 Forwards IE Circular 80-13, "Grid Strap Damage in 
Uestinghouse Fuel Assemblies " No written response required 
O'REILLY, U P Region 2, Atlanta, Office of the Director 00/05/28. 
Ip 



DOCKETED ITEMS 


8007010239 Foruiai'ils IE Info Notice I30-23> “Loes of Suction to Emer-ycncy 
Eeeduater Pumps " No written response lonulred 

O'REILLY. J P Region S« Atlanta. Office of the Director QO/05/S9 

IP 


BDO72200A& Forwards IE Info Notice 80-36. "Eva li»at i on of Contractor 
3A Programs “ No lontton response required 

O'REILLY.d P Region 2. Atlanta. Office of the Director 00/06/10 

app 

8007160307 Forwards IE Info Notice BO-27. "Degradat ion of Reactor 
Coolant Pump Studs " No specific action oi response 
required 

O'REILLY. J P Region a. Atlanta. Office of the Director 90/06/11 

Ip 


8007090057 Forwards rovision to Page 2 of BOO&ll response to IE 
Bulletin 80-12. "Decay Heat Removal Bye Operability " 

SYLVIA. B R Virginia Electric Power Co 80/06/16 2pp 


8007090423 Responds to IE Bulletin 79-OlD. "Environ Cl assl f 1 cot i on of 
IE Equipment ’• Class IE electrical equipment revlowed to 
ensure functioning during postulated accident Review of 
Action Items 1.2 «< 3 provided in encl repts M/o end repts 
SYLVIA. D R Virginia Electric ti Powei Co 80/06/16 3pp 


8007020737 Forwards IE Bulletin 80-15, "Possible Loss of Emergency 
Notification 8y$ (ENB) U/Loss of Offsite power " Written 
response required 

□ 'REILLY, J P Region 2, Atlanta, Office of the Director 80/06/19 

Ip 


6007020434 Forwards IE Circular 80-15. "Loss of Reactor Coolant Pump 
Cooling tc Natural Circulation Cooldown “ No wrltton response 
required 

O'REILLY. J P Region 2. Atlanta. Office of the Director 00/06/30 
Ip. 


S0071S0462 Act receipt of IE Insp Repts 90-280/00-16 «< 50-381/60-17 No 
proprietary info Corrective actions to Enforcement Action 
B0-2B strengthened radwaste monitoring program Implemented 
Radwaste section restaffed 

SYLVIA. B R Virginia Electric !« Power Co 60/06/30 Spp 


— 80071101 94 "Real tor Cm* lent Pump 
* Stone t> Mobster Engineer ing 


Bui" ports Oct dlls 
Curp 79/07/30 


•• Qtieet ? 
tp 


— B007J 10196 "Redi tor fool.int Pump 
» Stone tt uetster Engineering 


Bopp or I Details 
('orp 70/07/30 


Sheet 1 
IP 


8007170334 Forwards "IE Dulletiii 60-D.ni Review" in rosponoo to lie 
required by Item 4 of IE Bulletin 00—11. "llasonry Wall 
Design " Rep t avnilablc in Centra) Files only 
SYLVIA" It R Vjrgitild Electri" I. Power Co B0/0//07 ip 


80072S0D45 Forwards response to IE Dulletin 8D-0D. "C.»am of Cniital 
Liner Penetr oti on Yields “ Penetration .issemblios of filled 
bead forging design were used fni peiic tratlons listed in 
Tables 1 1. 2 for North Anna 

SYLVIA. D R Virginia Electric Power i.o 811/0//0/ 7pp 


B007290840 Responds to IE Dullotin 80-10 re c cm t ami iwi t ion of 
noprad loac t i ve sys Lists sys lonsideied nunrcid i oac 1 1 vP but 
potentially rndioacttve thi ough interfotes w/radionc live 
syi All discharge paths are s.implBd or cnonitiired 
SYLVIA, a R Virginia Electric 1. Power (.0 00/(17/0/ 2pp 


8007110336 Responds ta Items V f. 3a of IF Oullntln /9 -27. "Loss of 
Class IE Instrumentation t< CoutrnI Power Bys Dus During 
Operation •' Unit 1 inverter trip was not related to failure 
modes described in bulletin 

SYLVIA. B R Virginia Electric ?, Po.wer Co (l0/0//0'y 2pp 


BOOyiTOSBV Foriearils response to NHf 000610 Itr re violation noted I 
IE IiYsp Repts 50-380/00-17 ?, 50-20I/R0-LM Response 
Ulthbeld (ref 10CFH3 /90) 

SYLVIA, R n Virginia Elerlrtr U Power Co 80/07/14 ip 


S0O7290230 forwards reoponoe to NRC 000637 Itr re vJnlations lioleil 
IE Insp Hopfco 50-390/79-70 t, 50-2Bl/;9-00 Corrective action 
all release prncedupen reviewed U ebangod. as nocoss.iry 
Attachment 3 withheld (ref I0(FR3 790) 

SYLVIA, n R Virginia Eiactrir ii Power Co BO/07/31 App 


R. Periodic operating reports t. relatod correspondence 


— 8007190468 Forwards IB Imp Repts 30-380/80-16 R 50-200/00-17 on 
00042S No noncofflpl lanc B noted 

O'REILLY. J P Region 2, Atlanta. Office of the Director 
60/09/28 2pp 


— 8007150471 lE In»p Repts 50-200/80-16 «. 90-261/90-17 on 800423-25. No 
noncompliance noted Major areas inspected shipment of 
radwaste for burial. Including shipping paper requirements, 
labeling, placarding tc radiation levels 

BROUN. R A , POTTER, J P , 8T0HR. J P Region 2. Atlanta, Fuel 
Facility t< Materials Safety Branch 00/05/03 9pp 


6007160543 Forwards payment of civil penalty per NRC 600528 notice of 
proposed imposition of civil penalties re IE Insp Repts 
50-280/80-16 tc 90-281/00-17 Violations based on radwaste 
shipment arriving at site. w/eiceasive radiation 
SYLVIA. D R Virginia Electric h Power Co 60/06/20 tp 


8007170119 Forwards IE Circular 80-14. "Radioartlve Contamination of 
Plant Demlnera 1 1 lad Mater Sys t. Resultant Internal 
Contamination of Personnel " No written response required, 

O'REILLY, J P Region 2. Atlanta. Office of the Director 80/06/24 

tp 


8007230270 Forwards IE Bulletin 00-16. “Potential Misapplication of 
Rosemount Inc Models 1151 t. 1152 Pressure Transmitters 
U/Elther A or D Output Codes '• Written response required 
IE Circular 80—16 also end No written response required 
O'REILLY, J P Region 2, Atlanta. Office of the Director 80/06/37 
ip 


0007210030 Responds to unresolved items in IE Insp Repts 50-260/80-14 t< 
30-201/80-15 Oelivves weld repair of Llmltorque enclosure on 
MOV-FW-ISID was performed per specified procedures 
Nondestructive test exam will be performed 

8YLVIA,D R Virginia Electric & Power Co 80/07/01 3pp 


8007110189 Forwards reactor coolant pump support drawings f. desciiption 
of pump support disassembly t< insp procedures, in response to 
NRC 800707 Itr 

SYLVIA, B R Virginia Electrlr fc Power Co 80/07/07 2pp 


— 0007110193 "Reactor Coolant Pomp Supports Oenera) Arrangement " 
» Stone ti Webster Engineering Corp 78/07/20 Ip 


8007170369 Foi wards monthly npcrnlliig repts for Juno 1960 
SYLVIA, B n Virginia Electric f, Power Co 80/07/14 Ip 


— 8007170391 Monthly op era ting repts for June 1900 

DUNN.S D Virginia Electric !. Power To 80/07/07 4lpp 


S Reportable oc c urr one ■>« . LERs f< rplated correspondence 


8007230362 PNO-I I -60-096 on 800603. unit tripped when fire disabled 
one of four instrument buser. Plant in hot sliutdowii while 
licensee replaces trarisfotraer l< dilutes boron c oncehtrn 1 1 on 
for restcirt Licensee Issued press release 

MEDBTER.E II . KELLOOOi P >f Reg Inn 2. Atlanta. (Iffice of the 
Director 60/06/03 ip 


8007010429 Forwards LER BO-OTB/DJU-O 

UILBON.J U Virginia Elsctrli f. Power FiJ (iO/06/;>6 tp 


— 8007010442 I ER B0-032/03L-0 uii 000529. dill ing testing nf njr ejuctnr 
divert valve TV-BV-202i moM oporating .ilr il i f fereiitia 1 
pressure excuuded r.itlny of ASCO solenoid valve Caused by 
use of impropur design criteria during valve Inslnl lotion 
MILBON. J I Virginia Electric t< Power Cn B0/O6/P6 2pp 


8007070389 rarwardh LER 80-038/031 -0 

MILBON. J L Vlrglnin Cleclrli 4. Power Co 80/07/01 iji 


— 0007070397 LER B0-0:j0/03L-0 on 800610. dui i iig lOOX ppwor operation, 
isolation vnlvo for 1DR-Tli-3D leubed during raloass nf 
I-BR-TK-2A. couBlng unsampled ralpose from tank U roused by 
doterioratioii of valve diaphragm Valve repaired - 
UIL80N. J L Virginia Electric i. Rosier Co 80/0//OI 2pp 


8007070224 Forwards LFfl fJ0-0£'9/OJL-O 

UIL8ON1J L Virginln Electni f. Power Go 0O/fl//O«' Ip 

— S007070229 LER BO -029/03L -0 on 00060'). dui i ng noimal eperat 1 on, v| tal 
4 Bn I a Fa 1 1 edi ini tin ting au I omntic tuibine ruiibni f Caused by i 
failure of filtering cap.ii.itar in Bola tranforme 
ro-energlicd Trarisf urmer rep] herd 
MILBON. J L Virgint,) Elettnc 1. Rownr Co fit) 



DOCKETED ITEMS 
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8007210092 Part 21 Tept tb enstente of noncon&orva 1 1 ve a s e.uiiip 1 1 on In 
cold shutdoun design basis boron dilution accident nnalijsis 
in FSAH Caused bi/ use of incorrect sys vol Povleu iiilll be 
performed to identify 1< analyie addl accidents 
SYLVIA* 0 R Virginia Electric l< Power Co BO/07/03 App 


S007140249 Forwards LER 80-039/017-0 

IflLSGNi J L Virginia Electric ti Power Co 80/07/00 Ip 


— 8007140239 LEf! 00-039/0 IT-0 on BOOiSix po t ent i a 1 discovered for boron 
concentration nniic eneervat i sm during dilution accident w/FICS 
at reduced vol Analysis of bnron dilution at cold & hot 
sliutdoun being rvaiuatod by reactor vendor 
UILSOM* J L Virginia Electric li Power Co 30/07/00 2pp 


0OO72aOiO7 Forwards LEHs BO-OA3/03L-O & 00-OA1/03L-0 

WILSON* J L Virginia Electric l< Power Co ao/07/24 tp 


— 8007280818 LER QO-DAS/OOL-O on 800703i d ur i ng normal o pera 1 1 on> c ond enser 
inlet valve HOV-CW-lOiC would not close when operated from 
control room Caused by broken studs allowing motor stator to 
tack out 

MILSDNi sJ L Virginia Eleotnc 6 Power Co 80/07/24 2pp 


G0072S0&2S LER 80-041 /03L-O on B00623* p i p e stress re -analysis indicated 
baseplate anchor bolts on hanger H-2 on line 12 inch -CC-27- 
121 & hanger H-9 on lino 12 inch-CC— 33-121 overstressed 
Hods to anchor bcplts complete 

MlLSONi V L Virginia Electric h Poujer Co BO/07/24 2pp 


V Operator Eiaminations 


B007I70348 Forwards revised. "Licensed Operator Requal 1 f i cation 
Pro g ram. " in response to fJHC 800330 request All training 
instructors are required to participate in program to 
maintain proficiency 

aVLViA. D R Virginia Electric h Power Co 00/07/15 tp 


— 80(17170330 Revised. "Liconsed CJperatOT Requa 1 i f 1 ca t ion Program 
» Virginia Electric ?< Power Co 80/07/31 lipp 


DOCKET 30-281 SURRY POWER STATIIJU. UNIT 2 


F Bccurity. medical, emergency L fire protection plans 


8007180196 Forwards NRC 830423 1 tr to all power reactor licenseesi in 
response to B00S29 Itr re emergency response facilities at 
reactor sites 9itss w/approval to use c I osed— c ircu 1 1 
television link w/tecfmical support c tr listed 
CnUTCliFIELD. 0 M Operating Re actors Orancti 5 80/07/07 3pp 


8007030184 Forwards revised emergenty plan Plan is based on eiistlng 
ineti>T0.1ogical capabilities Si reflects criteria of NUREO- 
0654 York County. VA emergency plan end Plans withheld per 
Privacy Act U available in Central Files only 
DAUM.E A Virginia Electric h Pnwor Co 80/06/30 2pp 


8007170412 Forwards revised nuclear security personnel training li 
qualification program, in response to B00515 Itr Program 
withheld (ref 10CFR3 /90> 

SYLVIA. 0 n Virginia Electric 6 Power Co 80/0// 14 ]p 


0 Adjudiratory corTespondeneo 


8007310243 Forwards Commission 000327 memorandum h order containing 
decisions on UC8 780302 petition for reconsideTatlon of 
780413 memorandum ti order UCS 771104 petition sought action 
re fire protection for olertrital cablen 
EISENHUTi D 0 Division of Licensing 80/06/25 S9pp 


8007110339 Order granting ai tension until 000723 for Commission to 
elect whether to rpvlpw decision, taken under 10CFR2 206 on 
request for enforcement ac bi on. DD-ai)-a3 

HaVLEfU C Office of the Becrrtary of the Comrnisslofi 80/07/09 

tp 


800730041S Advises that effective 000801 , address for coalition will bo 
liOS— C Olive Stj Oreensbnro. NC 27401 Related curre spoiidenco 
ALLEN. O Not til Anna Envirciimeiital Coalition 80/07/13 Ip 


H General correspondence 


B0071 30047 Responds to 800327 Itr tn President Carter re granting VEPCO 
authority to build another nuclear plant Discusses util 
p 1 ants. operat ing & under const & lelative costs of coal vs 
nuclear energy 

YODNQDLOCID. Q J Operating Reactors Rranch 1 80/05/n Spp 


S007070059 Forwards 000620 Director's Decision DD-BO-23, deny ing 
000210. 22. 0425 b 0523 requests for action FR notice end 
DENTON. M R Office of Nuclear Reaetor Regulation. Director 

00/06/20 2pp 


—0007070064 Decision DD-eO-23 denying 000218.22.28.0425 h 052S requests 
by North Anna Environ coalition for action 
DENTON. H R Office of Nuclear Reactor Regulation. Director 
00/06/20 25pp 


—8007070069 FR notice of issuance of 800620 Director's Decision DD-00-23 
denying 000210. 22, 20. 0425 t 0523 requests by North Anna 
Environ Coalition for action . 

DENTON. H R Office of Nuclear Reactor Regulation. Director 
QO/06/20 2pp 


— 8007070079 Requests action concerning defective demineral i zer design, 
related corrosion tc cracking in steam generators t< turbine 
discs Commends NRC decision to require EI8 re eiperimental 
replacement of steam generators 

ALLEN. d North Anna Environmental Coalition 80/02/18 4pp 


8007020688 Responds to IID McDonald Itr directed to DDE North Anna full 
power license issuance will be discussed u/Commission in 
Jul-Aug 1900 Surry is in shutdown condition due to seismic 
piping supports mods b will return to power in Aug 1980 
YOUNODLOao. B J Licensing Branch 1 80/06/25 Ip 


—-0007020693 Forwards HR McDonald Itr eipressing concerns ro continued 
operation of facilities 

OETANCOURT.B Energy. Dept of 80/06/06 8pp 


0 Insurance 6 indemnity information 


8007150490 Forwards Endorsements 28 6 29 to NELIA Policy NF-840 
PIERCE.D A Marsh h McLennan. I nc . M t. M Nuclear Consul tants. Inc 
Div BO/07/10 3pp 


P Op era ting license stage documents & correspondence 


8007230099 Requests submittal of proposed Tech 8pec changes providing 
for redundancy in decay heat removal capability in all modes 
of operation Model Tech Specs which would provide acceptable 
resolution end for guidance 

EIBENHUT.D 0 Division of Licensing 80/06/lt 62pp 


B007210037 Advises that 790820 safety evaluation re Unit 1 mods 
correcting underpouer capacity conditions on 480 volt 
emergency buses applies equally to Unit 2 Hods are 
acceptable 

VAROA. 3 A Operating Reactors Branch 1 80/06/20 2pp 


8007010422 Responds to NRC 600509 Itr re loss ef offsite power. Review 
of history reveals two partial losses of offsite power 
occurred 

SYLVIA. Q R Virginia Electric 1< Power Co BO/06/26 3pp 


8007010430 Confirms aproement w/NRC re review criteria to be used to 
evaluate results of rod swap tests h administration of 
physics test program should deviations occur 
THOMAS. H N Virginia Electric U Power Co 00/06/26 6pp 


8007030131 Application for amend to Licenses DPR-32 h DPR-37 consisting 
of proposed changes to Tech 0pecs 

FERGUSON. J H Virginia Electric {< Power Co 80/06/30 3pp 


—8007030135 Evoluatlon it proposed changes to Tech Specs Sections 3 3. 
3 4.3 6. 3 0, 4 1.4 5 h 4 11 re containment spray sys 
porformane e 

* Virginia Electric h Power Co 00/06/30 62pp 


80072S0001 Requests submittal of application for amend to license 
consisting of Tech Spoc changes h license conditions PHR 
Model Tech Specs h Model license conditions for TMI-2 
Lessons Learned Categciry A items oncl for guidance 
EISENHUT. D 0 Division of Licensing 00/07/02 69pp 


80070B0419 Forwards addl info re new fuel storago area for proposed 
Change S3 to Tech Specs, per recent telcon 
SYLVIA. D R Virginia Electric 6 Power Co 80/07/03 3pp 


8007100273 Submits addl info re Implementation of short-term Lessons 
Learned requirements Status of remaining Category A items, 
mid-yr status of design 6 installation of Category 0 mods It 
schedul e for implementation enc 1 Forwards drawings 
SYLVIA, 8 R Virginia Electric 4. Power Co 00/07/07 lEOpp 



I 
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O'? 230370 ForuiaTils It. Bulletin BO-16. 'Potential HI sap p 1 1 catl on of 

Rosemount Inc Mpdels 1131 t< 1152 Pressure Transmitters 

W/Eltber A or D Output Codes • Uritlen response required 

IE Circular BO-lfc also end No oritten response required 

□ ■'REILLY, J P Rco'®” 2. Atlanta Of-ficr of the Dlre-ctor QO/OA/S? 

Ip 


07210030 ftespnnds to unresolved items in IE Insp Repts 50-280/00-14 t, 
30-201/00-15 Believes ueld repair of Limr torque enclosure on 
MOV-FW-151D uas performed per specified procedures 
Nondestructive test ecant will be performed 

SYLVIA. B 11 Virginia Eleclni 1< Pouer Co BO/07/01 3pp 


0711010? Furuards reactor ruolant p-unp suppnt t diauiings ■!* description 
•of pump support disassemblij t< insp p raced ores, in response to 
NRC 000707 Itr 

6YLVIA.B R Virginia Electric t, Pou&r Co 8-0/07/07 Spp 


-B0071101V3 "Reacter Coolant Pump Supports Qeneial Airangement "■ 
* Stone t* Webster Engineering Corp 78/07/20 ip 


-00071 101V4 "Reactor Coolant Pump Suppoi ts Oetalls ■■ Sheet 2 
s Stone b Webster E^ng i nee r 1 ng Corp 79/07/30 tp 


-00071 101V6 "Reactor Coolant Pump Support Details " Sheet 1 
* Stone V Webster Engineering Carp 70/07/30 Ip 


J07170334 Forwards "IE Bulletin 60-Uay Review," in response to action 
required bg Item d of IE Dullotin 80-11. "HBsonrg Wall 
Design " Rept available in Central Files only 
SYLVIA, B R Virginia Electric I. Pooler To 80/07/07 Ip 


007250545 Forwards response to IE Bulletin 0O-OB, “Ejam of Co-nta i nmsnt 
Liner Penetration Welds " Penetration assemblies of flued 
head forging design were used for penetrations listed In 
Tables 1 t 2 for North Anna 

SYLVIA. n R Virginia Electric !< Power Co 80/07/07 7pp 


007290B40 Responds to IE Bulletin 00-10 re c ontamina 1 1 on nf 
nonradioactive sgs Lists sgs considered nonrad i oac t 1 ve but 
potentiallg radioaitlve through Interfaces w/rndioac tivo 
sgs All discharge paths are sampled or monitored 
SVLVIA.D R Virginia Electric 1. Power Co 80/07/07 2pp 


1007160664 Identifies piopoied actions to be taken in response to IE 
Bulletin 79-14. "ficismic Analgsls for As-Quilt Safety- 
Related Piping Sgs " ScTeonitig pi oc ess will be used for Tech 
Spec sgs to identify sigm ficanllij averstrossed supports 
SPENCER. W C Virginia Electric f. Power Co 00/07/09 3pp 


3007110336 Responds to Items 2 R Oa oi IE Bulletin 79-27. "Loss of Non- 
Class IE Instrumentoiion t< Control Power Bys Bus During 
□peratlon " Unit 1 inverter trip was not related to f.iilure 
nodes described in bulletin 

BYLVIA.B n Virginia Electric «< Power Co a»/07/«9 Spp 


3007180371 Submits claMflcetian f< add! info to □DO7O0 I te responding 
to IE Bulletin 79-14 Approx 294 supports needed Screo'nlng 
process will arcempang deterninatlaii .or overstcesserf 
supports for mnds exceeding 30 days 

BROVIN, S C Virginia Electric 1. Power Co 00/07/11 2pp 


8007290365 Responds to 800703 discussions ui/NRC re B0070B response to 
IE Dulletin 79-14. “Seismic Analysis For As-Doilt Safety- 
Related Piping Bys " Approi 294 supports identified to 
require installation 

BROUN, 3 C Virginia Electric fi Power Co B0/'07/H 2pp 


B007170529 Forwards response to NR(. (1'0061B Itr re vlolotion noted Ih 
IE Insp Hepts 50-P00/8O-!/ t. :iO-2aj /80-23 Response 
Uithheld (ref I0CFR2 790) 

SYLVIA, R R Virginia Electii. i. Power Co 8D/07/14 Ip 


8007290220 Forwaids response ie MUf 0()0A.’7 Itr re violations noted in 
IE Insp Bopts 50-200/ 79-/0 f< 50-281 /79-00 Corrective action 
alt release preiedures revieuied !. changed, as necessory 
Attachment 2 withheld (ref I0CFR2 7901 

BYLVIA.B H Virgint,! Elec till f. Power ■To fiO/07/ai 4pp 


8007110390 Suhnits info re nctl'.ns proposed upon startup per IE 
Bulletin 79-14 Proposal hrediented on previous precedents t< 
tommi tieants set fur facility *( is cons I stent u/miituul 
concern for sate opciatinii Requests pToeipt c iinf Irmation 
SPENCEll>U C Virginia Electllr 5 Pmver Co 80/08/00 3pp 


8 Perlndlc operating reports t. related t hrr csipond piico 


8007170389 Forwards monthlg opoialinq repts foi June 1980 
BVLVIA, 11 R Virgini.r Electric & Pnieer Co 80/07/14 Ip 


— D0O717O391 Honlhly operating lepts for June 1980 

DUNN. S D Virginia Eliictric & Power Co 80/07/07 41pp 


S Reportable otcurrentes, LERs ti related c orrospondence 


B007010340 Forwards LER SO-OOT/OaL-O 

WILSON, J L Virginia Electric t< Power Co 80/06/26 Ip 


—0007010394 LEH D0-007/03L-O on 000606, w/unl t in cold shutdown, smote 
detectors found inoperable Caused by breaker trip at motor 
control ctr which feeds detectors Cause of breaker trip 
unknown 

WILSON, J L Virginia Electric S. Power Co 80/06/26 2pp 


6007210092 Part 21 rept re existence of none onservativo assumption in 
cold shutdown design basis boron dilution accident analysis 
in FSAB Caused by use of incorrect sys vol Review will be 
performed to identify S> analyze addl accidents 
BYLVIA.B R Virginia Electric ?, Power Co BO/07/02 4pp 


8007180319 Forwards LER BO-000/03L-0 

WILSON, J L Virginif-i Electric 6 Power Co 80/07/11 Ip 


— 0007 180357 LER 8O-OO0/O3L— O on 800623, while performing periodic tost 
56 1, found air ejector monitor -alarm setpoint above Tech 
Bp«c requirement Caused by instrument drift Alarm setpoint 
recalifar 

WILBON.J L Virginia Electric 6 Power Co 00/07/11 2pp 


V Operator Examinations 


0007170340 Forwards revised. "Licensed Operator Requal i f Icatlon 
Program," in response to NRC BD032D request All training 
instructors are required to participate in program to 
maintain proficiency 

BYLVIA.B R Virginia Electric & Power Co BO/07/15 Ip 


— 8007170350 Revised, "Licenced Operator Requal i fication Program 
» Virginia Electric It Power Co 00/07/31 llpp 


DOCKET 50-282 PRAIRIE ISLAND NUCLEAR STATION, UNIT 1 
F Security, medical, emergency h fire protection plans 


6007020233 Eeruards request for limited revisions I, addl info re 790323 
plant safeguards contxngoncy plan End withheld 
<r«f 10CFR2 790) 

CLARK, n A Operating Reactors Branch 3 80/06/10 2pp 


80071 101 IS Forwards response to NRC 800618 questions re safe shutdown 
in event of fire 

HAVER, L 0 Northern States Power Co 8O/07/OB 3pp 


0 Adjudicatory correspondence 


B007100206 Ac k receipt of NRC B00619 Itr to Q Charnoff re nonrecolpt 
af State of NN 000434 contentions Certificate of Sve end 
□L80N. J. F Ninnesota. State of 80/06/23 3pp 


6007310243 Forwards Commission 800927 memorandum h order containing 
decisions on UCS 780505 petition for reconsideration of 
780413 memorandum t< order UCS 771104 petition sought action 
re fire protection for electrical cables 
EIBENHUT.D 0 Division of Licensing 00/06/29 a9pp 


8007230422 Amended Contentions 1 S< 2 h withdrawal of Contention 3 Amend 
request does not contain safety onolyaie re spent fuel 
storage !< does not contain analysis of spent fuel pool 
expansion consequences Certificate of Bve end 
OLQON.J F , 6ENEC1ML. H E , 8PANNAUe,W Kinnesota, State of 
80/07/ a 1 7pp 


0007310493 Conpirms A5LD request far hearing space at federal bldg in 
Baint Paul,hN on 0OOBO6 to conduct l-day prehearing 
conference ro facility 

BTEPHCNB.C H Docketing t< Services Branch 80/07/22 Ip 


6007530608 Comments stating no objection to admission of State of NN 
800721 Contentions 1 S, a re cask drop accident A loss of 
water accident in spent fuol pools Reserves rights re 
substance t< validity iif contentions Certificate of Sve end 
DARTH, t A Hearing Branch 3 80/0//29 2pp 


DOCKETED ITEMS 
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B0073004<>3 Riraponds to Stnto of HN 800434 suppl to petition to 
Intervene (< B0073I emended contontlane Supportinp 
documentstlorii notlc es of appeerance of JE 31berg DL 
Bernstein on behalf of util ti Certificate of Sve en<. 1 
SILDEROj J E Northern Blates Pokuer Co BlUBEfIG. J E Bhaui, Pittraan* 
Potts I( TroubridflB 80/07730 a4pp 


H General corroepondonce 


B00731D336 Responds to 800336 1 tr re constituent concern about 
evacuation routes around facilities NRC t< FEMA engage in 
program to upgrade emergency preparedness including 
evacuation planning 

DtRCK8> U J Office of the Executive Director for Operations 
00/07/24 2pp 


B007030054 Foruiards IE Info Notice 8(j'S3. "Ureukdouins In Contamination 
Control Programs " No written response rcquiied 

KEPPLERi J 0 Region 3. ChlcagOi Office Of the Dnector 00/03/28 

ip 


8007210362 Forwards IE Circular 80-13. ‘Grid Strap 8amage in 
Ucstinghouse Fuel Assemblies " No written response required 
KEPPLER. J G Region 3. Chicago. Office of the Director B0/05/2B 
If 


0007010127 Foi wards IE Info Notice 80-23. ‘Loss of Suction to Emergency 
Feedwater Pumps ’ No written response required 

KEPPLER. G Region 3. Chicago. Office of the Director 00/05/29 

Ip 


8007340185 Forwards IE Insp Repts 50-282/80-09 fi 50-306/80-10 on 
— 8007310328 Requests info re end constituent Itr about evacuation 800501-31 No noiicomp 1 1 anc e noted 

routes around facilities HEISHHAN. R F Region 3. Chicago. Re.ictDr Operations Nuclear Support 

DOBCHVIITZ.R Senate 80/03/26 Opp Branch 80/06/06 2pp 


P Operating license stage documents h correspondence 


8007230099 Requests submittal of proposed Tech Epee changes providing 
for redundancy in decay heat removal capability in all modes 
of operation Nodel Tech Specs which would provide acceptable 
resolution end for guidance 

EI8ENNUT. D 0 Division of Licensing 80/06/11 62pp 


B007030232 Notifies NRC of intontton to ship radioactive matl from 
facilities using Model HN-600 

MAYER. L D Northern States Power Co 80/06/13 Ip 


8007010581 Responds to 600913 Itr re containment purge info by 
forwarding related correspondence 

MARTIN. R A Operating Reactors Dranch 3 80/06/lB 2pp 


— 8007010583 Responds to EOliG 800913 questions LDCA dose calculations not 
completed Mom, tors are redundant, gas {< particulate monitors 
provided. each giving isolation signal 
MUBDLF. D Northern States Power Co 80/06/03 ip 


— 8007010989 Requests preliminary evaluation of licensee response to NRC 
791029 "Interim Position for Containment Purge J< Vent Valvo 
Operation Pending Resolution of Isolation Valve 
Operability." Generic Item 0-34 Evaluation form end 
REEVES. E A Operating Reactors Branch 1 (Pro 80U43B) 79/13/27 

6pp 


8007170076 Summary of B00920 meeting w/util re TOPRDD fuel design 
MARTIN. R Operating Reactors Branch 3 80/07/01 7pp 


BOD729D001 Requests submittal of application for amend to license 
consisting of Tech Spec changes 1. license conditions PNR 
Model Tech Specs << Model license conditions for TMI-2 
Lessons Learned Category A items end for guidance 
EI8ENHUT. D 0 Division of Licensing 80/07/02 69pp 


0007280096 Advises of intention to ship radioactive matls Prom listed 
facilities using Package Model CNBI AL-33-90 
HAVER. L O Northern States Power Co 80/07/03 Ip 


B00724038B Advises of NRC reorgani latlon on 800428 which resulted in 
number of changes in ofc tl ties, post ti ons I. assignments of 
personnel Also submits info for OETR 

NOVAK. T M Assistant Director for Operating Reactors 00/07/00 

2pp 


8007280410 Foiwards comments on NUREO-0577. "Fracture Toughness {. 
Buscep t lb 1 1 1 ty to Stress Corrosion Cracking of Equipment 
Supports." in response to NRC 800519 request Addl analysis 
for stress torroslon cracking is unnecessary 
MAYER. L 0 Northern States Power Co 00/07/2! 5pp 


Q Inspection reports. IE Bulletins {< correspondence 


0007070091 Forwards IE Insp Repts 50-283/60-06 «. 90-006/80-07 on 
800401—30 S< notice of deviation 

HEI8HMAN. R F Region 3. Chicago. Reactor Operations Nuclear Support 
Branch 80/09/21 2pp 


— 8007070096 Notice of deviation from insp on 800401-30 

« Region 3. Chicago. Office of the Director 00/05/16 Ip 


— 8007070061 IE Insp Repts 50-282/80-06 t. 50-306/80-07 on 800401-30 
No noncomp 1 lanc B noted failure to complete Insp required by 
IE Bulletin 70-05 

BOYD, D, C , FEIERABEND, C D Region 3. Chicago, Office of the 
Director 60/05/16 7pp 


—8007340210 IE Insp Repts 50-303/00-09 h 50-306/00-10 on 000501-31 No 
noncompliance noted Major areas inspected malnt. 
surveii lance, security, radiation prnlecti on. f ol lowup of 
licensee reported events h followup to IE circulars 
FEIEHADEND.C D , BURGESS. H L , BOYD. D C Region 3. Chicago. Office 
of the Director 80/06/05 6pp 


8007010260 Responds to IE Bulletin 79-17. Revi s i an 1. "Pipe Cracks in 
Stagnant Borateil Nator Sys at F'NR Plants " Visual insp 
requii Bd by Item 3 (b 1 was completed on Unit 1 w/no 
corrective actions necessary 

GILBERTS. D E Northern States Power Co 60/06/09 Ip 


8007010367 Responds to lb Bulletin BO-06. "Engineered Safety Feature 
Reset Controls " Safety sys schematics reviewed Test 
demonstrating safety equipment remains in emergency made 
after reset will he completed at next refueling outage 
GILBERTS, 0 E Northern Biotes Pnuer Co 80/06/09 3pp 


80D7D10S49 Responds to IE Bulletin 80-05. "V.icuiim 'Canditian Resulting 
In Damage to Chemical Vol (ontrol Sys <CVQB> Holdup Tanks " 

Chemical t. vol control sys f. components gaseous t< liquid 

waste disposal sys f< components were reviewed 

GILBERTS. D E Northern States Power Co 0Q/O6/O7 2pp 


0007160707 Rosponds to IE Bulletin 80-05 Review of chemical t< vol 
control sys indic.ites holdup tank vulnerability to rollapse 
Low suction pressure trip to be installed on holdup tank 
transfer & recirculation pumps by 010101 
01LDERT3, D E Northern Btates Power Co 00/06/09 2pp 


8007220212 Forwards IE Info Notice 00-26. "Evaluation of Contractor 
OA Programs " No written response requiied 

KEPPLER, J 0 Region J, Chicago. Office of the Director 00/06/10 
IP 


0007160103 Forwards IE Info Notice BO-27. "Dogr.idot ion of Reactor 
Coolant Pump Btuds " No specific action or response 
required 

KEPPLER. J G Region 3, Chicago. Office of the Dnector BO/06/1! 

Ip 


0007030043 Forwards IE Bulletin 00-15. "PoEsible Loss of Emergency 
Notlfiration Sys (FN5) H/locs of Offsite Power " Written 
response required 

KEPPLER. J Q Region 3. Chicago. Office of the Director 00/06/lB 
Ip 


0007020973 Forwaids IE Circular 00-15. “Loss of Reactor Coolant Pump 
Cooling h Natural Ciiculatiun Cooldown " No written response 
required 

KEPPLER. J 0 Region 3. Chicago. Office of the Director 00/06/20 

Ip 


8007140094 Ack receipt of end 800617 Itr informing NRC of steps taken 
to correct violations noted in NRC 000522 Itr Ens 1 withhold 
(ref 10CFR2 790) 

HIND. J A Region 3. Chicago. HefeguaT do Qratich 80/06/24 ip 


0007170906 Forwards IE Circular 8(3-14. ’'Iladicar tivo Contamination of 
Plant Demjnei a1 i red Water 3ys ti Resultant Interna) 

Contamination of Personnel " Nn written response required 

KEPPLER. v) 0 Region 3. Chicago. Office of the Director 80/D6/34 

Ip 


0007140106 Ack receipt of 800612 Itr informing NB< of steps taken to 
correct deviation noted in IF Insp Repts 50-203/00-06 N 
50-306/00-07 forwarded by 000521 Iti Senior resident 
inspector will follow renaming testmg 

HEISHHAN, R F Region 3. Chlexiyo. React nr QpeifltlcuiS Nuclear Support 
Branch 80/06/25 Ip 
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DOCKETED ITEMS 


~fl0071'101'?3 Responds to deviation noted in I£ Jnsp Repts 50-282/B0-Oi fc 
SO-30&/90-07 Forurarded ty 000 5S I I ti Special insps of two 
out of foot pouBT nponated relief isolation valve fnntoT 
starters have been romplpted Tuici others will he performed 
OILDERTSiD E Norttisrn States Poieer Co 90/06712 Ip 


80O723D336 I oriuai ds IE Bulletin HO-IA. ''Potential Misapplication of 
Rosemoont Inc Models IlSl t< 1152 Pressore Transmitters 
H/Tither A or D Output Codes ' Written response required 
IE Circular 90-16 also oncl No strltton response tequired 
KEPPLEfl/ J O Resion 3, Chicago. Office of the Director 00/06/27 
Ip 


B007310106 Respunds to JE Bulletin BO-10 re contamination nf 
nonrad loac 1 1 VC sys Requested actions complete Specifics 
available at site 

OILBERTS.D E Northern States Pouer Co BO/07/03 Ip 


B0O715O4BI Advises that d emcin s trot i o n of ultrasonic Insp method for 
detecting undcrclad clacking in rvoctoi vessel nnizlc region 
for Unit 1 IG scheduled fur 000723 Unit 2 insp will take 
place during 1^91 refueling outage 

HAVER. U 0 Northern States Power Co 90/07/07 Ip 


8007230077 Forwards response to IE Bulletin 9B-11. "Masonry Well 
Design *' Concrete block walls are not in seme design 
philosophy as design of Trojan plant masonry walls Nalls 
were generally designed as partition walls or shield walls 
DILBERTS. 0 E Northern States Power Co 90/07/00 3|pp 


8007230090 Submits leply to IE Sul Let in BO-OB re ekaminatlon of 
containment liner penetration welds Review of Unit 1 
revealed two deficient welds Further response will be sent 
bg 900810 

GILBERTS, D E Norlhern States Power Co 00/07/10 Ip 


B00732O343 Submits reply to IF Bulletin 79-019 re environ qual i FLcati on 
of Class IE equipment Qualified limit switches have been 
ordered 6 are scheduled for replacement during future 
outages Morksheets end 

OILBERTS, D E Northern States Power Co 00/07/iD Bpp 


B007230211 Submits irplij tn IF Bulletin /?-17 re pipe cracks in berated 
water sys Visual insp required by bulletin was 
sat i sfattor 1 1 y completed for Unit I No corrective actions 
necessary 

0ILDERT8.D E Northern States Power Cn B0/O7/10 ip 


R Periodic operating reports U related correspondence 


6007030178 Forw.rrds "1979 Foviron Monitoring Jt Ecblogical Btudios 
Program flept, •' Vols 1 ti a 

WARD. E C Northern States power Co 00/06/30 Ip 


— 8007030160 "1979 Environ Monitoring Ii Ecological Btudlqs Program Rept, 
Vol 1 

» Northern States Power Co 90/0A/30 QSSpp 


— B007030193 "1979 Foviron Monitoring Tc Ecological atiidtes Program Kept. " 
Vol 2 

» Northern States Power Co 00/06/30 3S5pp 


60071605S8 Forwards monthly operating repts for June 1900 
I1AVER,U 0 Northern States Power Co 00/07/11 Ip 


— -Q007160563 Monthly operating repts for -June 1980 

HUN3TAD,A A Northern States Power Co 90/07/01 9pp 


B Reportable occurmnees, LERs I, related correspondence 


8007160660 RO 80-lB on 900629. s team generator 13 eiperienced minor 
prlmary-lD-secondary leakage of about O OOA gallons per 
minute Lotikage was cnrefully monitored It showed Increase 
Facility is shutdown Coulduun is plenned 
TIERNEV.r P Northern States Power fn 90/07/01 Ip 


B007BI0437 Forwards LES BO-Oia/OJT-0 

HAVER. L U Northern States Power Co 90/07/i;i Ip 


—boots 1 04 4 4 LEfi BO-OIB/OlT-0 on BOO/lIl, unit was shut down dye to leaking 
tube in hot leg of vertical steam generator 1 2, Wes t inghouso 
Series 5! Cause no 1 stated Defuctive tuSi e uiij) bn plugged 
HUNBTAD, A A Northern Slates Power Co 9Q/D7/I3 app 


0007230340 RO 00-20 on 90071 S, w/Ur> 1 1 3 at 1007 power 6 Unit I at cold 
shutdown, main ijcneratur separated from grid 6 one offsite 
source WHS los t, tr I pp ing reactor A coolant pumps Caused by 
severe electrltal storm Transformer restored 
TIERNEY.F P Northern States Power Co 90/07/16 Ip 


0007290669 Forwards LER Q0-O19/03U-O 

MAYER, L D Northern States Power Co 80/07/24 Ip 


‘•-9007290677 LER BO-019/03U-0 on 900630. two power range high power trip 
setpoints uero over Tech Spec limit Caused by personnel 
error Rept reviewed b technicians cautioned 
HUNSTAO, A A Northern States Power Co 80/07/34 Ip 


DOCKET 50-284 IDAHO STATE UNIV RESEARCH REACTOR 
a Inspection reports, IE Bulletins t< correspondence 


9007070187 Forwards IE Insp Rept 80-204/80-01 on 000529-30 No 
noncomp lionco noted 

HELLY.A F Region 4. Dallas, Office of the Director 60/06/30 

app 


— 9007070161 IE Insp Rept 50-284/90-01 on 600529-30 No none Omp Uanc e 
noted Major areas inspected seeuiity plan, alarm sys, keys, 
locks, hardware, communicat 1 one . b survei llance Details 
withheld (ref lOCFRa 790) 

CALDHELU, R A , KELLV.A F Region 4, Dallas, Office of the 
Director BO/06/16 Ip 


DOCKET SO-283 FORT CALHOUN STATION, UNIT 1 


F Security, medical, emergency U Fire protection plans 


0007230530 Forwards addl info supporting security contingency plans tt 
revised page to Chapter 3 of site security plan Info b 
revision withhaid (ref 10CrR2 790) 

JONES, W C Omaha Public Power District 60/07/09 Ip 


0 Adjudicatory correspondence 


9007310243 Forwards Commission 800537 memorandum b order containing 
docislDTis nr UCS 760502 petition for reconsideration of 
760413 aieinarandum b order UCB 771104 petition sought action 
re fire protection for electrical cables 
EtBENHUT, D G Division of Licensing 80/06/25 a9pp 


□ Advisory Committee on Reactor Safeguards reports b correspondence 


TGObaaolUA Summariies responses to IE Bulletin 79-06D Operating manuals 
arc being acrutiniied Operational personnel arc being 
trained Radioactive gases b liquids transfer lines ore 
interlocked w/ containment Isolation b/or radiation signals 
TAM, P Division of Site Safety b Environmontal Analysis 79/05/09 
Bpp 


P Dpera-ting license stage documents b correspondence 


0005190062 Notification of 800807 meeting w/utll in Bethe«da,MO to 
discuss analyses required b methods used In evaluating 
asymmetric loads 

WAONER, P C Operating Reactors Branch 3 90/05/03 ip 


9007030194 Forwards "Technical Evaluation of Electrical, 
Instrumentation b Control Design Aspects of Override of 
Containment Purge Valve Isolation b Other Engineered Safety 
Feature Signals for Fort Calhoun Nuclear Powop Plant " 
CLARK. R A Operating Reactors Branch 3 00/06/04 3pp 


— 0007030203 "Tethnical Evaluation of El ec tpi ca 1 , I nstr umantati on b 
Control Design Aspects of Override of Containment Purge 
Valve Isolation b Other Engineered Safety Feature Signals 
for Fort Calhoun Nuclear Pouicr Plant " 

HACKETT.D B . RADOBEVIC.J R , DRODERICK.N E EObO, Inc 
URCL- 15172 00/01/31 15pp 


9007230099 Requests submittal of proposed Tech Spec changes providing 
for redundancy in decay heat removal capability in all modes 
of operation Model Tech Specs which would provide acceptable 
resolution end for guidance 

E1BENKUT,D G Division of Licensing BO/06/li 62pp. 


9007020067 Summary of 600610 meeting w/utit re work performed after 
000507 meeting on asymmetric loads analyses 
UAGNER,P C Oporating Reactors Branch 3 60/06/19, 9gp 
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8007010471 Foruards results of leek rate tests performed in response to 
Item a I i a of NVJnC0-O578 

JONES. If C Omaha Pub lit. Poieer District QO/OA/SS Ip 


—0007010477 "loteBi'Itg of Sijr. Outside Containment Likely to Contain 
Radioactive Mail '• 

* Omaha Public Pouicr District 00/04/29 2pp 


B00730007S Comments on proposed rule lOCFRbO re fire protection 
installation of stand pipe ti hose station Insldo containment 
presents potential safety concern re boron dilution in event 
of pipe rupture 

JDNEBi U C Omaho Public Pooer District 80/06/23 3pp 


6007020557 Foruiards "tlCS Asymmetric Loads Evaluation Program.^' final 
rept in responso to NRC 7B0125 Itr to PUR licensees re 
asymmetric LQCA loads C-E affidavit for tiii thhol d my end 
Proprietary version of App A uiithhold (ref i0CFR2 790) 

LUMDVALLi A E C~E Operating Plants Duiners Group 80/06/30 2pp 


— 8007020574 "RCS Asymmetric Loads Evaluation Program.'’ final rept. 
Vol 1 

* C-E Power Systems BO/06/30 20pp 


— B007020SB1 "RGB Asymmetric Loads Evaluation Program. " final rept. 
Vol a 

* C-E Power Systems BO/06/30 300pp 


— 6007020588 "RCS Asymmetric Loads Evaluation Program.” final rept. Vol 
3 

* C-E Power Systems B0/O6/3D 3O0pp 


— B007020593 "RCS Asymmetric Loads Evaluation Program." final rept. App A. 
numerical results, evaluation of C-E fuel Nonpropr lotarg 
version App O.Pallsades fuel analysis. end 
« C-E Power Systems 80/06/30 2&pp 


— 8007080399 "RCS Asymmetric Loads Evaluation Program." App C.pipe whip 
restraints U App D.plan for fracture analysis of uti) cold 
leg piping Final rept 

* C-E Power Systems 80/06/30 l&pp 


— 8007020600 "RCS Asymmetric Loads Evaluation Program." App E. ECCS 
analysis approach w/reducod area coolant channels in 
peripheral assemblies Final rept 
* C-E Power Systems 60/06/30 9pp 


8007080364 Provides update re evaluation of asymmetric loads per Jan 
1978 request Several approaches considored to substantiate 
util position that safety problem docs not eiist Detailed 
discussion of plan due no later than 800901 
JONES. If C Omaha Public Power District 00/06/30 2pp 


B0071706SB Confirms telcon ro NRC contract personnel 800706-11 site 
visit to perform engineering analysis to Identify vital 
areas at plant Contractors will require access to plant 
info l< areas Proprietary info will be protected 
UAGMERi P C Operating Reactors Dranch 3 BO/06/30 2pp 


B007250001 Requests submittal of application for amend to license 
consisting of Tech Spec changes l< license conditions PUR 
Model Tech Specs ti Model license conditions for TMl-2 
Lessons Learned Category A items one 1 for guldanca 
EISENHUT. D 0 Division of Licensing 80/07/02 69pp 


8007240339 Advises of NRC reorganl lation on 800428 which resulted in 
number of changes in ofc 1 1 1 1 os. posi 1 1 ons h assignments of 
porsonnel Also submits info for OETR 

NOVAK. T M Assistant Director for Operating Reactors 80/07/08 
2pp 


00072B0530 Responds to NRC request for evaluation of plant RCS 
Buscep tlb 1 1 ty to ovorpressur i lati on events Hass input t< 
energy input analyses sections wore re-evaluated using new 
valve discharge coefficients 

JONES. H C Omaha Public Power District 80/07/15 6pp 


a Inspection reports. IE Sulletins f. Lorrospoodence 


8007020299 Responds to IE Bulletin 00-04. "Analysis of PUR Haln Steam 
Lino Break w/Contlnued Feedwater Addition “ Beanalysis of 
reactivity increase will be submitted by DD0916 Containment 
pressure response analysis is being peifoimed by vendor 
JDNEB. If C Omaha Public Power District 80/05/08 Epp 


8007020075 Forwards response to n|ien Item 5. Curl 13 of IE Oullctin 
79-010 H/o response 

JONES. U C Omaha Public Powor District 80/05/13 Ip 


Q0072101B7 Advlsvs that response to IF Bullitin BO-liJ. 'Decay Heat 
Removal Sys Operability.'’ will be delayed approi 3 wks. until 
000630 

JONES. U C Omaha Public Power District 00/05/21 Ip 


8007020430 Responds to IE Bui let in 00-09. 'Hydiamotoi Actuator 
Deficiencies " No ITT General actuators are installed at 
fac 1 1 1 ly 

JONES. U C Omaha Public Fiiwci District 80/09/22 Ip 


8007020263 Forwards IE Info Natice 80-22 "Brea kdnwns In Contamination 
Control Programs " No written response requneil 

SEVFRIT.K V Region 4. Dallas, Off n e of the Direr tor 00/09/28 

Ip 


0007210390 Forwards IE (ircular 80-13. "Grid Strap Damage in 
Ifest inghouse Fuel Assemblies ‘ No written response required 
BEVFRIT, l< V Region 4. Dallas, Office of the U> rector 00/05/28 
Ip 


0007010093 Forwards IE Info Notice BO-23, "toss of Suction to Emergency 
Feedwater Pumps " No written response required 

SEVFBIT.K V Region 4. Dallas, Office of the Director 80/03/29 
Ip 


8007190165 Foiaards IE Insp Rept 90-289/80-09 on 800509-08.12-19 «. 22- 
23 No noncomp I lance noted 

MADBEN.G L Region 4. Dallas. Re.ict(>r Construction 6 Engineering 
Support Branch 00/06/04 2pp 


—8007150171 IE Insp Rept 90-285/00-09 on BOOSO-i-OO. 12-15 ?< 22-23 No 
noncompliance noted Major areas inspected progr ess on IE 
Bulletin 79-14. s t artup preparat i un. reac tor roolant pump 
cover stud deterioration f< folluwup Insp 

UESTERHAN.T F , KELLEY. D I Region 4. Dallas. Office of the 
Director 80/06/04 4pp 


8007020419 Forwards response to IE Bulletin BO-06* "Engineered Safety 
Feature (EBF> Reset Controls " bummury of equipment 
devi.itions during resetting of engineered safety fe.rtures 
actuation sys cnc 1 

JONES. U C Qmaha Public Power District 00/06/06 9pp 


6007220124 Forwards IE Infu Notice 80-26. "evaluation of Contractor 
QA Programs " No written response required 

BEVFRIT. K V Region 4. Dallas. Office of the Director 80/06/10 
Ip 


6007160331 Forwards IE Infu Notice 60-27. "Degrailatioii of Reactor 
Coolant Pump Btutls '• No specific action or response 
required 

SEVFRIT.K V Region 4. Dallas. Uffiie of the Director 80/06/11 

Ip 


8007110086 Ac k roieipt of Q009GQ itr infurrsing NRC -of steps taken to 
correct violations noted in IE Insp Rept 90-285/80-03 
MADBEN.G L Region 4. Dall.is, He.ictnr Operations Nuclear Support 
Dranch 00/06/20 Ip 


— 8007 H0096 Responrls to NRC 800415 Itr re violalinns noted in IE Insp 
Rept 90-289/80-03 Corrective actions Maint Procedure HP-RV— 1 
will be revised to indicate specific valves procedure 
applies to 

JONES. If C Dmah,! Public Power llietriil U0/O5/0B 3pp 


B007240047 Forworde IE Circular 80-19. "I use of Reactor Coolant Pump 
Cooling it Natur.il Circulatiiirr Couldewn " No unitten response 
TcqUir Bri 

BEVFRIT. K V Region 4. Dallas. CIFf ii e of the Director 80/06/20 
IP 


8007IB0112 Ack receipt of 800613 itr intocmirig NRC of steps taken to 
correct viol at Min noted in IL Insp Rept 90-289/8(1-10 
DRQUN.O D Region 4. Dallas. Fuel Facility fc Materials Safetij 
Branch 80/07/01 ip 


. — '8007160122 Respunris to NRC 8(i0923 Itr rp viola t inn noted in IE Insp 
Rept 30-289/80-10 Corrective actions tethni c 1 <^iis 
relnsiructed an requiremi.ni to cooiluct full survey Fire 
door Alarm repaiied 

JONES, W C Omahn Public Power District r)0/O6/I3 2pp 


8007230558 AdviseCi NRC Of iii'p losiills of contuininont ri*r irculalion 
piping check valve. SI-159 Valve wos fond in "like new" 
condition w/no valve degrudatior. Dt.<erved *< leturni’d to 
operation w/o need for maint 

JONES. U r Omaha Public Powet District P0/(l//09 Ip 
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07310334 UpiJati-s info re ajmittanre i' f fJRt inBpeciOB to facility 
Di'ScjBBeB eiitraiue procedui et !< of i Ucnti f i c ation 

required Requests, site orientation 

SCVFRlT.lt V Re^idii <t. Dallas. Offiie of the Director 80/07/14 

2pp 


073e0t>01 Foroarili sununary or irradiated fuel jnsf folloiuing Cycle 5 

operation perfurjoetl tloring I'/HO rerueling outage No major 

abnormal ti es observed in 5ii irradiated fuel assemblies 

inspected Ho failed fuel pins uere obssrueri 

JONES. U C Omaha Public Poioer District 00/07/15 Dfp 


Periodir operating reports f. related correspondence 


0717037& Foruai ds month ly uperatini] rept For June 1900 
JONES. W C Omaha Public Poiijer District 80/07/09 Ip 


8007170379 tionthly operating rept for June 1980 

HtCKLE. 0 J Dmaha Public Pouier District 80/07/09 7pp 


Reportable otcurrenccs. LERs f. related correspondence 


>7070375 Forurards LER 90"OJ1/03L-0 

STEVEN5.se Omaha Public Pouer District BO/06/35 Ip 


30070703B5 UER BO-dl 1 /03I '0 on 000538. dur i tig 1980 refueling outage 
type D t< C cunta 1 nment Ieoh i ate tests., total leakage 
eiceeded 0 bLa limit Taused by leaking fuel transfer tube, 
electrical. mechanical sleeve !i piping penetrations 
CORE.M . CONMOUEV.J I Omaha Public Pomer District eO/Ob/16 
7pp 


17240130 Forwards LER BO-Oib/ODL-O 

ITEVENS.S C Omaha Public Power District BO/07/21 tp 


007240134 LER BO-0 Ib/ODL-O on (90062 1 . we 1 d on suction side of pump 
CFl-ia in demi tieral 1 1 ed water flush line cracked Caused by 
vibration of piping in sve Clock was ground out h rewelded 
using certified procedure ?r line tested 

JEUELL. U A Onuiio Public Power District 00/06/25 4pp 


HET 50-386 INDIAN POINT STATION. UNIT 3 

Security, medical, emergency fire protection plans 


7030254 Foruards security contingency plan 
Ion withheld (ref I0CFR2 7901 

AVNE. .1 P Pot.tei Authority of the State uf New York 80/06/20 ip 


7290795 Notifies NRC that 791109 ti 80032) revised emergency plans 
til become eFFortive on BOODDI !< prcceduies to implement 
Ian bill! beidinc effective within TTi days of plan 
ffdctive date 

AVNE. J P Power Authority of the State of New York 60/07/24 Ip 


hdjudicatory correspondence 


7310243 Forwards rommlsslori B00537 memor and urn ?< order containing 

ecisions on llfS 780502 petition fni reconsideration of 

80413 memoraiidun) f< order UC8 771104 petition sought action 

r fire protection far electrical cables 

tSENHUT.D G Division of I Irensing 60/06/25 89pp 


7090219 Ordei ijranting ettensiuri until &00725 for Commission to 
ensider whethei tu cpvieui At AR— 436 h portions of ALAD— 561 
3YUE.J C Office of the Sneretary ef the ComaiiSSinn 60/07/07 


7220S60 Respense m appos i tioTi to tl0C motion tor disqualification of 
■ airman Hendrie re tfCS 790917 petition seeking shutdown of 
cilsty Nolion. f.iiJed to show bias defined by Supreme Coorfc 
I Ulthrou vs Larkin proceeding 

ATT.C M Pouter Authority of the State of New York 
lANDENBURG. D I (.nnsolida ted Fdlson Co of New York aO/07/OB 
■P 


7140363 Order granting eitensjon until 600001 for Commission to 
lect whether to review ALAB-4,t6 t. relevant portionR of 
.AB-561 

JVLE. J C Office of the Becm l.iirii of thi Cnmmissinn 00/07/10 


0007290522 Motion for reconsideration of Commission 800530 order re 
portion instituting adjudicatory hearing before ASLD Interim 
OperatiO’ns Task Force rept. SECY-303, el 1ml nates basis for 
commencement of investigation 

URANDENDUHO. D L Consolidated Edison Cu of New York PRATT. C 14 
Power Authority of the State of New York 80/07/25 IBpp 


H General correspondence 


6007210208 Responds to end 800418 I tr to President Carter re Indian 
Point facility Describes NRC efforts to protect public 
health at facilities currently operating nr planned Par 
opeiation Village Voice news article enc 1 

DENTON. H R Office of Nuclear Reactor Regulation. Director 
00/05/21 lOpp 


8007170299 Responds to 600206 Itr re status (< responsibilities for 
emergency preparedness in facility environs FEMA has lead 
responsibility in offsite emergency planning 

GRIMES. B K Emergency Preparedness Program Office B0/O7/07 Hpp 


I Financial information 


B0072G0461 Forwards Annual Financial Rept 1979 

BAYNE. J P Power Authority of the State of Now York 00/07/24 Ip 


. — 0007280463 Annual Financial Rept 1979 

♦ Pquier Authority uf the State of New York 80/07/24 4lpp 


O Advisory Committee on Reactor Safeguards reports 1. correspondence 


BOO722O3O0 Provides summary of 000507-00 meeting lu/utiJs re core melt 
accident sequences Utils appear to cipect NRC to resolve 
problems & do nnthing to mitigate consequences of ClAss 9 
accidents 

CATTON. 1 California. Univ of. Los Angeles 00/05/10 hpp 


P Operating license stage documents fi correspondence 


0004240400 Forwards addl info re review of unresolved safety issues, 
trip rept of Lessons Learned implementation team.ti bask 
action plan in view of high population density surrounding 
p lants 

DENTON. H R Office of Nuclear Reactor Rogulation. Dlnector 
00/04/09 33pp 


80-07220084 Responds to 000609 telcon re NRC concerns ovar operability 
of centrol room ventilation sys in emergency mode Initiating 
air flow measurements in emergency mode to determine control 
room habitability is not in accordance u/actual plans 
ORIER.D H Region 1. Philadelphia. Office of the Diroctor 
80/06/11 Ip 


BOO7230099 Requests submittal of proposed Tech Bpoc ch.rngen providing 
for redundancy in decay heat removal capability in all mudas 
of operation Model Tech Specs which would provide acceptable 
resolution end for guidance 

EIBENHUT.D 0 Division of Licensing 00/06/11 62pp 


S007100393 Summary of 000520 Technology Eichange Meeting 3 w/utils in 
Bsthesda.MD to discuss accident mitigation features for 
pewor plants 

LONG. J K Division of Systems Integration 00/06/12 75pp 


0OO714O1B2 Bubmits lept of task force on interim operation of 
facilities Rept includes accident risk considerations, social 
& economiic impart considerations 8< summary of public 
comments 

HANHAHAN.E J Office of Policy Evaluations 0ICHWIT. L Office of 
the Oeneral Counsel BECY-80-283 00/06/12 hGpp 


— 0007140190 Summariies views of Economic Regulatory Admlnl atrat i on. Di v 
of Power Supply ti Reliability ro electric sys reliability 
Impact of operation of facilities as described In NRC 000428 
1 tr 

HEINFR. R E Energy, Dept of 80/05/15 4pp 


8007100103 Forwards Amend 30 to License DPR.-hA. safety evaluation ti 
notice of issuance b availability 

VARGA/ S A Dporoting Reactors Branch 1 80/06/13 3pp 


■8007100106 Amend 30 to License DPR-64. add Ing surveillance requirements 
for containment vent 6 purge sys 

VARGA, S A Operating Reartors Dranch 1 80/06/13 9pp 


— eO071i)01)0 Eofety evaluation supporting Amend 30 to License DPR-64 
« Office of Nuclear Reactor Regulation, Director 60/06/13 6pp 


K 
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■B007100114 Notire of issuance h availsblltij of Amend 30 to License 
DPR-64 

VAROAi S A Oporatlna ReactOTS Branch 1 QO/Oii/13 2pp 


B007010110 Notification of S00635 imoeting ui/utils & Saiidia Labs in 
□ethesda.ND for presentation of ovcrvipu of facilities risk 
study Agenda end 

ISRAELIS L Rel lability Risk Assensment Branch 60/06/16 Opp 


0007110557 Summorij of 800530 meeting ei/util in Dethesda.MD re status of 
action plan 

□LSHAN* L N Operating Reactors Uranch 1 80/06/S3 3pp 


8007010600 Notification of 900617 meetinij w/ubils in Dethosdai MD to 
discuss containment structural response< failure pressures t< 
failure modes fnr facilities as described in NRC B00410 Itr 
to Comm Ed 

MEYER. J F Reactor Systems Branch BO/06/26 Spp 


B007180044 Poruards Amend 31 to Licensn DPR'-64. safety evaluation 8. 
notice of Issuance b availability 

VAROA. S A Operating Reactors Branch 1 60/06/37 3pp 


■B007 160046 Amend 31 to License DPR-64> r e vi s i ng Tech Specs to add mid- 
cycle insp of one steam generator f. end-o f-c y c le insp of 
all four steam generators 

VARGA I S A Operating Reactors Branch 1 00/06/37 13pp 


— 0007160051 Safety evaluation supporting Amend 31 to License nPR-64 
• Operating Reactors Branch 1 00/06/37 9pp 


-6007160053 Notice of issuance & availability of Amend 31 to Llconse 
DPR-64 

VAROA. S A Operating Reactors Branch I 00/06/27 3pp 


6007210055 Requests that util submit revised schedule & justification 
for completion of ATWS mods within 30 days Util is requested 
to improve upon Fall 1902 completion date because of risk 
represented by facility 

VARGA. S A Operating Reactors Branch 1 00/06/30 2pp 


6007210490 "Evaluation of Impingement Losses of White Perch at Indian 
Point Nuclear Station t Other Hudson Rivor Power Plants " 

VAN HINKLE. W . UARNTHDVSE. L H . KIRK. B L Oak Ridge National 
Laboratory FIN D-0423 NUHEG/CR-llOO 60/06/30 i52pp 


0007000367 Provides method by which derivative action uac removed from 
proportional integial derivotive controller per 000616 Itr. 

Item II K 3 9. responding to Ttll -related requirements Feature 
eliminated by placing rate control to min 

BAYNE. J P Power Authority of the 0tate of New York 00/07/02 Ip 


8007170241 Forwards request far addl info re backfitling of severe 
accident mitig.itlon featux ee Response requested within 30 
days 

NOVAK. T H Assistant Director for Operating Reactors 00/07/02 
7pp 


6007310514 BurrmMi i| i<f ilOUf.."! nice ling went 1 1 r <- (lA [niiyt.itii 
OLSHANIH.L N CJpft.itiny Ri.,i. t til n til. met. I tW/ii'/;'|i App 


6007290580 lorw.ixds lomfiientb in. MWItl (. 'i:./'" r* •j.tMitl.i l.lt>'i 

potoTilial si.s 1 up 1 1 li 1 1 ) ty o i i I i‘.iiii y i.iil i ,itut '. ru.ii tair 
coolant pump suppiiTts to line fi <ii I i.i (• Inujlnuns A l.illtle 
fail II re Anal yens iiu t I ec hii 1 1 ally j us C i < i a il 

BAYNE, J P PiHuux Authoiltij of thr Pl.iti- n( lli’ui Vailk 60/0//. '4 
2pp 


Cl Inspoclipia repiiils, lb Bullctiii' * i a, i i a* -p oiiiU iii a 


9007170606 rc.rw.irds IE tr.sp Rupt 'll) Jl'li/.yllf) 04 on liO'l UJ’ 14 Nai 
n one omp i i a nc e nil te if 

CARLSON. II T Hugitin 1, Ch i I <hI u If.fi i .a ilfaiae of ilii’ Iiireitaii 
60/05/21 2pp 


— 600/170611 If Insp laeji t Tifi .196/11') ()4 nn (l(iC>31."'- 14 Mu iiuria limp 1 1 Ana u 
noted Majnr ni cas iiispecloii firi, pr pvi xil i uny p . n t u< 1 1 on 
program pertaining to fire pioLcctlim muds in Ann iid <*4 tii 
License nPn-64 

KOLTAV.P a Rug I on I. I'h 1 1 .ill e I p h i .a. ilfrice of t ha' llirecloi 
EBNETEfl. S D Hegion I, Pfi i loifi. Ip b i m> l<i.,irti<r roiistr ui t lott i, 

Eng i near ing ilupptirt Blanch 00/06/ if. 4pp 


60070201*14 Forwards IE Info Notice “III e.ik duun s tii < pri tamiiia t ion 

Control Programo " No leiitlei. re-spiinsr xeqnlred 
GRIbRiU II Region 1 I’hi 1 .iil u J ph i n. (Iff ice of the Intel lui 
60/05/aU Ip 


0007010303 rorwprds IE Infn Ni.tice (JO .'.i, “tdsi i»f 'iiiilliiri to (nierguiiry 
reodwutor Pumps " Mo written ri'spxiii.i' requiieil 
CiRIERiD H Region I, Pit i l.iil .. I p hi d. Ilfflce of Llie lllreitpi 
00/05/29 Ip 


0007100111 Ferwards reply tri IE Itullelin tlCl -05 le v.ii iium inhdllliiii 
resulting in damage Lti hnlahip I .inks tlesi.ltb aif ii>yiiiia did 
not identify am; riirri>clivo iiMion iiiquiied 

EARLViP v) Rniiyer aiuthiirity u f the 'itiiie of Now York 110/06/11'/ 
4pp 


8007210599 forujarda It! Info Nii 1 1 a « Ufi .’6, “I vd Unit ion of Liiiilrai Ini 
QA Programs " Nn written map on so teyi) Irani 
OFliER.ti II Region 1. F'h i l.iile Ip h i <i. CMfite of Itiu Dlruriar 
60/06/10 Ip 


0007160359 Forwards If Info Nut ice flO'JV. ’’ Degr.tdii I mil of Ituacloi 
Coolant Pump Utiidi “ Nii utiuailit iictiun ni ra>spciii»«> 
roqiilrod 

GRICR.D H Region I. Ph I J ,iil e I |.ii i .a, lirfjce of Ilia. Dnnrlnr 
00/06/11 Ip 


0007170316 Forwards response in If Uiilluliii tIO-OA, “f ng tiiourud taxiri.ly[ 
Feature lESF) Resiil C iin t r i.l .. '* All u.ifelaj relaitud rxiii kpxiienl 
remains in emeigency modn upon rinut uf f },r nc tii/il lain 
signal eiccpt as listed 

BAYNE. J P PowcM Aulliovitii iif thi- 'ilntp of Mew >ni k Bll/Of./ 1 / 

6pp 


6007250001 Requests submittal of appliration fer amend to license 
consisting of Tech Spec changes (. license conditions PHR 
Model Tech Bpecs t< Model license conditions for TMI-2 
Lessons Learned Category A items end for guidance 
EI8ENHUT. D 0 Division of Licensing 00/07/02 69pp 


0007020607 roruiards IE BuHetiii (10 I ‘j “Potsibla. I pi.s of inaoineiiry 
Notification 6y«i (tN9k W/L or s iif Off., iti' I'nwor '• Wi'lttiin 
rosponso required 

ORIFR.B H Region 1, F>li I 1 .ide 1 pit i a, ilfftce of tliu tllruttnr 
B0/06/IB Ip 


8007170590 Summary of 000625 meeting w/Pic kard . Lowe f< Garrick. Inc re 
risk study including modeling 'for plume trageetory. 
containment event tree 8. modeling, use of plant data {< 
consideration of citernal events 

IBRAEL.B L Reliability h Risk Assessment Branch 80/07/07 Bpp 


6007230646 Summary of 600507-00 technology ecchange meetings w/utils 
in Chicago. IL re core melt accident sequences & associated 
phenomenology for facilities NRC perceives real urgency to 
for answers to key tochniral questions 
MEYER. JF Reactor Systems Branch 60/07/09 12pp 


0007020491 Forienrils If I'liaul.it tit) 1 {y, nPIU'artair iiipUiil Hump 

Cooling A Notux-.a] Cirrulntiuii (ouliluuiii ' Nii wrlltuii rneiiiiiise 
required 

GRIER.BH Rpgiiin I, Ph 1 1 ,iri 0 1 ph I ,i . riflttp iif tlie lllroelor 
90/06/20 Ip 


0007180597 ResponilB to IF Ilulletvi) fl'l tW. "Hyrtt amiilcii Attuator 
Oof i Clone los " E. « umina t i am nt piaijurl vulve diaiwliigs iihubioit 
no h ydrayriotor at tualor a flint i shoal 

BAYNE. J l> Power Aiitlioritij of tlii' Ota Ip aif Noaii Viji k ilO/O/./pll 


0007070101 Notification of change in location 600625 meeting u/util in 
Bethesda.MD to discuss re-eval uat 1 on of operational OA 
program 

BELKE. H L Quality Assurance Branch 00/07/17 3pp 


0007160736 rorauarels IC Circul.ir f]0 14 ''R.*d i uar 1 1 I onlaimlrim-l am aif 

Plant DeminBraUii.i| Hutsi Rys l« ftesulliint Intrtn.il 
Contaminatiain or Pursunnel " No uirilleii mponso leaiulfod 
OftICn.B II neainn Ir Phi l,»iiu I ph I.l, (Ifflte of the nirartor 
QO/O/i/SA If 


8007300092 Notification of B007P4 maeting id/utll in BethesdaiMO to 
discuss ays interactions study 

DLSHAN. L N Operating Reactors Branch 1. 80/07/17 2pp 


8007290720 Forwards Revision 2 to steam generator operating history 
questionnaire 8. attached supplementary info 

BAYNE. J P Power Authority of the State of Neui York BO/07/83 


80072103P2 Forwatds IF; Infji Hotiiu nil e’4, "Lttw I 
Criteria " No wt 1 1 1 eit renpnrisu i uaiuit’aMl 
ORIFR.B II Reg. on I, Pli 1 1 .iiU. 1 ii h , o, Ilffice uf 
60/06/25 Ip 


(I'.ial Rudii'ASlo Ifiirinl 
tiia* lUref till’ 
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000714034? roru."iTil« refpoTise to NfiC request for arldl inFo re jnservice 
insp proqriim 

BAVHE- J P Pquer Authority of the Stale of Ni'u) York BO/Oii/S? 

7pp 


S007S')0I5(> Forwards IE Bulletin 00-16, ‘'Pntcntlql Misapplication of 
Roaemniint Inr Models 1151 •< 1 l,5I3 Pressure Transmitters 
W/Either A or D Oulpul Code', ' Written response i equirei) 

IE Circular flO-16 also eni I Wo written response required 
GRIER, C H Region 1, Pli i lad e 1 p h i a. Office of the director 
00/06/27 2pp 


0007210466 Responds to IE Dulletin BO-10 re potential nonrad 1 oat t i ve 
ays contamination '< uncontrolled radioactive releases 
Actions required by Items 1 ?< 2 rnfnpleted 

7t)LLA. S S Powei Authority of the Eitato of Wew Yoi k 80/07/03 Ip 


0007350313 Act Tsceipt of 0-00613 Itr informing WRC of steps taken to 
correct violations noted lu IE Insp Rept SO-3B6/7'?-?9 
0R1ER*D H Reyiun 1 , Philadelphia, Office of the Director 
00/07/03 Jp 


— 8007250317 Reipnnds to NRC B00514 Itr re violations noted In IE Insp 
Rept 50-2B6/79-P9 Corrective actions personnel i nstriic ted to 
evaluate survuillance results more carefully Program 
Instituted to resolve ri 1 scr epancics 

7ULLA> S S Power Authority <i f the State of New York 00/06/13 

3pp 


— □007250335 Forwards IE Insp Rept 50-206/79-29 on 79l 135'0OO1 19 R notice 
Of violation 

CRIER'B M Region 1. Philadelphia, Office of the Director 
aO/05/14 2pp 


— 8007250329 Motire of violatinn Pram map on 79 1 1 S5-H001 19 

» Region 1. Ph i i ad elp h i .i. Office of the Director 00/05/03 


--B007B50J32 IE Insp Rept 50-206/79-59 on 791 1 2S-0OD1 19 None omp 1 i anc e 
noted failure to evaluate surveillance results properly b to 
resolve discrepancies noted during containment insp 
KlSTEIl, H Regi-nii 1, Ph Had e I pliio, Reactor Operations Nuclear 
'Support Branch REIIELOWSKI T , vIDIiNSRN, .J Region 1, Philadelphia, 
Office of the Director 00/05/05 20p p 


R Periodic operating reports !, related correspondence 


8007170-363 Forwards ''Annual Environ Monitoring Rept, Part D Radiol ogical 
Rep t " 

CAHILL, W J Consolidated Edicon Co nf New York 80/06/30 Ip 


•8007170365 "Annual Environ Monitoring Rept, Part □ Rod 1 ol-o g 1 ca 1 Rppt " 
« Consolidated rjlson Co of Now York 00/06/30 66pp 


0007150669 Eubmils dally Pish counts from Intake screens for June 19G0 
MDNTl.W A Coiis-ol 1 dat cd Edison Co of New York BO/07/10 17pp 


0007210376 ForuaidS monthly operating rept for Juno 1900 

ZULLAiS 9 Power Authority of the Stale of New York GO/07/14 Ip 


— 0007210377 Monthly operating rept For June 1900 

CDNNELl.C Power Authority of the State of Now York D0/07/0B 

6pp 


0007210473 Forwards util 000613 Itr 6 "(luarlcrly Rept on Eeismte 
Monitoring Nutuurlc in Vicinity of Indian PointiNV, 

Cnn Ed ProaBct Dec i979-Feb 1900 '' 

DAVlS.vtp Consol 1 dated Edison Co nP Klew York 00/07/14 flpp 


0007220323 Forwards "Dallij Count from Intake Straens for June 1900 " 
2AHAKAS, P Consolidated Ediann Co of New York 00/07/15 Ip 


—0007020524 "Daily Count from Intake ‘l-croens For June 1900 " 
* Consulidated Edison Cn nf Mew York 00/07/15 4pp 


S Reportehle ticciirrences, Lt-Rs ^ rolafceif correspondence 


BOO404O212 PNO-I— 0O-35A Oil samples from hydraulic control sijs storage 
tanks *r both mnin feed pumps Pound out of specs for 
particulates Im rease in main feed pump oil microri particle 
site posslhly dim to filter overland !r breakdown 
HCCADEiE ■ nnuNNEH. E Region i, Philadelphia, Office of the 
Director 00/03/07 2pp 


0007020145 PN0-I-aO-O93 on B00617,util workers Union Local 1-2 
authorited strike nn HD06I8 Senior operators are oicluded 
Required IE prestrlko Insps have been completed 

OREENMAN.E O , DRUNNER.E J Reglen 1. Philadelphia, Office of the 
Director 00/06/17 Ip 


0007150001 PND-I-BO-094 on 000624 1 wh 1 1 e performing raalnt on Incore 
detec tar drives, three individuals sustained possible whole 
body radiation eiposurc ft internal L eiternal radioactive 
contamination Awaiting dosimetry results 

NIMIT2, R , KNAPP, P , MARTIN, T Region 1, Ph 1 1 ad d 1 p h 1 a. Office of the 
Director 00/06/24 3pp 


0QD7OIO452 Submits info rc B0D624 radiation exposure in cscess of 
permissible limits During routine containment entry to 
effect repairs to E drive, repair team withdrew severed drive 
cable u/incore detector Contaminat ian within limits 
ZULLAiS B Pntuer Authority of the State of New Yarh 00/06/25 

2pp 


0007010448 Forwards LER BO-006/OiT-0 

ZULLAi B S Power Authority of the Statu of New York 00/06/27 Ip 


— 0007010455 LER 00-006/017-0 On 800614, while operating at full power, 
test of control room air filtration sys Indicated total 
filter flow above Tech Specs Caused by drifting of Allen- 
Bradley 0O2T-A dampor 8ijs balanced 

0UMDLE,F U Power Authority of the State of New York 00/06/27 
ip 


BD0721OO19 Confirms 00-0627 telcon ro util actions following 600624 
personnel eipnsurn incident Approved protedure for maint 6 
repair of incore flu* mo-nitor Ing drive components will be 
imp lemirnted by 000711 (, addl guidance by 600702 
GRIER, D H Region 1, Philadelphia, Office of the Director 

00/06/ 27 2pp 


80070B0350 Forwards LER 0O'OOB/O3U-O 

ZDLLA, 8 S Power Authority of the State of Now York 00/07/02 ip 


--0007080354 LER 00-OOB/03L-0 on 800603. while operating at 607. power, 
outside power to i30 kV feeder bias lost Diesel generators 32 
6 31 were activated Caused by transmission tower ground lead 
which Fell across Feodor after being struck by lightning 
tJUHDLE.F M Power Authority of the State of New York 00/07/02 
Ip 


8007000355 Fnruards LE' aO-Q09/03L-0 

ZULLA, S 3 Power Authority of the Btate of New York 00/07/02 Ip 


— 0007000362 LER 0C-QO9/O3L-O on 000604. while operating at tOOX power, 
boric acid heat tracing test 3PT-O0 Indicated no 
continuity on circuit 39 Caused by failed Chromaloi 120 
volt. SCO watt strip heator Heater replaced 

tt Power Authority of the State of New York 80/07/02 ip 


D00714D333 Responds to concerns re control room ventilation sys 
operability in emergency (node noted In LER 00-006/01-0 
Dampers read jus ted, chare oal filters replaced 6 thyroid 
dose rate calculations reanalyzed 

ZUULAj 8 Power Authority of the State of New York 00/07/03 2pp 


0007290052 RO on 000624, p oi sonnol ovareiposed to radiation Occurrence 
re-enacted Rept expected soon from dosimetry contractor 
Intake evaluation completed Results indicate no exposure in 
excess of 10CFR20 103 limits id/o end 

ZULLA, S 0 Power Authority o P th e Stats of New York 00/07/11 

2pp 


B0072t04tB Provides supplemental info to 800625 6 0711 Itrs rs 000624 
overe ipDsure, in response to NRC request End table provides 
radiation exposure history In all cases, radiation exposure 
is within legal limits For annual exposure 

ZULLA, S S Power Authority Of the State of New York 00/07/16 
3pp 


8007290050 PNQ~1-B0-101 on 000715, plant tripped from lOO'A power due 
th water leakage on coolant pump penetrations Possible 
damage to coolant pumps b penetrations is being 
investigated 

REDEL0U8K1,T , MART 1 N, T , BRUNNER, E Region t, Philadelphia, Office 
of the Dlractor 00/07/16 Ip 


B007310426 Forwards LER BO-010/03L-0 

ZULLA, S S Power Authority of the Stats of New York, 60/07/25 ip 
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— B007310430 LGR B0'010/03L-0 on 000629, uh 11 B operating at 100/, power, 
Upon completion of trip tost, operator was unable to reset 
trip lever on 32 diesel generator Caused bg unsecured trsp 
latch spring having lost attaching screw 

PASSMAN, N A Power Authority of the State of New York 00/07/20 


T Hearing transcripts on non-onti trust matters 


B0071400S4 Unofficial transcript of 000626 briefing on recommendations 
of Indian Point Task Force in Nash ing ton, DC Pp 1~62 
Vieugraphs end 

e Commission 00/06/26 64pp 


0007240164 Transcript of BO0711 public mooting in Wosh ing ton, DC Pp 1-6 
« Commission 00/07/11 6pp 


B007250347 Unofficial transcript of D0C)717 discussion on Indian Point 
in Uashington, DC Pp 1-72 Draft memorandum t< order end 
* Commission 80/07/ 17 BOpp 


V Operator Examinations 


8007080303 Notifies NRC of commitment to enroll employees who do not 
succssfully complete any portion of reactor operator exam 
in accelerated reqiial if i tat ion program Declines to commit 
eieployees to Item B 1 f of NPC 000320 request 
BAYNE, vJ, P Power Authority of the Btato of New York 00/07/01 

Sfip 


DOCKET 50-207 OCONEE NUCLEAR STATION, UNIT 3 


F. Becurlty, medical, emergency it fire protection plans 


B007010205 Forwards security plan ro in-transit roquirements for ENH of 
low strategic significance Plan withheld (ref 10CFR2 790) 

PARKER, H 0 Duke Power Co BO/06/24 Ip 


8007230090 Requests participation in study of peop 1 e-rolabed problems 
In nuclear safeguards Study involves collection of data on 
licensee security forces b prectices NRC wishes to 
interview security mgt personnel at Facilities 
EIBENHUT, D 0 Division of Licensing 00/07/11 2pp 


0 Adjudicatory correspondence 


B007140461 Statement of Board of Commissioners'' positien in opposition 
to raduaste transportation through Oaston County, NO Urges 
transphrtati on via Interstates 77 b 05 Encourages expending 
energy b money for recycling tl/correspondcnce 
a Oaston County, NC BQ/04/2B 61pp 


—8007140473 Forwards add! comments to Oaston County Board of 

Commissioners' position opposing spent nuclcaj Fuel shipeiGint 
through county b two proposed alternate routes Author does 
not oppose shipment If adequate safeguards are provided 
OABTDN, H B. Oaston County, NC 80/04/25 2pp 


0007310243 Forwards Commission 000527 memorandum b order containing 
decisions on UC8 700502 petition for reconsideration of 
700413 memorandum b order UCD 771104 petition sought action 
re fire protection for electrical cables, 

ElBENHUT.D Q Division of Licensing BO/06/23 09pp 


P Operating license stage documents b correspondence 


6007240308 Forwards BbN licensees' responses to 790907 request for 
review of schedule for installing saf sty-grade anticipatory 
reactor trip for loss of feedwater b turbine trip Raview 
should be completed by 791115 

CAPRA, R A TMI-2 Bulletins b Drdsrs 79/10/24 Ip, 


0007160429 Forwards Airends 83,0,1 b 80 to Licenses DPH-30, DPft-47 b 
□PR-SS, r Bspec 1 1 ve 1 y, sa f ety evaluation b nutxce of issuance b 
ava 1 iabl i l ty 

REID, R H Operating Reactois Branch 4 00/06/12 2pp 


—0007160434 Amends 03,03 b 80 tu Licenses OPn-30, DPR-47 b DPR-SS, 
rospec t ivo 1 y > revi s in 3 Tech Specs to support operation of 
Unit 2 at full rated power during Cycle 5 
RElDiR M Operating Reactors Branch 4 00/06/13 23pp 


— 0007160445 Safety evaluation supporting Amends 83,83 b 00 to Licenses 
DPR-30, DPR -47 b DPR- 55, respectively 

» Office uf Nuclear Reactor Regulation, Oirector 00/06/12 
lOpp 


— 8007160453 Notice of issuance b availability of Amends 83,03 b BO ta 
Licenses DPR-,1Q, DPR-47 i, DPn-55, respec t ively 
REIDrR U Operating Reactors Blanch 4 80/06/12 2pp 


8007070035 Forwards safety evaluation re postuloled fuel handling 
accident inside containment 

REID, R N Operating Reactors Branch 4 00/06/24 2pp 

' — 8007070039 Safety evaluation re postulatod fuel handling accident 
inside containment 

* Operating Reactors Branch 4 BO/06/24 Ip 


0007020575 Summarizes actions undertaken by util re inadequate core 
cooling NRC review of previously submitted operator 
guidelines should be completed prior to util committing to 
install new instrumentation 
PARKER, W 0 Duke Power Co 80/06/27 Spp 


0007000223 Advises that response to NunEG-0667 is in final review b 
will be submitted by 000723 
PARKER, H 0 Duke Power Co 00/07/01 ip 


0007210004 Forwards questiuns re fuel assembly holddown spring insps b 
safety significance of opeiating w/ broken springs In core 
Requests response within 60 days 

NOYAK I T M, Assistant Director for Operating Reactors 00/07/01 
4pp 


0007110294 Forwards application to iimend Tech Specs to incorporate 
test frequency requirements of lOCpRSOtApp J 
PARKER, N n Doke Power Co 80/07/07 2pp 


— B007110331 Application to amend Tech Spec 44185 incorporating 
test frequency i cqulraments of lOCPRSQ, App ,1 Existing Tech 
Spec unacLBptabic far extended cycle lengths for which 
current b future cycles are/will be iice-nsed 
» Duke Power Co BO/07/07 2pp 


8007230700 Provides info re new ofe titles , post tions b assig-nnents of 
personnel resulting from 000420 reorgani zatlon of Ofc of 
Nuclear Reactor Regulation 

NOVAK, T M Assistant Dirottor for Operating Reactors 80/07/10 
2pp 


8007150575 Forwards "Oanerlt Startup Physics Test Program, Jul 1900 " 
Rapt siipersedo'i in entirety repts submitted 000604 b li 
PARKER, W 0 Duke Power Co 00/07/11 Ip 


— 0007150593 "Oenerlc Startup Physics Test Program, Jul 1900 ■' Rept 
supersedes in entirety previously submxtled repts forwarded 
by 800604-11 itrs 

a Duke Rosier Lo 0Q/O7/31 14pp 


0007880437 Forwards propotied revision to Tech Rpecs b amend to OL 
Proposal clarifiBS insp roquirements after primary to 
secondary leak speilfiad in Tech Spec 4 17 4 Requests that 
NRC review b approve proposal in timely manner 
PARKER, H 0 Duke Power Co 00/07/15 3pp 


B007140397 Refers to B00701 1 tr requesting info ra insp of fuel 
assembly hold-down springs, Revi ewed concern b documented 
results in 800606 Itr forwarding RO 50-269/80-15 b safety 
Bvaluation No further info required 
PARKER. W D Duke Power Co 00/06/00 ip 


8007230099 Requests submittal of proposed Tech Spec changes providing 
for redundancy in decay heat removal capability in all modes 
of oparation Hadal Tech Specs which would provide acceptable 
resolution end for guidance, 

EIBENHUT, D 0, Division of Licensing 80/06/11 62pp 


— 0007200430 Proposed Tech Spec revision Pago 4 17- 3. clarl fy ing insp 
requirements ,rfter primary to secondary leak 
* Duke Power Co 80/07/IS Upp 


8007310531 Forwards NUFieG-1368 b NUREG 1369 detailing development of 
checklist for evaluating maint tost b calibr procedures 
used in nuclear plants Ack util luopcration in study N/o 
artel s 

LENI8, R C Region B, Atlanta, Reactor (Iporations Nuclear Dupport 
Branch BO/OV/15 Ip 


0007200427 Forwards 
temp limits Class 
PARKER, U 0 Duke 


proposed foih Spec 3 1 H revision, changing pressure 
1 b in license amend fee and 
Power Co 00/07/22 3pp 
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— BOO72B043O PrO)> iiiL-sl 7f?ch Spec 3 1 *1 leviaiiig pressure temp linuts 
Duke HoLier Co 00/07/22 7pp 


B0072Q0544 Foruards Jtspojiae to ! e c owm e hda 1 1 0 h s ij) Nl)nEG"0/i67» 
"Transient Despunse of OtW DesignetJ FeaLtorb ’ flnsod on 
reviBLUi no uttiori is necessarij for majority of 
rec ommeiiOat luns 

PARSER. W Q Duke Pewor Cl 00/07/20 70pp 


Q Inspection reprirtb. It Dullotino t t q r i e s p ondc nc e 


Q0t>72401£’2 Foruiartls JE Info Wolice 00-20 "Cosl of Decay Heat Rernoval 
Capatailitlj at Davis-aesse Unit 1 While in RtPueling Hode " 

Ho response required 

O'BEILLYjJ P Htijioii 2. Atlanta, Office of the Director 30/05/00 

2pp 


B007100tA4 FoTuiartlE iE Insp Uepts 50-209/00- 1 A, 50-2 70/ DO-09 U 
50-207/00-09 on OO0t2B-O5OI Wo Pionc omp 1 1 an c e noted 

tlURPHViC E Reuion 2, Atlanta, Reactor Construction (■ Engineering 
Support Dranch BO/05/27 2pp 


— B007100151 IE Insp Repts 50-269/00-14,50-270/60-09 J< 5(J-2a7/BO-09 on 
000420-0501 Ho none ump 1 1 anc c noted Hcijor areas Inspected 
fire protection/prevent 1 Off 

CORLOM. T £ Region 2, Atlanta, Reactor Construction t< Engineering 
Support BraiiLh Mtt-t.En,H H Reg inn 2 j Atlanta. Office oP the 
Direttor SO/05/23 lOpp 


B007020204 Forwards IE Info Notice BO-32. ’’Breakdowns In Con tamt na t ion 
Control Programs " No siritten response reituired 

O'REILLY. J P Rtginn 2, Atlanta. Office of the Director BD/OS/SB 

ip 


8007210449 Foi wards It firculnr BO-Kl, Strap Damage in 

West inijhous e fuel Assemblies ’’ No uriLten response required 
O'REIULV.J P Region 2, Atlanta. Office of th« Director BO/05/2B 

ip 


8007010313 Forsjai ds IE Info Notice C0-?3 j ’’Loss of Boction to Emergepeg 
Feedkiiiior Pumps '• No written response required 

O’REILLY- JP Heglnn 2. Atlanta, Office of the Director tlO/09/29 

ip 


B007230Q43 Faruarils IE Info Notice QO- 26 . '‘Evaluation of Contractor 
OA Programs " No written response required 

O'nEILLV. JP Region 3, Atlanta, Office of the Director B0/06/1O 

app 


0007010065 Fnrwards update of info to 791026.1106,1207 t, B0O124 Itrfi In 
response to IE Bulletin 79 14, Items 2 A 3 
PARKER, H 0 Duke Power Co 30/06/11 6 pp 


0007160255 Foruaids IE Info Notice 00-27. "De gradot i on of Reactor 
Coolant Pump Btuils " Mo specific action or response 
reguirod 

O’REILLY, J P (legion 3. Atlanta, Office of the Director BO/06/11 
ip 


0007020763 Foruards IE Bulletin BO-15. "(Possible Loss of Emergency 
Notification Sgs lENB) W/Loss of Offsite Power ’’ Written 
response required 

O'REILLY, J P (legion 2, Atlanta, Df f i r e of the Director B0/06/1B 

ip 


BOO' 70204 S 9 Foruarils It Cirtulai BO-15. "Loss of Flractor Coolant Pomp 
Cooling A Natural Circulation Coolctpijin No written response 
required 

Q'HEILLY, J P Region 2. Atlanta, Office of the Director BO/06/30 
ip 


8007150013 Art receipt of IE Insg Repts 50-269/30-19,30-270/00-13 t< 
50-207/00-12 on S00513-15 No proprietary info 
PARKER. W 0 Duke Power Co R0/06/P3 Ip 


— 0007150019 Forw.iids IE Insp Repts 50-269/80-10,50-270/80-13 h 
SO-aOT/BO-lL’ on B00553—13 No iiiincnmp I lanc e noted 

NURPIIV.C E Region 2. Atlanta, Ruattur Conatruetinn R Engiheering 
Sujipart Dranib 90/05/39 2pp 


— 0007150021 IE Insp Repts 50-269 /OO-IB, SO-2 70/00- 1 3 ?i 90-207/60-12 on 
BOOStO-lS Nn ooiiL ompl 1 ance noted Major arans inspected 
structural eimcrete tor standby shutdown facility 
HARRIS-if n Region 2, Atlanta. Office of the Director 

COlytON, T E Region 2. Atlanta, Reactor Cani.tr uct ion t< Engineering 

Support Ordinh QO/05 /d.H 3pp 


3007170104 Forwards IE Circular 00-14, "Radioactive Contamination of 
Plant Demi nural 1 1 ed Water Bgs t< Resultant Internal 
Contamination of Personnel " Ho written response roquired 
D’OEILLV-J I’ Region 3. Atlanta, Office of the Director 00/06/24 
ip 


BD071B0533 Responds to IE Dullotin 79~03A, "Longitudinal Weld Defects 
in ASMF SA“J12,TypB 304 Stainless Steel Pipe " No Type 300 
piping in use for pressure piping Future use of piping will 
be reviewed 

PARKER, W O Duke Power Co B0/Q6/S4 Ip 


0007220193 Advises that hanger insp required by IE Dulletin 79-13 was 
nnt addressed in i esponse to bulletin Hangers visually 
inspected as part of response to IE tlulletins 79-03 (, 

79-14 

PARKER, W 0 Duke Power Co BO/06/27 Ip 


B0072J0235 Forwards IE Bulletin 80-16, "Potential Misapplication of 
Rosemount Inc Models 1151 Zi 1192 Pressure Transmitters 
W/Elthor A or D Output Codes " Written rosponse required 
IE Circular 60-16 also end No written response required 
Q'REILLY-J P Region 2, Atlanta, Office of the Director BO/06/27 
IP 


GO'0722D249 Forwards response to IE Bulletin 60-00 Approi 93 
ponetrat i pns concerned Weld defects classified as inclusion 
One repaired for cracking Design meets all requirements of 
ASME 

PARKER>H a Duko Power Co BO/07/01 4pp 


G007140463 Forwards 600704 Revision 2 to response to IE Bulletin 
79-olBi "Environ Dual 1 FI ta 1 1 on of Class IE Equipment " 

Replaces previous submittal 1, 600919 revision entlroly 
Includes cotrectione of minor errors 
TH1E0, A C Duke Power Co BO/07/07 36pp 


8007250166 Forwards response to Items 1,2a t, 3 of IE Bulletin 00-11, 
"Masonry Wall Design ’’ Lists all masonry walls which are in 
proilmlty to or have ottachments from safety-related piping 
or equipment 

PARKER, W O Duke Power Co 80/07/07 31pp 


8007310936 Provides shipping instructions for deficient steam generator 
malnuiay bolts set aside for independunt metallurgical 
analysis per NRC 600627 request Requests netlfication when 
bolts have been shipped 

LEWIS, R C Ragien 2, Atlanta, Reactor (Iperatians Nuclear Support 
Branch B0/O//1B ip 


0 Rcportatile occurrences, LERs h related correspondence 


800707031? Eorwards LE'R E10-016/03L-0 

PARKER, W □ Duke Power Co 60/06/30 3pp 


— 8007070323 LER GO-018/03L-0 on 800601, high pressure sve water pump B 
declared Inoperable due to motor cooler bubo leaks Caused by 
erosion t, corrosion resulting from constant flow of lake 
water Leaking tubes soldered & cooler pressuriied 
PHILP8TT,F T Duke Power Co 00/06/30 ip 


Q0D7160417 Advises that Q00610 incident involving loss of power to 
reactor protection sys Channel B does not constitute RO,as 
reported on 000611 Review indicates Tech Spec 391 
r equirutnonts wore mot Input fuse blew due to loose wires 
PARKER, W O Duke Power Co 00/07/10 2pp 


QOO/210609 Forwards LER fiO-OlO/OlT-O 

PARKER. W a Duke Power Co 60/07/11 3pp 


— 0007210617 LER SO-OIO/OIT-O on 000614, at lOD*/ full power, increase in 
eondonser air ejector off-gas count rate Indlcotod that 
oncB-through steam generator A had developed tube leak 
Probably caused by recent main steam stop valve testing 
PHILPQTT.F T Duke Power Co 80/07/lt Ip 


8007220963 RD on 000709, high pH excursion in oil collection basin 
discharge uae discovered Caused by water discharged from 
upper sump of safe shutdown facility const Const personnel 
advised of discharge limits 
PARKER.W O Duke Peuier Co 00/07/16 2pp 


Q00729Q640 LER 30-00?/OtT-0 on 000710, during normal operatl one, breaker 
uhich supplies rontrol power A phase of emergency power 
switching logic tripped, due to burned out relay coil Caused 
by coil c I earing contract failing to clear 
PHILPOTT.F T Duke Power Co 80/07/24 tp 


800VQ9063S Forwards LER 00-009/017-0 

PARKER.W 0 Duke Power Co 00/07/24 3pp 
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Docket so-asa reed couleoe research nEAcran 

InipBCtian reports. IE Bulletins & corresponilenco 


0007180851 Foruards IE Circular 90-14. "Radioactive Contamination of 
Plant Demineral i isd Water Sys it Resultant Internal 
Cantamlnation of Personnel " No urittsn response reRUlred 
EMOEUKEN.R H Region 5. San Francisco. Office of the Director 
90/06/84 Ip 


9007310163 Foryards ]E Insp Rept 50-880/80-02 on 800130-31 No 
noncomp 1 lance noted 

BOOK. H E Region 3. Ban Francisco. Fuel Facility t< Materials Safety 
Branch BO/06/26 2pp 


' — 9007310169 IE Insp Rept S0-28Q/90-02 on 900130-31 No noncotnpl lance 
noted Major areas inspected tour of facility, esanilnation of 
logs l( records of surveys. monitoring (> personnel eiposure 
WENBLAMSKI. F A . CURT 1 8. J R Region S. San Francisco. Office of 
thn Director BOOK. H E Region S> San Francisco. Fuel Facility tc 
Materials Safety Drsnch 90/06/36 4pp 


DOCKET 50-299 THREE MICE I8CAND NUCLEAR STATION. UNIT 1 


F. Security! medical, emergency & fire protection plans 


900701038B Foruards Revision 6D of TMI modified amended physical 
sncurity plan Plan uithhcld (ref 10CFR8 790) 

HER9E1N. J Q Metropolitan Edison Co 80/06/27 Ip 


8007090244 Foruards 790619 1 tr of agreement betuesn Radiation Mgt Corp 
b Met Ed for insertion into 900601 TMI emergency plan.App C 
HERBEIN.U 0 Metropolitan Edison Co 80/06/30 3pp 


9007160667 Foruards State of PA authorl latlon for open burning to brain 
f Iraf ighters 

HCRQEIN.J 0 Metropolitan Edison Co 80/07/11 2pp 


9007230933 Foruards revised fire protection program plan. replac ing 
prevloUB plan submitted Apr 1977 

MEIiaEIN. J 0 Metropolitan Edison Co 80/07 / 11 ip 


"9007220599 Revised fire protection program plan 
» Metropolitan Edison Co 80/07/11 Spp 


B007S&0471 Forwards "Independent Assessment of Evacuation Tims for 
TMI Nuclear Pouar Plant" in response to NRC 800910 Itr 
HEHBEIN. vl 0 Metropolitan Edison Co 90/07/17 ip 


"9007230193 '’Independent Assessment of Evacuation Times for TMI Nuclear 
Power Plonti “ Vol lO Prepared for FEMA 
TH0MP90N. W E Affiliation Unknown BO/06/30. 42pp 


B007910340 Forwards Suppl 3 to fire protection safety evaluation 
aupportlng daletion of reRUirement to Install thermal 
Insulation on decay heat removal valves 
REID. R U. Operating Reactore Branch 4 90/07/21 Spp 


— 9007310341 Suppl 3 to fire protection safety evaluation supporting 
deletion of requirement to install Insulation on decay heat 
removal valves 

* Opereting Reactors Branch 4 00/07/81 4pp 


0 Adjudicatory correspondence 


9007140489 Foruards position of Oaston County Board of Commissioners. 
NCi opposing spent nuclear fuel shipment through county & 
two proposed olternate routes W/o end 
RHVNE. 0. A Oaston County.NC 80/04/15 Ip 


0007330142 Forwards UBOB photographs of exhibit panel Peaturing TMI 
computer-plottad land use map. JR Wray 800429 memo re 
restart hearing map exhibit needs full site copies W/o 
photos. 

WRAY. J, R. Interior. Dspt of. Oeological Survey 80/06/04 llpp. 


--8D07230164 Forwards data outlining specs for prototype haiard 
mitigation maps. Compilations ulll be completed by 800630 
WRAY. J R. Interior. Oept of. Oeological Survey. 00/09/29 2pp 


"8007230160 Forwards description of maps for use In restart hearing 
LAROCHE. 0 ' Environmental Engineering Branch 80/09/87 I2pp 


0007020651 Reconsideration of c ontentions. ui thdrauinp prior Contentions 
8.7.10 1< 18. modifying Contentions 1.5.6.0.9.11.14.16.6 17 
6 retaining Contentions 3.4. IJ 6 IS Draft of revised 
contentions fc Certificate of ?vc end 
8H0LLY. 0 C Affiliation Unbnoun 90/06/05 ISpp 


0007020648 Motion seeking eitension of discovory period re Commission 
000316 memorandum 6 order. CLI -BO-16. 6 ABLE response 
concerning hydrogen control contentions Certificate of 
0vc cnc 1 

BHDLLY. 5 C Affiliation Unknown 80/06/09 9pp 


6007010269 Forwarps time 6 attendance records for OfC of Nuclear 
Reactor Regulation personne 1 > updated through 000419. in 
response to UC9 Interrogatory 810 Copies available in PDF! 6 
LPDRs 

6MARTZ.L L Hearing Branch 1 BO/06/10 Ip 


0007030057 Motion in withdraw Contention 16 doc to negotiations u/ 
licensee which solved intervenor concerns rs security 
Supporting documentation 6 Certificate of Sve end 
6H0LLY. 8 C A( filiation Unknown 00/06/10 9pp 


800720026S Foruards York Cuunty Industrial Development Corp B00610 
resolution Urges NRC to oipedite restart of TMl-1 
DELL.J J Affiliation Unknoun 00/06/12 4pp 


0007140000 Response in oppesitlon to licensee reply to TMI Alert 
B00529 motion to compel followon discovery Motion was filed 
within period prescribed in legulatlons for mailing 
Certlflcato of Sve oncl 

ADLER, T A Three Mile Island Alert ADLFR. T A Midoff. Reager. 
Sclkowiti 6 Adler 80/06/10 3pp 


— B007140009 Second ret of followup interrogatories directed to licensee 
Requests work-related accident documentation involving 
personal or property injuries Responses to Till Alert 
Interrogatories 5-6 must be updated Certificate of Sve end 
ADLER, T A Three Mile Island Alert ADLER. T A Midoff, Reager, 
Selkowlti 6 Adler 80/06/10 4pp 


8007310243 Forwards Commission B00527 memorandum 6 order containing 
decisions on Uf9 7B0S02 petition for reconsideration of 
700413 memorandum 6 order UCB 771104 petition sought action 
re fire protection for electrical cables 
EI6ENHUT. 0 0 Division of Licensing 00/06/23 a9pp 


0007000043 Forwards UCQ affidavit of RD Pollard Requests sve on 
parties in restart proceeding 

UEIBS. E R Bholdon. Harmon ft Weiss 00/06/26 ip 


— 0007000030 Affidavit submitting addl answers to Toortellotte questions 
at RD Pollaid 800411 deposition States that NRC approach in 
800331 response to UC5 Interrogatories 150-153 is Inadequate 
6 unacceptable Certificate of Sve end 

POLLARD, R D Union of Concerned Scientists 90/06/26 4pp 


0007020616 Bupplcmental rept on search for suitable TMI-1 hearing 
facilities re restart proceeding Identifies three possible 
places in Harri sburg. PA Bve list end 
* Metropolitan Edison Co 00/06/S7 4pp 


8007020633 Response in opposition to TMI Alert second set of followup 
Interrogatories due to untimely filing 6 irrelevance 
Argument re application of new info per ASLD 900505 order is 
w/o merit Certificate of Sve end 

ZAHLER.R E Metropolitan Edison Co ZAHUER.R E Shaw. Pittman. 
Potts b Trowbridge 00/06/27 6pp 


0007010332 Response Stating no opposition to SC Lhutly B00610 motion to 
withdraw Contontlon 16 re security issues Certificate of Sve 
one 1 

SWANSON, D T Hearing Branch 1 80/06/30 3pp 


6007070570 Forwards PA Emergency Mgt Agency B00104 directives b 
circulars. suppl tu haiard analysis matls b "RAC Comments on 
Annex H to Disaster Operations Plan." U/B00519 cover Itr 
W/o attachments Certificate of Bve encl 
CARTER, K W Pennsylvania. State of 00/06/30 4pp 


8007000004 Forwards Poople Against Nuclear Energy request for ASLB 
guidance on scheduling of psychological distress issue Bve 
to parties in rcstait procopdmg requested 
JORDAN, W 8 Sheldon, Harmon & Weiss 00/06/30 Ip 


—0007000005 Request for ASLB guidance re preparation of case in absence 
of Commission decision. per present schedule of psychological 
distress issue Issues may be added to end of hearing or 
may be suhj of srparate schedule U/Certi f Icate of 6vc 
JORDAN. W 0 People Against Nuclear Energy JORDAN. W S Bheldon. 
Harmon b Ms I so 00/06/30 Spp 



100 


DOCKETED ITEMS 


e0071400t>S Interrogatories directed to licensee & hRC Requests 
technical info re bypass capabilitg around filter unit> 
vantilation igs mod in NURfO-OAflO & restart evaluation 
Certificate of Svc end 

LEUIS.H Affiliation l/nknouin BO/Oi/30 3p|i 


B007<}302?0 Second set of interrogatories directed to UCS Requests 
identification of all pertinent info intended to be used in 
intervener direct case 6 cross-e t amina t ion on Contentions 
i-»4 

SMARTZ.i. U Antitrust Division 60/07/01 9pp 


--6007030393 Second sot of interrogatories directed to MI Lewis Requests 
identification of alt pertinent info intended to be used in 
Intervenor direct case {< cross-e ramlnetion on contention 
Demands statements re gaseous raduaste sgs eapabllltg 
BWARTI.L L Antitrust Division SD/07/0i 4pp 


--S007030396 Second set of interrogatories directed to TMl Alertdnc 
Requests spec of alleged violations in safety evaluation b 
Identification of all pertinent Info intended to be used in 
intervenor direct case b cross-eiaminatian on contentions 
SMARTZ. L L Anti tr u a t D 1 vl s ion 60/07/01. 7pp 


—6007030297 Second set of interrogatories directed to Chesapeake Energy 
Alliance Requests statsnents on NRC review of separatlen of 
TMl-1 b a operations b identification of all pertinent Info 
intandod to be used in tntervonor direct cese 
SWARTZ. U L Antitrust Division BO/07/01 7pp 


--8007030899 Second set of interrogatories directed to MM Aanodt Requests 
statnents on technician test performance b identification 
of all pertinent Info Intended to be used in intervenor 
direct case b cross-eiaminail on on Contentions S. d.S b 8 
SWARTZ, L L Antitrust Division 80/07/01. App 


—8007030301 Second set of interrogatories directed to SC Sholly Requests 
statements on safety evaluation of emergency plan offsite 
aionitering b identification of all pertinent info intended 
to be used in intervenor direct case b cross-ecemlnation 
BWARTZjL L Antitrust Division ao/07/0i lOpp 


— S007030303 Second set Of interrogatorias directed to Antinuclear Group 
Representing Yorh Requests statements on State of OA 
emergency plan k identification of pertinent info intended 
to be used in intervenor direct case 
EWARTZi L L Antitrust Division 60/07/01 App 


—8007030303 Second set ef interrogatories directed to Newberry Township 
Requests statements On emergency plan as reviewed 
by NRC b identification of all pertinent info intended to be 
used In intervenor direct case b cross-e lamina t i on 
SWARTZfL L Antitrust Division 80/07/01 4pp 


•8007030304 Second set of interrogatories directed to Environ Coalition 
on Nuclear Power Requests all pertinent info intended to be 
used In intervenor direct case b eross-eiamlnatlon on 
Contentions ila) I c ) id > ( el, S b 4 Certificate of Svc enel 
SCHRTZiL L Antitrust Division 80/07/01 7pp 


0007140003 Followup safety evaluation interrogatories directed to NRC, 
re mgt b technical capab 1 1 ity, operat 1 onal OA program b Tech 
Specs per IE Bulletin 79— 09A ref Certificate of Svc b 
supporting documentation end 

WIDOFF, M P Three Mile Island Alert MIDOFF, M P Wldoff, Aeager, 
Benowltr b Adler 80/07/01 llpp 


6Q07090280 Memorandum b order granting «> tens Ion until 600707 for UC9 
to hand deliver safety evaluation discovery in restart 
proc eading 

SMITH, I W Atomic Safety and Licensing Eoard Panel 00/07/03 Spp 


8007090218 Clarifies confusion in NRC 800701 second set of 
interrogatoT 1 e$ directed to parties Intended to Inquire how 
safety evaluation will be used in direct case b eross- 
edemination 

SMARTZ.L L Antitrust Division 80/07/07 3pp 


* set of interrogatories re NRC restart 
/07/07 ip 


1C re new info 
test to 
ater 
end 

R. Sheldon, 


B007290A6a Fol louup interrogatories directed to licensee Requests 
complete narration of events leading to 800627 Occident 
involving teak of 10,000 gallons of contaminated water 
Certificate of Svc enc 1 

ADLER, T A Three Mile Island Alert ADLER, T A Wldoff, fleager, 
Selkowitt b Adler 00/07/07 Spp 


80072S06B9 Motion to compel licensee responses to second set followup 
interrogatories Intervenor complied w/ASLE B00909 order ro 
schedule for discovery based on new info Interrogatory 2 
will elicit new evidence. Cert I f I eo to of Eve end 
ADLER, T A Three Mile Island Alert ADLER. T A Midoff. Reager, 
SeUawitc b Adler 80/07/07 App 


8007310138 Response in opposition to NRC second set of interrogatories 
NRC established no justification for untimely filing 
Certificate of Svc end Related correspondence 
SHOLLy, 8 C Affiliation Unknown 00/07/07 7pp 


8007160994 Forwards netnorandum b supporting documents re A3LB request 
for assistance in obtaining U808 special maps for TNI-1 
restart hearing Maps will be distributed in Jul 1980 when 
completed U o end 

TOURTELLOTTE. J Hearing Branch 4 80/07/00 Ip 


6007220203 Motion to compel production of licensee emergency plan 
implementing document Means by which licensee Intends to 
effectuate plan must ba ravieued 

BRADFORD, 0 P. Anti-Nudear Group Rapresenting York 60/07/00 Spp 


— 80072S0209 Responses to NRC second sat of interrogatories Includes info 
re state plan review, role of local agendaa In emergency 
response test eierclse b absence of offsite monitoring 
devices in safety evaluation 

BRADFORD, 0 P Anti-Nuclear Group Representing York. 80/07/08 
Spp 


— 8007220217 Response in opposition to majority of NRC 800701 second set 
of Interrogatories due to generality of queittoni. 

Certificate of Svc and 

BRADFORD, 0 P Antl-Nudear Group Representing York 80/07/08. 

Spp 


8007280130 Ack receipt of Itr to President Carter requesting 
intervenor funding for activities re restart hearings 
Consumer Advocate of PA request for intervenor funding 
denied Petition filed on 000930 

REIDj R Irl Operating Reactors Branch 4 80/07/08 Ip 


— 0007260140 Forwards D Hoislar Itr to President re intervenor funding 
for reply 

ROTHKOPF.C L Energy, Dept of 60/01/22 2pp 


0007110324 Memorandum un People Against Nudaar Enargy request for A8LB 
guidance re psychological stress issue hearing preparation 
Present situation reveals no problem for filing testimony by 
end of Qct Future schedule will solve uncertainties 
SMITH, I N Atonic Safety and Licensing Board Panel 80/07/09. Spp 


8007140224 Response in opposition to Antinuclear Group Rsprasentiny 
York 800630 motion for reconsideration of A8LB 800129 order 
rejecting Contention IKC) Commission apparently does not 
intend to revise emergency tone Certificate of Svc and 
ZAHLER, R E Metropolitan Edison Co ZAHLERtR E 6hau> Pittman, 
Potts b Trowbridge 80/07/09 Bpp. 


0007170210 Response to NRC 800701 interrogatories re restart 
proceeding Alleges inadequate training of potential 
radiation monitoring team membtrs b poor calibr 
preparedness Certificate of Svc end. 

BHDLLY.B C Affiliation Unknown 80/07/09. llpp. 


8007170370 Response to Chesapeake Energy Alliance Interrogatory 6-9 on 
Contention 6 re identification of THI-8 event sequences that 
could result In substantial reactor coolant loss, N/unslgned 
b unsubscribed affidavits b Certificate of Svc 
aWARTZ.L L Antitrust Division 00/07/09 7pp 


0007290001 Motion for reconsideration of ASLB 000629 memorandum b ordar 
denying TMI Alert motion to compel licensee answers to 
interrogatories Info is necessary to determine if pipe 
cracking resulted from deferred malnt U/Certlf icate of Svc, 

ADLER, T A Three Mile Island Atari. ADLER, T A Midoff. Reager. 
Selkoultz b Adler 80/07/10 9pp. 


8007300039 Forwards complete set of correspondence rt hearing A8LAS 
request for assistance in obtaining special maps for TMI-1 
restart hearing from 08 Maps being developed will serve as 
models for establishing base map req,uirements within NRC. 

BALLARD, R L Environmental Engineering Branch 60/07/10 Bpp 
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8007220003 Rasponss In opposition to NRC second set of Interro-gatonios 
1(8 t< 3 duo to untlmel iness t< Irrelevancy Certificate of five 
end 

ADi-ERiT A Three Mile Island Alert ADLER < f A Uidoffi Reager< 

Belkowltt «, Adler 80/07/11 Spp 


8007170130 Response in support of licensee 800683 notion for order 
reiluiring Environ Coalition on Nuclear Pouer to specify 
Contentions 3-2 & 2-4 Opposes request for Imposition of 
sanctlona. U/notlce of appearance li Certificate of five 
ORAV. J n Hearing Branch 1 00/07/14 9pp 


6007180391 Response in opposition to THI Alert 800707 motion to coinpel 
licensee responses to second set of follouon 
interrogatories intervenor position re availability of info 
is contradictory to prior statements H/Certificato of five 
ZAHLERtR E Metropolitan Edison Co ZAHLERiR E Shaup> Plttmani 
Potts & Trobihrldge 80/07/14 Spp 


8007180421 Requosts lifting of suspension of prehearing activities 
Repts on B00711 emergency planning meeting Rovislfins made 
after briefing & discovery on scope of emergency plan Issues 
may generate addl contentions Certificate of Bve end 
AFTER BRlEpiNO Hetropolltan Edison Co ZAHLER>R E fihau. Plttmam 
Potts ti Troubrldgs 80/07/14 9pp 


0007810487 Forieards UC8 abjection to second set of NRC interrogatories 
five on pa-rties requested 

HEISB. E R Sholdon. Harmon *< Ueles 80/07/14 Ip 


— B007210495 Objection to second sot of NRC Interrogatories Ouestlons are 
not based upon neu info In 8ER Certificate of Bve end 
HEI8S> E R Union of Concerned Scientists UElSStE R Sheldon> 
Harmon << Heiss 80/07/14 2pp 


— 8007210503 Second set of Interrogatories directed to UCS Requests 
identification of Info relevant to Contentions 1-14 u/names 
of witnesses Intended to be called 

SHARTZj L L Office of the Executive Legal Director 80/07/01 
Spp 


80071B0396 Advises that licensee identified two addl possibilities for 
hearing space since 800627 filing of supplemental rept on 
search for suitable hearing fad 1 itles. Further delay may 
preclude scheduled commencement of hearing in Oct 
• Hetropolitan Edison Co 80/07/19 3pp 


B0Q73200S3 Memorandum fc order requesting resumption of prehearing 
activities re emergency planning Specific discovery requests 
must be made within 10 days Objections roust be received in 
five days from sve of requests tc responses in 19 days 
SMITH* I W Atomic Safety and Licensing Board Panel 80/07/13 3pp 


8007310137 Rept on search for suitable hearing facilities Two addl 
possibilities identified in Harri ibiirg* PA Further 
developmant will be reported Certificate of Bve end Related 
correspondence 

a Hetropolitan Edison Co 80/07/15 Spp 


0007100394 Notion for dlsmlssol of TMI Alert Contention 9 from restart 
proceeding due to deliberate refusal to answer licensee 
800613 Interrrogatorios. Intervenor refused to give facts in 
support of contention Certificate of Bve end 

BLAKE* E L Hetropolitan Edison Co BLAKE, E L Shaw. Pittman, Potts 
«i Troubrldgs 80/07/16 32pp 


B007220929 Forwards request on behalf of People Against Nuclear Energy 
re question of whether psychological distress contentions 
are admissable in TMI restart proceeding 

JORDAN, M. 8 People Against Nodsar Energy JORDAN, U. 6 fihaldoni 
Harmon & Ueiss 80/07/16. Ip 


— 8007220930 Requests Coromission decision on psychological distress 
issues. Suggests that natter be first item of business for 
new chairman 

JORDAN, H S People Against Nuclear Energy JORDAN,U 8 Bheldon, 
Harmon b Helss 80/07/16 7pp 


—8007220933 Memorandum re People Against Nuclear Energy request for 
ABLB guidance Unable to rule whether filing of direct 
testimony by end of Oct wilt be timely 

SMITH, I H Atomic Befety end Licensing Doerd Panel 80/07/09 
9pp 


8007220389 Requests that A8LD issue subpoena to UOR-TV for tape or 
transcript of “Hhat's Happening, America " Program broadcast 
on 800324 tc revealed facts re util malnt practices 
Certificate of five end. Related correspondence 
ADLER. T A. Uidoff, Reager, Selkowlti b Adler GD/07/16 Spp 


8007310143 Response to second set uf interrogatories Ouestions 
preheater role on filter sys as described in safety 
evaluation I, restart repts Certificate of Sve end 
LEU 1 5, M I Affiliation Unknown 80/07/16 2pp 


8007230962 Advises that, despite late receipt of UCS third sot of 
interrogatories, NRC responses will be hand delivered to UCS 
b ASLB on 000728 

SWARTZ L L Antitrust Division 80/07/17 2pp 


QO0722O964 Forwards signed affidavits Identifying authors of NRC 
response to Chesapaake Energy Alliance Interrogatory 6-9 
aUARTZ.LL Antitruet Division BO/07/17 3pp 


8007230931 Response in opposition to TMI Alert G00707 followup 
interrogatories re S00627 loak of contaminated water 
Relation to remaining contentions not shown Certificate of 
8vc end Related correspondence 

BLAKE ■ E L Metropolitan Edison Co BLAKE. E L Shaw, Pittman, Potts 

b Trowbridge 80/07/ 1 7 5pp 


6007230900 Response to til Lewis 800630 1 ntor rogat or 1 es ro SER Includes 
explanations on abnence of Invostigation re lack of 
auxiliary bldg ventilation sys bypass Aff i davits. prof 
qualifications b Certificate of five end 
SWARTZ. L L Antitrust Division 80/07/18 15pp 


6007230906 Forwards llconsee response to interrogatories re TMI-I 
restart Related correspondence 

ZAHLER.R E Shaw. Pittman. Potts b Trowbridge 00/07/18 Ip 


— 8007230314 Response to Intervenor MI Lewis interrogatories on NUHEO- 
0680. "TMt-1 Restart Evaluation " Related correspondence 
ZAHLER. R E Metropolitan Edison Co ZAHLER. R E Shaw. Pittman. 
Potts b Trowbridge 80/07/10 4pp 


8007330610 Response In opposition to Antinuclear Oroup Representing 
York 600709 mntlon to compel sve of emergency plan 
impleioentlng document Motion inconsistent u/production 
groundrules Certificate of 3vc end 

ZAHLER. ft e Metropollten Edison Co ZAHLER, ft E Shaw. Pittman. 
Potts b Trowbridge 80/07/18 6pp 


8007230604 Response In support of People Against Nuclear Energy Q00716 
request for Commission decision on psychological distress 
issue Urges striking Section III of motion re opportunity 
for rnpiy briefs Certificate of five end 

TROWDRIDQE.O F Metropolitan Edison Co TROUDRiDOE.O F Shaw, 
Pittman, Potts b Trowbridge 80/07/21 5pp 


8007230609 Forwards HL Jensen B00721 affidavit re NRC responses to 
BC Sholly safety evatuatlen Interrogatories 9-10 
BWARTZ.L L Antitrust Division 80/07/21 2pn 


— 8007230614 Response to 3C Gholly 000630 intorrogatorles on restart 
safety evaluatian re steam generator level instrumentation 
designed to meet safety grade requirements b other issues 
Affidavits, prof qualifications b Certificate of Sve end 
fiUARTZ.L L Antitrust Division 80/07/21 33pp 


—8007230617 Response to TMI Alert 000701 followup interrogatories re 
safety evaluation Explains suggested changes re Improvod 
mgt capability b technical expertise Certificate of five 
one I 

BUANSON, D T Hearing Branch 1 80/07/21 90pp 


B0072S0446 Forwards A5LQ B00721 subpoena directed to R Fonnimore of 
WOR-TV Ack requested 

SMITH, I W Atomic Safety and Licensing Beard Panel BO/07/21 ip 


— 8007250492 Subpoena commanding R Fennlmore of WOR-TV to appear on 
behalf of TMI Alert, on BOO0O6 in Oethe sda. MD. re Fennimora 
<800324 television interview 

SMITH, I U Atomic Safety and Licensing Boord Panel 80/07/21 
Ip. 


8007290779 Response to NRC interrogatories based on safety evaluation 
Submits items supporting allegation that licensee is not 
technically qualified Intervener will rely on currant 
financial statements re Contention 6 U/Corti f icate of five 
WIDDFF, M P Three Mile Island Alert UinOFF.M P UldofP, Reager, 
Belkowitz b Adler SO/07/21 9pp 


B007290426 Memorandum b order ruling on TMI Alert 900707 motion to 
compel licensee responses to interrogatories Interrogator las 
1,3 b 4 must be answered within IS days Interrogatory 2 need 
not be answered 

BMITH, I W Atomic Bafety and Licensing Board Panel 80/07/22 9pp 



DOCKETED ITEMS 


>7J9 M 0 mo riiiiil II tn otivioing thot ASl D B00713 momorflinliim & order has 
jturpnoo of sctlins scops uf Comml ss i uii dlscovorij 
irktg fr sstobllshlng scheduls far Itllgotioii of 
'oncy planning lesiiss 

I. I W AturnlL Bafstg and I Itnnsing Dnnrd Ponel nO/07/aj Spp 


)6S I rorunrds dacumants sent to BC Ohnlly In responaa to Q00630 
rrogatarlCE Copieu avollable in Locnl PDR H/o anc I s 
rZ.I- L Antliruet Diviiilon DO/oy/BJl Ip 


)4vl7 nsspon«« In uppitsltinn to TMt Aloi t 000710 (notion far 
tsidoratioii of ABLH B00AB9 ardor dong mg inbarvonor 
in to camps) Afflrmn llcsnson OOOSn f( 0604 rsoponasa to 
ilert illacavorg ti ndtion tn temps) H/Cort i f I rate of Svt 
E 1. Metropal itnn Edlaon Lo OUAlibi E L. Bliaui nittcnani Potts 
lubriilge I10/0//a4 iOpp 


Porwarda II Rtlvor.HI! KsimlfiiOH Oilray !< Ff? Allanspacti 
[ilivlts t# prof <iuaH f IcatlciiB re NflC B007ai responaa to 
Alert fallouup intorrogator I so 
•DNi D T flooring Dranrti 1 B0/O7/BS tlpp 


>319 Nsspondi to DCS third sat of In tsrrngatori ea re nsu info In 
tg evaluation Fuiuilonal tost not eipscted prior to 
Ing Adoijuato oitans for prsveiitlon. of steam genorator 
fill demooBtratod U/afPIdavits & Certificate of Qvc 
rill, l. Antitrust D-lvloioii 00707/20 4Spp 


rral cerreipomlanEB 


0S83 neapondl to HOOSaiU lir re nc Ames concerns about dolays in 
llty restart Conmisi I on '/lOQOV order identlflSB Items 
must be resolved prior to restart Time required to 
Ive Items uill doleg reotart until late 1980 
EIIERiC Office of Congreis lonal Affairs QO/nA/OS ifpp 


>334 nesponds to 800414 Ur re CM Lsveau concerns about util 
ictal condition PA Public Utils CommUslon should be 
acted Dsclsioit on fueling restart could not bo expected 
re end of 1980 due to proceeding scope U other factors 
sREfltC Office of CongresB iona 1 Affairs B0/O4/1B Spp 


8349 Responds to 1)00414 Itr ra I* Clarli concerne about util 
idol condition PA Public Utils CommlBBinn should be 
acted Decision on facllitg rnstart could not be expected 
re end of 1980 due to prucDeding scope (< otlier factors 
;nrRtC office of Congressional Affairs B0/O4/1D Spp 


143Q Respond I to Hr re Bf Argubriglit concerns about delags in 
lity restart Decision on restart ulll not be mode until 
1980 due to time required to complete tasks ro 
Isston 790009 order 

RRCRiC Office of Congr oi« Lonal Affairs 80/09/09 3pp 


3108 Respvnds to 800331 questions rv poselbte financial failure 
ell Financial failure provldas grounds for Imneiliatu 
cation of license Contingoneg plans under development 
■ill ensure protection nf public honlth 
IINE>d F Canmission 80/09/07 Spp 


0693 Urges WHC approval of vonllnj at Till 
.A A Affiliallai) Unknaum 80/06/04 Ip 


0039 Urges eipedltleus restart of facility due bo continuous 
eAse of pnuor cost reiu|llhg frum indecisions & delays 
STEHiCF Affiliation Diiknawn 80/06/34 Ip 


0013 Urges efforts to restnrt unit at early iTato due to rate 
pas* approwad by PA Public Util Commission for Met Ed 
omen 

INOCR.C W Affiliation Unknown 80/06/26 Spp 


03BS Raepoods to flOOfsOS invoire & forwards insp faes for period 

»r i979 to liar 1900 par 10CrRl70 W/o end 

ElNiU 0 Metropolitan Edison Co 80/07/0S 3pp 


0031 Rasponils to 000612 Hr forwarding recant roaolublon adopted 

ort County Industrial Development Carp advocating return 

actIHg to bvc. Hearing ordered to determine wholher 

lity should be operating b under what conditions 

ONdl R. Office of Hudlear Reactor Regulationp Director 

7/OB Ip 


380033 Forwards rasolubicn unanjmtiusty adopted by York County 
dusirial Development Corp no 800610. Resalution urge* NRC 
eipedite return of facility to sve 
LL.U J York. FA 80/06/13 8pp 


80071810)54 Responds to 800319 Hr ra delay in placing THI-1 back into 
BVC Public hearing scheduled to begin Fall 1980 to determine 
whether facility should be operated (« under uhat conditions 
Aucstions re nuclear R&D activities should be sent to DOE, 

REIDj R M Operating Reactors Branch 4 80/07/09 Ip 


“8007180160 Eipresses support for nuclear power to replace imported oil 
t< urges ecpedlting return of TflI-1 to sve 
RIPLEY. H 1 Affiliation Unknown 80/03/19 Spp 


B007I804S7 Responds to 800632 Hr re restart at TMI-1 Public meeting 
scisoduled for Fall 1980 bo determine whether facility should 
be operated & under uhat conditions NRC primary 
responsibility is assurance of public health S< safety 
REID.R M Operating Reactors Branch 4 80/07/09 tp 


— 3007180461 Queations when TMI-1 will be allowed to restart tt uhat is 
required of util by NRC 

SAkJYER.E E Affiliation Unknown 80/06/22 2pp 


8007810084 Forwards NUREO-0591 Si NUREO-0694 in response to request 
Advi ses that App A to NUREO— 79/007 does not eslst Several 
Individual 8ARs identified in SRP have App A M/o ends. 

80UDER, J L Division of Rules and Records 80/07/09 Ip 


Q007S1OI31 Responds to 790709 Hr to NRC re concerns about facilitg It 
actions being taken by Concerned Citiiens of Londonderry NRC 
has ordered public hearing to de tern ins whether Uni t 1 
shOLild be operated Unit 2 feasibility studies are underway 
SNYDER. D U TNI Program Office 80/07/07 2pp 


—8007210131 Expresses appreciation for 790629 visit to Hidd letown. PA 
Cancerneif Citiiens of Lond onderry. who have collected 79D 
s 1 gnatures. ar e dedicated to closing facility NRC status 
repts would bo of great benefit to area residents 
8THEET.P A Affiliation Unknown. 79/07/09 Spp 


QD07S20320 Responds to 800401 Itr to President Carter expreiting 
concarns over financial Impact as stockholder w/licens«c NRC 
1 1 concerned u/ economic impact Responsibility is limited to 
public health ti safety 

RFIDj R W Operating Reactors Branch 4 80/07/09 2pp 


80072310344 Responds to end 800302 Hr to President Carter re delay in 
returning TMI-1 to sve NRC has ordered public hearing to be 
conducted to determine whether facility should be operated 
tc if so. under what conditions 

REID. R M Operating Reoctors Branch 4 60/07/09 3pp 


8007240354 Responds to 600338 Itr to President Carter requesting that 
facility be returned to sve Public hearing re issues to 
assure public health $< safety scheduled for Fall 1960, NRC 
review of technical issues underway Ltr one 1 
REID. R H Operating Reactors Branch 4 BO/07/09 Spp 


8007240371 Responds to 600328 Hr re delay in returning facility to 
SVC Pub lie hearing scheduled for Fall 1960 re issues 
appropriate to assure public health R safety NRC review of 
technical Issues underway Restart not expected before 1981 
REJD. R M Operating Reactors Branch 4 80/07/09 Ip 


— 8007240370 Requests that facility be returned to sve 
BARTMAN. V Affiliation Unknown. 60/03/28 Ip 


0007240392 Responds to 800329 ltr to President Carter re delay In 
returning facility to sve, Public hsaring re issuss to assure 
public liealth l( safety scheduled for Fall 1980 NRC review of 
tocJtnical Issues underway Ltr end. 

REID. R H Operating Reactors Branch 4. 80/07/09. 2pp 


8007240398 Responds to 000321 Hr to President Carter re delay in 
returning facility to sve Public hearing re issues to assure 
public health Ir safety scheduled for Fall 1960 NRC review of 
tochnlcal issues underway. Ltr end 

REID. R W Operating Reactors Branch 4 80/07/09. 3pp 


8007240404 Responds to 800420 ltr re delay in returning facility to 
ivc Public hearing scheduled for Fall i980 re issues 
appropriate to assure public health I< safety NRC review of 
technical issue* underway Restart not erpocted before 1981 
REIPiR W Operating Reactors Drench 4 00/07/09. Ip 


— 8007240413 Urges that facility be returned to sve. 
DIRK. H Affiliation Unknown 00/04/01. Ip. 


6007240412 Responds to 600430 Hr to President Carter r* delay in 
returning facility to sve, Public hearing re issues to essure 
public health f< safety scheduled for Pall 1960 NRC review of 
technical issues underway Ltr end 

REID. R W Oparatlng Reactors Branch 4. 80/07/09. 2pp 


DOCKETED ITEMS 


ia 


6007340416 nesponds to B00306 Itr to President Carter ib delay in 
returninti facility to svt Public hearing re issues to assure 
public health t< safety scheduled far Fall 1900 fJRC revletj of 
technical issues underlay Ltr enct 

REIDiR W Operating Reactors Branch 4 BO/07/09 2 pp 


8007240419 Responds to 6003&3 Itr to President Carter re delay in 
returning facility to svc Public hearing re issues to assure 
public health ti safety scheduled for Fall 1980 NRC revicu of 
technical issues underuay Ltr end 

REIDiR W Operating Reactors Branch 4 80/07/09 Spp 


B007240423 Responds to 800226 ltr to President Carter re delay in 
returning facility to svc Public hearing re Issues to assure 
public health 8< safety scheduled for Fall 1980 NRC review of 
technical issues underway Ltr end 

REIDi R U Operating Reactors Branch 4 80/07/09 Gpp 


S00724042B Responos to 000310 ltr to President Carter re delay in 
returning facility to svc, Public hearing re issues to assure 
public health t* safety scheduled for Fall 1980 NRC review of 
technical issues underway Ltr end 

REID.R- M Operating Reactors Branch 4 80/07/09 2pp 


8007300006 Responds to ltr re accident at TMl-3 Public hearings will bo 
conducted to deternlne whether Unit 1 should be operated t< 
under uhat conditions Licensee has nut submitted proposal 
for overell plant recovery for Unit 2 
BNVDERfB J TMl Program Office 00/07/09 app 


8007290624 Responds to 800619 ltr to J Aboarns re resolution adopted << 
convments re TMI-l restart NRC has ordered that public 
hearing be conducted to determine If facility should be 
operated t< under what conditions 

DENTONi H, R Office of Nuclear Reactor Regulation! Director 
80/07/10 Ip 


0007290031 Responds to B0061B ltr to CoRMnlesioner Hendrle urging 
expedited proceedings to return TMI-l to svc Development of 
record re restart is not expected before early 1981 Primary 
ComisIbbIod responsibility Is for public health 
DENTONr H R Office of Nuclear Reactor Regulation! Director 
00/07/16 Ip 


— 0OO729OO3S Urges NRC to expedite proceedings on TMI-l on behalf of 
constituents serviced by JCPbL Requests are prompted by 
rate hikes 

OALLOfD A New Jerseyi State of S0/06/1B 9pp 


8007310393 Urges restart of facility 

ADAMiL 8 Affiliation Unknown 00/07/19 Ip 1 


800731039Q Requests action in restoring svc to facility Economic burden 
to electricity users has been substantial 
LAMPE. U F Ecolairs Candenaor> Inc 00/07/21 Ip 


8007310375 Forwards MB Hayden 000717 ltr urging facility restart 
Requests reply 

eOODLIMO. a House of Rep 00/07/22 3pp 


I. Financial Information 


8007190730 Confirms 800626 telcon b forwards graph Illustrating market 
price of Seneral Public Utils Corp common stock for period 
Jan 1979 to mid'-Juno 1980 

HQWaQM. T O General Public Utilities - OPU Service Corp 00/06/36 

20pp. 


J Insurance tt Indemnity Information 


8007110011 FOIA request for all Indemnity agreements! Insurance 
policies' b associated Info between utiliNRC h/or AEC re 
facll Ity 

KEARNEY. R.W Affiliation Unknown 80/05/39 2pp 


8007110009 Responds to FOIA request for all Indemnity agreements. 
Insurance policies b associated info between util. NRC b/or 
AEC re facility Forwards documents listed in App A 
FELTON. J M Division of Roles and Records 80/06/23 7pp 


— 8007110017 Confirms that /JELIA has bound Insurance Policy NF-220 at 
limit of one million dollars issued to Met Ed.JCPbL b 
PEPCQ covering facility Includes polity site description, 
QUATTROCCHl, J Nuclear Energy Liability Insurance Association 
73/12/06 ip 


—0007110020 Executed Amend 3 to Indemnity Agreement B-64. changing amount 
of financial protection 

8ALT2MAN. J Antitrust b Indemnity Croup 73/04/04 2pp 


—8007110030 Executed Amend I to Indemnity Agreement D-64. chang ihg amount 
of financial protection 

SALTZMAN. J Antitrust b Indemnity Group ARNDLOi R C 
Metropolitan Edison Co 77/05/20 3pp 


'□0071 10833 Executed Amend 6 to Indemnity rigreement 0-64. Chang ing 
license numbers 

BALTZMAN.J Antitrust b Indemnity Gi oup HERDEIN, J 0 
Metropolitan Edison Co 80/03/34 Ip 


-— B007110O37 Amend 9 to Indemnity Agreement 0-64. chang mg amount of 
financial protection 

GALT2MAN. J Antitrust b Indemnity Group 79/05/01 2pp 


— B007I10040 Executed Amend 9 to Indemnity Agreement D-64. modi fying 
prefatory language of Paragraph 3. Article l.re course of 
transportation NELIA Policy (facility form) end 
SALT2MAN. J Antitrust •< Indemnity Croup HEHBEIN. J ft 
Metropolitan Edison Co 00/01/03 5pp 


— 8007110046 Endorsement 3 to NELIA Policy NF-320 designating annual 
premium Declaration end 

s Nuclear Eneigy Liability Insurance Association 79/01/13 Spp 


— 8007110051 Amend to Condition 4 endorsement to NELIA Policy NF-220 
Constitutes Endorsement 3 

MARRONE. J Nuclear Energy Liability Insurance Association 
73/12/14 Ip 


— 8007110092 Amend to NELIA Policy NF-320 Cunstitutes Endorsement 4 
MARRONE.J Nuclear Energy Liability Insurance Ass-Oclatlon 
73/12/14 2pp 


— 8007110057 Amend to industry credit rating plan premium endorsemunt to 
NELIA Policy NF-220 Constitutes Endorsoment 5 
MARRONE. J Nuclear Energy Liability Insurance Association 
73/12/14 2pp 


' — 0007110060 Endoi sement 6. waiver of defenses endorsement (END), to NELIi 
Policy NF-320 

MARRONE.J Nuclear Energy Liability Insurance Association 
73/12/14 2pp 


— 80071 1 0062 Endorsement 7 to supp 1 ementary endorsement waiver of 
defenses for reactor const to NELIA Policy NF-220 
HARR8NE. J Nuclear Energy Liability Insurance Assuciation 
73/12/14 Ip 


— 0007110060 Amend to Insuring Agreement IV of NELIA Policy NF-a20, 
“Application of Policy “ Constitutes Endorsement □ 

MARRONE.J Nuclear Energy liability Insurance Association 
73/12/14 Ip 


—0007110072 Amend to advance premium b std premium endorsement of NELI 
Policy NF-220 Constitutes Endorsement 9 

MARRONE.J Nuclear Energy Liability Insurance Association 
73/1S/14 Ip 


— 0007110077 Endorsement 10 to advanre proraiura b std premium endorsemen 
u/ebanges In subscribing companies b proportionate liability 
endorsement to NELIA Policy NF-320 

HARRDNE. J Nuclear Energy Liability Insurance Association 
73/11/01 Ip 


— 6007110084 Endorsoment 1 1. assignment of interest In return premium b 
in reserve premium refund. to NELIA Policy NF-220 
HARRONE.J Nuclrar Energy Liability Insurance Association 
74/07/19 2pp 


-B007HOOB9 Amend to Condition 4 endoi sement tn NELIA Policy NF-220 
Constitutes Endorsement 12 

MARRONE.J Nuclear Energy Liability Insurance Association 
74/01/15 Ip 


— 0007110091 Amend to Endorsement 10. advance premium b std premiumi 
endorsement of NELIA Policy Nr-220 Constitutes Endorsement 
13 

MARRONE.J Nuclear Energy Liability Insurance Association 
74/03/15 Ip 


—0007110099 Amend to address of NELIA endorsement to Policy NF-2aO 
Constitutes Endorsement 14 

MARRONE.J Nuclear Energy Liability Insur-ince Association 
74/03/13 ip 


'—8007110090 Endorsement 15 to NELIA Pol try Nr-220. increasing liabllit' 
limits 

MARRONE.J Nuclear Energy Liability Insurance Association 
74/04/26 Ip 
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--6007110103 Amend to Endorsement 13 tn advance premium !< atd premium 
endorsement of NCLIA Policy (JF-?20 Constitutes Endorsefnent 
16 

MARRONE. J Nuclear Energg Liability Insurance Association 
74/04/26 Ip 


— D007110201 Amend to Endorsement 34 to advance premium b std premium 
endorsement to NEHA Policy NF-220 Constitutes Endorsement 
39 

0ARCES> C R Nuclear Energy Liability Insurance Association. 
70/03/06 Ip 


— BOO?!!!)!®? Amend of std premium endorsement u/cbanges in subscribing 
companies b proportionate liability endorsoment Constitutes 
Endorsement ID 

BARDESi C R Nuclear Energy Liability Insurance Association 
74/IS/12 Ip 


—0007110129 Amend of Condition 4 ond nr seoient to NELIA Policy NF-220 
Constitutes Endorsement If 

DARDESfC (I Nuclear Energy Liability Insurance Association 
79/01/01 Ip 


— 800711012Q Endorsement 20 to NELIA Policy NF-220, increasing limit of 
liability endorsement 

I3AR0£9>C R Nuclear Energy Liability Insurance Association 
73/03/21 Ip 


—8007110132 Amend to Endorsement IB of advance premium 6 std premium 
endorsement to NELIA Policy NP-820 Constitutes Endorsement 
81 

DAR3ESi C n Nuclear Energy Liability Insurance Association 
73/03/21 Ip 


— 5007110208 Amend to advance premium 6 std premium endorsement & amend 
of Condition 4 endorsement to NELIA Polity Nr-280 
Constitutes Endorsement 36 

CARDEBj C R Nuclear Energy Liability Insurance Assoclatlan 
7<?/01/03 ip 


--5007110212 Amend to Endorsement 39 of advance premium b std prenium 
endorsement to NELIA Policy NF-220 Constitutes Endorsement 
37 

BARDEQtC R Nuclear Energy Liability Insurance Association 
7f/0I/16 ip 


— BOO?! 10217 Endorsement OQ to NELIA Policy NF-'220. w/chanjes in 
subscribing companies b proportionate liability endorsement 
BARBES. C R Nuclear Energy Liability Insurance Association 
79/01/20 Ip 


—D0071 10222 Amend to Insuring Agreement 3 to NELIA Policy NF-220 
Constitutes Endorsement ] 

MARRONEi J Nuclear Energy Liability Insurance Association 
73/12/14 Ip 


--0007110133 Amend tp Endorsement 17 of advance premium {< std premium 
endorsemant to NELIA Polity NF-230 Constitutes Endorsement 
22 

BARDESi C R Nuclear Energy Liability Insuranca Association 
73/04/22 ip 


—01)07110140 Endorsement 23 to advance premium b std premium endorsement 
to NELIA Policy NF~2S0 u/chsnges In subscribing companies b 
proportionate liability endorsement 

EAROESi C R Nuclear Energy Liability Insurance Association 
79/12/01 Ip 


—0007110143 Amend to Endorsement 23 to advance premium b std premium 
endorsement of NELIA Policy NF-220 Constitutes Endorsement 
24 

DARDESjC R Nuclear Energy Liability Insurance Association 
76/07/09 ip 


—0007110147 Amend to Condition 2< insp b susp enslon. to NELIA Policy 
NF-220 Cons ti tut es Endorsoment 26 

OARDEE'C n Nuclear Energy Liability Insurance Association 
76/12/15 Ip 


— 8007110224 Amend to address oP NELIA endorsement to Policy NF-220 
Constitutes Endorsement 3 

HARROW El J Nuclear Energy Liability Insurance Association 
73/12/14 Ip 


0007110043 Endorsement 1 to NELIA Policy ED-6S 

e Nuclear Energy Liability Insurance Association 78/09/18 Ip 


0007180404 Responds to 800613 request for addl info re compliance 
u/financlal protection provisions of Atomic Energy Act 
Forwards proposed Endorsements 43 6 44 to NELtA Policy 
NF-2aO 

liERBElN.J 0 Netropolltan Edison Co 80/07/14 6pp 


8007220904 Responds to NRC 000613 Itr re compliance u/financiat 
protection requirements Proposed endorsement provides max 
protection available From private sources Restoration of 
limit of liability endorsement end 
HEROEIN. J.O Metropolitan Edison Co 80/07/14 7pp 


P Operating license stage documents b correspondence 


— 80D71101S1 Cnitarsemcnt 27 tu uiaiver of defenses endorsoment (ENOi to 
NELIA Policy HF-22t) Constitutes Endorsement 27 
DARDESrC R Nuclear Energy Liability Insurance Association 
76/12/lS 2pp 


5007240203 Forwards DbM licensees' responses to 790907 request for 
review of schedule for install ing safety-grade anticipatory 
reactor trip for loss of feedwater b turbine trip Review 
should be completed by 791119 

CAPRAiR A TMI-2 Bulletins b Orders 79/10/24 Ip 


“-B007110196 Amend to definition of nuclear unergy hainrd to NELIA 
Policy NF-220 Constitutes Endorsement 20 

OAROESi C R Nuclear Energy Liability Insurance Association 
76/i2/19 Ip 


■0007110160 Endorsement 29 to advance premium b std premium endorsoment 
to NELtA Policy NF-22a 

BARDESi C R Nuclear Energy Liability Insurance Associatlan 
76/12/31 2pp 


— 0007S10I67 Amend to Condition 4 b amend in 1977 subscribing companies b 
proportionate liabililty endprsement to NELIA Policy NF-220 
Constitutes Endorsement 30 

BARDESi C n Nuclear Energy liability Insurance Association 
77/01/31 2pp 


— 8007110173 Endorsement 3i to NELIA Policy Nr-220. Incroasi ng limit of 
liability endorsement 

* Nuclear Energy Liabilikij insurnnco Association 77/03/06 Ip 


■8007110176 Amend to Endorsement 29 to advance premium b std premium 
endorsement to UFLIA Policy NF-220 Constitutes Endornemdnt 
32 

BAROEStC R Nuclear Energy Liability Insurance Association 
77/09/C 6 Ip 


— 8007110178 Amend to Endorsement 32 to advance premium b «til premium 
endorsement to NELIA Policy Nr-P20 Constitutes EmdorBement 
33 

BARDESjC R Nuclear Energy Liability Insurance Association 
77/00/17 tp 


0007230099 Requests submittal of proposed Tech Spec changes providing 
for redundancy in decay heat removal capability in all nodes 
of operation Hodet Tech Specs which would provide acceptable 
resolution end for guidance 

EIEENHUTi D 0 Division of Licensing 00/06/1 1 62pp. 


8007020019 Olscusses licensee consideration of increased onsite 
radiuaste storage Requests revl ous for onsite storage 
additions in monthly operating repts Draft licensing 
position re on site storage safety considerations end 
REID< R N Operating Reactors Branch 4 00/06/12 12pp 


80071A0413 Submits info detailing leal testing operation plansiper 
000529 telcon Test to be performed 800709-15 b 0729-0804i 
pond i ng PaDER approva 1 

KLIMOAHANiR H Metropolitan Edison Co BO/06/16 2pp 


0007140123 Forwards revised Tech Specs Table 4 i-2 from which footnots 
was inadvertently emitted per 800603 Amend 59 to License 
DPR-SO Footnote is not related to Amend 95 but to 761217 
Amend 12 

RETDifl N Operating Reactors Branch 4 00/06/20 3pp 


— 0007140125 Revised Tech Spec Table 4 !-2i from which footnote Was 
inadvertently omitted 

* Operating Reactors Branch 4 DO/06/20 Ip 


8007010460 Requests NRC coueurronce in use of Mine Safety Appl iancost Co 
OMR-I it Scott TEDA-R respiratory protection eafinioters 
against airborne radioactive natls Lists addl precautions 
for use of cannister Relatoil c orrespondence enc 1 
KOfEViO K Metropolitan Edison Co 00/06/26 Spp 
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6007170309 R«qu»«ts Imp 1 tmenta t ion of rscommendations contained in 
hlUREO-0612 “Control of Heavy Loads at Nuclear Pouier Planta- 
Reiolution of Task Action Pl^n A-36 “ Guidelines for 
control of heavy loads end 

EI8ENHUT< D 0 Division of Licensing DO/06/26 47pp 


6007240141 Requests licensee action to begin inplementat 1 on of 
recommendations to assure safe handling of heavy loads Also 
requests revleui of control for handling heavy loads to 
determine extent to which end guidelines are satisfied 
EIBENKOTiS O Division of Licensing 80/06/26 47pp 


B007010326 Forwards simplified logic of degraded grid voltagedn 
response to questions raised during Q0060S conference call 
Revised Tech Spocs Change Request 60 will be submitted by 
800829 

HERBEIN. J 0 Metropolitan Edison Co 80/06/27 3pp 


8007070261 Responds to NRC 800202 request for revised submittal date 
re inadvertent reactor seram/safety injection Review of 
safety sys surveillance procedures ti mgt policies & 
procedures scheduled for completion by Jan 1981 
HERBEIN. J.e Metropolitan Edison Co 60/06/30 Ip 


8007070294 Responds to NRC 800307 Itr re TMI-2 related requirements 
Ztims I A 1 3, I A 3 1. I C S< II K 3 (i III D 3 4 currently 
under review for TMI-1 Items for TNI-2 will be reported 
under separate cover 

HERBEIN. J e Metropolitan Edison Co 60/06/30 2pp 


6007070343 Informs that due to relationship of tests to Crystal River 3 
event It IE Bulletin 79*'27 responsei tests verifying effects 
of combination of power loss on instruments It control 
functions will be provided by 800930 
HERBEIN. J G Httropolltan Edison Co 60/06/30 ip 


B007080074 Forwards resolutions to long-term generic Issues re May 1979 
Commission orders It addl Info requested concerning small 
break LOCA. 

fCRBEIN. J 0 Metropolitan Edison Co 80/06/30 lOOpp 


6007170691 Forwards questions re fuel assembly holddown spring failures 
first observed at Davis-Besse 1 It under investigation by 
Bltkl Results of holddown spring insps at facility as well at 
safety significance required within 60 days 

NOVAK. T, M Assistant Director for Operating Reactors 80/07/01. 

6pp 


8007210004 Forwards questions re fuel assembly holddown spring insps It 
safety significance of operating w/broken springs in core. 

Requests response within 60 days 

NOVAK.T M Assistant Dlrsctor for Operating Reactors 80/07/01 
4pp 


8007080398 Forwards 800616 Info Itr to FADER. requesting approval to 
leak tast two new tanks at TMl per ETS 9 6 
HERBEIN. J 0 Metropolitan Edison Co 80/07/02 3pp 


8007140419 Forwards Info Itr submitted to PaDER. request ing new tank 
leak test approval per ETS 96242 U/o end 
kKRBEIN. J 0 Metropolitan Edison Co 60/07/02 2pp 


6007290001 Requests submittal of application for amend to license 
consisting of Tech Spec changes |i license conditions PUR 
Model Tech Specs l< Model license conditions for TMI-2 
Lsssons Learned Category A items end for guidance 
EI8ENHUT. D 0 Division of Licensing 80/07/02 69pp 


8007100216 Responds to 800626 Itr requesting correspondence from NRC 
in response to 600321 Itr from Chairman Shanaman to J 
Ahearne, Forwards Ahearne 800907 Itr to Shanaman U/o end 
BWANSON.P T Hearing Branch 1 00/07/07 ip 


8007160670 Notifies that drawings have been forwarded in response to 
NRG request for info re containment bldg reinforcing steel 
If prestressed tendons 

BLEAR. D 0 General Public Utilities - GPU Service Corp 00/07/08 
ip 


0007140346 Requests exemption from requirements of iOCFROO. App H. 
concerning reactor vessel matl surveillance program Enel 
juitif icatlon provides basis for request 
HERBEIN. U 0 Metropolitan Edison Co 60/07/09 2pp 


8007140369 Comments on NUREO-0377 re inclusion of facility as Class 1 
susceptibility Unit will be reclassified based on end info 
Qversited drawings available in Central Files only 
HERBEIN. U 0 Metropolitan Edison Co 60/07/09 24pp 


B007iB0414 Provides info omitted from rosponso to NUHEG-0577. due to 
lack of info Info re lotoral support of steam gonerator. 
reoctor coolant 6 identification of min operating temps 
should result ui lower suscop t lb 1 1 1 ty classification 
HERBEIN. x( 0 Metropolitan Edison Co 80/(17/09 5pp 


BOO720O34D Advises of personnel changes resulting from reorgani i ation 
of Ofc Nuclear Reactor Rogulotion 

NDVAK. T M Assistant Director for Licensing 00/07/10 App 


a0071SO'S69 Forwards response to 000319 Iti re discovery of cracks in 
keyuay S< bore sections in Uestlnghouse low pressure 
turbines 

HERBEIN, J G Metropolitan Edison Co B0/07/U 29pp 


0007210372 Forwards description of control room design *. guidelines 
for control room review Guidelines will be expanded Agrees 
to discuss progress at 800721 opening session of NJlf control 
roam design review 

HERDEIN.JG Metropd i tan Edison Co 80/07/14 29pp 


0007220961 Advises of error in responsos for Site Specific Question t. 
Ports D I, C. submitted in 600616 1 tr. i n response to questions 
re low. turbine disc cracking Correct TBsponsc* enc 1 
PARKER. W D Duke Power Co 80/07/17 2pp 


0OO72OOO'23 Forwards list of TMI program nfc staff oicnibors to be used 
for ref in future correspondence 

COLLINS, R C THl Program Office BO/07/17 2pp 


Q Inspection reports, IE Bulletins !. correspondence 


8007100009 Forwards combined IE Insp Repts 90-330/79-29 6 30-239/79-21 
on 791023-1127 I. notice of violation 

GRIER. B H Region 1. Ph 1 ladelph io. Office of the Director 
80/01/09 3pp 


—8007100012 Notice of violation from map on 791023-1127 

e Region 1. Phi 1 ado Ip h io. Office of the Director 79/12/20 Ip 


—6007100014 Combined IE Insp Repts 50-320/79-29 «< 90-289/79-21 on 
791023-1127 Noncomp 1 iance noted failure to store control 
licensed matls in unrestricted areas 

WHITE. J R . VUHAS. G P , MCOAUOHY, R W Region 1. Philadelphia. 
Office of the Director 79/12/20 16pp 


6007020161 Forwards IE Info Notice 00-22. ‘'Breakdowns In Contamination 
Control Programs " No written response required 
GRIER. D H Region 1. Philadelphia. Office of thn Diroctor 
00/09/20 Ip 


8007010315 Forwards IE Info Notice 80-23. “Loss of Suction to Emergency 
Feedwator Pumps " Mo written response required 
GRIER. B H Region 1. Philadelphia. Office of the Director 
00/03/29 Ip 


8007230301 Forwards IE Insp Rept 50-289/80-12 on Q00423-2S No 
noncompl i ance netted 

MARTIN. H 0 Region i. Philadelphia. Safeguards Branch 00/09/30 

app 


—0007230308 IE Insp Rept 30-289/00-1.' on 000423-29 No noncompl lance 
noted Major areas inspocted physical borr 1 crs. ac cess 
con trol . assessment a I ds. communications t, records 
Details withheld (ref 10CFH2 7901 

LADUN. R H Region 1. Philadelphia. Office of the Director 
DEVLIN. vl H Region I. Pht ludelphio. Bafegunrds Branch BO/09/22 
»P 


8007010135 Responds to IE Oullelln 79 27, "Loss of Non-Class IE 
Instrumentation ?< ('ontrol Powor Rys Bus During Operation " 
Requests extension until 800730 to submit remaining required 
Info 

KERBEIN.J 0 Metropolitan Edison Co BO/06/02 tp 


0007210978 Forwards IE Info Notice 80-86. “Eva 1 ualion of Contractor 
QA Programs " No written responsn Tuquirecl 
GRIER. B H Region 1. Phi lodel phia. Office of the Director 
00/06/10 Ip 


8007160349 Forwards IE Info Notite 00-27. "Deg radntiun of Roactor 
Coolant Pump Studs Nti specific actiun or response) 
required 

GRIER. D H Region 1. Philadelphia. OffiLU oP the Director 
60/06/11 Ip 
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0OO7S3O13O ForuariJs. IE in«|t Hcpt SO'Sev/BO-ll on D00438-0503 No 
niMicenip 1 1 ance noted 

SHUNNED. £ J Region 1> Philadelphia. Rea'Ctol' Operations Nuclear 
Support Branch ao/06/ia 3pp 


800721O398 Foruards response to dovlation noted In IE Insp Kept 
50-2a9/8a-0& Corrective action issued OAl/GPUNC TMI project 
isgt manual & OFl/NC E8'0D9 to ensure that all OAI uort is 
done per RRH 

KERDEIN.J O Metropolitan Edison Co 80/07/16 2pp 


— a007230137 IE Insp Rept 50-2B9-/B0-J 1 on 800429-0502 No noncorsp 1 iance 
noted Major ai eas inspected OA program lisp t emcnta tion in 
areas -of design changes, mod s> audits. QA/OC surveillance 6 
restart program 

NAPUDA.O Region 1. Philadelphia. Office of the Director 
OREENHAif. E 0 Region 1. Philadelphia. Reactor Operations Nuclear 
Support Branch 80/06/11 5pp 


B0070207I5 Foruards IE Dulietln 80-15. ’'Possible Loss of Eraergencg 
Notification Sys (ENSl il/Loss of Offsite Pouer " Urltten 
response required 

GRIER. D H Reyion 1. Ph 1 1 adalph i a* Office of the Director 
80/06/ IB tp 


□007020526 Foruards IE Circular BO-15. "Loss of Reactor Coolant Pomp 
Cooling 6 Natural Circulation Cooldnuin “ No uritten response 
required 

GRIER. 0 H Region 1. Philadelphia. Office of the Director 
B0/'06/20 I p 


8007210130 Confirms 600701 mgt meeting lu/util lo King of Prussia. PA to 
dls-cuss planned near-teris licensee mgt revieois/oppraisals 
sfhlcA mill augment routine MRC insp pr-ogram 
DRIER. D H Region 1. Philad'siphia. Office of the Director 
00/06/20 Ip 


B007250504 Responds to deviation noted in IE Insp Rept S0-'2Q9/S0-09 
Corrective actions OAI/OPUNC TMI project mgt manua 1 > Revl 8 Ion 
O dtd 800430 6 OPUNC EB-UO?. Revision O dtd B0070B issued to 
ensure all OAI uiork Is completed par util document 
HERBEIN. J O Metropolitan Edison Co 80/07/16 Spp 


B007220592 Advises that revleui of IE flullotin BO-10 ro contamination 
of nonrad 1 DSC tive sgs b resulting potential for unmonitored 
uncontrolled environ releases has not been completed 
Response ul 1 1 be submitted bg BOOBIS 
HERDEIN. J 0 Metropolitan Edison Co 80/07/17 Ip 


B0O722O492 Responds to IE Bulletin 0O~O8. "Esam of Containment Linsi* 
Penetration Welds " Containment penetrations were shop 
fabri cated. eiamined & pressure tested prior to shipment to 
site For installation 

HEROEIN.J O Metropolitan Edison Co 80/07/18 Ip 


8007250-401 Foruiards final master list of Class IE electrical equipment 
required to function undisr postulated accident conditions in 
rBBponse to IE Dulietln 79-OlB. » Item 1 Final response to 
incojiplote items uill be provided bg 800901 
HERBEIN. J 8 Metropolitan Edison Co B0/07/1B 32pp 


800716070-0 Foruards ]£ Circular GD-14. "Radioactive Contamination of 
Plant Deimneral 1 red Water Sgs 6 Resultant Internal 
Contami nation of Personnel No uTitten response required 
CRIER. D H Region 1. Ph ■ lad el ph la. Office of the Director 
80/06/24 Ip 


800729-0617 Responds to noncompliances noted in 791029 notice of 
violation Corrective action procedures eitensivelg rsvleiiied 
b revised, radiation protection plan revised b review 
organ 1 cation under studg 

HERBEIN. J 0 Metropolitan Edison Co 80/07/21 13pp 


800-7020935 Notifies that response to IE Bulletin 80-12. "Decag Hoat 
Removal Sgs Dperabl 1 1 tg . “ uiill be provided by B00630 
HERDEIN. J C Metropol i tan Edison Co 80/06/29 2pp 


8007210202 Forwards IH Info Notice 80-24. “Lou Level Raduaste Burial 
Criteria " No uritten response required 

CRIER. B H Region I. Philadelphia. Office of the Director 
80/06/29 Ip 


R Periodic operating reports b related correspondence 


0007020182 Foriiiards TMf Program Ofe ueeklg status rept for uik of 
800614-20. 

COLLINS. J T TMI Program Office 00/06/23 6pp 


B007IS0939 Forwards Tftl Program Ofc ueeklg status rept for uk ending 
800709. 

COLLINS. JT TMI Program Office 00/07/07 20pp 


GOD7070266 Responds to IE Dulietln 80-05. "Vacuum Condition Resulting 
in Damage to Chemical Vol Control Sgs (CVC3) Holdup Tanks " 

Review of bulletin Is still underuiag Response tiilll be 
provided bg B00725 

HERDEIN. J 0 Metropolitan Edison Co 80/06/37 2pp 


8007230129 Foruards IE Bulletin 80-16. “Potential Misapplication of 
Resemount Inc Models 1151 b 1152 Pressure Transmitters 
U/Either A or D Output Codes " Written response required 
IE Circular 00—16 also «-pcl No uritten response required 
GRIERiD H Region 1. Philadelphia. Office of the Director 
BO/06/27 2pp 


B007250719 Foruards status rept for uk of 800706-12 
COLLINS. J T TMI Program Office 80/07/14 6pp 


8007310136 Forwards ueoklg status rept for 800713-19 Liquid effluents 
from Unit 1. released to Busquehanna River, were within Tech 
Spec limits No liquid effluents discharged from Unit 2 
COLLINS, JT TMI Program Office 00/07/21 5pp 


B007290799 Forwards montblg operating rept for June 1980 
HERBEIN. J 0 Metropolitan Edison Co 80/07/24 ip 


8007110446 Forwards response to IE Dulletin QO-06 Elementarg diagrams 
for all engineered safety features revealed seme sampling 
valves not remaining in emergeneg mode Resetting containment 
isolation signal will close valves 

HERDEIN. JO Metropolitan Edison Co aO/07/02 4pp 


8007000375 Responds to lE Bulletin aO-18 re derag heat removal sys 
operability Daily logs b weekly 6 monthly surveillances 
monitor performance capabilities of decag heat removal sgs 
Discrepancies corrected by corrective maint program 
HERBEIN. J C Metropolitan Edison Co QO/07/03 3pp 


8007150/21 Responds to IE Dullelin 00-12 re decay heat removal loss 
Provides procedural changes From review re adequacy of 
safeguarding against redundancy loss b diversity of decag 
heat removal capability f< adequacy of loss event response 
HERBEIN. JO Metropolitan Edison Co 80/07/03 4pp 


8007140381 Requests formal resolution to settle disagreement hetbieen 
util b Region 1 re use of ultrasonic colibr blocis.as 
discussed in lE Insp Rept 90-289/80-09, Item 2 Util disagrees 
w/interpretati uns pf ABHE Boiler b Pressure Vessel Code 
HERBEIN. JO Metropolitan F-dtson To 80/07/09 lipp 


0007290356 Foruards response to IE Bulletin 80-11. "Masonry Wall 
Design “ Walls located in reactor auilltary fuel handling b 
turbine bldgs have been identified being in proilmity er 
having attachments from saf etg-rulated equipment 
HERBEIN. J ft Metropolitan Edison Co 80/07/11 Sdpp 


— G007290B0S Month Ig operating rept for June 1980 

MITCHELL.D O Metropolitan Edison Co 00/07/19 6pp 


S Reportable occurrences. LERs b related correspondence 


B007290223 PNO-TMI-fl0-O30 on 800627, inadvertent emergency safeguards 
sys signal was actuated while in cold shutdown w/RCS 
partially drained Opened valve caused 10,000 gallons of 
water to be spilled in reactor bldg 

HAVEBKAMP.D . FASAND.A Region 1. Philadelphia. Office of the 
Director COLLINe.J T TMI Program Office 00/06/27 Ip. 


8007290615 RQ B0-12/TP during review of equipment required by IE 
Bulletin 79-010, found that post-accident pressure b temp 
would he higher than postulated in NSC 730703 rept Short b 
long-term action to be discussed in followup rept 
TOOLE, R J Metropolitan Edison Co 00/06/27 Ip 


8007070248 Forwards LER DO-OlO/OlT-0 

HERBEIN, J G Metropolitan Edison Co 00/06/30 2pp 


— 8007070296 LER 30-0tO/01T-O on 800606, I icensee received Itr stating 
F8AR does not assume that radioactive release paths exist 
via main safety valves or emergency feed pump turbine 
exhaust Cause-d bg implementation of small break guidelines 
MITCHELL. DO Metropolitan Edison Co 00/06/30 Ip 


0007070302 Forwards LER 0O-OOa/99X-O 

HERBEIN, J 0 Metropolitan Edison Co 80/06/30 Ip 
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— 8007070313 UER Q0-OO8/97X-O on BOOflOOi d UT J Itg annual itisp of A emergency 
diesel generator. bearing insnlstlpn determined deterioiated 
Caused by normal aging or heating bearing lube oil 
Insulation replaced b louer viscosity oil used 
MITCHELL. D 0 Metropolitan Edison Co eo/OA/30 app 


60070B0211 Forwards revised LEfl BO-004/O1T-1 

HERDEIN. J O Metropolitan Edison Co BO/07/03 Ip 


■0OO7OBO214 Revised LER 80-004/01T-1 on 000300. errors found in seismic 
analysis of common decay heat suction piping associated u/ 
valves DH-Vl b DH-V2 Seismic an.ilysis corrected b mods 
made to DH“V2 Mods to DH-Vl to be completed by flOlOlS 
MITCHELL, D <3 Metropolitan Edison Co BO/07/03 2pp 


B007230158 PNS-I-0O-O10 on 000709, 1 ic ensee received tclophone bomb 
threat Licensee conducted full scale search ip/negativo 
results 

BAILEV.R . MARTIN, LI Region 1, Philadelphia. Office of the Director 
00/07/09 Ip 


B007160534 Forwards LER BO-012/01T-0 

MERBEIN. li 0 Metropolitan Edison Co 00/07/11 Ip 


■B007IA052A LER 0O-O12/OIT-O on 800627, during review of environ 
qualification of equipment required to operate during main 
steam lino break per IE Dulletin 79-OlD, found that post- 
accident analysis eicceded previous figures 
MITCHELL, D 0 Me tropol i tan Edi son Co BO/07/11 Spp 


BOO71i06ia Forwards LCR B0-O11/O3L-O 

HERBEIN. JO Metropolitan Edison Co 60/07/11 Ip 


'B007160633 LER B0-011/03L-O on 000610. reac tor bldg spray sys compressed 
air test exceeded late date Caused by incorrect date being 
entered into surveillance data tracking sys Info corrected 
Review of infrequent surveillances will be performed 
MITCHELL, DO Metropolitan Edison Co BO/07/ll Spp 


B007230339 Part 21 rept re crocked steam generator manway studs 
Satisfactory operating experience forms constitute 
reasonable basis for continued operation while 
investigations proceed 

TAVLQfi,J H Babcock b Wilcox Co 80/07/11 Spp 


8007240133 PNO-BO-002 on 000716, during NRC operations ctr drill, large 
number of difficulties were experienced w/telephono sys, 
primarily duo to cutting of telephone cable 

UEIBB, D H . THOMPSON, D Office of Inspection b Enforcement. Office 
of the Director 00/07/10 Ip 


0007280403 RD 80-15/4P confirming 000722 telcon.on 000721. river water 
discharge temp was more than 3 F below Inlet river water 
temp for approx 6~h Incident will be reviewed to determine 
corrective action Review to be included in followup rept 
TOOLE. R J Metropolitan Edison Co 00/07/22 Ip 


U Congressional/Executlve Correspondence 


0007110363 Expresses interest of Environ. Energy b Natural Resources 
Subcommittee in TMl accident Impllcatlnns Commissioners are 
invited to 000702 public hearings to present NRC policy 
statement b discuns intervenors' limitations 

MOFFETT. T Congress (Joint b Rotating Committees, etc > 00/06/24 

Ip 
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F Security, medical, emergency b fire protection plans 


8007010200 Forwards updated table of incomplete fire protection issues 
as of 000612 Preliminary fire protection review rept 
Identifies supplemental info/mods for xtems requiring addl 
Info 

IPPDLITO, T A Operating Reactors Branch 2 80/06/19 2pp 


0007030142 Forwards draft revision to radiological emergency plan Plan 
withheld per Privacy Act b available in Central Files only 
ANDOONINI.O C Boston Edison Co 00/07/01 ip 


0 Adjudicatory correspondence 


8007310243 Forwards Commission 800527 memorandum b order containing 
decisions on UCB 70OSO2 petition for reronslderation of 
700413 memorandum b order UCB 771104 petition sought action 
re fire protection for electrical eables 
EI8ENHUT. D 0 Division of Licensing 00/06/25 a9pp 


P Qper.itlng license stage do< uenents !■ c or, espund eiic e 


0DO723OO20 Surnma, y uf 600207 met ting w/ftarl 1 owners group in Dethosda. 
HD, r B revisions to NRC acccpt«Jncc criteriii b oulstanaing 
issues relative to Hark I c unt .11 nmenl long-tern, prcigratn 
ORIMEB.C T Plant Systems Branch 00/02/21 Olpp 


□007010070 Responds to FOIA request fur 57 documents referenced in M 
Tokar memo to ACRB concerning pel 1 e t-c 1 <ldd mg inttriiction 
Forwards documents Missing records are duplicative, 
superseded or available elsewhere 

FELTON, J M Division of Rules and Records 0O/(}6/2O 2pp 


— 0007010134 Forwards DM Steinberg 750/23 jsemo re plant problems due to 
poor fuel performance Factors identified in memo are 
sufficient cause for fJRC to re-eiamine requirements 
applicable to fuel 

O'REILLY. J P Region 2, AtlJiil.i. Office of ttio Director 
73/07/25 2p 


--8007010141 Discusses facility problems clue to poor fuul performance 
Includes lirfe re releases to envi ron, uxposure to site 
personnel , operational 1 imitations, p Ians for future b impact 
on Region i 

STERNBERG, D M Region 1, Pt, i ladelph i a. Office of the Director 
75/07/23 3pp 


0007210087 Advises that Class lit fee is required for review of 300403 
1 tr requesting Tech Spec changes to permit operation in 
Cycle 5 w/tore spray sparger cracks 

MlLLERrU 0 License Fee Management Branch 80/07/02 Ip 


□0071S05S7 Disrusses review of futility Tech Spec definition of term, 
'’operabie." applying to single failure criteiion for safely 
sys Current dcfinittun of operable will be modified to be 
consistent w/moilel Tech Spor version 
ANDQONINI.C 0 Boston Edison <o 80/07/03 3pp 


0007100393 Forwards secondary containment Icik rate tust data Test was 
performed 800423 to verify that secondary containment was 
not violated by work performed during refueling 
MCGUIRE, P J Boston Edison Co 80/0//07 ip 


— B0071B0402 Secondary containment letik rote test data Includes test 
condi tions, base reading b standby Gas Treatment Sys A b B 
porf ormanc e 

e Boston Edison Co 60/04/S3 Ip 


0007290396 Requests extension until 000910 for comment period for 
NUREO-057/, ''Potential for Low Fiacturo Toughness b Lamellar 
Tearing on PHR Stuam Generator b Reactnr Coolant Pump 
Supports " NURE0-0S77 experienced distribution difficulties 
ANDOQNINI.O C Boston Edison Co 00/07/Pl Ip 


0 Inspection reports. IE Gulletinr, b t or, espondence 


0007 140440 Forwards IE Bulletin £30-13. 'Trarking in Core Spracj 
Spargers " Written response required 

ORIER. B H Region 1. Philadelphia, Office of thu Director 
00/05/12 Ip 


8007100077 Forwards IE Insp Rept 50-293/00 M I nn HOOJIO-14 No 
noncempl tance noted 

DRUNNER.E J Region 1. Philadelphia. ReaLlur Operations Nuclear 
Support Branch 80/08/23 2pp 


— 800718010) IE Insp Rept 50-293/00-11 on 000310-14 Nu noneompi lance 
noted Major areas inspected OA annual ruvlew. GA/QC 
admlnlstrat 1 (in program, design changes, mud program !. plant 
mod s 

NAPUDA. G . ROBERT0. K Region 1. Ph i ladclphin, Office of the 
Director OREENMAN. E Regitin I. Phi 1 adelph t a, Reactor Operations 
Nuclear Support Branch 00/05/20 itpp 


0007020116 Forwards IE Info Notice 80-22. "Breakdnwiia in Contamination 
Control Programs " Nn written response required 
ORIPRiD H Region 1, Phi ladelp h i,i. Office of the Dxruitqr 
80/05/26 Ip 


B007010S77 Forwaids IE Info Nutice BO-23, "Loss of Onction to Emergency 
Feedwater Pumps " No written response required 
GRIER, B H Region i, Philadelphia, Office of the Director 
BO/05/E9 Ip 


6007100060 Ack receipt of 000520 111 infi.rming NRC of stops tiiken to 
correct violations noted in IF Insp Rept SO-293/HO-O0 I tr 
withheld (ref 10CFR2 790) 

MARTIN, K G Region i, Pli I ladplpbia. Safeguards Dr.inch 80/06/04 
iR 
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— QD07100071 Forwards IE insp Hi>pt DO-2'y3/GO-OQ oil 600327-29 &• notice 
■of violation Motici" of violation uiithheld (ref I0CFR2 790) 

MARTIN. U Q Region 1. Ptu lad el ph ui . Safeguaiiis Dranch BO/04/34 
Spp 


■BOO'7!iOOD74 IE Insp Rept 5O-.*93/0O-Oa on 000227-29 None omp 1 j ant e noted 
failure of securitg organi in 1 1 un to follous response 
procedures in securitg contingencg plans Details withheld 
(ref 10CFn2 790) 

LADUN-R H Region 1. Philadelphia. Office uf the Director 
DEVLIN, vf M Region U Philadelphia. Safeguards Branch 00/04/17 
>P 


8007210551 Forwards IE Info Notice 80-26. 'Evaluation of Contractor 
QA Programs " Nn written response required 
DRIER. 11 H Region 1. Philadelphia. Office of the Director 
BO/06/10 Ip 


8007140257 Forwards IE Bulletin CO- 14, "Dagradatipn of CUR Scram 
Discharge Vol Capability ■' Written response required 
GRIER. DM Region 1. Philadelphia. Office of the Director 
80/08/12 Ip 


8007250267 Forwards IE Insp Rept 50-293/80-24 on U00409-10 No 
none ompl i ante noted 

CARLSDN.R T Region 1. Philadelphia. Roartor Construction 1. 
Engineering Support Branch 80/06/16 2pp 


— 8007250270 IE Insp Rept 50-293/80-24 on 800409-10 No noneomp 1 i ante 
noted Majoi areas inspected routine insp of installed main 
steam automatic depressur i rat Ion sy s relief valve U solenoid 
valves 

EBNETER.S D Region 1. Philadelphia. Reactor Construction A 
Engineering Support Branch FINHEL.A E Region 1. Philadelphia. 
Office of the Director H0/06/i3 3pp 


8007280401 Forwards IE Investigation Kept 50-293/80-19 on 000428-0502 
No noncomp 1 I anc e noted 

OSIER. DH Scijlan 1. Philadelphia. Office of the Director 
80/06/17 2pp 


•B007280408 IE Investigation Rept bO-293/80- 1 9 on 000428-0502 No 
noncomp 1 1 ance noted Major areas inspected allegations 
contained in 000320.0403 t 06 newspaper articles re security 
guard misconduct 

ALLAN.d M . SNITH.R H Region 1. Philadelphia. Office of the 
Diroctor 60/06/13 I7pp 


8007020691 Forwards IE Bulletin 80-15. "Possible Loss of Emergency 
Notification Sijs <EN6> W/Loss of Offsite Power ” Uritten 
response requirod 

GRIER. 0 II Region 1. Philadelphia. Office of the Director 
00/06/18 ip 


8007020486 Foruai ds IE Circular 00-15. "loss of Reactor Coolant Pomp 
Cooling 6 Natural rirculation Ccnldnwn " Nn written response 
required 

ORIER.DH Region I. Philadc Iph la. Office of the Director 
80/06/20 ip 


Q007160663 Forwards IE Circular 60-14. "Radioactive Contomliiation of 
Plant Semineral ired Water Sgs !< Resultant liitBrnal 
Contamination of Personnel " Nn written respnnso required 
QRIER.n It Region 1. Ph 1 lad e t ph i a. Office of the Director 
BO/06/24 Ip 


0007210164 Forwards IE Info Notice 80-24. "I.hw Level Radwaste Ourlal 
Criteria " No written respiinse required 

DRIER. 0 H Region 1. Philadelphia. Office of the Director 
8C/06/25 ip 


8007140415 Rospunds to IE Bulletin 79-14 re as-iuilt safety-related 
piping sys seismic analysis Safety -rein ted piping sys 
physical insp lampleted ti insp deviations resolved Eeismlc 
analyses input documents reviewed 6 most mods completed 
ANDDGNINl.GC Boston Edi son Co 80/06/37 2pp 


BD07210006 Submltr summary of Insp *{ analysis results w/status of mods 
per util overall ccmmi tment. in lesponse to IF Bulletin 
79-14 Final rept re procedures 6 irifcena will he submitted 
by 901231 Support mods expected to he completed by 600901 
ANDnONIMI.O C Boston Edison to 6')/0A/Sy Spp 


6007210301 Responds to IE Dullebin 80-06 re engineered safety feature 
reset controls Components assigned tn tuu categories items 
requiriag single operator action tc items requiring two 
operator actions to reset mltiatihy onorgency signal 
AWDOONINI.O C Boston Edi«nn fo (10/06/2/ 4pp 


8007230091 Forwards IE Dolletin 80-16. ''Potential Misapplication of 
Rosemount Inc Models 1151 ti 1152 Pressure Transmitters 
W/Either A or D Output Codes " Mrltten response required 
IE Circular BO-ll also end No written response required 
GRIER. B H Regiun 1. Philadelphia. Office of the Director 
80/06/27 2pp 


8007230102 Act receipt of 800604 1 tr Informiny NRC of steps taken to 
correct violation noted in IE Insp Rept 50-293/60-14 
DRUNNER. E J Region li Philadelphia. Reactor Operations Nuclear 
Support Branch 80/06/27 Ip 


— 6007230196 Responds to NRC 900515 1 tr re violation noted In IE Insp 
Rept 50-293/60-14 Corrective actions records of all licensed 
operators being reviewed to bring Forms 0-3 up to date 
ANDOONINt.O C Boston Edison Co 80/06/04 2pp 


— 8007230202 Forwards IE Insp Rept 50-293/60-14 on 800408-11 It notice of 
vi olation 

BRUNNER. E J Region 1. Phi 1 adclph la. Reactor Operations Nuclear 
Support Branch 80/05/15 Spp 


--B007230209 Notice of violation from insp on 000408-H 

a Region 1. Phi lade 1 phia. Office of the Director 00/05/09 Ip 


— 8007230221 IE Insp Rogt 50-293/80-14 on B0040B-H Noncomp 1 ianco noted 
failure to keep r oqua 1 1 f i c at 1 on program records as required 
fay licensee manual 

BETTENHAUSEN. L . AEHOE. D V Region 1. Philadelphia. Office of the 
Director CAPHTON. D L Region 1. Philadelphia. Reactor Operations 
Nuclear Support Branch 80/05/09 Bpp 


8 007220174 Forwards notice of vl olat i on. no t i c e of proposed imposition 
of civil penalties f. 1 tr of reprimand re 800306 incident 
of i rradl a t ed fuel being moved w/o sec on d ary containment 
Integrity 

BTELLD.V Office of Inspection 6 Enforcement, Office of the 
Director 80/07/08 3pp 


— 8007220175 Notice of violation from insp on 000303-21 

e Office of Inspection *< Enforcement. Office of the Director 
80/07/08 2pp 


8007220161 Notice of proposed imposition of civil penalties in amount 
of FlOiCOO re 900300 moving of irradiated fuel w/o 
secondary containment integrity 

» Office of Inspection & Enforcement. Office of the Director 
90/07/08 ip 


--0007220107 Espressos concern re conduct during 600300 incident at 
facility Future violations may result in stringent NRC 
enforcement actions including license mod. revocation or 
suspension &/ur civil penalty 

BTELLO.V Office of Inspection fc Enforcement. Office of the 
Director 00/07/00 Ip 


■0OD722OI9] Forwards notice of violation re actions during 800308 moving 
of irradiated fuel w/o secondary containment integrity at 
fac ili ty 

BTELLO.'V Office of Inspection b Enforcement, Office of the 
Director BO/07/00 2pp 


— 8007220199 Notice of violation for License 80P-1583-4. based on insp on 
1100303-21 re J Alukonis activities during 000300 moving of 
irradia t od fuel w/o socondary c O'ntainment integrity 
» Office of Inspection l< Enforcement. Office of the Director 
80/07/08 ip 


8007240372 Confirms oral notification made on 000707 that 20-day 
period for completing tests required by IE Bulletin 80-17. 

Item 2. began at 12 01 AH on 800703 Alsu requests Immediate 
notification of any malfunction found during tests 
GRIER, DM Region 1. Phi 1 od e Iph i a. Office of the Director 
00/07/09 2pp 


8007210373 Responds to Item I ic provides comments re Item 2 of IE 
Bulletin 80-17, "FallurB of 76 of 185 Control Rods to Fully 
Insert During Scram at BHR *' Examinations showed * 

insignificant amount of water in 6-Inch discharge header 
HOWARD, J E Boston Edison Co 80/07/10 3pp 


8007250309 Submits reply to IE Bulletin 60-10 re contamination of 
noiiradioactivo sys 8. potential for release to environ 
Bairipl log, analysis f< monitoring programs determined to be 
adequate 

ANDOGNINl.Q C Boston Edison Co 00/07/li Ip 


BOO72QO240 Act receipt of 800619 1 tr informing NRC of stops taken to 
correct violation, noted in IE Insp Rept 50-293/80-18 
DRUNNER. E J Region U Philadelphia, Reactor Operations Nuclear 
Support Branch 80/07/11 Ip 
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— -B0072S0S92 ncsponds to NRC 800327 1 tr re viDlstlon iiotcO lii ]E Insp 
R»pt 30-293/00-10 Corrective actions covers Installed on 
Peediiiater check valves uhen uork not being performed 
ANDOONINI.G C Boston Edison Co 00/06/19 2pp 


—0007800256 Forwards IE Inap Rept 5O-29J/0O-10 on BOO'122-30 t> notice 
of violation 

BRUNNER I E J Region 1> Philadelphia. Reactor Operations Nuclear 

Support Branch 80/05/27 2pp 


—8007200250 Notice of violation from insp on 000422-30 

» Region 1. Philadelphia. Reactor Operations Nuclear Support 
Branch 80/05/22 Ip 


—8007280262 IB Insp Rept 30-293/80-18 on 800422-30 Noncompllance noted 
failure to control foreign matl in accordance lu/maint 
procedure requirements 

JOHNSON. J . ROBERTBi K Region 1. Philadelphia. Office of the 

Director MARTIN. T T Region 1. Philadelphia. Reacter Operations 

Nuclear Support Branch 80/03/22 Bpp 


8007210260 Ac k receipt of 000310 1 tr informing NRC of steps token to 
correct violation noted in 800213 notice of violation 
BTELLD. V Office of Inopectlon f< Enforcement. Office of the 
Director 80/07/14 8pp 


R Periodic operating reports t< related correspondence 


0007130699 Forwards monthlg operating rept for June 1980 
HCOUIRE. P J Boston Edison Co 00/07/08 Ip 


—0007150704 Monthly oporating rept for June 1980 
HHITNEV. 0 0 Boston Edison Co 00/07/07 4pp 


8 Reportable occurrences. LERs ?< related cerrespondence 


8004240220 PNO-l-aO-38 on 800308. two irradiated fuel assemblies lifted 
ti rotated In spent fuel pool w/o meeting Tech Specs for 
secondary containment b dlesn) generator operability Fuel 
movement halted until Tech Specs met 

LAZARUSiH J I BRUNNER.E Region 1. Philadelphia. Office of the 
Director 00/03/10 Ip 


8007010540 Forwards LER 00-022/03L-0 

MCGUIRE. J P Boston Edison Co 00/06/25 Ip 


—0007010349 LER 80-022/03L-0 on 800927. during performance of 
surveillance test re RCIC steam lino high temp, temp switch 
1360-17A was found out of call hr Caused by setpoint drift 
MCLOUOHLIN.M T Boston Edison Co 00/06/25 IP 


0007070370 Forwards LER 80-021/04T-0 

HCOUIRE. P J Boston Edison Co 60/06/25 Ip 


—8007070382 LER BO-021/04T-0 on 000500. algae sample from discharge 
outfall area contained reportable concentration of Co-60> 
according to Yankee Environ Lab 800616 analysis rept Cause 
not stated 

MCLOUOHLIN.M T Boston Edison Co 80/06/25 2pp 


8007030287 Forwards LER DO-024/03L-0 

MCGUIRE. P J Boston Edison Co 80/07/01 Ip 


— 8007030289 LER 80-024/031.-0 on 800330. reac tor core isolation cooling 
sys was declared inoperable Caused by faulty auto flow 
control Unit repaired & returned to sve 
MCLOUOHLIN.M T Boston Edison Co 00/07/01 Ip 


8007070337 Forwards LER BO-023/03L-0 

MCGUIRE. P J Boston Edison Co 80/07/01 Ip 


— 0007070380 LER 80-023/03L-0 on 000326. dorl ng surveillance testing. 
Channel D of rod block monitor sys determined to be out of 
calibr Caused by misinterpertation of Tech Specs 
Requalification program will include sys review 
MCLaUOHLIN.M T Boston Edison Co 80/06/26 2pp 


8007080182 Forwards LER 0O-O2S/O3U-O 

MCGUIRE, P J Boston Edison Co 80/07/02 Ip 


— 0007000192 LER 60-025/03L-0 on 800602. fire detection alarm frotr HPCl 
quadrant sounded in control room on panel C-94 Roving fire 
patrol initiated b immediate investigation conducted Caused 
by leak at flange on HPCI drain line valve AD2301-29 
WHITNEY. 0 0 Boston Edison Co 80/07/01 Ip 


8007080196 Forwards LER BO-026/03L-0 

MCOUIRE.P J Boston Edison Ci. SO/07/02 Ip 


— 80070a0200 LER HO -026 /O31.-0 on 000603. i oac lor scram initiated by 
reactor law water level switcher uf roartcir prots'ction sys 
NRC not notified within required time Caused by operations 
personnel error Requirements i e-emphasi led 
MCLOUOHLIN.M T Boston Edison Co BO/O//02 ip 


B0070B0202 Foiuards LER 80-027/031.-0 

MCOUIRE.P J Bostun Edison Co 80/01/03 Ip 


— B0070B0205 LER BO-0E7/O3L-0 on 80060’). stacl gas grab siimple pomp P14 
tripped Caused by binding in pump duo to accumulation of 
dirt Pump refurbished t> returned to sve 
MCLDUGHLIN. M T Duston Edison Co 00/07/02 ip 


0007160641 Forwards updated LER 77-009/0.1U-I 
MCOUIRE.P J Doston Edisnn Co 80/07/03 Ip 


— B007 160640 Updated LER 77-009/03L-1 on 7/0323. during standby opcrati 
HPCI was inoperable for 5-h Caused by burnt out iindervol tags 
coil in bleaker for motor operated valve MO 2301-3. steam 
supply valve to HPC I Caused liy nverhea t mg 
MCLQUOHLIN.M T Doston Edison Co 80/07/03 2pp 


DOCKET 50-294 MICHIGAN STATE UNIV REbEARCH IICACfOR 


Q Inspactltin reports. IE Bulletini !< correspondence 


0007170633 Forwards IE Circular 00-14. "Radioactive Contamination of 
Plant Oemineral 1 2 ed Water Rys Resultant Internal 
Contaminatiuii of Personnel " No written response required 
KEPPLER, d 0 Region 3. Chicago. Office of the Director 00/06/24 
Ip 


DOCKET 90-295 ZION NUCLEAR POHEH STATION. UNIT 1 


F Security, medical, umorgency >< fire protection plans 


0007010347 Forwards safeguards continouncy plan amend Plan withheld 
(ref 10CFR2 790) 

PEOPLEb. D I Commonwealth Edison Co 80/06/27 Ip 


0 Ad judica toi y correspond enr e 


0007310243 Forwards Commissi nn RHOISV itiemurondum f< order conlalniiig 
decisions on UCS 7B0503 petition for r econslddratlon of 
700413 memoranditm t< order UfS 771101 petition sought action 
re fire protection for olcctnial cables 
EISENHUT. D C Division of Licenoing 0O/O6/2'5 n9pp 


B007020646 Memorotidum specifying ishups to be discussed at 000701 
oral argument, re State of IL contention th.il applicant 
commitments should be integratrd in iiienso Tech Specs, in 
storage pool moil proceoding 

TOMPKINS. B A Atomic Safety and Licensing Appeal Panel 00/06/P6 
2pp 


B007100022 Foroarils "Tech Specs for Null ear Power Henctcira. " lOCFRSO 
advance notice of rul umak ing. f nr which counsels' attention 
is invited by ASLB Comments may be riibmilted to Ccmmlssion 
re 800701 oral argument 

BISHDP.C J Atomic Safely and Liiensing Appeal Panel 00/07/03 

Ip 


— H007 100026 "Tech Specs for Nuclear Ptiupr Rractors. • lOfFRSO adViincc 
notice of rulemaking Establishes stit for deciding which 
items from SAR must bo im orpoi a tell into Tech Specs 6 
modifies definitions of spec ciitegories 

CHILK. S J Office of the Secretary of the Comraission 80/06/30 
9pp 


8007300362 Updates certain piojcrted load h capacity estimates which 
appear in record of proceeding per applicant ab 1 1 g.it ion to 
Veep ASUAD appraised of development-. Related c Oi respondenc o 
STERTOE.P l> I sham. Lincoln t. Seale RO/07/00 2pp 


H General e orres pun dene e 


8007110533 Responds to 000220 i equest bo reject util liiense to 
Increase storage capacity or facility spent fuel pool 
Actions initiated 791010 to assure that emergency plans are 
implernentad at all licensed pperaling reactor sites 
DENTON. H R Office of Nuclear Rose tnr Regulation. Director 
80/09/06 2p() 



110 


DOCKETED ITEMS 


B007ai020a Responds to entl 600*118 Itr to President Tarter re Indian 
Point facilitv Describes MRC efforts to protect public 
health at facilities curreritlij operating nr planned foi 
operation Village Voice neus article end 

DENTON^ H R Offite of Nuclear Reactor Regulation., Director 
B0/O5/S1 lOpp 


0007310338 Responds to one I BOOdOl telegram to President Carter urging 
closing of facility !< all nuclear plants near populated 
areas NRC Q003R9 c c n t i rmo t ory order renulrod iramsdiate 
short-term actions to assure public safety 
EISENHUT.D Q Division of Licensing 0Ov'O7fl7 3pp 


0 Advisory Committee on Reactor Safeguards reports !< correspondence 


800723030B Provides suminary of 13003(17-08 meeting lu/utils re core melt 
accident sequences Utils appear to eipect NRC to resolve 
pToblems K do nothing to mitigate consequences of Class 9 
ac c ident s 

CATTDN. I Califoiniat lln i v nfj Los Aiigoles 80/OS/JO 6pp 


P Operating litense stage doiuments h correspondence 


QO0424O4BO Foruiarils addj Info re reviou of unresolved safety issuasi 
trip rapt of Lessuns Learned implementation teami h tosh 
action plan in vieui of high popalatiun density surrounding 
plants 

DENTONi H R Office of Nuclear Reactor Regulatlon> Director 
B0y04/0<? 33pp 


0007230099 Requests submittal of proposed Tech Spec changes providing 
for redundancy in decay heat removal capability in all modes 
of operation Model Tech Specs luhich would provide acceptable 
resolution end for guidance 

ElSENHUTi D 0 Division of Licensing 00/06711 diSpp 


0007100393 Summary of B00930 Tec lino) ogy Ei change Meeting 3 u/ utils in 
BethesdarMD to discuss accident mitigation features for 
power plants 

LONGt J K Division of Systems Integration 80/06/12 7Spp 


600701DI10 Notification of B00635 meeting u/utils t< Bandla Labs in 
Deth esdar MD for presentation of ovorvieu of facilities risk 
study Agenda end 

ISRAEL) S L Reliability L Risk Assessment Branch 80/06/16 Spp 


B007tl03S7 Summary of 000530 meeting lu/uti 1 in DothesdaiMD re stotus of 
action plan 

□LBHANi L N Operating Reactors Itranch I QO/06/23 3pp 


B0070J042a Forwards Drawing 22E-1-4B50 re raac tor, fcurb ine t< generator 
trip protection! in response to B00619 discussion concerning 
automatic initiation of auiiliary feedwater sys Drawing 
available in Centra] Files only 

NAUGHT ONi Id F Comisonwea 1 tli Edison Co B0/06/B4 Ip 


9007010211 Forwards response Co 600229 confirmatory order requiring 
review of hey plant sys vulnerability areasi pass i b le 
operator dependent areas h tontrol room emergency 
proceduroE 

NAUGHT ONi tl F Commonwealth Edison Co 80/06/26 49pp 


BOD7O1O6O0 Notification of 900617 meeting w/utlls in Qethesda.MD to 
discuss containment structural r eeponsei fai lure pressures t 
failure modes for facilities as described in NRC OQ04JO ! tr 
to CoffVfl). Ed 

HEYER.^f F Roactnr Systems Oranch 80/06/26 2pp 


BD07070116 Submits revised responses to HflC 770603 Itrs re second 
level of undervoltage proterticn for 4 kV emergency ppuer 
buses supplying safety-related loads 

UANECEK'R T ConiBioTiuealth Edison Co 90/06/26 4pp, 


8007170319 Summary of 000612 meeting w/utiu in Bethesda.MD re interim 
reltablllly evaluation program ^ 

0L6HAN.L N Operating Reactors Branch 1 80/06/30 3pp 


8007170241 Poruiards request fur add) info re backfitting of severe 
accident mitigation features Response requostod wittiin 30 
days 

NOVAK) T M Assistant Oirectoi fnr flporating Reactors 00/07/02 
7pp 


BOO72S0OOI Requests Bubmlttf)i of >jppl (ration for amend bo license 
consisting of Turh Spot changes ?< license conditions RHR 
Model Tech Specs h Model liietise conditions for TM5-2 
Lessons Learned Category A items end for guldam o 
EISENHUr!D 0 Division of Hcenslnj SO/07/02 A9pp 


8007190476 Submits addl info re lOCFRSOiApp J> exemption Mod to install 
flouineter w/high flow alarm on penetration pressuri lation 
piping to personnel air lock door seals completed Includes 
marked sot of drawings W/o drawings 

NAUOHTON) H F Commonue a 1 th Edison Co 80/07/07 4pp 


B007170090 Summary of B0062S meeting w/Pi c hard) Lowe f* Garrick) Inc re 
risk study including cnodcliiig for plume tragectory> 
containment event tree U modelingiuse of plant data & 
consideration of oxternal events 

ISRAEL)6 L Reliability & Risk Assessment Branch 80/07/07 Bpp 


□007230646 Summary of 600307-08 technology exchange meetings u/utlls 
in Chicago) IL re core melt accident sequences h associated 
phonomenology for facilities NRC perceives real urgency to 
for answers to key technical quea 1 1 ons 
MEVER, J F Reactor Systems Branch 00/07/09 12pp 


B007280605 Notifies that PO Stoddart) primary NRC reviewer for Zionihas 
requested add! Info to complete rovieW) as result of 
discussions re NUREG-057B Item 8 1 Ba on improved post- 
accident sampling capability Lists drawings sent 
NAUO>irON)W F Commonwealth Edison Co 80/07/2! 2pp 


G Inspection reportsi IE Bulletins tt correspondence 


6007020065 Forwards IE Info Notice 00-22) "Dreakdowns In Contamination 
Control Programs " No written response required 

KEPPUERp 0 0 Region 3> Chicago) Office of the Director BO/O5/20 

Ip 


6007210396 Forwards 16 Circular 0O-13i "Grid Btrap Damage In 
Hestinghouse Fuel Assemblies " No written response required 
KEPPLER.d 0 Region 3. Chicago. Office of the Director 00/09/20 
Ip 


B0070JOOB6 Forwards IE Info Notice B0-23i “Loss of Suction to Emergency 
Feedwater Pumps " No written response required 

KEPPLER. J 0 Region 3. Chicago. Office of the Director. 80/05/29 
Ip 


0007020050 Forwards response to IE Dulletln 80-05. "Vacuum Condition 
Resulting in Damage to Chemical Vo) Control Sys (CVCS) 

Holdup Tanks " Throe Zion holdup tanks can be valued to 
contain primary sys water Positive pressure is maintained 
PEOPLES) D L Commonwealth Edison Co 60/06/04 3pp 


0007280156 Forwards IE Info Notice 00-86. "Evaluation of Contractor 
OA Programs " No written response required 

KEPPLER. J 0 Region 3. Chicago) Office of the Director 80/06/10 
Ip 


8007020199 FoTWords IE Insp Repts 50-295/00-09 h 50-304/80-09 on 
B00SI2-15 1< 19-20 ft notice of violation Notice of violation 
withheld (ref 10CFR2 790) 

IIINO.J A Region 3. Chicago. Safeguards Branch 60/06/11 2pp 


— 000702021) IE Insp Repts 50-295/80-09 tc 50-304/80-09 on 000512-15 t. 
19-80 Honcompl iane B noted failure to conduct proper 
personnel sernening to secure l< attend doors of vital 
areas t( to test alarm sys Details withheld (ref 10CFR2 790) 
HADEDAiT J . CHRIBTOFFER. 0 Region 3. Chicago. Office of the 
Director HIND. J A Region 3i Chicago) Safeguards Branch 

80/06/10 2pp 


8007160165 Forwards IE Info Notice 00-87. "Degradation of Reactor 
Coolant Pump 9tuds " No specific action or response 
required 

KEFPLER.J G Region 3i Chicago* Office of the Director BO/06/tt 

Ip 


0007020076 Forwards response to IE Bulletin 60-12. "Decay Hoat Removal 
By s Operability " Review of RHR degradation events found 
nirne similar to Davis-Bease incident 

DELOEDROE) L 0 Commonwealth Edison Co 60/06/16 Spp 


8007100004 Forwards response to IE Bulletin 00-09. "Hydrampfcor Actuator 
Def i c lenc t BS) " No safety-related sys or component at 
Dresden 2 {< 3 uses AH-90 or NH-90 series hydramotor 
actuators 

PEOPLES. D U Commonwealth Edison Co 00/06/16 3pp 


0007030037 Forwards IE Bulletin 00-15. "Possible Loss of Emergency 
Notification Sys (ENB) W/Loss of Qffaite Power " Written 
response requirod 

KEPPLER.^ 0 Region 3. Chicago. Office of the Director 00/06/18 


DOCKETED ITEMS 


111 


80070209B9 Foruards IE Circular 80-l5i '‘Losa of Reactor Coolant Puffifi 
Coollns ti Natural Circulation Cooldoiun " No iiirltten response 
retiulred 

KEPPLERj J 6 Region □, Chicago* Office of the Director 60/06/20 

ip 


D007S30794 Forwards IE Insp Repts 50-295/BCI-Og & SO-304/a0-0U on 
000481*0518-20*30 I* 31. No none omp 1 lanc o noted 

F10RELLI<0 Region 3* Chicago* Reactor Construction t* Engineering 
Support Branch BO/06/23 Spp 


■8007230750 IE Insp Repts 50-295/S0-0B {< 50-304/80-OB on 800431* 0813-30. 
30 b 31 No noncompliance noted Major areas inspecteil Dergen- 
Paterson largo bore hydraulic snubbers on Unit 3 steam 
generators 

DANIELSON* D H Region 3* Chicago, Reactor Conati uction S< 

Engineering Support Branch VIN. I T Region 3* Chicago* Office of 
the Director 00/06/18 3pp 


0007170430 Forwards IE Circular 00-14* ''Radioactive Contamination of 
Plant Demineral iied Water 8ys t. Resultant Internal 
Contamination of Personnel " No uirltten response required 
KEPPLERj J 0 Region 3* Chicogo* Office of the Director 00/06/24 
«P- 


6007230260 Forwards IE Insp Repts 50-293/00-11 t> 50-304/80-1 1 on 
000927-39 l< notice of violation 

□AVIS* A B, Region 3* Chicago* Fuel Facllitg t< Materials Safety 
Branch 00/06/24 2pp 


--BO07230272 Notice of violation from insp on 600527-29 

a Region 3* Chicago* Office of the Director 60/06/20 Ip 


“EK)07230276 IE Insp Repts 80-898/80-11 & 30-304/B0-11 On 800927-29 
Noncompliance noted eicess pH nf uiaste water roleosed 6 
failure to standardiie sodium hydroside solution during 
boric acid titration 

EB810*T H . OE0THANN.M J . ROYTEK* C Region 3* Chicago. Office of 
the Director 60/06/80 9pp 


aoO78303B9 Forwards IE Bulletin 00-16* "Potential Misapplication of 
Rosemount. Inc Models 1131 (< 1188 Pressure Transmitters 
H/Elther A or D Output Codes " Written response required 
IC Circular 80-16 also end No written response required 
KEPPLER.J 0 Region 3* Chicago, Office of the Director 00/06/27 
IP 


6007310907 Forwards IE Health Physics Appraisal Repts 50-295/80-09 b 
90-304/00-04 on 000310-21 * not ice of violation t< slgniflcont 
appraisal findings 

KEPPLER.J 0 Region 3, Chicago, Office of the Director 00/06/27 
4pp 


•6007310910 Notice of violation from health physics appraisal on 
800310-21 

* Region 3, Chicago* Office of the Director 60/06/27 Spp 


—8007310519 IE Health Physics Appraisal Repts 30-295/90-05 b 
90-304/00-04 on 000310-21 Noncompliance noted significant 
weaknesses found in areas reflecting on mgt 6 mgt support 
Weaknesses in emergency response b access control 
BCHUMACHER, M, C , MIULER* 0 E Region 3. Chicago* Office of the 
Director PISHERiU L Region 3* Chicago* Fuel Foclllty b 
Materials Safety Qranch BO/06/23 5Bpp 


a0'Q73t033S Forwards Waste Packaging Insp Rept 1 9000046/QO-32 on B0D222 
ti 86 

DAVIB.A B Region 3, Chicago, Fuel Facility C< Materials Safety 
Branch 80/06/30 3pp 


— 0007310339 Waste Packaging Insp Rept 15000046/00-32 on B00222 b S6 
Noncompliance u/DOT regulations noted mat dose rate on 
surface of transport trailer was 220 (nlllirem/h 
O'REILLY, L A Region B* Ban Francisco, Office of the Director 
THOMAS, R 0 * BOOK.H E Region 9* San Francisco* Fuel Facility «< 
M«tiTials Safety Branch 00/04/08 18pp 


0007310339 Waste Packaging Insp Rept 19000046/00-32 on 000222 b 26 
Nonconpliance u/OOT regulations noted max dose rate on 
•urfaca of transport trailer was 220 milllram/h 
O'REILLYjL A Region 9* Ban Francisco, Office of the Director 
00/04/02 lapp 


8007890641 Responds to IE Bulletin 80-10* "Contaminatlan of 
Nenradioaetive Byi It Resulting Potential for Unmonitored, 
Uncontrolled Ralease of Redioractivity to Environ " Any 
affected sys will be restricted if eontamlnation found 
PEOPLES* D. L. Commonwealth Edison Co BO/07/07 2pp, 


90072306SO Forwards mponse to {E Dulletlri 00-11* "Masonry Wall 
Design " Requested i rives 1 1 ijat i on not performed at Dresden. 

Unit 1 due to eitended outage Requ i r em ents will be mot prior 
to startup W/o oncl 

PEOPLES* 0 L C'CnsmOhiuea 1 1 h Edison LO B0/<l7/07 2pp 


9007290638 Foruoids rrsponse to IE Oiillotin 30-00. "Ei aminat ion of 
Containment Liner Penetration Welds " Dresden Unit 1 designs 
will be reviewed ti feasibility of poTforming radiographic 
e I ami nations will be assessed before unit rotuined to sve 
PEOPLCQi D L Commomijua 1 th Ldlsuti Co 80/07/09 7pp 


9 Perlod.ic operiiting reports !< related rorr espondonie 


6007140327 Forwards morithly operating repts For June 1900 
CRAESSER.K L Commonwealth Edison Co 00/07/07 ip 


— G007140331 Monthly operating repts for June 1900 

CQDKi J M C ommemwea 1 th Edison Co BO/07/07 llpb 


S Reportoble occurrences. UERs *< related correspondence 


0007170230 Part ?l rept re defective Heslinghousa Type W-8 switch 
Causeif by intermittent contact closure u/suitch in 
automatic start position Utils ivatified of potential 
problem NSD technical bulletin end 

ANDERBON.T M Westing house Electric Corp BO/06/10 5pp 


8007010404 Forwards UER BO-02P/03U-0 

WANOKE. N E <! ommo rnuaa 1 th Edison Co 00/06/23 Ip 


— 0007010408 LER B0-02B/03L-O on 000924* wb i I e porforming diesel genoratar 
loading test nn ID diesel gencrotnr* engine tripped after 
running S minutes at full load Caused by air leak on supply 
line fitting to fuel shutuff pistons Fitting replaced 
KRAWCZAK.A T Commonwealth Edison Co 80/06/21 Ip 


D007010493 Forwards LER 80-0a9/OJL-<) 

WANOitE.N E Commonuealth Edison <o 60/06/26 Ip 


— 0007010900 LER 90-029/03L-0 on BOOIBl * wh i 1 e removing insulation to 
repair leak on discharge line to boric acid filter t.heat 
trace on circuits OME 190/205 were damaged Causod by 
numerous nicks ii, hoot trace by personnel effecting repair 
HAZELRIQO.S Commonwealth Edison Co 00/06/26 Ip 


0007160695 Forwards LER B0-O30/03L~0 

QRAEBBER* K L C ommonwoo I t h Edison Lo 00/07/0/ Ip 


— 8007160662 LFR BO-Q30/03L-0 on 800612* during normal operation* condenser 
air ejector offgas rad mon 1 tor* 1RT-PT86. fal led low Caused 
by worn C'ontacts iobide photohel Ir* apparently worn down 
through normol use Photnhelic repla'Ced 
03T»F Commonwealth Edison Co 80/07/07 Ip 


8007220449 Forwards UER aO-032/03L-0 

GRAESSERi H L Commonwealth Edison Co 60/07/16 Ip 


— 80072204S3 LER G0-032/03L-0 on 000616. fuel oil storage tank love) 
Found 3D0 gallons less than 40.000 gallon limit Causod by 
enginuerinig assistant not anticipating fuel consumption 
associated u/dicsel generator testing every threo days 
KRAHC2AK. A T Commonwealth Edison Co 00/07/16 Ip 


0007280399 LER BO-007 has been cancelled 

COLLINS. M Commonwealth Edison Co 80/07/21 Ip 


0007220400 LER 00-006 has been cancelled 

COLLINS. M Communwaa 1th Ed I son Co 00/ 07/21 Ip 


0007220401 LER 80-004 has been cancelled 

COLLINS. M Commonuealth Edison Co 60/07/2) 1 p 


8007220402 LER 79-073 has been cancelled 

COLLINStMi Commonuealth Ediscn Co 80/07/21 Ip 


0007220404 LER 79-067 has been cancelled 

CQLLINSiM Commortuealth Edison Co 00/07/21 Ip 


0007220405 LER 79-064 has been cancellsd 

C0LL1N9.M Cummonwoa I th Edison Co 00/07/21 Ip 


6007230349 LER BO-OOJ has been Kiiicelled 

COLLINS, M Commonwealth Edison Co BU/07/23 Ip 
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ea0723{>347 LEfj 79-D3? hsi been cancelled 

COLLlNSi M Commonwealth Edieon Co 60/07/22 Ip 


8007230351 LER 79-0S8 has been cancelled 

CDLLIKISiH Commonwealth Etlison Co 80/07/22 Ip 


8007230352 LER 79-Ofii has been canrellei 

COLLINSiM Commonwealth EJisem Cu BO/07/22 Ip 


6007230357 LEU 79-OBO has been cancelled 

COLLIHSi M Commonwealth Edison Co 30/07/22 Ip 


T Hearing transcripts on non-ant » trust matters 


8007IS0024 Transcript of 800701 morning hearing in Defchesda.MD Pp 
1-120 

* Atonic Safety and Licensing Board Panel 80/07/01 133pp 


8007080330 Responds to NRC 791002 Ur to all BUR licensees 8< 791031 llr 
to util Util funds allocated for Hart 1 owners group 
full-scale test facility program Schedule for completion of 
plant-unique analysis forthcoming 

MILLS. L M Tennessee Valley Authority 80/07/01 Ip 


800721003/) Forwards request for addl info to complete review of 
eontal nment purging & venting at facilities 

NOVAK) T M Assistant Director for Operating Reactors 00/07/08 
3pp 


600723037/) Forwards proposed changes to ETS Section 3 1 re thermal 
d 1 acharge limits 

HILLS)L M Tennessee Valley Authority 80/07/14 Ip 


—8007220377 Proposed change to ETB) Section 2 i re thermal discharge 
limits 

• Tennessee Valley Authority 80/07/14 ip 


8007310531 Confirms 300712 concurrence ui/util schedule for returning 
to power operation Concurrence based on util completion of 
DOCKET 50— 29A DROUMb FERRV NUCLEAR POWER STATlCINi UNIT 3 corrective actions re failure of control rod sys fol touting 

— — — - — — — manual trip 

F Security, leedital. emergency !< fire protection plans O'REILLV.J P Region 2. Atlanta. Office of the Director 00/07/14 

2pp 


0007210024 Forwards list of vital areas & equipment resulting from 
vital area analysis conducted at facility & computer 
printout containing supporting data for vital area analysis 
Ends withheld Ire# 10CFR2 790) 

IPPOLITO.T A Operating Reactors Qranrh 2 00/05/30 2pp 


8007220020 Confirms that LAGL will conduct vital area analysis of Units 
2 t< 3 on 000714 E Clalbourne f. J Rand will conduct visit 
IPPOLITO.T A Operating ileaclOTS Oronch 2 60/07/03 2pp 


0 Adjudicatory correspondence 


0007310243 Forwards Conmlssipn 000527 memarandum. Ei order curtaining 
decisiens on UCS 70DSO2 petition for reconsideration of 
760413 memorandum j< order UCS 771104 petition sought actlnn 
re fire protection for electrical cables 
EISENKUr.DQ Division of Licensing 80/05/25 09pp 


H General correspondence 


6007170380 Espresses concern re plans to construct low level waste 
storage S. incineration facility Proposed facility would 
present significant health risks to highly populated area 
Requests public hearing & FIS 

HOLLINOSUORTH Affiliation Unknown 00/07/09 Ip 


vl Insurance t< indemnity infoimation 


B007010S15 Forwai ds Endorsement 51 to ANI Policy NF-190 

FIELDERiJ Harsh f. McLennan. Inc • H t< M Nuclear Consultants. Inc 
DiV 80/05/23 2pp 


0007310435 Forwards Endorsement 43 to HAELU Policy I1F-55 

FIELDER>>f Marsh tt McLennan. 1 nc . K h M Nucloor Consu 1 tant s. I nc 
Div BO/07/21 app 


P Operating license stage documents 1. correspondence 


0OD723OO28 Summary of 800207 meoting w/Hari I ownei s group in Bethesiia. 
MD. re revisions to NRC acceptance crllerln 5 autstonding 
issues relative to Mark I containment long-term program 
CRIHESaC T Plant Systems Branch 80/02/Pl 31pp 


0007070260 Responds to 800123 1 tr re use of ODVN code in determining 
operating limit min critical power ratio Util requests 
further clarification of espected penalties that may be 
imposed on top of ODVN calculations 

MILLS. L M Tennessee Valley Authority SO/Oi/PS 3pp 


B0070S0711 Responds to 600422 I tr re low level waste mgt at plant 
Ultimate util objective is to provide for onsite redwaBte 
storage No target date has been established by TVA for 
submitting appljeattpn for inciTieration approval 
NOVAK.T M Assistant Director for Operating Reactors 00/05/25 
3pp 


6007000286 Responds to NRC 000523 request for facility participation, in 
phase twn Interim Reliability Evaluation Program Urges 
definitive conclusion of phase one bufore continuing Outline 
of critical areas to be resolved end 

HILLS.LIi Tennessee Valley Authority 00/05/30 3pp 


0007240225 Forwords Amends 51.05 Ce 33 to Licenses DPK-33. DPR-92 b 
DPR-58> respee 1 1 vely S. notice of'lssuance b availability 
IPPOLITO.T A Operating Reactors Branch 2 00/07/13 3pp 


— 0007240231 Amends 51,56 h 33 to Licenses DPn-33, DPR-52 .b DPR-5B, 
respectively, Chang Ing Tech Specs re thermal discharge 
I imits 

IPPOLITO. T A Op er at ing Reac t ors Branch 2 80/07/15 13pp 


—6007240234 Notice of issuance b availability of Amends 51,56 b 33 to 
Licenses DPR-33. DPR-6B b DPfi-50< respectively 
IPPOLITO.T A Operating Roaetors Branch 2 80/07/15 2pp 


0007300304 Responds to end 600602 memo re low level waste mgt at 
facility Util plans to construct two separate low level 
waste facilities onsite Const on first four cubiclus began 
recently NRC approval of plans necessary 

DENTON. H R Office of Nuclear Reactor Regulation, Director 
60/07/23 Bpp 


“0007300391 Requests summary of util plans to build low level waste 
storage facility Also requests whether NRC approval is 
required b whether public hearings have been requested 
DRADFDRD.P A Commission 00/05/02 ip 


0 Inspection reports, IE Bulletins b correspondence 


8007240009 Forwards IE Info Notice 00-20, "Loss of Decay Heat Removal 
Capability at Davis-Desse Unit i Uhile in Refueling Mode " 

No response required 

O'FtEILLY.J P Region 2. Atlanta, Office of the Director 80/05/08 
3pp 


0007140476 Forward B IE Bulletin 60-13, "Cracking in Core Spray 
Spargers " Written response required 

O'REILLV.J P Region 2. Atlanta, Office of the Director 60/05/12 
IP 


8007020192 Forwards IE Info Notice 00-22. "Dreakdowns In Contamination 
Control Programs " No written response required 

O'REILLV.J P Region 2. Atlanta. Office of the Director 00/03/28 

Jp 


0007010325 Forwards IE Info Notice 80-23, "Loss of 8oction to Emergency 
Feedwater Pumps " No written response required 

O'REILLV.J P Region 2. Atlanta, Office of the Director 00/03/39 
Ip 


6007820029 Forwards IE Info Notice 80-25, "Evaluation of Contractor 
OA Programs " No written response i equlred 

O'REILLV.J P Region 2. Atlanta. Office of the Director 00/06/10 
3pp 


6007140305 Forwards IE Bulletin 60-14. "Degradation of BWR 6cram 
OiBCharge Vol Capability " Hritten response required 
O'REILLV.J P Region 2. Atlanta, Office of the Director 00/05/12 
Ip 


0007020499 Forwards response to IC Bulletin 00-09 transmitted by 
JP D'Rcilly 000417 1 tr Final rept for Hartsville b Phipps 
Bend plants will be sent on or before 001017 
MILL0.L M Tennessee Valley Authority 60/05/15 2pp 
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0007020761 FoPuartlS IE Bulletin BO-lOi ''Possible Loss of Emergency 
Notification Sys (CMS) W/Loss of Offsite Poiuer " Written 
resfonse retjulrod 

O'REILLY. J P Repion 2, Atlanta. Office of the Director 00/06/10 

Ip 


B007020371 Foruiards IE Circular BO-IS, "Loss of Reactor Coolant Pump 
Cooling B. Natural Circulation Cooldouin " No urltten response 
required 

a'REILLV, J P Region 2. Atlanta. Office of the Director BO/06/20 

IP 


B007310344 Forwards IE Insp Repts 50-239/60-25,30-260/00-19, 
SO-296/B0-20 t, 30-327/00-22 

O'REILLY, J P Region 2, Atlanta, Office of the Director 60/06/23 
3pp 


— 6007310351 IE Insp Repts 5O-259/B0-2S, 50-260/00-1 9, 50-296/00-20 6 
30-327/00-22 on B00321 Insp consisted of enforcement meeting 
in Atlanta, OA to discuss exceeding DDT radiation limits 
during shipment of radwaste from Browns Ferry 

DANCE. H C Region 2, Atlanta. Reactor Operations Nuclear Bupport 
Branch BO/06/20 app 


0007170070 Forwards IE Circular 80-14. "Radioactive Contamination of 
Plant Deminer a 1 1 1 ed Water Bys t< Resultant internal 
Contamination of Personnel " No written response required 
O'REILLY. vl P Region 2. Atlanta. Office of the Director 00/06/24 
it 


Q0071BOS23 Forwards response to IE Bulletin 79-27. "Loss of Mon-Class 
IE Instrumentation & Control Power Sys Dus During 
Operation. " it to BD0404 confirmatory orders Feedwater pump 
turbine (< main turbine trip circuitry will be upgraded 
litLLB.L M Tennessee Valley Authority SO/06/26 Spp 


8007230233 Forwards IE Bulletin BO-I 61 "Potential Misapplication of 
Rosenount Inc Modols 1151 t< 1152 Pressure Tranpihitters 
H/Either A or D Output Codes " Written response required 
IE Circular' BO-16 alee end No written response required 
0 'RE ILLY. J P Region 2. Atlanta. Office of the Director 00/06/27 
Ip 


6007210091 Forwards response to IE Bulletin BO-IO Potable water, 
nliieroliied water S< auxiliary boiler sys have possible 
interfaces between nonrad loac ti ve t< radioactive ays Routine 
sampling l< analysis program established 
lilLLB. L H Tennessoc Valley Authority BO/07/07 3pp 


6007230726 Forwards monthly status rept re IE Bulletin 79-14. "Seismic 
Analysis for An-fluHt Safety-Related Piping Bys," presenting 
status of work as of 000701 

MILLS. L M Tennessee Valley Authority BO/07/07 29pp 


BOD720O613 Responds to IE Bulletin 80-00. “Examination of Containment 
Penatration Welds " Results of investigation encl 
M 1 LL 01 L M Tennessee Valley Authority BO/07/07 Spp 


0007210103 Forwards response bo IE Bulletin 60-11 Identifies masonry 
walls that support or are near safety-related sys Submits 
scliadule for ro-evaluatlon program 

CR05Bi J L Tennessee Valley Authority BO/07/00 3pp 


8007200460 Ac k receipt of 800616 1 tr informing NRC of steps taken to 
correct violations noted In IE Insp Repts 50-259/80-20, 
30-260/00-13 b 50-296/00-16 

LEWIS. R,C. Region 2. Atlanta, Reactor Operations Nuclear Bupport 
Branch BO/07/09 2 pp 


— BOO720O46B Responds to NRC BOOS20 1 tr re violations noted in Insp 
Repts 30-239/00-20.50-260/80-15 b 50 - 296 / 00-16 Corrective 
actions calibr valve orientation corrected Justifies 
decision re nonreportiny of deisel genretor failure 
MILLS, L M Tennessee Valley Authority 00/06/16 4pp 


— 80072B0475 Forwards IE Insp Repts 50-239/00-20,50-260/00-15 b 
50-296/00-16 on 000405-0502 b notice of violation 
LEWIS, R C Region 2, Atlanta. Reactor Operations Nuclear Support 
Branch 80/05/20 2pp 


0007200470 Notice op violation from insp on 000405-0502 

* Region 2. Atlanta, Office of the Director 00/05/20 Ip 


— 0007200404 IE Insp Repts 30-859/00-20,30-260/80-15 it 50-296/00-16 on 
000405-0502 Noncompllance noted failure to adhere to 
surveillance instructions t< to make prompt rept to NRC 
SULLIVAN. R F , CHASE. J H Region 2, Atlanta, Office of the 
Director. DANCE. H C Region ?, Atlanta, Reactor Operations 
Nuclear Support Branch 80/05/20 7pp 


B0072 50596 Forwards response to Item 1 of IL Dulletiii BO-17 re water m 
scram discharge vo 1 No signifirant amount of water was 
found in discharge vol t astociotud piping Scram discharge 
vent valves are operable 

CR05B, J U Tennessee Valley Authority BO/07'11 2pp 


6007310067 Forwards second interim rept in response to IE Bulletin 
00-06 SinLe B00612 Interim rept. util completed review of 
primary containment sys.rt.rcior protection sys. RHP sys 
core spray sys Evaluation uf othei sys iindPTWay 
CROSS. J L Tennessea Valley Authority 00/07/11 2pp 


0007220322 Requests extension until BOOBH fur pei forming manual t« 
automatic scram required by IE Bulletin 00-17 Extension 
needed because of current heat wave 

MILLS. L M Tennessee Valley Authority 80/07/16 2pp 


8007310200 Forwards response to Items 2 (Unit 31,4.5,6(0 *< 7 of IE 
Bulletin BO-17 Present staiidhy liquid control sys design is 
unable to support two— pump flow hut sys is equipped w/ 
Interlocking contacts Item S for Units 1 J< 2 will he sent 
MILLS. L M Tennessee Valley Authority 80/07/16 tOpp 


8007290357 Grants extension of time to 0OOB1 1 for performing scram 
tests per IE Bulletin 60-17 

EISENHUT.D 0 Division of licensing 00/07/16 Spp 


B00730037E Forwards response to IF Bulletin 79-OlD, "Environ 
Qual iFica tinn of Class IE Equipment " Summarios of equipment 
qualification eva I uatl ons, based on Fuel 4 c r 1 tena, enc 1 Full 
response will be forwarded when evaluations complete 
MILLS, L M Tennessee Valley Authority 80/07/18 54pp 


R Periodic operating reports !< related correspondence 


8007220443 Forwards ''Effluent f. Waste Disposal Semiannual Rept.'' 
supplemental info For second half I97B 

DEWEA0E. J 0 Tennessee Valley Authority 79/02/15 Ip 


— 6007220462 "Effluent t> Waste Disposal Semiannual Rept." supplemonta) 
info for second half 1970 

* Tennessee Valley Authority /9/02/15 I5pp 


0007220342 Forwards “Effluent I, Waste Disposal Semiannual Rept." 
supplemental info, first half 1979 

ABERCROMBIE. H lentieBSce Valley Aiitloritij 79/06/17 Ip 


— 0007220346 "Effluent f< Haste Disposal Semiannual Rept," supplemental 
info, first hal P l'9/9 

e Tennessee Valley Authority 79/00/17 16pp 


0007220431 Forwards “Effluent 6 Haste Disposal Semiannual Rept. 
Bupplemental Info. Second Half 1779 " 

ADERCftDHDIE.H Tonnessee Valley Authority BO/Ol /31 Ip 


— 0007220491 "Effluent it Waste Disposal Semiannual Rep t. Supp 1 ementa I 
Info, Bccond Half 1979 '' 

» Tennessee Valley Authority 00/01/31 16pp 


0OO716O3SH Forwards monthly opeiating repts for June 1900 
ADERCRQNBIE.H L Tennessee Valley Aothonly B0/O7/1O ip 


, — 0007160556 Monthly operating repts for .June I9B0 

THOM.T . GREEN. D Tennessee Valley Authority 80/07/02 32pp 


0 Reportable oc i urr one es. LERs h lelatod corrcspoiidBuc e 


8007010370 Forwards LER 80-019/031-0 

CALHOUN. J R Tennessee Valley Authority 00/06/25 ip 


— 80070103/7 LER 80-Cl 1 9/03L -0 on 000527. duv i ng normal opoTation. 
dlscoivured diywoll sump flow transmitter FT-77— 16 had output 
signal shift CauRe wnknQiiui Transmitter replaced '•i Instrument 
loitp calibr 

* Tennessee Valley Authority 80/06/25 ?pp 


0007000415 Forwards t ER BO-OHS/OIT-O 

CALHOUN. J R Tennessee Valley Authority 00/06/30 Ip 


— 8007000416 LER 00-023/01 T-0 on 0006 !7, dui i ng normal op erat 1 on. spar* 
Dresser Indusfcrios safoty valve was discovered u/rrarks in 
guide Caused by initial pouring of casting I< loolxng Spare 
valves will be inspected foi cr.icks 
» Tennessee Valley Authority 80/06/30 2pp 
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800711042S R0-BFnCJ-'i0-29*/B024 'jti DOOfcSa. dui ing TODtiHS’ fpsint sbutdoujn, 
apprix 6B uf IS'’ control rinis foiled to fully insert ufien 
reactor was manualli] trippei) IJnst is shut down until lause 
determined & correuttve actien talen 

ADERCROMIl If J H I Tennessee Valley Authority BO/06/30 Ip 


eODJadOaSt PNtJ-Il-eO-119 on tlOOfaEB. 7I» control rods foiled to fully 
snsert during routine shutdown ttonual sirams foiled to 
effect repair Autn stra/n ceused full insertion Cause beini) 
investigated Coiif i rira 1 1 on pf atlion Itr issued 

JULJAH. C . LEWIS. (? C Region 2- Atlanta, Office of the Director 
eO/06/30 2pp 


00071 1037B Foriuartls LfcH BCI-020/03L-0 

CALHOUN.. I R Tennessee Valley Authority DO/07/03 Ip 

— 0007110300 LEfl BO-OSO/COL-O en BCCH«09» d ii r i up normal op era t tons . 3D 
diesel generator auiiliaty oil pump motor tripped tiulcc 
Caused by failure of Hoover Model 6203i scaled bearings 
Motor replaced Uearlngs replaced evei y tuo yrs 
» Tennessee Valley Authority 80/07/03 2pp 


8007110380 foruiarris LEO 0O-OrM/O3L-O 

CALHQUNiJ n Tennessee Valley Authnnty 00/07/03 Ip 


— B007110394 LER 0O-OS1/O31-O on ECOAO?, dur ing normal operationi reactor 
core iselatltin cooling turbine tripped on overspeed due to 
loss of speed control Caused by P.nlure of vnltape 
supprossor CR-l, type S-2<}0i in FGNI boi 
* Tennessee Valley Author ifcy 00/07/03 2pp 


0007340260 PNU-I J-DO-1 I9A updates PNP-lI-aO-1 19 Cause of 76 control 
rods not fully inserting after 000620 routine shutdoun still 
not determined No blockage found in scram discharge piping 
Addl flou tests ujtH ((impore drain capabilities 

JULIAN. C . LEWIS. R C Region 2. Atlanta, Office of the Director 
80/07 /on !p 


8007180301 Forujords LER 00-022/ 03L-& 

CALHOUN. J R Tennessee Valley Aulhurlty 00/07/14 Ip 


— 8007100314 LER 0O'-O32/ 03L-0 on BOOAIA, wh 1 1 e performing SI 4 1 A~14. 
turbine fir9t-st.sge prussuro permioslve f< presnure suittchea 
PS-l-91 A 6 n ecceeded limits Caused by setpoint drift 
Suitches recnlibr 

» Tennessee Valley Authority 00/07/14 2pp 


8007390820 Foriuords LER 00-O34/O1T-O 

CALHOUN, J n Tennessee Valley Authority BO/07/19 Ip 


— 8007140555 IE Insp Rept 50-297/80-01 on B00605 No noncompHanco noted 
Mayor areas inspected licensee security p Ian, securi ty 
organl la t ion, ac ce ss con tro I, survei 1 lance 6 protection 
against sabotage Details ulthheld (ref lOCFR 2790) 

HOWELL,J C . GILLESPIE, F P Region 2. Atlanta, Office of the 
Director 80/06/35 Ip 


DOCHET 90-290 LOOPER NUCLEAR STATION 


F Security, medical, emergency 6 fire protection plans 


B007230713 Ac k receipt of utiJ 000326 Itr transmitting Revision 9 to 
physical security plan Enel to util Itr ulthheld (ref 
lOCFRB 790) 

JHPOLITO. T A Operating Reactors Oi anch 2 80/07/07 3pp 


0 Adjudicatory correspondence 


8007310243 Foruards Commission 800527 memorandum 6 order containing 
decisions on UCb 780502 petition for reconsideration of 
700413 memoranJum & order UCS 77H04 petition sought action 
re fire protection for electrical cables 
EISENHUT, D 0 Division of Licensing 80/06/25 B9pp 


P Operating liconse stage documents 6 correspondence 


8007230020 Summary of 800207 meeting u/Mork I ounors group In Bethasda, 
HD, re revisions to NRC acceptance criteria U outstanding 
Issues relative to Mark ! containment long-term program 
ORIHEBjC T Plant Systems Dranch 80/02/21 31pp 


0007140480 Foruards Amend 63 to Liconse OPR-46 Ii notice of Issuance l< 
availab 11 itg 

IPPDLITO, T A Operating Reactors Branch 2 80/06/24 3pp 


—8007140406 Amend 63 to License DPR-46 modifying App 0 of Tech Specs 
to delete Section 2 1 i/3 i 1 Section is superfluous to 
r egui r emont s in Section 2 i 2 ro ma« thermal discharge temp 
IPPDLira, T A Operating Reactors Branch 2 00/06/24 Spp 


— 6007140492 Notice of issuance 6 availability of Amend 63 to License 
DPR-46 

IPPOLITO, T A Operating Reactors Branch 2 80/06/24 2pp 


1)007160440 Submits status h schedule for completion of Mark t program 
mods at facility per NRC telcon re<iuDst 

PILANT. J M Nebraska Public Power District 80/07/10 2pp 


— 0007290829 LER BD-024/01T-P on Q0062B, uhen reactur was manually 
Bcraniraed,72 iif !V5 Cbiitroi rods failed tn fully insert 
Probable cause due to water in scrum discharge voi 
Investigation in progress to determine currectivc action 
e Tennessee Valley Authority (10/07/10 2[ip 


8007290695 Forwards LER 00-02 S/CI3L 0 

CALHOUN../ R Tennessee Valley Authority 80/07/24 Ip 


8007240255 Forwards Pages 193 «< 194 to bo inserted In facility Tech 
Specs Pages 193a t< 194a issued w/Amends 43 6 45 are 
redundant & should be removed 

IPPOLITO. T A Operating Reactars Branch 2 00/07/14 2pp 


— 8007240259 Tech Gpecs Pages J93 6 194 re limiting conditions for 
operation 6 surveillance requirements for auiiliary 
electrical sy s 

K Nebraska Public Pauer District 78/05/02 2pp. 


— 8007290702 LER B0-025/D3L-0 on 800625, dur 1 ng normal operation, 
continuous heat detectiir damaged !< caused false alarm Caused 
by accidental damage to heat deteitor by persennel 
performing mods in area Craftsmen cautioned 
4 Tennessee Valley Authority 80/07/24 2pp 


T Hearing transeripts on non-anti trust metters 


B0D7B4O271 Transcript of 000703 brjefinj by NRC on facility Pp 1-54 
• Commission 90/07/03 Dlpp 


8007260452 Application for amend to License DPn-46 deleting Tech Spec 
2 1 2/3 1 2 ro mas discharge temp, in response to Region 
4 request Amend foe was submitted w/prcvlous Tech Spec 
change request 

PILANT. J H Nebraska Public Power District 80/07/16 3pp 


'•-8007880467 Revised Tech 8pecs deleting Section 2 1 2/3 t 2 re max 
discharge temp State pollutant discharge permit end 
a Nebraska Pub J 1 c Pouier Die trie t 60/07/16 Spp 


8007240091 Transiripl of 000710 briefing on status of faci titles in 
Washington, DC Pp 1-21 
• Commission 00/07/15 21 pp 


DOCKET 50-297 NnRTH (.ARDUNA BIATF UNIV PULBTAR REACTDR 


Q Inspection reports, IE liulletins 6 correspondence 


0007140363 Forwards IE Bulletin 00-13. "Cracking in Core Bpray 
Bpargeps " Written response required 

BEYFRIT.K V Region 4, Dellas, Office of the Director 80/03/12 
If 


0 Inspection reports, IE Bulletins 6 correspondence 


8007170164 Forwards IE Circulai 00-14, "Radioactive Contamination of 
Plant Denlncra 1 1 1 ed Water Sys 6 Resultant Internal 
Contamination of Persnnnal " Wo written response required 
O'REll.LV, J P Region 2, Atlanta, Officct of the Director 00/06/24 
Ip 


8007140543 Forwards IE Insp Rept 3l)-P97/0O -01 on I1DD605 No 
noncompl lance noted 

KENNA.W D Region 2. Atlanta. B.sfeguards Branch 00/06/85 Ip 


8007030199 Responds to IE Bulletin 80-09 re hydramotor actuator 
deficiencies Sin Model AH-90 t/or NH-90 Berios hydramotor 
actuators are used at faci I i ty, None uses springs made )t/or 
installed between 0ept 1975 6 Jan 1978 

PILANT, J M Nebraska Public Power District 80/05/20 Ip 


B007100016 Updates response to IE Bulletin BO-07. >'DWR Jet Pump 
Asaemblii Failure " Licensee will perform surveillance 
required by Tech Specs V surveillance recommended by OE 
Instead of prograrri outlined in IE Dulletin 00-07 
PILANT, J M Nebraska Public Power District 80/03/81 8pp 
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Ba070SO2&B Forwards IE Info Notice 00-33. “'Dr oak down 6 In Contamination 
Contrul Prograns " No uritton respunse required 

BEVrniTiK V Region 4. Dallas. Office of the Director D0/05/2a 

tp 


8007010040 Forwards IE Info Notice 00-23. "Loss of Suction to Emergency 
Feadwator Pumps “ No written response required 

SErFRlTiH V Region 4. Dallas, Office of the Director 00/05/29 

Ip 


8007310152 Responds to IE Bulletin BO-13. "Cracking in Core Bpray 
Spargers " No cracking found during insp of spargers I. 

• agmoni of piping between inlet noiile I. vessel shroud 
PILANT, J H Nebraska Public Power District 80/05/31 Ip 


8007030333 Responds to IE Bui 1 eti n, 79-03, "Pipe Support Base Plato 
Dasigtis Using Concrete Expansion Anchor Bolts " Lists 
hangers to be repaired 

LEBBORi L C Nebraska Public Power District 00/06/03 3pp 


8007130125 Forwards IE Insp Ropt 30-290/00-08 on 800506-09 *< 19-23 No 
noncompliance noted 

HADSEN, 0. L Region 4, Dallas, Reactor Construction (< Engineering 
Support Branch 80/06/06 3pp 


—0007150136 IE Insp Rept 50-298/00-08 on 800506-09 !. 19-23 No 
none ompl lance noted Major areas inspected previously 
identified items, ref uel Ing ac t ivi 1 1 es, survei llance, p ipe 
support t< restraint sys.maint & leak rate test 

HESTERNAN, T T , SPANGLER, R 0 , TAPIA. J Region 4, Dallas, Office 
of the Director 80/06/06 Bpp 


0007220120 Forwards IE Info Notice 80-26, "Evaluation of Contractor 
QA Pmgraffls " No written response required 

BEypRIT.K V Region 4, Dallas, Office of the Director 60/06/10 
if 


B007140410 Forwards IE Bulletin 80-14, "Degradation of BUR Scram 
Olschargo Vol Capability " Written response required 
SEVFRIT.n V Region 4, Dallas, Office of the Director 80/06/12 
IP 


8007240031 Forwards IE Circular 80-15, "Loss of Reactor Coolant Pump 
Cooling 0 Natural Circulation Cooldown " No written rosponao 
required. 

BEVFRIT.K V Region 4, Dallas, Office of the Director 80/06/20 
IP 


R Periodic operating reports & related correspondence 


8007080391 Forwards monthly operating ropt for June 1900 
LESaORiL C Nebraska Public Power District 80/07/01 ip 


—8007080395 Monthly operating ropt for June 1980 

BALLINGER, P L Nebraska Public Power District QO/07/Ot 9pp 


B0072S0421 Forwards corrected monthly operating ropt for June 1980 
LESSOR. L C Nebraska Public Power District BO/07/10 Ip 


— 0007230425 Corrected monthly operating ropt for Juno 1980 

BALLINGER, P L Nebraska Public Power District 00/07/01 Bpp 


— 0007000368 LFR 0O-O14/OJL-O on 6005 1 0, wli i if pei forming SP 6 1 13 1. 
relay 1 4A-H2D was found d c -c n er g i i l d. p r even t mg start of 
core spray pnnp or, notmal puujer iiui.erfious lOl, tacts were 
i n.kd ver t ent 1 y left connected in tore spiay pump circuits 
BEDMAfi.L F Nebraska Public Power District 00/06/16 Ip 


B0072DOSB4 Forwards LER 80-0 1 h/OIlL -0 

LESSOR. L C Nebraska Public t'ower District 80/0 '/02 2pp 


--0OO738OS92 LER 00-01 5/03L-0 on 000606. d «r i rig control rod scramtlme 
t e st in g , f u ! 1 - 1 !i lontrol rods inLOrroclitj scroraraeil L fully 
withdrawn Caused bij personnel urrur Rod returned to correct 
position PTocPduro modified 

UOREfl.P J Nebr.iska Public Power District 80/07/02 2pp 


0007150702 LtR 79-OJl has been t.iriCPlled 

COLLINS, H Nebraska Public Power District 00/07/14 Ip 


6'007250501 Confirms (1007 10 tel con re temp oiceetling limit of lOJ F in 
facility discharge canal on 800/09 Periodic noncomp I ianc.es 
aipected as long os hot weather creates iiicreased demand for 
Full power operation Tabulations for 800709-16 one 1 
COOPER. L J Nebrabk,i PubJir Power District SO/0-7/10 3pp 


DOCKET 50-301 POINT BEAtH NUCLEAR PLANT. UNIT 2 


F Security, modical, emergency fi fire protection plans 


8007300440 Forwards emergency plan. revised draft, Jul 1980 
FAV, C W Wisconsin Electric Power Cu 30/07/25 Ip 


0 Ad J udicatory corresp ondenc e 


13007310343 Forwards Commission 800527 memorandum !<. order containing 
decisions on UCS /H0502 petition for recons i dora t i on of 
700413 memorandum l< order iJLO 771104 petition sought artion 
re flro protection for electrical cables 
EISENHUT.D 0 Division of Hrensing 00/06/35 09pp 


8007210643 Corrected notification that B00312 putition is domed 
Forwards 800610 FR no t tee. Dlrec tor ' s decision kinder 
kOCFR2 206 ?< related SERs 

DENTON. H R Offlro of Noel far Reactor Regulation, Director 
80/07/10 Ip 


— 8007210640 Notice of Isso/iiice of Director's decision under 10CFR2 206 
denying W1 Environ Decade, Inc 800313 petition 
DENTON, M R Office of Niitloar Reactoi Regulation, Director 
aO/06/10 Ip 


— a007210647 Director's decision under 10CFR2 306 denying WI Environ 
Decade, Inc B00312 petition for show cause order !, order 
enjoining aperotion of far 1 1 i ty duo tn steam generator tube 
degradatl on 

DENTDN, H n Hffice of Nucle.ti Reactor Regulation. Director 
80/06/ 10 3pp 


— 8007210649 Safety nvoluatioii re stean gpiierator tube degradation 
supporting cnntiiiued operation of facility 

♦ Office of Nurlear Reactor Hegulotion. Director BQ/07/10 
lOpp 


8 Reportable occurrences, LERs S, related correspondence 


0007080295 Forwards LER 80-012/03L-0 

LESSOR. L C Nebraska Public Power District 80/06/12 4pp 


— 0007080302 LER BO-012/03L-0 on 800521, during local leak rate test, nine 
penetrations found leeking ekcessively Caused by normal 
titear Seal ring replacad. saats pol lohcd, pac k ing tightened 6 
ring seal cleaned 

PHILLIPS, D L Nebraska Public Power District 80/06/12 Ip 


8007090005 Forwards LER BO-013/03L-0 

LESSOR.L C Nebraska Public Power District DO/06/13 2pp, 


— 0007090007 LER 80-013/03L-0 on 800516, during survol 1 lance procedure on 
primary containment isolation valve timlngrfiHR discharge to 
radwaste Inboard isolation failed to close in time Caused by 
failure to check stroke time after maint 
DOAN. P F Nebraska Public Power District 00/06/13 ip 


8007080365 Forwards LER 00-01 4/03L-0 

LESSOR.L C Nebraoka Public Power District 80/06/16 2pp 


8007280477 Ac k receipt of diractitrs' 000710 derision re facility 
Attachments to decisiun jumbled Requests complete sot of 
attachments 

FALKpK (1 Hisconsln's Environ, tionlal Dei ade DO/07/14 Ip 


P Dperatlng license stage documfiita J, corresponSune e 


8007230099 Requests submittal of proposed Tech Spec changes providing 
for redundancy in cieeny heat reraoval c.ipBbtlity In all modes 
of operation Model Tech Specs which would provide acceptable 
resolution encl for guidance 

EISENHUT.D G Division of- Licensing 00/06/ U 6app 


0007090230 Notifies that four Wes 1 1 righ nuse demons brat ion optlmiied fuel 
assembllBS will be loaded in Cycle 8 core during Mdl 1981 
refueling shutdown Reload safely ev,i I Uiit i on to be performu-d 
per HCAP-9a72, includ ing assessment of core impact 
FAY, C U Vlisconsin Electric Pnwer Co 80/07/01 2pp 


8007170588 Forwards evaluation of cuntiol rod guide thimble wear in 
facilities designud by Hot t i nghousc Based on revi eui, issue 
is resalved- 

CLARK, R A Operating Reactors Branch 3 00/07/01 4pp 
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0007230001 Benufats subituttal of appUcation for amend to license 
consisting nf Tech Spec changes !< license conditions PWft 
Mnifel Tech Specs f< Model license conditions for TM1”2 
Lsssons Learned Category A iLonis end for guidance 
EISENHUT.DO Division of Licensing B0/O7/<12 fc'lpp 


B007ia064B Requests ei tension of coraiBent period on NUREO-0577 until 
B0D913adiie to other work efforts Requests notification only 
if eitensian found unacceptable 

FAVa C M Miscansin Electric Pauer Co 0O/O7fO3 ip 


aOO715OA0a Submits rumnients on NUREC-0h54 Tuio ob jec tionab I e items 13- 
minute time frame proposed to complete public notification 
ti proprletg of min shift staffing requirements proposed in 
Table D-1 

FAY.C W Wisconsin Clectrn Power Co 80/07/03 6pp 


B007310034 Confirms schedulfl for 800/00 merting at site to discuss 
recent increase of personnel eirors at facilities 

KEPPLER.a) 0 Region 3- Chicago. OPficB of the Director 80/07/03 

*P 


0007210408 rorwards revised Tech Spec 15 3 4 for steam 8. power 
Conversion sys 9* four 72-h test repto fo- auiillary feed 
pump in response to NBC B00S16 request for addl info re 
auiiliary feedwater sys 

FAY.C U Wisconsin Electric Power Co BO/07/00 4pp 


— B00721043B Revised Tech Spec 1534 for steam & power conversion sys 
* Wisconsin Electric Power Co DO/07/00 3pp 

— 0007210452 "Seventy-Two Hour Test of Tiirb ine-Rriven Auilllary Toed 
Pump " 

« Wisconsin Flcctric Power Co WMTP II 21 RO 79/12/20 lOpp 


— 8007210480 "Beventy -Two Ifour Test of Turbine-Driven Auilllary Feed 
Pump ’* 

n Wisconsin Electric Power Co WMTP 11 21 RO 79/12/07 tOpp 


--0007210485 -aeventy-Tuio Hour Test of C 1 oc tr i coHy-Dr I ven Auilllary Feed 
Pump ■’ 

e Wisconsin Electric Power Co WMTP 11 22 RO 79/12/28 IDpp 


--8007210469 "Se vnnty-Two Hour Test of Electrlcally-Oriven Auxiliary 
Feed Pumps " 

» Wisconsin Electric Pownr Co WMTP 11 92 HO 79/12/23 lOpp 


007240330 Advises of NRC reorgan i i ation on 60D42B which rnsulted in 
number of changos in ofc 1 1 ties. post lion s 8 assignments of 
personnel Also submits info fnr OETR 

NOVfAKa T H Assistant Director for Operating Reactors B0/O7/0B 

2pp 


)OO72SO40O Discusses potential welding deficiencies in tanks fabneatod 
by Graver Tan* f« Mfg fo Requests determination whether 
weldments in safety-related Oraver tanks meet design specs 
ti fabrication requirements 

MOSELEY. N C Division of Reactor Operations Inspections 60/07/00 
3pp 


Inspection reportsi IE Dulletins tr correspondence 


007020037 Forwards IE Info Notice 80-22. “Dreakdewns In Contamination 
Control Programs " No written response required 

HEPPLER. J 0 Region 3. Chlcagor Office of the Director 00/05/20 

ip 


1007210409 Farwai ds SE Circular 00-13. "-Grid Strap D<rmage in 
Westlngbouss ruvl Assemblies " No written response raqulred 
KBPPLER.-J 0 Region 3. Chicagb. Office of the Director 00/00/S8 
Ip 


1007010080 Porwards IE info Notice DO-23. "Less of Ruction to Emergency 
Feedwater Pumps " No written respnnso required 

KEPPLERj-J a Region 3. Chicago. Office of the Director 80/03/29 

»P 


007010030 Responds to IE DuLletln 00-08. "Engineered Safety Foature 
iESFk Reset Controls " Control of solenoid valve will be 
modified such tbnt total recirculation of control roonv air 
will continue of ter reset of containment i salat Ian, 

FAY.C H Wisconsin Electrii Power Co 00/08/08 2pp 


'007010082 Responds to IE bulletin B0-D3i "VacMUis Condition Resulting 
in Damage to Chrmicai Vo I Control Sys iCVCbi Holdup Tanks '* 

Mod will be implemented to prevent operation iif holdup tank 
recirculation pump w/o positive pressure in tank 
FAY.C W Wisconsin Electric Power fo 80/08/08 9pp 


B007180757 Responds to IE Dulletin 80-08 Review conducted of schematic 
drawings to determine actions rosultlng from engineered 
safety feature actuation signal 8 whether oquipment returned 
bo nunamer gencij mode upon removal of actuation signal 
FAY.C U Wisconsin Electric Power Co B0/O8/O8> Zpp 


0007240012 Forwards IE Insp Rept 50-301 /BO-09 on ©00527— 2'9 No 
noncompl lane B notod 

HEIBHMAN. R F Region 3. Chicago, Reactor Operations Nuclear Support 
□ranch BO/08/08 2pp 


— 8007240018 IE Tnsp Rept SO-3OI/BO-09 on eoOS27--2Sf No nonenmp 1 I anc e 
noted Major areas inspected core power distribution limits, 
reactor ihutdown margin determination 8 isothibT-nial temp 
coefficient of reactivity measurement 

CHDW. E T . HOPKINB, JD , STREETER, JF Region 3 . Chicago. Office 
of the Director S0/08/08 4pp 


0<}a70]0043 Updates B003O7 response to IE Oullotin 7-9-14, '"Beismic 
Analysis For As-Built Safety-Related Piping Sys " piping 
analysis completed for 64 of DS provloosly tabulated 
drawings, as of BD0523 Status op review end 
FAY.C W Wisconsin Electric Power Co 00/08/09 Spp 


0007220228 Forwards IE Info Notice 80-36. "Evaluation of Contractor 
OA Programs " No written response required 

HEPPLER.JO Region 3. Chicago, Office of the Dii-ector 60/08/10 
If 


0007180195 Forwards IE Info Notice 00-27. "Degradation of Reactor 
Coolant Pump Studs “ No specific action or response 
required 

KEPPLEB. J 0 Roglon 3. Chicago. Office of the Di-rector B0/06/lt 

ip 


B007030030 Forwards IE Dellotin 80-13. "Possible Loss of Emevgoncy 
Notification Sys iCNSl U/Loss of Offsite Power •• Written 
response requirad 

HEPPLER.J O Region 3. Chicago, Office of the Director B0/08/1B 

Ip 


B007030S49 Forwards IE Circular 80-15. "Loss of Reactor Coolant Pump 
Cooling & Natural Circulation Cooldown " No written response 
required 

HEPPLER.J 0 Region 3, Chicago, Office of the Director. 00/08/20 
if 


0007170524 Forwards JE Circular BO-14, “Radioactivo Contamination of 
Plant Domlneral i led Water Sys & Resultant Internal 
Contamination of Personnel " No written responsa required 
KEPPLEH. J 0 Region 3, Chicago. Office of the Director BO/OA/24 
Ip 


e00723D348 Forwards }£ Oullatin eo-18. "Potential Misapplication of 
Rosemauni Inc ftodels 1151 8 1132 Pressure Transmitters 
W/Eltbsr A or D Output Codes " Written lesponse required 
IE Circular 00-18 also end No written response required. 

REPPLER, J 0 Region 3. Chicago. Office of the Directnr 80/08/27 
ip 


8007310304 Forwards IE Insp Rents 30-986/80-11 *< 30-301/00-11 on 
000818-17 No noncooipliance notod 

FIORELLIiG Region 3, Chicago. Reactor Cons true -fc i on % Engineering 
Support Branch BO/08/30 2pp 


— 0007310318 IE Insp Repts 50-286/80-U 8 50-301/80-11 on e00816-17.No 
noncoispi lance noted Major aroas Inspected licensee actions 
re IE Dulletio 79-14 

YIN. 1 T . BHICKLEV.R H Region 3. Chicago, QP^ice of the Director 
DANIELSON, D H Region 3. Chicago, Reactor Construction 8r 
Engineering Bupport Branch 80/08/30 Spp 


0007170528 Responds to IE Bulletin 00-08, "Eiaminatton of Contalnmont 
Liner Penetration Welds •’ All containment welds a-ither have 
leak chase channel or penetration has closure cap or 
BHpanslen bellows welded outside containment 
FAY.C W Wisconsin Electric Power Co 80/07/03 3pp 


0007320071 aubmits reply to IE Bulletin 80-10 re contamination of 
nenrad t oac tive sys 8 potential for re leases. Comp 1 « t ion of 
bulletin review not anticipated until 000831 
FAY.C H Wisconsin Electric Power Co 80/07/07, 3pp 


D007340342 Responds to IE Dulletin 80-15 re power supply to emergency 
notification sys telephones Charger supplied by telephone 
company is connected to safeguards Dos 2B42 Phonos verified 
aparabional w/loss of ac to charger 

FAY.C U Ulsconsin Electric Power Co B0/O7/OS. 2pp 
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B0O73D043D Foruartjs drauings !< revised pump valve inservlco insp & 
testing program, replac ing 790219 program Program t< drawings 
available in Central Files onlg 

FAY»C H Wisconsin Electric Power Co 00/07/23 Ip 


n Periodic operating reports related correspondence 


QDD7iS{)610 Forwards monthly operating repts tor June 1900 
FAV.C II Wisconsin Electric Powei Cd BO/07/10 Ip 


— QOOTISOAIB Monthly operating repts For June 1980 

FAV, C W Wisconsin Cloctric Power Co 00/07/08 6pp 


B Reportable occurrences, LERa !< related correspondence 


BO070a03Bl Forwards LER HO-0OS/O3L-0 

FAY, C W Wisconsin Electric Power Co BO/Ofa/27 Ip 


— B0070B03D4 LER BO-003/03L-0 On D00i>07, d ur 1 ng training ualkdown of 
safeguards electrical supply cabinets, noted that tie breaker 
between A03 << ADA safeguards buses was shut Probably caused 
by improper electrical lineup after loss of ac test 
rAV,C M Wisconsin Electric Power Co BO/06/27 3pp 


6007110342 Forwards LER flO-006/01T-0 

FAYi C U Wisconsin Electric Power Co 80/06/30 Ip 


— 8007110349 LER BO-006/01T-0 On 000617, during safeguards logic test w/ 
one emnrgency diesel generator out of svc,auto containment 
spray pump actuation threatened during loss of ac ti high- 
high containment pressure Caused by personnel error 
FAV.C W Wisconsin Electric Power Co 00/06/30 3pp 


B0071 10353 Forwards LER BO-007/OIT-0 

FAYiC II Wisconsin Electric Power Co 00/07/03 Ip 


— B007110357 LER DO-007/01T-0 on 000619, at full power, test IT-04 was 
performed w/omergoncy diesel generator 30 out of svc 
Emergency safeguards train equipment would have been 
inoperable on loss of ac power Caused by personnel error 
FAV.C W Wisconsin Electric Power Co 00/07/03 2pp 


V Operator Eiamlnations 


8007240DB5 Responds to 000604 request for info re requirement that 
operator t( senior operator lirensp applicants spend 3 months 
on-ihift in training Variance to requirement connot be 
permitted 

NOVAK, T M Assistant Director for Operating Reactors 60/07/00 
3pp 
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F Security, medical, emergency it fire protection plans 


8007020467 Forwards site emergency plan review 6 list of deflclenclBS 
per NUREO-0654 NRC site emergency plan review indicates that 
addl info t< commitments are required to meet evaluation 
criteria stated in NUREO-0654 

NOVAKiT M Assistant Director for Operating Reactors BO/06/24 
lOpp 


80070B0259 Forwards addl info re safeguards contingency plan in 
response to NRC 000532 Itr Plan withheld tref 10Crfi2 790) 
ORICHT. R K Florida Power Corp 80/07/01 2pp 


8007230184 Requests participation in study of people-related probteins 
in nuclear safeguards Study involves collaction of data on 
li censee security forces t, practices NRC wishes to interview 
•acurity mgt personnel at facility 

ElBENHUT. D 0 Division of Licensing DO/07/ii 2pp 


8007200373 Updates status of fire protection mods identified in 790727 
safety evaluation Requests expeditious review of previously 
submitted items in Table 3 

8AYNARD, P Y Florida Power Corp 00/07/23 6pp 


O Adjudicatory correspondence 


0007310243 Forwards Commission B00327 memorandum 1< order containing 
decisions on UCS 700502 petition for reconsideration of 
7B0413 memorandum l< order DCS 771104 petition sought action 
re fire protection for electrical cables 
ElBENHUTiD 0 Division of Licensing 80/06/25 69pp 


H Cencral correspondence 


0007110144 FOIA request for documents te fiicility t> info concerning 
clothing f, cleaning procedures for rruae of clothing 1< 
washing prcicetluros for clothing used at faiility 
WAGNER, D Wagner, Cunningham. Vaugh.in, Genders I, McLaughlin 
00/06/13 2pp 


8007230337 FUIA request for three categories ot decuments re Facility 
GIVEL. M Affiliation Unknown BO/06/33 Ip 


0007110139 Responds to FOIA TOquest fo, documentB re facility S, Info 
concerning clothing S< cleaning procidures foi reuse of 
clothing 1, washing procedures far clothing used at facility 
Forwards documents listed in App A W/o ends 
FELTON, J M Division of Rules and Records 00/07/00 2pp 


BOO710OO9B Partial response to FOIA request for three categories of 
documents re facility Response to Item 11 may be found in 
util svnitannuai repts in local PDR Forwards NUneO-0394 I, 
draft puTsonnel exposure chart Chart only encl 
FELTON, J M Division of Rules and Records BO/07/13 2pp 


0007230233 Addl response to FOIA request for three categuries of 
documents re Facility Infu nought in Item 12 of request can 
bo found in LER Identified in NRc 800611 response to Items 
13-33 

FELTON, J M OivlMoTi of Rules and Recpi ds 00/07/16 Ip 


J Insurance 1, Indemnity in for mat i on 


800731043b Forwards executed Endorsement 31 to NAELU Policy MF-91 
FIELDER, J Harsh I, llcLenTidn. Inc , M 1, M Nuclear Censoltunts, Inc 
Div 80/07/14 app 


P Operating license stage documents 1, correspondence 


B006240237 Responds to technical assistance lequest fur proposed Tech 
Spec changes for 3f<tl operating plants Forwards requirements 
for addl info 

IBRAEL.S L TMl-2 Bulletins h Orders 79/00/27 13pp 


0007340208 Forwards DteW licensees' responses tn 790907 roquast for 
revleu af schedule for installing safety grade anticipatory 
reactor trip for loss of feedwater 6 turbine trip Review 
should be completnd by 791115 

CAPRA, R A TMl-3 Bulletins 6 Dr dors 79/10/24 Ip 


8005270617 Forwards NJHEO-064 5, Vo l s 1-2, "Ropt of Dulletlns t< Orders 
Task Force” 6 NjnEG-0636, ■’■Oenerir Evaluation of Feedwater 
Transiimts 6 Small Break LOCAs in GE-Uesigned Opcriiting 
Plants L Near Terra OL Applications ” W/o end 
REID, H W Operating Reactors Dranch 4 00/05/13 2pp 


80D7100207 Advises of concurrence w/Ofc of Policy Evaluation 
conclusions re imiiact of NRC pust TMl-3 requirements for D^lrW 
reactors tr facility transient Forwards recommendations b 
comraents 

DENTON, H R Office nf Niie 1 ear Reoctnr Regulation, Diroctor 
BO/05/20 4pp 


— 8007100311 Requests corrmentn on Dfc of Policy Cvaluatien paper on 
Impact of NRC post TMl-2 requirements on Dbw reactors ti 
facility transient Requests submittal by B0G51 5, s,/inclu> inn 
of Program ClPc views 

AHEARNE, J F Commission 00/04/39 Ip 


8007330099 Requests submittal of proposed fech Spec changes providing 
for redundancy in decay hent ri-moval capability in ell modes 
of operation Model Tech Specs which would provide acceptable 
resolution encl fur guidance 

ElSENHDTiD 9 Dtuisian of Licensiny 00/06/11 62pp 


0007100111 Forwards Amend 31 to License DPR-72, safety evaluation !, 
notice ef issuance tt availability 

REID, R U □perating Reactors Branch 4 00/06/18 2pp 


— B007100115 Amend 31 to Llcefise DPR-72, del e tiny requirements for 
maintaining centalnment tost pressure when inspecting tandan 
end anchorages 

RFID, R W Operating Reactors Britnch 4 00/06/16 5pp 


— 8007100119 Safpty evaluation suppm ting Amend 31 to License DPR-72 
* Office of Nuclear Reactor Regulation, Directer 60/06/18 2pp 


— 0007100121 Notice of Issuance ?< availability of Amend 31 to License 
DPR-72 

RETD, H U Operating Reactors Branch 4 80/06/18 3pp 
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B007030S4S Despundii to NRC BOOSOS requc-st for iTifo re preisurller 
safety valves Ifncliides data taten durinij 800812A tnctdent to 
assist in determininii flow rates ?• conditioners in HCV-B 
relief train Test results mil te sent uhen available 
BFirGHT-R M Florida Power Corp aO/Ot/23 175pp 


B007010333 Application For anend to Licncse DPR*73 p granting waiver from 
certain AIHC Section XI testing ti insp requirements 
Certificate of Svc end 

BFlIGliTtR M Florida Power Carp BO/06/26 dpp 


B0070'203B7 Appliiatinn for amend to License DPR-7ai revising operator 
retraining requirements IoeIuiIbs l-taX simulator training 
courso each yr !• '5 days shift wort per d-isonth interval for 
backup licensees nut at Unit 3 Certificate of 8vc encl 
BAYflAHD. I* V Florida Power Corp a0/0i>/37 App 


B007'070343 loPnrms that due to relationship of tests to Crystal River 3 
event b IE Oulletin 7V— 27 response^ tests verifying effects 
of combination of power loss on instruments h control 
Functions will be provided by B0D'?3'C> 

HERBEtN. J e Metropolitan Edison Cd BD/Ob/30 ip 


B007210004 Forwards questions re fuel asscraily holddown spring insps 6 
saffty significance of operating u/broken springs in core 
Requests response within 60 days 

NOVAK • T M Assistant Director for Operating Reactors 60/07/01 
4pp 


6007210110 Requests response to end questions re fuel assemblij 
holdotiin springs Several holdoun spring failures have 
recently occurred at Davi s-Des se. Uni t 1 NBC wishes to obtain 
results of holdoun spring insps at other facilities 
NOVAK > T M Assistant Director for Operating Reactors 00/07/01 
3pp 


6-007310301 Forwards questions re fuel assembly holddown spring failure 
NRC Is interested In knowing results of spring insps 6 
safety significance of operating u/broken springs in core 
Response requested withi-n 60 days of Itr receipt 

NOVAH< T M Assistant Director fur Operating Reactors 60/07/01 
3pp 


6007330001 Requests submittal of application for amend to license 
consisting of Tech Spec changes fr lice-nse conditions PtiR 
Jiodel Toch Specs 6 Ifodel license conditions for TMI-3 
Lessons Learned Category A items end for guidanco 
EISENHUr.D 0 Division of Licensing 60/07/03 6VPP 


B0070B0075 Notifies that evaluation of QAH-163 I.to overall asyniiiketric 
LUCA loadsiwill bo submitted by BDOBOS 
liOQREr 0 C Florida Power Corp 60/07/03 3pp 


600713046-4 Requests ejtonslon of comment period re NRC 800319 Jtr 
forwarding NUREO-0377 for review Facility In citvnded -outage 
imp 1 eisen ting TMI comoil tments Extension until B009I5 will 
permit adequate analysis of issue 
H00BE> 0 C Florida Power C-orp 60/07/03 Ip 


8007100133 Clarifies util B00213 Itr re compliance u/Categery A 
requirements of NUHCC-097B Silver leallte cartridges will be 
used tn collect samples under accident conditions Single 
channel analyier will bo utilized 
OniC-HTi-R f1 Florida Power Corp 60/07/07 2pp 


6007110123 Notifies that listed guidelines -tr changes* submitted for NRC 
info ti review on H00323 were used to revise Emergency 
Procedures 1 01 * i04-l06> lOB <> 113 
BAVNA9D.P Y Florida Power Corp 80/07/0g 3pp 


Q007S40037 Notification of 600711 meeting u/util in 0ethesda>11D to 
discuss status of 51 corrective actions following 800226 
incidont 

FAIRTILE. H D Operating Reactors Branch 4 80/07/09 2pp 


9007250296 Provides info re new ofc I j 1 1 esi pos i tions ft assignments of 
personnel resulting from B0042B reorganiiet I on of O-fP of 
Nuclear Reactor Regulation 

NOVAK. T H AsplstonC Director for Operating Reactors 60/07/10 

app 


8007130363 Forwards addl 1-nfn re containment purge tc vent sys. per NRC 
600229 request Response prepared by DIcU answers Questions Ic 
t< )« Response to Ouestions la* lb. Id & If were suboiltted on 
800620 Affidavit enct 

MOORE, a C Florida Power Corp B0/07/U 9pp 


0007210203 Notifies NRC that containment isolation valve. CAV-1 Is 
functlo-nal effective 800712 Past provisions of Tech Spec 
304 are applicable 

BAVNARD. P Y Florida Pouter Corp BO/07/15 2pp 


B007180294 Advises that restart w/o completion of Item 31 Is 
justified, as original FBAR is still valid for present 
design All items will be completed prior to Mode 2 
oparatinn Affidavit end 

EAVaRD. P V Florida Pouior Corp BO/07/16 4pp 


80071B03I3 Submits addl info re implementation of short-tarm lessons 
learned raquireinents. to supplement 000411 Itr Contract 
consultants ulll assess operatinq eyporlence from BOOIOI 
until technical advisors hired Certificate of 8vi end 
BAVNARD. P Y Florida Power Corp 00/07/16 3pp 


8007100384 fiosponds to Recommendation 22 of NUnE0“0667. reqile Sting 
analysis of LERs attributed to licensed pcrs-onnel error 
Tabular 6 graphic response prepared by Inst of Nuclear 
Power Operations enc 1 

BAVNARD. P y Florida Power Corp 80/07/16 26pp 


0007220383 Responds to NRC B0OS02 request for info re pressorlier 
safety valves Forwards Gilbert Associates. Inc 800630 
"Analysis of B00236 Pressurlier Trannlent Relief Valve 
Discharge " Supporting Itrs one) 

BAVNARD. P V Florida Power Corp 80/07/17 9pp 


— 0007220363 "Analysis of 600286 Pressurlier Transient Relief Valve 
Discharge '• 

ARAUZ.O a . BUNKER. P L Oi Ibert/Cammonueolth Cos 80/06>/30 
ispp 


0007290B7S Safety evaluation of corrective action following 800826 
Incident Actions token are sufficient to permit restart 
• Operating Reactors Dranch 4 80/07/16 Bpp 


8007340074 F-orwards schedule for commitments to TMI-2 related 
requirements, per NRC 800307 request Affidavit end 
flAVNARDi P Y Florida Power Corp 60/07/21 4pp 


6007230326 Revision to Tech Spec Change Request 61 correcting 
simplifying assumption made by DbU in reanalyols of Cycle 3 
that allowed utilization of fluz/flow ratio of rounded-off 
1 04 Certificate of Sve 6 affidavit end 
BAVNARD. P V Florida Power Corp 00/07/22 3pp 


— 8007250330 Proposed revisions to Tech Specs. Pagos 2-3i-5.-7.D 2-3 b 
S 2-6. changing flui/flow ratio 
s Florida Power Corp 80/07/22 Spp 


BO07280127 Application to amend License DPR-72r del etlng power level 
cutoff requironient of Tech Spec 3/4 13 9. “Reactivity “ 

Affidavit. Certificate of Bve t< Tech Spec Change Request 66 
end 

BAVNARD. P Y Flerida Power Corp 00/07/23 4pp 


— 8007280133 Tech Spec Change Request 66 for amend to License DPR— 78. 
deleting power level cutoff requlroment embodied in Tech 
Spec 3/4 I 3 B. "Reactivity " 
e Florida Pouter Corp BO/07/23 6pp 


Q Inspection reports. IE Dulletins ti correspondence 


6007240202 Forwards IE Info Notice 80-20. "Loss of Decay Heat Removal 
Capability at Davis-Besse Unit 1 Uhile in Refueling Node " 

No response required 

O'REILLY../ P Region 2. Atlanta. Office of the Director 00/03/08 

ip 


8007020179 Forwards IE Info Notice 80-22. '‘Break downs In Contasilnatlon 
Control Programs." No writte-n response required 

O'REILLY. JP Region 2. Atlanta. Office of the Director 60/03/28 

ip 


B007210462 Forwards IE Circular 00-13. “Grid Strap Damage in 
t/estlnghouse Fuel Assemblies ” No written response required 
O'REILLY. J P Region 2. Atlanta, Office of the Director 60/03/28 
ip 


8007010231 Forwards IE Info Notice 80-23. "Loss of Suction to Emergency 
Feedwater Pumps *• No written response required 

O'BEILLV, J P Region 2. Atlanta, Office of the Director 60/03/29 

ip 


8007220076 Forward# TE Info Notice 80-26, "Evaluation of Contractor 
OA Programs " No written response required 

O'REILLY, >1 P Region 2, Atlanta, Office of the Director 60/06/10 

8pf 
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8007140268 Forwards IC Info Notice 80-87. "Degradotion oF Reactor 
Coolant Pump Studs '' No specific action or response 
rei^uirad 

O'REILLVrJ P Region a< Atlanta. Office of the Director Q0/D6/11 

tp 


R Periodic operating reports 6 related correspondenr e 


BOOyiSO'/OB Forwards monthlij operatinii rept for June 1980 
0AYNARD.P Y Florida Power torp 80707/09 Ip 


8007080743 Forwards IC Bulletin QO-IS, "Possible Loss of emergency 
Notification Sys (ENSl W/Loss of Offsite Power ” Urltten 
risponse required 

O'REILLY. J P Region S. Atlanta. Office of tho Director 60/06/18 

ip 


— 8007150713 Month lij operating rapt for Juno 1980 

CULVER. M M Florida Pouoi Corp 80/07/01 Jpp 

S Reportable oicurrences. LEHs V rel.sted correspondence 


8007080409 Forwards IE Circular 80-15. "Loss of Reactor Coolant Pump 
Coolinp t< Natural Circulation Cooldown " No written response 
required 

O'REILLY. J P Region S. Atlanta. Office af the Director 80/04/80 


BC07I60794 Forwards IE Circular 80-14. "Radioactive Contamination of 
Plant Domineral i led Water Sys t< Resultant Internal 
Cantamination of Personnel " No written response required 
Q'BEILLY. J P Region 8. Atlanta. Office of tho Director 80/04/84 

IP 


6007150498 Act receipt of B004H Itr Informing NRC of steps taten to 
correct violations noted in IE Insp Rept 50-308/80-19 
LEMIS.R C Region S. Atlanta. Reactor Opeiotions Nuclear Support 
Branch 80/04/28 Ip 


"6007150503 Responds to NRC 800S15 Itr re violations noted in 1C Insp 
Rept 80-302/00-19 Corrective actions meetings recorded 
on mlcrof 1 Im. new drawings ordered 4 vendor manuals 
maintained 4 controlled 

HANCOCK. 0 A Florida Power Corp 80/04/11 3pp 


BD07010443 Advises that 800530 Part SI rept re mainstream safety valve 
cracking in valve disc guides has been d isposi t loned 
Forwards analyses determining parts acceptable fur use 
HANCOCK. J A Florida Power Corp B0/06/S4 17pp 


8007110402 Forwards LER eO-08S/03L-0 

HANCOCK, J A Florida Power Ciirp 80/07/07 Ip 


— 8007110410 LER BO-oaS/Oau-O on B00609. while performing 5P'U8 calibr 
of reactor protection sys. count rate amplifier for channel A 
source range neutron flux monitor found out-of-tolerance 
Caused by defective pulse 4 output amplifier cards 
LANCASTER. K F Florida Power Corp 80/07/03 Spp 


8007290074 Forwards safety evaluation re 800226 incident Corrective 
actions taken are sufficient to permit restart 4 to ensure 
safe operation 

RElOiR U Operating Reactors Drancli 4 80/07/ IB Spp 


DOCKET 50-304 ZION NUCLEAR POkjER STATION. UNIT 8 


•8007150806 Forwards IE Insp Rept 50-302/80-19 on 000481-25 4 notice of 
Violation 

LEUIS. R. C Region 2. Atlanta. Reactor Oporations Nuclear Support 
Branch 80/05/ IS Spp 


F Security, medical, emergency 4 fire protection plans 


0007010347 Forwards safeguards continguncy plan amend Plan withheld 
(rof lOCFBB 7901 

PEOPLES. D L Commonwealth Fdlson Co 80/04/87 Ip 


--8007150510 Notice of violation from insp on 800421-25 

9 Region 2. Atlanta. Office of the Director 80/05/14 Spp 


0 Adjudicatory i. orresponilenco 


--9007150511 IE Inap Rept 50-302/80-19 on 800421-25 None ompl lance noted 
failure to provide adequate document control program for 
vendor manuals 

PRICE. D 8 Region 2. Atlanta. Office of the Director 

UPRIOHTiC H Region 2. Atlanta. Reactor Construction 4 Engineering 

Support Dranch. 80/05/14 9pp 


BOa71B0840 Forwards response to IE Bulletin 00-10 Program to prevent 
unmonitorsd. uncontrolled llquH 4 gaseous releasee to 
environ described Operation of eye as radioactive sys is 
acceptable Provisions made to monitor 4 control released 
SRIOHT. R M Florida Power Corp 80/06/25 4pp 


6007310243 Forwards Commission 800587 memorandum 4 order containing 
decisionB on UCS 760509 petition For reconsideration of 
760413 menorandum 4 ardor UCS /71I04 petition sought action 
re (iro pfotection for oleclncal cables 
EISENHUT, D 0 Division of Licensing BO/06/28 09pp 


B007020646 Hemnrandum specifying issues to be discussed at 800701 
oral arguMont. re State of II contnntion that applicant 
commitments should be integiated in license Tech Specs, in 
storage pool mad proceeding 

TOHPKINSa 11 A Atomic Safety and Licensing Appeal Panel QO/Ob/26 

2pp 


8007230210 Forwards IE Bulletin 80-16. "Potential Misapplication of 
(lotamount Inc Models 1151 4 1152 Pressure Transmitters 
W/Etther A or D Output Codes “ Urltten response required 
IE Circular 80-16 also end No written response required 
O'REILLY.J P. nsgion 2. Atlanta. Office of the Director 60/06/87 
Ip 


8007240382 Forwards meeting minutes in response to IE Insp Rept 
50-302/80-19 Records now incorporated into plant quality 
flics 

PQOLE. D C Florida Power Corp 80/06/27 ip 


8007070329 Forwards rept responding to IE Bulletin 79-010. "Environ 
Qualification of Class IE Equipment " Outstanding items 
In Sections 2 4 3 will be further evaluated as info becomes 
available W/o end. 

BRIOHT. R M Florida Power Corp 60/06/30 Ip 


8007150590 Forwards response to IE Bulletin 80-11. "Masonry Wall 
Design " Licensee will develop re-evoluati on acceptance 
criteria for walls based on conservative design assumptions 
consistent w/srhedule in Item 2a 
BRIQHT. R M Florida Power Corp 80/07/07 6pp 


8007230562 Forwards response to open items of IE Bulletins 79-02 
ro pipe support base plate designs 4 79-14 re seismic 
analysis of safety-related plpiny sys Idontifled In IE 
Insp Rept 50-302/80-02 

BAYNARD. P Y Florida Power Corp 80/07/16 7pp 


—8007830573 "Eorthquake Intensity for Piping Analysis 4 Pipe Support 
Design " F8AR excerpt one I 

FEflftARELLO.S Florida Power Corp 77/10/11 9pp 


8007100022 Forwards "Toch Specs for Nuclear Power lleactors. “ 10CFR50 
advance notice of rulemaking, for uhirh counsels' attentibn 
is invited by ASLB Comments may he submitted ts rommlssion 
re 800701 oral argument 

BISHOP. C J Atomic Safety and Licensing Appeal Panel 80/07/03 
ip 


"8007100034 "Tech Specs for Nuclear Power Reactors. ” lOCPRSO advance 
notice of rulemaking Establishes std for deciding which 
Items from BAR must be incurporatcd into Tech Specs 4 
modlfios def liiltl'ans of spec categories 

CHILK. S J Office of tho Berretary of the Commission 80/06/30 
9pp. 


0007300362 Updates certain projected load 4 capacity estimates which 
appear in record of procoeding per .ippllcant obligation to 
keep ABLAB appraised of developmanls Related correspondence 
STEPTDC. P P Ishem. lincoln 4 Qealo 00/07/08 2pp 


H Oeneral correspondence 


6007110933 ftespancis to 800288 request to reject util license to 
increase storagu capacity of facility spent fuel pool 
Actions tnitiabad 791010 to assure that omergancii plans are 
Implemantcd at all liconsod operating reactor sites 
DENTON. H R Offlrti of Nuclear Reactor Regulation. Director 
eO/09/06 2pp 


8007210206 Reopontls bo end 000410 Itr to President Carter re Indian 
Point facility Describes NHL efforts to protect public 
health at fat-ilitius (uriently operating or planned for 
operatien Village Voice nows urtlclr end 

DENTON. H R Off ire uf Nuclear Reactor Regulation. Director 
80/05/21 lOpp 
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60073L0350 n<^spcind% to eftc) 800401 teltgrnm to President Oerter urging 
cloein^ of fac3l)ti| ell nuclear plants near populated 
areas NRC 90022^ c unf j rrratorv order rec^uired irtmediate 
short-teTm actions to assure public safety 
EISEWKUT* D G Division of Licensing 30/07/17 3pp 


8007230646 Summarij of 800907-08 technology exchange riEetlno* w/utll» 
»n Cfilcagoi IC re core melt accident soquonces l< associated 
phenonienology for facilities NRC perceives real urgency to 
for ansuiers to key technical questions 
HEYER. JF Reactor Systems Branch BO/07/09 IHpp 


□ Advisory Connittee on Reactor Safeguards reports i cor re spond ence 


B007220309 Provides sum, nary of B005-07-0B meeting u/utlls re core eielt 
accident sequences Iftils appear to eipect NRC to resolve 
problems f. do nothing to nitlgate consequences of Class 9 
acc 1 d ents 

CATTQMf I California, Univ oFi Lo-s Angeles 80705/10 6pp 


P Operating license stage documents t correspondence 


6004240480 Forurards add! info re revieu of unresolved safety issuest 
trip rept Of Lessons Learned implementation team, & task 
action plan in vieui of high population density surrounding 
plants 

DEMTONtH R Office of Nuclear Reactor Regulation. Director. 
00/04/09 33pp 


6007230099 Requests submittal of proposed Tech Spec changes providing 
for redundancy in decay heat remavsl capability in all modes 
of operation tiodel Tech Specs uhich mould provide acceptable 
resolution end for guidance 

EISENHUT.D 0 Division of Licensing 80/06/11 di2pp 


0007200605 Notifies that FO Btoddorti primary NRC revlcuier for Zioni hat 
requested addl info to complete review. as result of 
discussions re NUREG-0570 Item 2 1 0a on Improved post- 
accident sampling capability Lists drawing s sent 
NAUCMTQNi N F Commontjea I th Edison Co 80/07/21 Spp 


0 Inspection reports. IE Oullotlns tc correspondence 


0007020065 Forwards IE Info Notice 80-22, "Breakdowns In Contamination 
Control Programs " No uritlon response required 

KEPPLER.J 0 Region 3, Chicago. Office of the Director 00/09/20 
Ip ' 


B007210396 Forwards IE Circular 00-13, "Grid Btrap Damage In 
Hostinghouse Fuel Assemblies " No written response required 
K£PPLER<J 0 Region 3, Chicago, Office of the Director 80/09/20 
Ip 


0OO7OlOflB6 Forwards IE Info Notice 60-23, “Loss of Suction to Emergency 
Feedwater Pumps " No written response required 

KEPFLER, J 0 Region 3, Chicago, Office of the Director 00/09/29 
Ip 


0007100393 Summary of 600520 Technology Eichenge Meeting □ w/utils in 
3ethesda,HD to discuss accident mitigation features for 
power plants 

LONG, vl (t Division of Systems Integration 00/06/12 75pp 


0007010110 Notification of 800625 meeting u/utils !t Sandia Labs in 
DethesdaiMO for presentation of overview of facilities risk 
study Agenda enc 1 

ISRAEL. S L Reliability t< Rink Assessment Branch 00/06/16 3pp 


0007110557 Summary of 000530 meeting w/util in Qethesda.MD re status of 
action plan 

DL5NAN, L N Operating Reactors Branch 1 80/06/23 3pp 


0007010420 Forwards Drawing 32E-1-4B50 re react or. turb ina tr generator 
trip protec t i on, 1 n response to 800639 discussion concerning 
automatic initiation of auiiliary feedwater sys Drawing 
available in Centra] Files only 

NAUGMTDNrW F Commonwealth Edison Co 00/06/24 Ip 


000701 D2I 1 Forwards response to 00022? confirmatory order requiring 
review of ley plant sys vulnerability areas. possible 
operator dependent areas control room smergency 
procedures 

MAUOHTOM. W F Cominonwealth Edison Co 00/06/ 2 6 49pp 


8007010608 llotif ication of B00A17 meetlnj w/otils in BethBBda,MD to 
discuss containmsnt structural response. fa i lure pressures 6 
failure modes for facilities as described in NRC 000410 1 tr 
to Comm Ed 

MEYER. J F Reactor Systems Qranch 00/06/26 2pp 


8007070116 Su-bmits revised responses to NRC 770603 Itrs re second 
level of undervnltage protection for 4 kV emergency power 
buses supplying safety-related loads 

JANECEK.R F Commonwealth Edison Co 90/06/26 4pp 


8007170241 Forwards request for addl info re baclrfitting of severe 
accident mitigation features Response requested within 30 
days 

NOVAK, T H Assistant Director for Operating Reactors 80/07/02 
?pp 


0OO725CO01 Requests submittal of application for amend to license 
consisting of Tech Spec changes !< license conditions PHFI 
Model Tech Specs hi Model license conditions for TMl— 2 
Lessons Learned Category A items enc 1 for guidance 
EISENHUT, D G Bi VI Sinn of Licensing 80/07/02 6?pp_ 


80071 30476 Submits addl info re iOCFRSO.App J.eiemption Mod to install 
ftewmeter u/high flow alarm on penetration pressuri latlon 
piping to personnel air lock door seals completed Includes 
marked set of drawings U/o- drawings 

NAlfOHTDN. If F Cemmonweal th Edison To 00/07/07 4pp 


0007170590 Summary of 800625 meeting w/P 1 c k ard, Lowe 6 Oarr i c If , Inc ra 
risk study including modeling for plume trajectory 
containment event tree 6 model mg, use of plant data t 
consideratiDn of siternal events 

ISRAEL, S L ReJihhility !< Risk Assessment Qrancli 80/07/07 Bpp 


0007020050 Forwards response to IE Bulletin 80-03, "Vacuum Condition 
Resulting in Damage to Chemical Veil Control Bys (CVCS) 

Holdup Tanks " Three Zion holdup tank* can ba valvod to 
contain primary sys water Poslttvs pressure is maintained 
PEOPLES, 0 L Commonwealth Edison Co 80/06/04 3pp 


00072201 56 Forwards IE Info Notice HO-26, "Evaluation of Contractor 
QA Programs " No written response required 

KEPPLERrJ 0 Region 3, Chicago, Office of the Director 80/06/10 
JP 


8007020199 Forwards IE Insp Bepts SO-299/80-09 & 90-304/80-09 on 
0003 IS- IS 6 19-20 tc noticB of violation Notice of violation 
withheld iref 10CFR8 790) 

HIND, J A Region 3, Chicago, Safeguards Branch 80/06/11 2pp 


—8007020211 IE Insp Repts SO-295/BO-09 tc 50-304/80-09 on B008i2'-13 ti 
19-20 Noncomp 1 lance noted failure to conduct proper 
personnel screening to secure tc attend doors of vital 
areas Ic to test alarm sys Details withheld iref lOCFRB 790) 
HADEDA.T J , CHR18T0FFER, 0 Region 3, Chicago, Office of the 
Director HIND, J A Region 3, Chicago, Safeguards Branch 

80/06/10 2pp 


B007160165 Forwards IE Info Notice 80-27, "Degradation of Reactor 
Coolant Pump Studs " No specific action or response 
required 

REPPLEfi,J 0 Region 3, Chicago, Office of the Director B0/06/U 

Ip 


0OO7O2OD76 Forwards response to IE Bulletin 00-lS, "Decay Heat Removal 
Sys Operability " Review of RHR degradation events found 
none similar to Davis-Besse incident 

DELOEOROE, L □ Commonwealth Edison Co 00/06/16 Bpp 


8007100004 Forwards response to IE Bulletin 80-09, "Hydramotor Actuator 
Deficiencies,'' No safety-related sys or component at 
Dresden 2 fc 3 uses AH-90 or NH-90 series hydramotor 
actuators 

PEOPLES. D L Commonwealth Edison Co 80/06/16 3pp 


8007030037 Forwards IE Bulletin 80-13, "Possible Loss of Emergency 
Notification Sys (ENS) H/Loss of Offsite Power " Written 
response required 

KEPPLER, J 0 Region 3, Chicago, Office of the Director 80/06/18 


8007230363 Forwards IE Insp Rept 50-304/00-07 on 800429-30,0519-21 ti 
0603-04 Nd noncompliance noted 

FJORELLIrO Region 3, Chicago, Reactor Construction *r Engineering 
Support Branch 80 / 06/19 Spp 


•0007830375 IE Insp Rept 50-304/80-07 en 800489-30, 0519-2J t, 0603-04 NO 
noncompliance noted Major areas inspected review of 
inservice insp program t, observation of eiamlnation 
activities t< results 

KEY, H vl Region 3, Chicago, Office of the Director 
DANIELSON, D H Region 3, Chicago, Reactor Construction tt 
Engineering Support Branch 00/06/10 7pp 
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B<XI7O2’O'909 Forwards IE Circular BO-15. “Loss of Reactor Coolant Pump 
Cooling (i Natural Circulation Coolduun ” Mo written response 
required 

KEPPUER.J 0 Region 3. Chicago. Office of the Director 00/06/80 

*P 


6007830794 Forwards IE Insp Repts SO-895/BO-oa t< SO-304/80-00 on 
000421. 091 5-30i 30 t. 31 No none omp 1 1 anc e noted 

FIORELLIiQ Region 3. Chicago. Reactor Construction t< Engineering 
Support Branch 00/06/33 3pp 


— 3007230798 IE Insp Repts 90-295/80-08 !. 90-304/00-08 on S00421 . 09 1 S-80. 
30 {( 31 No nnneonp 1 lance noted Major areas Inspected Dergen- 
Paterson large bore hydraulic snubbers on Unit 2 steam 
generators 

OAM1EL80N. D H Region 3. Chicago. Reactor Construction & 

Engineering Support Branch YIN. I T Region 3. Chicago. Office of 
the Director 80/06/18 3pp 


8007170430 Forwards IE Circular 00-14. '‘Radioactive Contamination of 
Plant Demineral it ed Mater Sys (< Resultant Internal 
Contamination of Personnel " No written response required 
KEPPLER.d 0 Region 3. Chicago. Office of the Director BO/06/24 

Ip. 


B0O783O36B Forwards IE Insp Ropts 90-299/80-11 l< 50-304/80-11 on 
800927-39 it notice of violation 

0AVI3.4 D Region 3. Chicago. Fuel Facility -h Materials Safety 
Branch 80/06/24 2pp 


—8007230373 Notice of violation from insp on 800527-29 

• Region 3. Chicago. Office of the Director 00/06/20 Ip 


—8007830276 IE Insp Repts 50-299/00-11 b 90-304/80-11 on 000527-29 
Noncompliance noted excess pH nf waste water released R 
failure to etandardlie sodium hydroxide solution during 
boric acid titration 

ESSIO.T H . OEBTKANNiM J > RDYTEK. C Region 3. Chi cog a. Office of 
the Dlreetor 80/06/20 9pp 


3007230289 Forwards IE Dullotln 00-16. "Potential Misapplication of 
Rosemount Inc Models U91 b 1192 Pressure Transmitters 
H/Either A or D Output Codes " Written rosponse required 
IE Circular 00-16 also end No written response required 
KEPPLER. J 0 Region 3. Chicago, Office of the Director 00/06/27 
Ip. 


3007310907 Forwards IE Health Physics Appraisal Repts 90-295/80-05 & 
50-304/80-04 on 800310-21. notice of violation b significant 
appraisal findings 

KEPPLER.J O Region 3. Chicago. Office of the Director 80/06/27 
4pp 


— 8007310910 Notice of violation from health physics appraisal on 
800310-21 

a Region 3. Chicago. Office of the Director 60/06/27 2pp 


—8007310515 IE Health Physics Appraisal Repts 50-295/80-05 b 
50-304/80-04 on 800310-21 Noncomp 1 lance noted significant 
weaknesses found in areas reflecting on mgt b mgt support 
Weaknesses in emergency response b access control 
aCHOMACHER. M C. I MILLER, 0 E Region 3, Chicago. Office of the 
Director FISHER. W L Region 3, Chicago. Fuel Facility b 
Materials Safety Branch 30/06/33 SSpp 


6007310335 Forwards Waste Packaging Insp Rept 15000046/80-32 on 800222 

b 26 

DAVia.A B Region 3. Chicago. Fuel Facility b Materials Safety 
Branch 30/06/30 3pp 


—8007310339 Waste Packaging Insp Ropt 19000046/00-33 on 800222 b 26 
Noncomp 1 ianc e u/DOT regulations noted max dose rats on 
surface of transport trailer was 220 milllrem/h 
O'REILLY.U A Region 9. San Francisco. Office of the DlreetO'r 
THOMAS. R D . BOOK. H E Region 5. San Francisco. Fuel Facility b 
Materials Safety Branch 80/04/02 I8pp 


8007850641 Responds to IE Bulletin 80-10, "Contamination of 
Nonradioactive 0ys b Resulting Potential for Unmonitoredi 
Uncontrolled Release of Radioactivity to Environ " Any 
affected sys will be restricted If contamination found 
PEOPLES. 0 L Commonwealth Edison Co 80/07/07 2pp 


B0O72SO6S0 Forwards response to IE Bulletin 80-11, "Masonry Wall 
Design " Requested investigation not performed at Dresden. 

Unit 1 due to extended outage Requirements will be met prior 
to startup W/a end 

PEOPLES. D L Commonwealth Edison Co 80/07/07 2pp 


8007250638 Forwards respunsu to IE DuUetit. 80-08. 'Examination of 
Containment Liner Penetration Welds " Dresden Unit I designs 
will bo reviewed f. feasibility of pet furming radiographic 
ciaminations will he assessed before unit returned to sve 
PEOPLCS. D 1_ Cnmmnnucelth Edison Co 00/07/09 7pp 


R Periodic operating i eports !> related correspondence 


8007140327 Forwards monthly operating repts for Uuno 1980- 
GRAESSER.K L Commonwealth Edison Co S0/0//O7 Ip 


— 8007140331 Monthly operating repts foi Uuno 1980 

COOK. J M Commonwealth Edison Co Q0/0//Q7 ttpp 


S Reportable occurrences, LERs S< related correspondence 


B0072203D7 Forwards LER eO-0O9/O3U-O 

WANDKE, N E Commonwealth Edison Co 00/03/03 tp 


— 8007220391 LEH □0-009/03L-0 on 800202. ste am generator level transmitter 
2LT-53Q had shifted high liy 2 29'/ Caused by transmitter 
drift due to natural componont .igiiig Transnitter 
recalibr b channel returned to sve 

JENKINS, R '/ Commonwealth Edison Co 80/03/03 Ip 


B007»A066fl Forwards LER 80-022/011-0 

UANDKE.N £ Commonwealth Edison Co 00/06/27 Ip 


—8007160672 LER 80-022/017-0 on 800618, during integrated leak rate best 
on Unit 2. at cumul ator s for power nperatDil retief valves 
vented b instrument air isolated C.iused by air Isolution 
Procedure change to block valves upen during test made 
GAJIC.Z Cofflmonwe.il th Edison Co 00/06/27 2pp 


8007280507 Forwards LER ir0-0E3/03L-0 

ORAESSER.K L Commonwealth Edison Co BO/07/16 Ip 


— 0007220593 LER S0-O23/O3L-0 on 800627. npp ro « 4,000 gallons of OH lake 
discharge tank retoased w/o vetification of dilution flow to 
discharge canal w/ono svt water pump in sve Caused by 
personnel oversight Tech Rpec roquirements reviewed 
GURUNATIIAN. S C nmmnnwoa ! th Edison Co 00/07/16 2pp 


8007320406 LER 00-007 has bocn canrulled 

CQLLIMS.M Commonwealth Edison Co DO/07/21 Ip 


8007220408 LER 80-009 has been cancel lod 

CQLLINS.H Commonwealth Edison Co 03/07/21 Ip 


8007220409 LER 80-003 has been c.incellcd 

COLLINS.M Commonwealth Edison Co 00/07/21 Ip 


0007220411 LER 79-043 h.is been cancelled 

COLLING. M Commonwealth Edisrin Co 0O/D//2I Ip 


8007220412 LER 79-047 has been c.inceliod 

COLLINS.M Cemmnnwteal th Edison Co B0/07f?l Ip 


8007220413 LER 7‘/-046 has been r. into lied 

COLLINS.M Commonwealth Edison Co 00/07/21 Ip 


8007220414 LFR 77-049 has been concelled 

COLLINS.M Commonwealth Edison Co 80/07/21 Ip 


T Hearing transcripts nu non-anti trust matters 


0O’O715OO?4 Transcript of BOOVOJ morning hearing In Delhosda.MD Pp 
1-120 

• Atomic Safely and Licensing Board Panel 80/07/01 133pp 


DOCKET SO-305 KEWAUNEE NUCLEAR PUHCR PLANT 


F Security, medical. emergeiKy b fire protection plans 


8007280414 Forwards Draft 4 of facility radiological emergency response 
plan Plan available in Central Tile!, only 

MATHEWS. E R Wisconsin Public Service Corp 80/07/23 Ip 
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Q Adjudicatory correspnndonce 


e0'{>7310ir43 Forward!. Commission 600527 memorandum tr order containing 
decisions on UPfa 780302 petition for reconsideration of 
700413 memorandum A order UCS 771104 petition sought action 
re #Ito protection for electrical cables 
EISENHUT.bg Division of Licensing BO/0<j/25 G9pp 


P Operating license stage documents I. correspond onto 


8007230099 Requests submittal of proposed Tech Spec changes providing 
for redundancy in decay heat removal capability in all modes 
of operation Model Tech Specs tihirh would provide acceptable 
resolution end for guidance 

EISENHUT.D G Division of Licensing B0/067II 62pp 


B007020032 Responds to IE Bulletin 80-12. “Decay Heat Removal Sys 
Operability ” Licensee revieu indicates that current design 
is adequate Further response ulll be submitted within 1 uk 
MATHEHS. E R Miscensin Public Service Corp 80/06/12 Ip 


6007020256 Responds to IE Bulletin 00-06. “Engineered Safety Feature 
<ESF) Reset Controls " Review of schematic b logic diagrams 
indicates that all applicable equipment operates in intended 
manner after reset 

MATHERS. E R Wisconsin Public Service Corp BO/06/17 2pp 


6007030026 Forwards IE Bulletin 00-15, "Possible Loss of Emergency 
Notification Sys IEN3> W/Lnss of Offsite Power " Written 
response required 

KEPPLER, J 0 Region 3. Chicago. Office of the Director 80/06/10 

Ip 


8007010224 Notifies of 0006)6 meeting w/ West i nghouse, Fluor Power 3vc 
Carp A util in Dethcsda.HD bo discuss steam generator 
support bolt anomalies 

HERMANN. R A Division of Reactor Operations Inspections 00/06/13 
3pp 


0007230314 Forwards IE Insp Hept 30-305/00-10 on 800507 b 19-23 b 
notice af violation 

HEISHbfAN. R F Region 3> Chicago, Reactor Operations Nuclear Support 
Branch 60/06/10 Spp 


B007220829 Lists actions taken by util after 000326-31 map of steam 
generator bolts determined that leg 1 of steam generator D 
bad four long bolts b two short bolts Attempt to replace 
bolts will be made during not refueling outage 
MATHEWS. E R Hisconsin Puhltr Service Corp 00/06/20 3pp 


— 0007220234 “Safety Evaluation of Steam Oenerator Support Pad 
Connections Having Vascomai Bolts in Halicoil Inierts " 
PARIMI.S n . INOUGE. S . SETLVOft. A V rioor Power Bervite. Inc 

60/06/10 20pp 


60070B02G6 Forwards "Nuclear Purge Valve Stress Anal yi is,'’ in support 
of reactor bldg vent valve mod 

HATHHMS, E R Wisconsin Public Service Corp 00/07/02 ip 


— B0072303I7 Notice of violation from insp on 000807 b 19-23 

» Region 3, Chicago, Office of the Director 00/06/17 2pp 


—8007230320 IE Insp Hept 5O-3OS/0O-IO on 000507 b 19-23 Noncomplianc# 
noted failure to follow prc^cedures b failure to rept lost of 
offsite power event within 1-h 

WARNICK.R F . CHOULES.N C . NELSON, R L Region 3. Chicago. Office 
of the Director 80/06/17 7pp 


0007020330 Forwards IE Circular 80-13. ’’Loss of Reactor Coolant Pump 
Cooling & Natural Circulation Cooldown “ No written response 
required 

KEPPLER.J 0 Region 3, Chicago, Office of the Director BO/06/20 

tp 


— 8007000200 "Nuclear Purge Valve Stress Analysis " 

a Pioneer Service b Engineering Co 00/06/23 I6pp 


0007230001 Requests submittal of application for amend to license 
consisting nf Tech Spec changes A license conditions PWR 
Model Tech Specs b Kodel license conditions for Tm-2 
Lessons Learned Category A items end for guidance 
ElSENHUr.DO Division of Licensing 00/07/02 69pp 


a Inspection reports. IE Bulletins b correspondence 


9007170528 Forwards IE Circular 80-14. "Radioactive Contamination of 
Plant Demineral 1 1 ed Water Sys b Resultant Internal 
Contamination of Porsonnel " No written response required 
KEPPLER, J 0 Region 3. Chicago. Office of the Director 00/06/24 
Ip 


0007230356 Forwards IE Bulletin 00-16, "Potential Misapplication of 
Rosemount Inc Models 1151 b 1152 Pressure Transmitters 
W/Either A or D Output Codes “ Written response required 
IE Circular 00-16 also end No written response required 
KEPPLER, J 0 Region 3. Chicago, Office of the Director 00/06/27 
IP 


8007020029 Forwards IE Info Nutlce 80-22. ''Breakdowns In Contamination 
Control Programs " No written response required 

KEPPLER. J 0 Region 3. Chicago. Office of the Director 60/03/20 

Ip 


8007810442 Forwards IE tireular 00-13, "Orid Strap Dapiagr in 
Uestingh ousu Fuel Assemblies " No written response required 
KEPPLER. J 0 Region 3. Chitagu. Office of the Director 60/03/28 

Ip 


0007010070 Forwards IE Info Notice 80-23, "Loss of Suction to Emergoncy 
Feedwater Pomps " No written response required 

KEPPLER. J e Region 3, Chicago, Office of the Director 60/05/29 

Ip 


0007010036 Responds to IE Duilebin 60-03. “Vacuum Condition Resulting 
in Damage to Cheniral Vol Control 8ys iCVCSk Holdup Tanks '' 

Review of sys demnnstrated that adequate protection is 

included in design Table of sys reviewed end 

MATHEWS. E R Wisconsin Electric Power Co 00/06/09 2pp 


0007220226 Forwards IE Info Net ice 00-26, "Evaluation of Contractor 
GA Programs " No written response required 

KEPPLER. 3 O Re Dion 3. Chicago, DPfice of the Director 00/06/10 

Ip 


B0070207J6 Advises NRC that ultrasonic insp of Vascomai 230 CVM steam 
generator bolts was performed on 8OO520-3I to resolve steam 
generator - reactor coolant pump support lamellar tearing 
issue Eiisting Log I support bolting Is adequate 
MATHEWS.ER Wisconsin PuhlU Service Corp 60/06/11 2pp 


B0'07160203 Forwards IE Info Notice 80-27. "Degradation of Reactor 
Coolant Pump Studs " No specific action or response 
required 

KEPPLER. 3 G Region 3. Cbiraqo, Office of the Director 00/06/11. 
Ip 


8007240321 Responds bo IE Bulletin 00-10 re contamination of 
nunrad ioact 1 ve sys b resulting potential for unmonitored, 
uncontrolled release of radioactivity to environ Several 
sampling b monitoring points have been added to program 
MATHEWS, E R Wisconsin Public Service Corp 80/07/07 Ip 


0007240334 Responds bo IE Bulletin 00-00. “Eiamination of Containment 
Liner Penetration Melds " Welds repaired, as necessary, whan 
unacceptable results were indicated by nondestructive insp 
Welds acceptable by final radiographic insp 
MATHEW0,E R Wisconsin Public Service Corp 80/07/07 Spp 


0007240415 Responds to IE Dvllotin 00-11, "Masonry Wall Design " Four 
masonry walls have been i dent if 1 ed w/potent lal for 
interaction u/safety-r elated equipment Walls were designed 
Seismic Class I b further investigation is not warranted 
MATHEWS, E R Wisconsin Public Service Corp 60/07/09 2pp 


0007340261 Forwards IE Insp Hept 50-305/00-13 on 800623-27 b notice pf 
violation Notice of violation withheld (ref 10CFn2 7901 
HIND. W A Region 3. Chicago. Safeguards Branch 80/07/11 2pp 


— 8007310267 JE Insp Rept SO-305/00-13 on 000623-27 Noncompliance noted 
guards not qua! i f led . inadequate screening b improper barrier 
control Details withheld (ref 10CFR2 790) 

BELANGER, J L . CREED. J R Region 3. Chicago, Office of the 
Director HIND. J A Region 3. Chicago, Safeguards Branch 
80/07/ 11 2pp 


B007240396 Advisee that util 800613 response to NRC 800520 Ur is 
unsatisfactory Results of review will be communicated as 
soon as possible 

HEISHMAN.R F Region 3. Chicago. Reactor Operations Nuclaar Support 
Branch 80/07/18 1 p 


R Periodic operating reports *. related correspondence 


0007160544 Forw.T.rds monthly operating rept for June 1980 

MATHEWS.E R Wisronsin Public Service Corp BO/07/09 tp 
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— BOt)71t094S Monthly operating rept for June i9B0 

RUITErtiO H Wisconsin Public Service Corp 80/07/07 3pp 


B Reportable occurrences! LERs tc related correspondence 


8007060306 Poruards LER QO-OSd/OSL-O 

MATHEWS. ER Wisconsin Public Service Corp 80/D7/0S Ip 


— B0070B0390 LER 80-OB4/03L-0 On 8006l?>at hot sh u td oein, uh i 1 e steam 
generator uas in operat ion. b loudouin radiation monitor R-19 
ues not sampling bloiedoun for approi 6-h Caused by isolation 
of monitor during performance of prestartop checklist 
MALEPKA, D B Hlsconsin Public Service Corp BO/07/03 Ip 


B0071 10317 Forwards LER B0-034/03L-0 

MATHEWS, E R Wisconsin Electric Power Co 00/07/02 Ip 


— B007110336 LER 80-024/03L-0 on B00617, at hot Bhutd own, w/steam generotor 
bloudown in operation, radlatl on monitor R-17 not sampling 
bloudoun for approi 6~h Cause not stated Sampling sys being 
ravieusd for initial conditions 

WALEPKA.D 3 Wisconsin Electric Power Co 80/07/03 Ip 


0007160464 Forwards LER 80-026/01 T-o' 

MATHEWS, E R Wisconsin Public Service Corp BO/07/07 Ip 


—0007160474 LER BO-026/OIT-0 on B006B4, ref uel ing water storage tank 
level fell below Tech Spec limit Cause unidentified Makeup 
was initiated immediately & Tech Spec level was restored 
Investigation in progress U updated rept will be submitted 
MALEPKA, D B . SMOKER. C B Wisconsin Public Service Corp 
BO/07/08 Ip 


0007160405 Forwards LER BO-029/03L-0 fc updated LER 0O-Q19/O3L-1 
MATHEWS, E R Wisconsin Public Borvice Corp 00/07/11 Ip 


— 0007160502 LER 0O-O29/O3L-O on 000617, five containment isolation valves 
found u/unacceptab le leakage Causes unspecified Two valves 
replaced, two seats cleaned, one stroke adjusted Subsequent 
loakrates below Tech Spec limits 

NALEPKA.D B Wisconsin Public Service Corp eO/07/il Ip 


—8007160910 Updated LER aO-OI9/03L-l on 00061 1, sh leld bldg ventilation 
sys check damper S80-10A failed to fully open Caused by 
controller setpoint drift Setpoint adjusted It design change 
study initiated 

NALEPKA.D 8 Wisconsin Public Service Corp 80/07/11 Ip 


B0072B0665 Forwards LER BO-027/03L-0 

MATHEWS, E R Wisconsin Public Service Corp 00/07/21 Ip 


— BOO720O674 LER B0-087/03L-0 on 600621 > during cooldown. diesel generator 
18 failed to start on occurrence of inadvertent safety 
injection signal Caused by air start motor solenoid valve 
containing moisture <i containments Tanks blown dry 
NALEPKA D S Wisconsin Public Service Corp BO/07/81 Ip 


80Ck72B0679 Forwards LER ao-02a/03L-0 

MATHEWS, E R Wisconsin Public Service Corp B0/07/S2 Ip 


— 800728D6B9 LER 80-028/03L-0 on 600623, during hot shutdown, cond ensate 
storage tank was twice drawn below 79,000 gallons through 
normal water usage for plant startup Caused by norma! 
high water usage during startup following refueling 
NALEPKA.D S Wisconsin Public Service Corp BO/07/23 Ip 


DOCKET 90-306 PRAIRIE ISLAND NUCLEAR STATION, UNIT 2 


F Security, medical, emergency !< fire protection plans 


B007020235 Forwards lequest for limited revisions It add! info re 790383 
plant safeguards contingency plan Enel withheld 
<raf 10CFR2 790) 

CLARK, R A Operating Reactors Branch 3 BO/06/10 Spp 


B007tl0tl8 Forwards response to NRC 600610 questions re safe shutdown 
in avent of fire 

MAVER.L, 0 Northern States Power Co 80/07/0B 3pp 


8007310243 Forwards Commission 000527 memorandum f< order containing 
decisions on UCS 780902 petition for reconsideration of 
760413 memorandum 6 order UCS 771104 petition sought action 
re fire protection for electrical cables 
EISENHUr, D <3 Division of t irensiny 80/06/09 B9pp 


0007S50422 Amonded Co nten 1 1 on s I !. 2 !< withdrawal nf Contention 3 Amend 
request does nut inntain Safety analysts re spent fuel 
storage 6 does not contain analysis of spent fuel pool 
eipansion consequences Certificate of Sve end 
CL8QN, J r , SENECHAL. M E , OPANNAUb. W Minnesot.i. State of 
BO/07/ai 7pp 


B007310493 Confirms ASLD request for healing space at federal bldg in 
Saint Paul, MN on 000006 to con duct !-d.Hj prehearing 
conference re Facility 

STEPHENS, C R Docketing A Services Dranch 30/07/22 Ip 


B0072506B8 Comments h toting nii objection fo admission of Bt.ite of MN 
0OD721 Contentions 1 >, 2 r e cask drup accident S, loss of 
water accident in spent fuel pools Reserves rig tits re 
substance !. validity nf contentions Certificate of Sve end 
□ARTH, C A Hearing nranch 3 QD/O/ZES 2pp 


B0073D0463 Respunds to State of MNI 000424 snppl to petition to 
intervene fr B00721 amended content luns Supporting 
ducurasr tat i on, no 1 1 cos of appearance uf Jb Slborg 6 DL 
Bernstein on behalf uC util 8. Certificate of Sve end 

SILBEROiJ E Nortlicrn Status Power Co BILOERG, 3 E Bhaui, Pittman, 
Potts *c Trowbridge BQ/0//23 24pp 


H General c orresponden-co 


0007310926 Responds to 000226 Hr le constituent concern about 
evacuation routes around facilities NRC 6 FEMA engage In 
program to upgrade einargeucy preparedness including 
evacuation p I aiming 

DIRCKB, H J Office of the Eierutivo Director for Operations 
80/07/24 2pp 


“-BO073 1 0528 Requests info ro enrJ constituent Itr about evacuation 
routes around facilities 
BOGCHHITZ, R Bona to 00/02/26 6pp 


P □foratlng license stage documrnts 5 c orrospond eiic e 


8007830099 Requests submittal of prnposed Tech Spec changes providing 
for redundancy in decay heat rpinowal capability in all modes 
of oporatinn Model Tech Specs which would provide acceptable 
resolution encl for guidance 

E1SLNHUT,D Q OlviHien of L icoicsing GO/06/lt 62pp 


B<107030222 Notifies NRC of intontlon to ship radiiiactivn mail from 
focilities using Model HN-600 

MAVER,L 0 Northern States Power Cn 60/06/13 Ip 


8007010581 Responds to BOOS! i Itr re containment purge info by 
forwarding relatei) correspondence 

MARTIN, R A Gpuroting Reactors Dranch 3 30/06/10 2pp 


— BOO7O1O903 Responds to EGbO 800513 questinns LUCA dose calculations not 
completed Horn Ibrs are r eduiidan t . gas t particulate monitors 
provided, each giving isolation signal 
MUBDLF, » Nerlhern States Power Co OO/06/O'l ip 


— 0DO/O1O9SS Requests preliminary evaluation of ticenseo response to NRC 
791029 ''Interim Position for Containment Purge t. Vent Valve 
Operation Pending Itusolutlon of InolatlDii Valve 
□per ab 1 1 i ty, " Guncric I tern B~24 Evaluation form oncl 
REEVES, E A Dpi'ratlng Reactors Branch I iPre 800420) 79/12/27 

6pp 


0007010376 rorwarrfs Weotinghouse rept BO-509-PRAIR-n 1 , "Examination 
at Prairie Island 2 Inconel Alloy 600 Steam Oenorator Tube." 
resulting from 300212 /rieatlng re Jan 1900 insp Hept withhold 
{ref locrna 790» Util B006B7 Itr onrl 
MAVEfl.L U Northern States Power Co HO/06/27 Ip 


——800701030! Submits appliration to uiihhold Weslinghouse research rept 
Q0-509-PRAI1 1-Rl I "E xamiro t i on at Prairie Island 2 Inconel 
Alloy 600 Steam Oencratur Tube." iref lOCFRS 790> Affidavit 
supporting request oncl 

MAVFR.L □ Northern States Power Co 80/06/27 3pp 


0. Adjudicatory correspondence 

8007)70076 Summary of SO0S20 meeting w/util re TOPIlnD fuel design 

BOO7IOO2O0 Ack receipt of NRC B006t9 Ur to 0 Charlioff re nonreceipt MARTIN, R Operating Reactors Dranch J 00/07/01 7pp 

of State of MN 600424 contentions Certificate of Sve encl 
OLBCRfiJ F Minnesota, State of S0/D6/23 3pp 
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0DO7S3O0O1 Requcnts <‘ul>intttsl of applic>ation for amend tp license 
consisting of Tech Spec changes & license conditions PUR 
Model Tech Specs li Model license conditions for TM!-a 
(.esEons Learned Categnrg A items end for guidance 
EIBeUMUT/DG Division of Licensing 9O/O"'/02 ■fi9pp 


Q0071601B2 Foruards IE Infd Notice e0~27. 
Coolant Pump Studs “ No specific action 
required 

KEPPLERp d G Region 3 p Chitagop Office 

Ip 


“Degradation of Reactor 
or response 

of the Director 80/0i/ll 


D007aa005t Advises of intention to ship radioactive mat Is from listed 
facilities using Package Hod el CNSI AL— 33-90 
MAVERjL 0 Northern States Power Ca F1O/O7/03 Ip 


B00724DS09 Advises of NRC reor gam i a ti on on 000429 uhlch resulted in 
netnbor of changes in nfe 1 1 1 1 be, pos i tlons S< assignments of 
personnel Also submits info for OCTR 

IJOVAM. T M Assistant Director for Operating Reactors 80/07700 
Spp 


QOO720O4JO Forwards comments on NlinEG*0577, “Fractoro Toughness tp 
Su seep t 1 b 1 1 i tg to Btress Corrosion Craching of Equipment 
Supports," In lesponse to NRC GOO'SI^ request Addl analysis 
for stress corrosion cracking Is unnecessary 
MAVERp U O Northern States Power Co 00/07/21 Spp 


Q Inspection reports, IE Bulletins t< correspondence 


8007070031 Forwards IE Imp Repts SO-202/BO-Ofi «p 30-306/80-07 on 
800401-30 t< notice of deviation 

HEISHMAN.R F Region 3i Chicagop Reaetpr Operations Nuclear Support 
Dranch 00/05/21 2pp 


— 0007070056 Notice of deviation from insp on 000<101“30 

» Region 3- Chicago. Office of the Director 00/05/16 Ip 


□007020054 Forwards IC Info Notice 60“22. ''nreakdeuns In Contamination 
Control Programs '• Ho written response required 

KEPPLER. J 0 Region .3. Chicagcp. Office of the Director 80/03/20 
If 


B0O72I0362 Forwards IE Tircnlar R0~13 p "Criil Strap Damage In 
Nestinghouse Fuel Assemblies '' No written response required 
KEPPLER. J G Region 3. Chicago. (Jfflce of the Director DO/05/26 
IP 


B'00'70i£H27 Forwards IE Info Notice 00-23. “Loss O'f Suction to Emergencg 
Feodulater Pumps '* No written response required 

MEPPLER, JG Region 3, Cbtcogo. Offico nf the Director 90/03/29 
if 


S007240103 Forwards IE Insp Repts 50-292/60-09 6 5O-3O6/B0-10 on 
000301-31 No none omp I I ance noted 

HEiSiliiANiR F Region 3, Chicago. Reactor Operations Nuclear Support 
Dranch BO/06/06 2pp 


8007030043 Forwards IE Dulletin 80-13. “Posslbld Loss of Emergencg 
Notification Sgs (ENS) M/Loss of Offsite Power " Uritteit 
response required 

KEPPLER. J 0 Region 3. Chicago. Office of the Director 00/06/18 
tp 

0007020573 Forwards IE Circular 80-13. “Loss of Reactor Coolant Punp 
Cooling & Maturel Circulation Cooldown " Nn written response 
requ i red 

KEPPLER. d G Region 3. Chicago. Office of the Director 00/06/20 
•P 

0007140094 Ack receipt of end 800617 Itr inf arming NRC of steps taken 
to correct violations noted in NRC 000322 Itr Enel withheld 
(ref lOCFn2 790) 

IlIND.d A Region 3. Chicago. Safeguards Dranch 80/06/24 Ip 


8007170506 Forwards IE Circular 80-14. ''Radioactive Contamination of 
Plant Demineral i 1 Bd Water 9ys 6 Rosultont Internal 
Contamination of Personnel " No written response required 
KEPPLER. d 6 flogion 3. Chicago. Office of the Director 00/06/24 
ip 


0007140186 Ack receipt of B00612 Itr informing NRC of steps taken to 
correct deviation noted in IE Insp Repts 50-282/00-06 & 

30-306/80-07 Forwarded by 000521 Itr Senior resident 
inspector will follow reoiaining testing 

HEI6HHAN. R F Region 3. Chicago. Reactor Operations Nuclear Support 
Branch 80/06/25 ip 


~B007!40i92 Responds to deviation noted in IE Insp Repts 30-282/60-06 ti 
30-306/80-07 forwarded bq 000521 Itr Special insps of two 
out of four power operated relief isolation valve motor 
starters have been completed Two others will bo performed 
GILBERTS. D E Marthern States Power Co 80/06/12 Ip 


9007230336 Forwards IE Dulletin 80-16. "Potential Misapplication af 
Rosemount Inc Hadols 1131 6 1132 Pressure Transmitters 
H/Elther A or O Output Codes *' Uritten response required 
IE Clrculor 00-16 also end Ho uritten response required 
KEPPLER. d Q Region 3. Chicago. Office of the Director 00/06/27. 
Ip 


9007170106 Ack receipt of 800523 Itr informing NRC of steps taken to 
correct violation noted in IE Insp Rept 30-306/70-24 
FIORELLI.O Region 3. Chicago. Reactor Construction b Englneerino 
Support Branch 60/06/30 Ip 


—0007240210 IE Imp Repts 50-282/80-09 f, 30-306/00-10 an 600501-31 No 
none omp I lance noted Major arras inspected malnt. 
survei 1 1 ance. secur 1 tg > radia 1 1 on pr otoc 1 1 on. f o 1 1 ouiiip of 
licensee reported events b Falluwup to IE circulars 

FEIERAOENO, r D . BURGESS. D I . DOVD, D C Region 3. Chicago, Office 
of the Director 80/06/05 6pp 


80070III260 Responds to IE Buklctln /9- 1 7, Revi slon 1. "Pipe Cracks li> 
Stagnant Berated Rater Sg« at PUR Pl.snls " Visual Insp 
required by Item 2(a> was romplelpd on Unit 1 w/no 
corrective actlnns nocessarg 

OILDERTB. D E Northern States Power Co 00/06/09 Ip 


8007010267 Responds to IE Dulletin 80-06. “Engineered Gafetg Feature 
Reset Controls " Siifoty sgs schematics ravieiircd Test 
demonstrating sofeig equipment rpraoins in emergency mode 
after reset will ho .ompleted at neii refueling autage 
GILBERTS. D E ilor thorn States Power Co 60/06/09 2pp 


0007010549 Responds to IE Bulletin ii0~05, "Vacuum Condition Resulting 
In Damage to Ct>pmiii.al Vo I Control Sgs tCVCS) Holdup Tanks " 

Chemical f, vol rontrol sys if components U gaseous f. liquid 

waste disposal sys 6 components unre reviewed 

01LBEBT9, D E Northern 8t.ite6 Power Cn 00/06/09 2pp 


8007160107 Responds to IE Dulletin 00--05 Review of chemical I. vol 
control sijs indicates holdup tank vulnerability to collapse 
Lou s-uetton prepnure trip to be installed on hpldup tank 
transfer h rer ireu Jat l on pumps by OlOtOI 

OILOERTS, D E Noi thorn St.ltcs Puwof Co 80/06/09 2pp 


8007220312 Foruaids IE Info Notice 80-<^6. "Evaluation of Contractor 
OA Programs " Nu written response required 

KEPPlEfl.J Q Region 3. Chicago. Office of the Dlroctor 80/06/10 
If 


— 8007170194 Responds to NRC 790123 Itr re violation noted in IE Insp 
Rept 50-306/78-24 Corrective actions replacement of snubbers 
planned for refueling oh utdowns. uni css earlier cold 
shutdown occurs. 

OILOERTS. D E Northern States Power Co 00/05/23 Ip 


80071SD4S1 Advises that demPTistratl on of ultrasonic insp method for 
detecting undorclad cracking in reactor vessel nozile region 
for Unit I IS scheduled for 000723 Unit 2 insp will take 
place during 1991 refueling outage 

HAVER, L 0 Northern States Power Co 00/07/07 tp 


B'0072S'0077 Forwards response to IE Dulletin 80—11. "Masonry Nall 
Design " Concrete block walls arc not In same design 
philosophy as design of Trojan plant masonry walls Nalls 
were generally designed as partition walls or shield walls 
OILOERTS. D E Northern States Power Co 00/07/08 51pp 


0007220090 Bubmlis reply to IE Bulletin 80-08 re examination of 
containment liner penetration welds Review of Unit 1 
rovealed two daficient welds Further response will be sept 
by 800910 

OILDERTS. 0 E Northern States Power Co 80/07/10 Ip 


8007220542 Submits reply to TE Bulletin 79-OlB re environ qualification 
of Class IE equipment Ouallfied limit switches have been 
ordered are scheduled for replacement during future 
outages Norkshoets end 

0ILDERT9. 0 E Herthern States Power Co 00/07/10 Bpp 


B007230211 Submits reply to IE Bulletin 79-17 re pipe cracks in boratsed 
water sys Visual insp required by bulletin was 
satisfactorily lomplotcd for Unit 1 No corrective action* 
necessary 

SILBERTB.D E Northern States Power Co 80/07/10 Ip. 
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R Perlodlt operating reports !i related correspondence 


000703017B Torieards "1979 Environ Monitoring !x Ecological Studies 
Program Repti " Vols l & 2 

HARD. E C Northern States Pooler Co BO/Oi/SO Ip 


— 8007030180 "1977 Environ Monitoring f< Ecological Studios Program Rept. " 
Vol 1 

* Northern States Pnuor Co BO/06/30 323pp 


——0007030163 "1979 Environ Monitoring b Ecological Studies Program Repti 
Vol S 

* Nerthern States Pnuier Co HO/Ofi/30 325pp 


9OO71AO590 Foruards monthly operating repts for June 19BO 
MAYER, L O Northern States Pouior Co 00/07/11 Ip 


— 8007160562 Month I g Operating rppts for June 1980 

HUNSTAD, A A Northern States Power Co BO/07/01 9pp 


8 Reportable occurrences, LERs 6 related correspondence 


0007010524 Forwards LEn 00-01 6/031.-0 

MAYER. L D Northern States Power Co SO/06/27 Ip 


“8007010329 LER B0-016/03U-0 on 000529, during instrument calibr. 
Instrument was dropped on trip throttle valve linkage, 
tripping valve (< making pump inoperable for 3 minutes 
Caused bg personnel error 

KUNBTAD, A A Northern States Power Co 00/06/27 Ip 


8007210379 Forwards LER 80-01 7/03L-O 

HAVER. L 0 Northern States Power Co 00/07/14 Ip 


— 8007210390 LER BO-017/03L-0 on 0006 1 5, diir i ng normal oporatlon, found 
one charging pump out of svr Charge pump 33 started f< 
shut down Caused bg air leaks on speed control unit due to 
broken packing ring Packing ring replaced 
HUNSTAD, A A Northern States Power Co BO/07/14 Ip 


80072S0340 RO BO-20 on BD0715, w/Unl t 2 at 100/ power !< Unit 1 at cold 
shutdown, main generator separated from grid ft one offsite 
source was lost, tri pp ing reactor fc coolant pumps Caused by 
severe electrical storm Transformer rcstorod 
TIERNEY, F P Northern Btates Power Co 00/07/16 Ip 


DDCKET 50-309 MAINE YANKEE ATOMIC PPWER PLANT 


E Security, medical, emergency b fire protection plans 


8007100453 Forwards request for addl info for review ef util 7^0323 
security contingency plan Enel withheld iref 10CFR2 7901 
NOVAKi T M Assistant Director for Operating Reactors BO/Ofc/19 

2pp 


9007170444 Foruards NRC comments on emergency plan Responses to 
comments must be submitted by 000630 

NOVAK, T M Assistant Director for Operating Reactors 80/06/26 
SBpp 


e Adjudicatory correspondence 


0007310243 Forwards Commission 800527 memorandum I, order containing 
decisiens on VCB 780502 petition for reconsideration of 
700413 memorandum tc order UCB 771104 petition sought action 
re fire protection for electrical cables 
EISENHUT, D 6 Division of Licensing 60/06/25 B9pp 


BD07020607 Response in opposition to applicant motion to postpone 
special prehearing conference re spent fuel pool mod 
proceeding Urges scheduling at earliest convenience due te 
significant benefit to all par ti es, inc lulling applicant 
NI1-LER, D B Sensible Maine Power MILLER, D S, Miller, D 8 

00/06/26 2pp 


■8007020610 Memorandum of points 6 authnrities in support of intervonor 
opposition tu applicant motion to postpone special 
prehearing conference Public interest is better served by 
rapid decision, per case laui Certificate of Sve end 
MILLER, D S Benslhle Maine Power MILLER, D 8 Hillar.D 8 

80/06/26 6pp 


000703OP40 Response in opposition to itcenseo motion tc postpone 
prehearing cojifeiunce until ufier HOltiOl Suggests modetate 
delay until mid-Aurj 1980 f <,» licenspc to corisidri amend re 
site spent fuel stcraije Certificate of Sve end 
REIS, L J Hearing Br<snch 3 (10/07/02 5pp 


B007300122 Appeals ASLB 800/14 memorandum -li ordei on schoduling 
prehearing conference Urges reversal of order S< conveniog of 
special prehunring coiifcien <0 '"ortificate of Ssc end 
MILLER, D B Sensible Maine Power MILLER, 0 6 Miller, D S 
a0/o7/?6 3pp 


-8007300127 Diipf in form of pleading in support of intervenor 800726 
appeal from ASLD 600714 momorandum !, order on scheduling 
prehearing conference Alleges denl.i] of procedural due 
process per case law Urges holding of special prehearing 
Miller, D S aensiblB Maine Power MILLtR, D S Miller, 0 8 
00/07/26 lOpp 


8007310463 Memorandum t, ord c r . ALAD -60/’, d i smi ss i ng Sensible ME Power 
appeal f i om ASl B 800714 ordei whiih postponed prehearing 
conference in spent Fuel pool compaction prcireeding 
DISHOP.C J Atomic Safety and licensing Appeal Panel HO/07/29 
2pp 


H Oencral correspondence 


0OO623O37B Ac k receipt nf NRC 000609 Itr t< enc I evacuation time 
estimates fur facility Cstim,itP5 do not adequately define 
risk in terms of total pnpulatiiin Multiplier of 3 4 for 
Dpothbay TeyiDn is much ton low 

OARHETT, E O Affiliation Unknown 00/06/16 3pp 


00071 10401 Requests that name of RR Radcliffe be replaced w/TH 
Macdonald on ME Ufc of Energy Resourres mailing list for 
correspondence re utils 

MACDONALD,! H rl.iine, State of 80/07/01 Ip 


1 Financial information 


0007000217 Forwards company stalemerit of capital requirements 6 
sources for CVBO 

CRABTREE, R A Maine Yankee Atomic Power Cu BO/07/01 2pp 


P Operating license stage dorumwots f, correspondence 


B007H0325 Nolirisrition of B-OObOP meeting u/ulil in nothesdo,MD to 
discuss effect of automatic i n 1 1 iiit i on nf auiiliary 
feedwater sys upon consequeui r s of sleam 1 1 rvn bleak 
acc 1 dent 

NELBDN, t C Operating Roarlors Dranch 3 00/05/01 2pp 


0007230099 Rec[uestn sulieiittal of proposed Trth Spec f hanges providing 
for redundancy in decay heat removal capability in all modes 
of operation Model Terh Specs whiih would provide acceptable 
resolution cncl fur gui dance 

EIBENhUT, D a Division of liiensing 00/06/ 1 1 62pp 


0007110123 Not if lea I lOA of 60(1623 meeting ui/i,tli in Bethesda,liD to 
discuss NRO version of CTi> 

REQUA, 0 Opcriitliig Reactor* Itranr h i 80/(56/19 Ppp 


0007010070 Responds to FDIA req,ii,st fur 57 ducuments referenced in M 
Tokar memo to ALRR cionceiniiig pel let -c iaddi ng interaction 
Forwards duLtimerils Missing rei orils ai u duplicati/c, 
superseded or a vail ah le elspwheri 

FELTON, J M Division of Rule, and Record*, 00/06/20 2pp 


■0007010099 Forwards summary of 74111? meeting si/util in Dethesdis, MD to 
disLUSS e » amlna ti cn of Lore 1 furl assomhlios ?< Core lA 
reassemblij prucedurus Li't of iittenders end 

HDtiSTQN, M D Atom i r Energy Commissiori, Directorate of Licensing 
74/12/15 lOpp 


8007140465 No t ] f 1 c a f i on of 000/15 me e tiny ui/licensee to discuss 
shortnosp sturgeon taken i r nm intake strocture uii 800602 6 
13 ii to discuss dutniis of ini idiints transmitted by NRC 
000624 Itr 

REQUA, G Opera tiny Rea c tors IJtanch 3 80/06/24 ,’pp 


B007 170060 Foiw.nds request for .mill info rt dot, ills of 800602 6 13 
discav,,ries of sliuitnose s tut iieon, endanger ed spertu*,, in 
facility Intake structure Draft responses will he discussed 
at B007 1 9 Bite visit Formal rtsponse due 20 dayt, frem visit 
NQVAKiT M Assistant DlruLtur- fur Pper riling Reactnrs 80/06/26 
3pp 
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B007030e?25 Submits r c sp ons* f. to HR( ODObOfi reiiiiest for adill In-fo ra 
adsquai 1/ nf stotiun aleetncol ri I <> tx i b utl otv sijs voltages 
OROCEifl H Maine Yankee Atrmit Power Co 30/06/30 J9pp 


Q0070TO2^!> Advises NfiC of i omp I e 1 1 on of evaluatton of effects of 
osgmmetrlc 1.0CA loadings Design basis »< safety evaluations 
described in TSAR are nob adversely affected by asymmetric 
loadings resulting froni postulated LOCa 

CRACE*B H Maine Yankee Atomic Pouipt Co B0/07/0t 2pp 


B0'07230001 Requests submittal of applitation for amend to license 
consisting of Tech Spec Lbsiiges r, liiense conditions PiPt 
Model Tech Specs tc Model license conditions for TMI-2 
Lessons Learned Category A items enc 1 for guidance 
EISENHUT. D G Division of I icensing 00/07/02 6‘5pp 


0007090300 Notification of 000713-16 meeting u/utll in Hi seas set. HE to 
discuss anssiers to NRC BOO/CIi questions re inservice test 
program 

REBUA^ O Operating Reactors Drqnch 3 BO/07/03 Ip 


0007240346 Advises of NRC reorga n i xa 1 1 on on 000420 uihich resulted in 
number of changes in ufc 1 1 1 1 e s> i>u s i tl on s fi assignments of 
personnel Also submits info for OETR 

NBVAH. T H Assistant Director for Operating Reactors B0/07/0B 

2pp 


8007I4033S Forward s YOQAP -I-Ai R evi s 1 on B.per NRC B00703 request Also 
forwards document change instructions fur removing 
inserting correct pages 

HEIDER.L H Yankee Atomic Electric Co BO/07/09 0pp 


— Q007140342 Advises that VOOAP -1 ~Ai Revi s i on Bp i s acceptable Programiiiat I c 
changes should lip submitted to NHC for rpvtevi prior to 
implementation Requests that 1 br replace 600410 1 br U rept 
be renumbered u/revlsion !< submi bted to NRC 
HAASBrH P Quality Asbui ancr Dranch 00/07 702 Ip 


B007210020 Forwards request Per addl infoi re mservlce testing programi 
to complete review Draft rcspniises wilt be discussed during 
600713-16 meeting Responeos shuuld be forwarded by 800B16 
NQVAKi T M Assistant Director for Operating Reacturs 00/07/09 

22pp 


B007230404 Application for amend to App A of License DPR-36i consi sting 
Df proposed Change 77 to mudlfy Tech Spec 3 10 11 re reactor 
protection sys setpoints 

JOHMSON.WP Maine Yankee Atomic Powsr Co 30/07/16 3pp 


— 8007230403 Rsviaed Figure 3 10- J of Tuch Spec 3 10 11 re reactor 
protection sys setp oi nts> submi tted as proposed Change 77 
e Maine Yankee Atomic Power Co BO/07/16 Ip 


B007280439 Submits altornatE method of ibitigatlon effects of grid 
degradation on safety-related electrical equipment 
Engineering for muds will be coevpletod by Nov 19BD 
VAMDENBURCH. » Yankee Atomic Electric Co 0CJ/0//24 7pp 


0 Inspection reports^ IE Bulletins Si correspondence 


0007020163 Forwards IE Info Notice B0-2S. “Breakdowns In Contsmlnat loti 
Control Programs " Nn written responjo required 
DRIER- B H Region 1. Philadelphia- Office of the Director 
33/05/ 2B Ip 


B007010316 Forwards JE Info Notice B0-?3. "Loss of Suction to Emergency 
Feedwater Pumps “ No written response required 
ORIER- G i< Region li Philadelphia- Office of the Director 
00/05/29 Ip 


BOO/iSOOTO Submits reply to IF Bulletin £30-03 re vacuum condition 
resulting in d-image to holdup tanks lleasui es described are 
adequate to prntert ngqlnst eicesslve vacuum conditions No 
corrective actions ore planneil 

MOODY- D F Maine Yankee Atomic Power Co 30/06/06 2pp 


3007230389 Forwards IE Itisp Rept 50-309/110-06 on 8O04O7-U t. 31-24 No 
noncomplianc a nuted 

BRUNNERfF O Region 1- Philadelphia- Reactor Operations Nuclear 
Support Branch 80/06/09 2pp 


•B00723039B IE Insp flep t 30-309/80-06 pn 000407-11 (i 21-34 No 
noncamp 1 i ance noted Hajot areas Inspoctsd accessible areas- 
logs l( records !!« licensee action on selected pi evlous insp 
findings 

LAZARViB- N - MARTINtT Region 1- Phi lad elphia, Reactur Operations 
Kuclear Support Branch ' BMErUANb-P Region I- Philadelphia. 
Office of the Director 80/06/01 Opp 


B007210573 Forwards IE Info Notice 80-96- "Evaluation of Contractor 
OA Programs " No written response required 

OBIERiB H Region 1- Philadelphia, Office of the Director 
00/06/10 Ip 


8007160-352 Forwards IE Info Notice 80-27- "Degradation of Reactor 
Coolant Pumps Studs " No specific action or response 
reqo ired 

CRIER-Q H Region 1- Philadelphia- Office of the Director 
BO/06/11 Ip 


3007230377 Forwards IE Insp Rapt 50-309/80-07 on 000503-09 No 
noncomp] iance noted 

BRUNNER- E J Region 1- Philadelphia- Reactor Operations Nuclear 
Support Branch 00/06/13 2pp 


— 8007330303 IE Insp Rept 50-309/80-07 on 800303-09 No noncompliatice 
noted Major areas inspected followup on selected LERs L 
licensee action to limit online containment purging ti 
ventilation 

LAZARUS- M Region 1- Philadelphia, Office of the Director 
MAF1T1N- T T Region 1- Philadelphia- Reactor Operations Nuclear 
Support Branch 00/06/11 5pp 


S007170321 Forwards reeponse to IE Bulletin 00-06- "Engineered Safety 
Feature iESFl Reset Controls " Changes were made to preclude 
automatic loss of contamment isolation as result of 
resetting containment Isolation signals 

UANDENDURO. D Maine Yankee Atomic Power Co 00/06/13 9pp 


60D7020709 Forwards IE Bulletin 60-13- "Possible Loss of Emergency 
Nutiflcation Sys (ENB) N/loss of Offsite Power >• Hrltten 
response required 

CRIER. 0 H Region 1- Philadelphia- Office of the Director 
BO/06/1B Ip 


B007D2D301 Forwards IE Circular BO-13- "Loss of Reactor Coolant Pump 
Cooling 6 Natural Circulatinn Cooldown " No written respond* 
r equip ad 

OfllER-B H Region l, Philadelphia- Office of the Director 
30/06/20 Ip 


E00716D711 Forwards IE Circular 80-14- "Radioactive Contamination of 
Plant Demlficra 1 1 j ed Water Bys *< Resultant Internal 
Contamination of Personnel " No written respons’e required 
ORlER-O H Region 1- Philadelphia- Office of the Director 
30/06/24 Ip 


8007210204 Forwards IE Info Notice 00-24. "Low Level Raduaste Burial 
Criteria " No uritten response required 

SRIER-D H Region 1- Philadelphia- Office of the Director 
00/06/25 tp 


3007200458 Responds to IE Dulletln 79-14- "Seismic Analysis for 
As-Built Safety-Related Piping Sys " Twenty-two piping sys 
reanalyied due to pipe Ii/or support function or location 
differences identified in Field effort 

MOODY- D E Maine Yankee Atemi c Power Co 80/06/25 4pp 


8007230132 Forwards IE Bulletin 80-16, "Potential Hisapplicatian of 
flosemount Inc Models 1151 &. 1182 Pressure Transmitters 
W/Elther A or D Output Codas " Written response required. 

IE Circular BO-16 also enc 1 No written response required 
oniER.B H Region 1. Philadelphia- Office of the Director 
00/06/27 2pp 


□007210601 Forwards response to IE Bulletin 00-li Masonry walls In 
proiimltij to s.sf e Lij-rela t ed sys described in end table 
-JOHNBDN, N P Maine Yankee Atomic Power Co BO/06/30 Spp 


0007140403 Responds to IE Bulletin 80-00- "Exaint nat i on of Contalnnent 
Liner Penetration Uelds, " Flued head designs w/containment 
boundary butt welds not used !< containment pahetratibn weld 
repairs not required during facility const 
MOODY, D E Maine Yankee Atomic Power Co 00/07/01 2pp 


R Periodllc operating reports 8. related correspondence 


B007210367 Forwards. "Effluent -f. Haste Disposal Oemlannual Rept. Jan- 
June 1979 " 

OROCE-R H Maine Yankee Atomic Power Co 79/00/29 Ip 


—8007210369 "Effluent 1< Waste Disposal Semiannual Rept, Jan-June 1979 
* Maine Yankee Atomic Power Co 79/00/2? 9pp 


8007110336 Forwards discharge monitaring rept for May 1900 
OARHITV.J M Maine Yankee Atomic Power Co 80/07/07 2pp 
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— 80071I03B9 Discharge monitoring ropt for May 19a0 

FLANDERS. H Maine Yankee Atomic Mouier Co 60/05/22 5pp 


60072801)04 Foruards discharge monitoring ropt for June I'JBO. submi tted 
to ME Dept of Environ Protection Transmittal Itr end 
OARRITY. J H Maine Yankee Atomic Poiuer Co 00/07/34 3pp 


•"9007200611 Discharge monitoring rept for June 1900 
* Maine Yankee Atomic Pouer Co 80/07/10 6 bo 


6 Reportable occurrences. LERs related correspondence 


B007010339 RQ 80-15/01T— 0 during engineering revi eu. d i sc ovcred that 
Cycle 5 analysis did not consider four-stop. long-term 
insertion of control element assemblies allouied by Tech 
Bpscs.iuhicb uould permit less conservative operation 
MOOOiE C Maine Yankee Atomic Pn\iior Co 80/06/23 Ip 


B0070B0413 Forwards LER BO-016/03L-0 

WDD.E C Maine Yankee Atomic Power Co 00/07/02 Ip 


— B0070B0417 LCR 80-01 6/03L-0 on B00602. during startup at 15X poiuer. steam 
generator 1 outlet steam pressure found higher than other 
two pressures Caused by matl failure in heat affected zone 
of guide to disc weld Pieces welded 

BRINHLER. J E Maine Yankee Atomic Power Co 00/07/02 Ip 


8007310420 Forwards LER B0-0i5/01T-0 

WOOD.E C Maine Yankee Atomic Power Co 60/07/09 Ip 


— BOO7210431 LER B0-015/01T-0 on 8Q062&. ana 1 y s i s performed for Cycle Q 
did not consider four-step, long-term Insertion allowed hg 
Tech Spec Reanalysls completed Tech Spec change will he 
submitted 

DRINKLER.J E Maine Yankee Atomic Power Co 00/07/09 Ip 


DOCKET 90-311 BALEM NUCLEAR GENERATING STATION. UNIT 2 


E Nile Safety Evaluation Report (SER). suppls b correspondence 


6007070109 Informs that. as stated in Buppl 4 to SER. manual ECC8 
switchover approved in Suppl 1 to BER has been 
ra-evaluated NRC requires that manual switchover actions be 
replaced by automatic design complying w/encl criteria 
SCHNENCER.A Licensing Branch 3 80/06/10 3pp 


F. Bveurity. medical, emergency f» fire protection plans 


B0070B006B Forwards Submittal 4 to B00627 security contingency plan 
fluhmittal withheld (ref 10CFR2 7901 

LIBRIZZltF P Public Service Electric b 6es Co of New Jerseu 
80/06/30 Ip 


6007S10377 Notification of 600701 meeting w/utll in DotheadaiMD to 
discuss emergency prooporedness 

KERRIGAN) J Operating Reactors Branch 3 60/07/01 3pp 


8007140429 Requests approval to proceed w/interlm use of training 
facility in Quinton. NJ as nearsite emergency operations 
facility 

SCHNEIDER. F U Public Service Electric b Gas Co of New Jersey 
80/07/03 4pp 


P Operating liceiiae stage doruments *< correspondence 


0007010963 Forwards NRC r e u r g .in i z a 1 1 o ii ch.irt for life uf Nurlear Reactor 
Regula t ion. effect ive 000420 f on a id s r at i ons le activities 
should be mode thTouyii assigned reg t representatives Areas of 
disagreement may be discussed through informal .ippoal 
TEDESCOi R L Assistant Directui fni Licensing 00/06/13 2pp 


BOO-71 10456 Inf or ms that second interim rept. per facility 3161b) plan 
of study. will be d i s 1 1 i b u te-d to lechniial advlsury group by 
B0062S Delay caused by camputDr problem Suhrnitlal date 
should allow enough time for teview before 000709 meeting 
BMISSAIS. J A F*uh 1 i E Servire Flee trie t. Gas Co of New Jersey 
BO/06/13 3pp 


800/160416 NutiFiEation of auOitJO meeting w/util In Bethesda.MD to 
discuss NRC position on steam generator tube plugging t. 
installation of insp ports 

KERRIGAN. J Liiensing Blanch J 80/06/ I 3 2pp 


Q0070200B6 Forwards request (or ,iddl info needed to complete timely 
review of THI-H Lessons Learned Task Force short-term 
items ResponiSB requested within 20 days 
SCMWENCER.A Licensing Rinnch 3 00/06/20 5pp 


8D07110S54 Summary of B00610 meeting w/util in Bethesda.HD re control 
rod posltihn indicator sys license amend request Lists 
three possible solutions to problein w/indicattir Attendee 
list end 

KERRIGANiJ Licensing Branch □ B0/CI6r24 3pp 


60071 10S61 SuisESary nf 000605 meiitiug u/util b Lie sting house in 
fiethesda. MO re prnposo-d conceptu.sl desion of automatic 
ECCG switchover sys List of atteiiiloes t< meeting hanilout 
•nc 1 

KERRIGAN. J Licensing Branch 3 0O/Q6/24 16pp 


BO 0723 000 1 Forwards statement of policy le requiremetits to he diet for 
current DL app 1 ic atioiis. as dorived f) am NIJRE0-Q660 b founEi 
in NUnEO-0694 

EISENHDT. D C Division of Licensing 80/06/26 2pp 


6007030249 Forwaids response to 000404 irqnf ii motory orders re loss nf 
non-ClasB IE itis trurarntat i on t< control p owbt bus Info 
written for Unit l.but also tipplitable for Unit S.eicrpt as 
noted Includes response to IE Circular 79-02 Affidavit one 1 
SCHNEIDER. F W Public Service Electric b Cos Co of Neiu Jersey 
60/06/27 30pp 


0OD7O7O11G SEibmits plan to ri‘place long-term contractor perscinne] w/ 
committed staff of licensee employees, in a c c or-d anc e w/Itefi 
7 4(4) of Tod) Specs b cnmmitmunt to NRC Licensee expects 
to start plan on 0DO6D1 6E:heE)ule b graph end 

LIBRtZZI.F P Public Bervi-ce Electric b Oas On of New Jersey 
60/06/27 4pp 


B0070702D5 Forwards respohses to full poinur license lequirements 
identified at NRC 800617 meeting 

MITTL.R L Public Service Electric b Qas Co of New Jersey 
60/06/27 14pp 


-—8007070207 Tech Spec Pages 3/4 7—0 thniogii 7—7 fur auxiliary feedwnter 
sys b auxiliary feud stoi .lye tank Related documentati on 
end 

* Public Service FI or trie 6 Gas to of New Jerseij 60/06/37 
Bpp 


0 Adjudicatory correspondence 


9007310243 Forwarils Corami ssion 6U0927 memoranduEn 6 order containing 
tJacislons on UC9 780B02 petition for roconsi deration of 
760413 niemorandura b order DCS 771104 petition sought action 
re fire protection for electrical cables 
ElBENHUTiD G Division of Licensing SO/06/29 09pp 


J Insurance (< instemnity information 


S007030161 Forwards add 1 inlu in response to NRC 800618 request re 
auxiliary feedwater sys Ausili.-iry feodwater sgs for both 
units are identical in dos ign. i nc 1 ud mg oquipraent !< 
automatic lEixtiation logic 

HITTLiR t Public Service Lleriric Gas Co of Mew Jersey 
eO/07/01 13pp 


600703022? Forwards addl info tu full powur liieiiso requirements 
identified at 000619 meeting lEifu sup p I cin eiits 800637 Hr 
MITTL. R L Public Servlre Electric b Oas Co of Mew Jersey 
80/07/01 69pp 


8007010323 Foruards Endorsement 39 to ANI Policy NF-330 

CORREA. M A Marsh b McLennan. Inc . M b H Nuclear Consultants. Inc 
Dlv B0/06/2S 2pp 


B(K>7310342 Forwards Endorsement 32 to MAELU Policy MF-90 

CORREAiM A Harsh b McLennan. Inc . M b H Nuclear Consul tants. Inc 
Div 80/07/21 2pp 


B007310376 Forwards Endorssment 40 to ANSI Policy NF-230 

CORREA.M a Marsh b McLennan. Inc .MAM Nuclear Consul tants. Jne 
Blv BO/07/ai 8pp 


0007030244 Foruards response to BOOhSO request for addl info re THl 
Lessons 1 earneEl requirements 

MITTL. R U Public Service Electric 6 Gas Co of New Jersey 
00/07/02 6pp 


8007160626 Forwards test proioEiure SUP SM 1 . Ap p 0. “Feedwater Momiper 
Test." fur review b approval Proredurc ptovidod per 
requirement in Tech Spec 9 3 

MITTLiR L Public Service Electric fi Gas Cn of Now Jersey 
80/07/07 ip 
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B0071(k0b33 Ti»st procedure SUP 80 t 'Foeduiatct' Hammer Test " 

• Public Service Electric b Qn‘p Co of Neu Jersey aO/07/07 

2pp 


8007210365 Foruards revised pacjii to nOOlOS leasbUB learned 
implementation submittal Adel info teflects discussion at 
800408 meeting w/NfiC 

LlDRlZZIpF P Public Service Flectrir & Gas Ce of llsu Jerseij 
BO/O7/0B 54pp 


9007330616 Oiscusses required performance of augnontcd low pouer 
Startup test program Neai -term Ol. applicants aboiild perform 
tests simitar to tests proposed by TVA prior to oceeding 
5Z of rated tbernal pauer 

EISENHUT.D O Division of Licencing 30/07/11 Spp 


0007240031 Requests that encl list of Jnfo-re possibility that long- 
term uater snurcu for auiiliarij Feedueter cgs aiaij contain 
salt* be provided to complete fu 1 1 -pciiuer requirements 
SCHWENCER,A Liconsing Branch 3 90/07/11 3pp 


9007390006 NotlFiratinn of Q0U723 meeting ui/utlls In Qethesda.MD to 
discuss matters re TMl— 3 dated requi rements 

DROnrRlCK.A IJ Licensing Drancli 1 HERRlGAN^J 0 . STABLE. C it 
Licensing Branch 2 90/07/16 6pp 


80072B0442 Requests that B00317 request to amend License DPR— 70 apply 
to License DPR-75 Requests au thor i r a t ion to louer Individual 
cell min voltages on 18!> t< 28 volt batteries to 2 13 volts 
Battery manufacturer 900627 Itr •( fee encl 

LIDHIZZI.F P Public Service (Ilectiic li Gas Co of Neu Jocsey 
BD/07/J& 4pp 


— 9007280443 Proposed change to Tech Spei Pages 3/4 9-11 It 14 re 
surveillance requirement', lor electrical poiuer sys at Unit 
2 

«• Public Service Electric !. Gas Lo of Hou Jersey 90/07/16 
3pp 


900721021*7 Foruards pi uposed conceptual desegn for automatic switchover 
of ECCS from Injection phase to recirculation phase of 
operation Final design package mill ho submitted for NRC 
reviBui li approval by 800*701 

MITTL.R L Public Service Electric !< Gas Co of New Jersog 
80/07/17 23pp 


DOO721O309 Subrnits uddl info re c ont.iinment sump model test program 
Objective is to confirm ciisting sump design or.lf 
improvements arc indicated, to develop suitable mqds Check 
testing of final design will be performed 

MITTLift L Public Soivlce Electric 4< Gas Co of Mou Jorsey 
80/07/17 3pp 


6007310460 Foruiards request for .iddl info re effects of debris on 
containment emergency sump performance under post-LOCA 
conditions Cancel ns related to cont.iiiiment sump hydraulic 
performance have been acceptably resolved 
BCHREHCER. A Licensing Oranch 3 80/07/S I 7pp 


0 Inspection reports. IE Diilletins ft correspondence 


BD07170648 Responds tci IE Dulletin 80-10. “Contamination of 
rfanrao 1 oac 1 1 ve Sys & Resulting Potential for Unmoni tored. 
Uncontrolled Release of Radioactivity to Environ '' 

Requirements 1 t< 8 uere completed on 800612 

BCHNEIDERtF U Public aerwlco Electric & Gas Co of New Jersey 
80/06/13 Ip 


80070S06Q3 Foruards IE Dulletin 80-15. “Possible Loss of Efliergencu 
Notification Bys TENS) U/Loas of Offsite Power “ Ui Itten 
response required 

GRIER. D H Region 1, Ph i 1 ode 1 ph ia. Office of the Director 
80/06/19 Ip 


B007020519 Forwards IE Circular 00-15. “Loss of Reactor Coolant Pump 
Conllng 6 Natural Circulation Cooldown ” No written response 
required 

GRIER. B II Region i. Philadelphia. Office of the Director 
00/06/20 Ip 


B007160736 Forwards IE Circular 90-14. ''Radioactive Contamlnatien of 
Plant Dsmlnera I i led Mater Bys & Resultant Internal 
Contamination of Personnel '' No written response required 
CRIER.D H Region 1. Philadelphia. Office of the Director 
00/06/24 Ip 


8007210274 Forwards IE Info NotiLC BO-34. “Lou Level Radwaste Burial 
Criteria " No uritton response required 

GRIER. S H Region It Philadelphia. Office of the Director 
80/06/25 1 p 


B007310052 Forwards IE Insp Repts 50-272/90-11 «< 50-311/90-07 on 
BOOSOI-31 Na none omp 1 1 ance noted 

BRUNNER. E J ftegiun 1. Philadelphia. Reactor Operations Nuclear 
Support Oranch 90/06/26 2pp 


— B007310055 IE Insp Repts 50-272/00-11 6 30-311/80-07 on 000301-31 Mb 
noncomp 1 lance noted Major areas inspected tours of Facility, 
log ti record revi cus. reviews of licensee events fc 
operational saPety verification 

NDRflHOLM.L J . HILL. N M Region 1. Philadelphia. Office of the 
Director KElHIOtR R Region 1. Phi ladolphia. Reactor Operations 
Nuclear Support Dranch 60/06/23 17pp 


8007230173 Forwards IE Bulletin 80-16. “Potential Ml sopp 1 Icotion of 
Roseinount Inc Kodels 1151 !< 1152 Pressuro Transmitters 
U/Either A or D autput Codes '* Urltten response required 
IE Circular 80-16 also encl No written response required 
DRIER. B H Region 1. Philadelphia. Office of the Director 
80/06/27 2pp 


0OD721O&CB PoruiBrds response to IE Bulletin 80-08 Doth units have 
contoinment boundarg butt welds All welds fabricated to 
Section Vtll of ASHE heller N pressure vessel code 
BCHNEIDER.F U Public Ssrvice Electric ti Oaa Co of New Jersey 
90/06/30 4pp 


8007210269 Forwards final response to confirmatory orders Issued 
on 900404 in reply to IE Dullotln 79-27 re loss of Nonclass 
IE ins crumentation. ti control power yys bus during operation 
Response submitted per util 900326 Itr M/affidavlt 6 aiemo. 
SCHNEIDER. F H Public Service Electric 8i Oas Co of Now Jersey 
80/07/01 39pp 


80070S0133 Forwards JE Info Notice flO-PB. ''Breakdeuns In Contamination 
Control Programs " No written response required 
OniERiD H Region 1. Philadelphia. Office of the Director 
00/05/28 Ip 


9007010300 Forwards IE Info Notice 00-23. “Loss (if 9uct)on to Emergency 
Feedwater Pumps " No written response required 
DRIER. B H Region 1. Philadelphia. 9ffice of the Director 
80/05/S9 1 p 


8-007310610 Forwards IE Infn Notice 90-26. "Evaluation of Contractor 
DA Programs “ No written respnnse required 
GRIER. 0 H Region I. Philadelphia* 9ffico of the Director 
90/06/10 Ip 


6007160363 Forwards IE Info Notiie 90-27. “Degradatio-n of Reactor 
Coolant Pump Studs " No specific action or response 
required 

GRIER. B H Regi-on t> Philadelphia. Office df the Director 
90/06/11 Ip 


8007)70570 Responds to IE Bulletin 80-D6. “C-ngtneered Safety Feature 
<ESF) Reret Contnils " Describes instance's discovered in 
fire protsciiDn. fecdhratoi & steam line Isolations Design 
changes scheduled 

BCHNEIDE'H. F U Public Sorvlto Electric t< Gas Cn of New Jersey 
90/06/ 13 6pp 


6007310329 Returns dneuments rc Item 10 of IE Insp Ropt 90-311/70-51 on 
passible sensitiiotlon of safety injection pump piping U/o 
and 

CARLBON.R.T Region 1. Philadelphia. Reactor Construction ti 
Engineering Support Branch 90/07/01 Ip 


9 Reportable occurrences. LERt 6 related correspondence 


8007170437 Forwards LER 9D-004/03L-0 

LlBRIZZt.F P Public Service Electric li Oat Co of Now Jqrsoy 
00/07/10 3pp 


' — 8007170449 LER 00* 0-O4/O3L— 0 on 800610. during routine surveillance, both 
BOfety injection pumps were made operable at less than 312 F 
in RCB Caused by lack of procedure to limit max number of 
opbrahle safoby pumps 

MURPHY. H J Public Service Electric b Oas Co of New Jersey, 
60/07/10 Ip 


8007290624 Forwards LER aa-005/03L-0 

LIORlZZIiF P Public Service Electric t< Gas Co of New Jersey 
00/07/21 3pp 
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■B00?2B0632 LEtl 0O-OO&/O3L-O on 800632, during preparation for heatup, 
position indicotion t< mechanical nperatinn of preasurlier 
ow«rpres#ore protection valves gave false indication l< 
failed to reseat Possibly caused by foreign rsatl in volvo 
HURPHV, M J Public Service Clectric l< Oas Co of Neuj Jersey 
BO/07/21 Ip 


8O07S‘7C}6S4 Foruiords l.CIl 80-006/03L-0 

LIBRlZZIiF P Public Service Electric f< Oas Co of Neu Jersey 
00/07/33 Ip 


— 0007290711 UER 0O-OO6/O3L-O on 800621, r e s 1 d ua 1 heat removal pump was 
discovered to have been previously improperly assembled 
Caused by either personnel ci ror or procedural Inodeiiuacy 
Pump Inspected, repaired 8, reiissembled 

MURPHV, H J Public Service Electric >< Oas Co of Now Jersey 
80/07/23 2pp 


DOCKET BO-’312 RANCHO SECO NUCLEAR OENERATINO STAriOtl 


P Security, medical, emergency ii fire protection plans 


□007&3009S1 Requests participation In study of people-related problomo 
in nuclear safeguards study Involves collection of data on 
licaneee security forces ft practices NRC ulsbos to intervlcu 
security mgt personnel at facility 

EIBENHUT, D 0 Division of Licensing 00/07/11 2pp 


O. Adjudicatory correspondence 


0007020343 Forwards 800619 1 tr to Friends of the Earth forwarding 
Director's decision DD~BO-23 in response to 791024 petition 
DENTON, H R Office of Nuclear Reactor Regulation, Director 
ao/06/19 3pp 


8007310243 Forwards Commission 800537 memorandum & older containing 
decisions on UCB /80502 petition for reconsideration of 
7B0413 memorandum t< order UCS 771104 petition sought action 
ra fire protection for aloctrlcal cables 
EIBENHUT, D 0 Division of Licensing 00/06/25 e9pp 


BOD71I0002 Order granting estenslon until 800732 for Commission to 
elect to review decision on enforcement action request, 

00-00-32 

HOYLE. J C Office of the Secretary of the Commission 0O/OZ/OB 

*P 


8007150537 Forwards llconseo 000711 proposed findings of fact & 
conclusions of law in form of initial rierioioin Assumes 
ABLD approval to parties' B00530 proposed transcript 
corrections per 800609 stipulation Certificate of Sve end 
BAXTER, T A Show, Pittman, Potts !< Trowbridge BO/07/11 4pp 


■8007150556 Proposed findings of fact h conclusions of law in form of 
initial decision Long-term mods w/undertahen addl changes 
provide reasoneblo assurance that plant will respond safely 
to feedwater transients Exceptions must be filed in 10 days 
BAXTER, T A , TRAV/IE8D-DIAZ Bacramentp Municipal Utility District 
BAXTER, T A Bhau, Pittman, Potts Ji Trowbridge 80/07/il 252pp 


0007310389 Requests filing date be revised from B00801 to 04 to allow 
opportunity to make changes in findings 

LANPHER.L C California, State of LANPHER, L C Hill Christopher V 
Phillips 00/07/25 2pp 


H General correspondence 


8D0739D336 Responds to 790405 1 tr re nuclear power Nuclear plants 
genarated 13X of electrical energy in 1979 Rancho Seco can 
resume operation when mods are completed Excerpts re QA, 
radiobiological haiards of Pu h environ effects end 
DENTON, H R Office of Nuclear Reactor Rogulotion, Director 
80/06/87 26pp 


0007290253 Requests info re percentage of electricity produced by 
nuclear plants, whether Rancho Bbco will be dosed down S, 
cases where fuel rods or valves were found faulty 
UPTON, R T Affiliation Unknown 79/04/05 3pp 


8007300370 Advises of change of address from 520 Capital MallrSuita 
700 to 455 Capital MalliSuite 265 Related correspondence 
HURSH, 0 Bacramento Municipal Utility District 00/07/02 ip 


P Operating license stage documents, t c orrespnndeiic i 


0007240208 Forwarifs BbW licensees' re t ponses to 790907 request for 
review of schedule for instisllmg caf ety-pi ade anticipatory 
reactai trip for loss of i;eedwateT J< tmbine trip Review 
should be completed by 79l'll5 

CAPRA, R A TIIl-2 Dulletinh h OrderL 79/10/24 Ip 


8007230099 Requo^-ts submittal of prupnsed Tech Spec changes providing 
for redundancy in decay heat removal capability in all modes 
of operation Mudd Tech Specs uh i i h would prnvidi) acceptable 
resolution oncl fni guidance 

EIBENHUT. D O Division of Li'ensing 80/06/11 62pp 


B007010575 Discusses licensee cuiis i iler a ticin of increased onsite 
radwastc stuvaga Requests reviews fur onsite stnrage 
additions in monthly iipeiatinq repts Draft licensiiiy 
position ie onsite storage safely cons iderati uos encl 
REIDiR H Operating Reactors Drancli 4 80/06/1, "* llpp 


B007100303 Applicoimn to, amend License DPn-54 by nil orporat ipg 
proposed Amend 6B for Tech Specs based on fire protection 
8TB Forwards proposed Amend 60 to Tech Sp ec s. Sec 1 1 nns 3 14 
t, 4 18 

MATTIMDE, J J Bairameiito Municipal Utility District 00/06/19 

app 


— 8007100306 Propnsed Amend 68 to Tech Specs, Sre li ons 3 1 4 t, 4 IB, based 
on fire protection sts 

d Sacramonto Mimic ipal Utility District BO/0'6/19 llpp 


8007170667 Forwards question*, re fuel assombly haldduwn spring failures 
first ohsBTvtnJ at Davis-Oeose 1 i, und'OT liivcBtlgation by 
Blibf Results of holddown spring insps at facilit'y as well as 
safety significance required ijitliiii 60 dags 

NOVAK, T M Assistant Dlrect-nr fni Operating Reactors BO/07/0'1 

6pp 


0007210004 Tcirwards queotitinr re fuel tissembly holddown spring itisps 6 
safety significance of operating w/broken springs in core 
Requests rosponse within 60 days 

NOVAK, T M Assistant Director for Opeioting Reactors B0/O//O1 
4pp 


BO'07340344 Requests response tu e-ncl qnesliiiiis re fuel asscmblg 
holddown spring failures NRC is interested in reoiiits nf 
holddown spring iiisps at facility f, safety significance of 
operating w/trnken springs in core 

NOVAK, T H Assistant Director for flpei atirig Ro.iclors BO/07/01 
3pp 


0007350001 Reiiuests submittal of application for amerid to license 
tonsiBting uf Tech Spec change*, !i license conditions pvJR 
Undel Tech Specs 6 Model lirfcnse conditions for TMI-2 
Lessnns Learned Liitegorij A items encl fur guldiinte 
GlBENHUTiD O Division nf I- i reusing f50/0//02 69p p 


QOO7OBO103 Responds lb NRL 78012'! I fci requesting all PWR licensees to 
evaluate LOCA loads DAW-1597 h UAW-1A21 submitted HC10214 f, 
070i/roBpcctivB]yi demonstTrite .ibillty of facility tn 
maintain core coolabilitij in event nf asymmetric LOCA 
HATTImQE.J j 9,icramento NLinitiiJal Utility Di strict 00/07/03 Ip 


8007330433 Ap p 1 1 c ,)t 1 oh for Amend 67 Lu License DFR-Sd clarifying Tech 
Specs re plant organ i rat i rn ch.Trt !, *■> urvei 1 1 ,int r 
requiromentB when roactor is iritiral 

MATTIMOEiJ j Sarramentu Monicii, al Utility District 00/07/09 
Bpp 


— -0007230443 Revised Tech Specs Page 4 — 1 6 Figure 6 6—2 clarifying plant 
or g am 1 at i on chart & siir v e 1 1 1 anc e r equ 1 1 emen ts when reactor 
is critical 

d Saeramphto Municipal Utility District a(J/{)7/09 2 pp 


B007230651 Provides info rp uaw ofr 1 1 ties, posi tlnns t. arisignments of 
personnel rosulting from G0(142B r uorganiintlon of ClFc of 
Nuclear Reactor Regulation 

NOVAK, T H Assistant Diretlor for Operaling Hear tors 00/07/10 
3pp 


8007340123 Giibmitc addl info to comp lute response to 791119 request for 
addl info re contiiinment piiego h vent sys 

WAI.BRIDOE, W C Batramanto Municipal Utility Oi strict BO/07/11 
If 


8007390623 Requests r or r at p onll c nr e betworn NRC ft util re seismic 
InvBs tlgall on Requests meeluig lu/utij in CA to review 
progress of studiei, f« present uxprrljse in reviawjrig 
seismic data 

DAVlBiJF Californin. State nf BO/07/11 Ip 
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B0O7S3O.143 Foruards lirpnssc Q00721 1 tr tb safatH grade antic igatorg 
reactor trip Svc lilt end 

BAXTER, T A Stiau). Fittman, Pntts {. rraiBOridge 50/07/23 Spp 


-'5007250345 Notifies that equipfiient tiring added to leaetor protection 
sgs catuneti is of sufficient mats as to require neu seisoiii. 
analysis of cabinets Analysis requires approi 20 uks Info 
ui]l be provided in tine to allosi for final design approval 
UALORlOGCiU C bacranento Municipal Utility District 90/07/21 
Ip 


9 Inspection reportsi IE Bulletins ti correspondence 


5007240I9B Responds to IE Bulletin 00-03. "Loss of Charcoal from Type 
tl. Tiao-tnch. Ti ay Adsurber Cells " Const of trays does not 
utiliiB rivets for securing perforated screen to casing 
Screen is spot uelded at approj one-inch intervals 
tlATTIflOE. J U Sarromento llunicipel Utility District B0/02/0& 

2PP 


DO072S0370 Forwards response to IE Jlulletin /9-27. “Loss of Non-Class 
IE InstruBienta 1 1 on A Contriil Power Bgs Dus During 
Operation ' Describes power upset events on NNI/ICS Duffer 
cord installations will he chected 

WALBRIDBE. U C Bacrioiento Municipal Utility District 80/03/12 
l®pp 


6D071B0941 Responds to IE Bulletin 79-17. Revi si on 1. “Pipe Cracks In 
Stagnant Dorated Nater Sys at PUB Plants " Three recordable 
indications noted in two welds doternined to be geonebrlc 
reflections caused by weld i out configuration 

MATTIHDEi J 0 Sacramento Hunicipal Utility District BO/03/25 Ip 


B0073401TO Forwards response to IE Bulletin 90-04. "Analysis of PWR 
Hein Steam Line Break U/Ciintinued Feedwater Addition " Plant 
sys tr structures designed to respond to double ended 
guillotine stean tine break insidr containnent 

HAITlMOftF. J J Sacramento tiunicipal Utility District 30/05/06 

2pp 


S007020340 Fbrworids IE Info Notice 60-32i “Breakdowns In Contami natl on 
Control Programs " No written repponse required 
ENBELKEN. B H Region 5. San Francisco. Office of the Director 
SO/OS/3a Ip 


Q0072S0676 Responds to IE Dulletin BO-)2. "Decay Heat Removal Bys 
Operability " Dperritiunal assessraont indicates sinilnr 
occurronce not likrly at facility because of differences in 
ifpcay heat removal sys I< ECCS 

HATTIMDE. J J Sad am onto Municipal Utility District 80/&6/04 

2pp 


0007290847 Responds to IE Oulletin BO-OS Sys that could be valved 
directly to pnnary sys wetor reviewed RCS drain tanki Plash 
tank & Biaheup tank may be subjected to vacuum conditions 
Other tanks can withstand conditions w/o inward buckling 
NATTtHOE. d J Sacramento Municipal Utility District 50/06/09 
Spp 


B007820350 Forwards IE Info Notice 00-26. "Evaluation of Contractor 
BA Programs “ No urlttoti response required 

ENOELKEN.R H Region 9. San Francisco. Office of the Diroctor 
00/06/ 10 Ip 


8007310477 Responds to IE Bulletin 80-06 Review of electrical drawings 
made to insure safety-related equipment remains in emergency 
node upon reset Testing completod for all equipment that can 
be tested while plant is in operation 

IfALBRIDGE. H C Sacramento Municipal Utility District 80/06/10 

Spp 


8007030014 Fnrwaids IE Dulletin 00-15. “Possible Loss of Emergency 
Notification Bys lENS) U/Loss of Offsite Power " Nritten 
response required 

ENCCLKEN. R M Region S* Ban Franristo. Office of thp Director 
80/06/10 tp 


8007240407 Forwards IE Insp Rept 50-312/80-17 on 800501-30 No 
none oeip 1 lane e noted 

CREUISi 3 L Region 5. San Francisco. Reactor Operations Nuclear 
Bupport arnneh 80/06/18 app 


--B007840420 IF Insp Rept 30-312/80-17 on 800901 -JO No nencoirip I lance 
noted Major areas inspected followup on items of 
noncorop t lent e t< headquarters requests 

CANTER. H L Region 5. San Trancisco. Office of the Director 
FAUUKENBERRVt B Region A. San Praniisco. Reactor Operations 
Nuclear Support Branch 00/06/17 Spp 


8007020480 Forwards IE Circular 50-15. "Loss of Reactor Coolant Pump 
Cooling tc Natural Circulation Cooldown " No written response 
required 

ENCELKEN. R H Region 5. San Francisco. Office of the Director 
eO/06/20 Ip 


8007180293 Forwards IE Circulor 00-14. "Radioactive Contamination of 
Plant Bemlneral i 1 ed Water 8ys ti Resultant internal 
Contani net 1 on of Personnel " No written response roquirsd 
EN6ELHEN. R H Region 5. San Francisco. Office of the Director 
aa/06/24 I p 


0007230399 Forwards IE BuHetln 00-16. "Potential Misapplication of 
Rpsemount Inc Models llSl t> 1192 Pressure Transmitters 
N/Elth«r A or D Output Codes " Written response required 
IE Circular 80-16 also end No written response required 
ENOELKEN. R H Region 9. Ban Francisco. Office of the Director 
80/06/27 Ip 


8007310294 Forwards IE Insp Rept 50-312/80-13 on 0OOSO9-O9 NO 
noncompl lance noted 

CREW9. J L Region 5. San Francisco. Reactor Operations Nuclear 
Support Branch 00/07/02 Bpp 


— 8007310301 IE Insp Rept 90-312/B0-13 on 800909-09 NP none nmpl iance 
noted Major areas inspected document control program, ons t be 
review committee op erations. reac tor operator requal 1 f icatioii 
program ti IE Bulletin 79-2/ foljowup 

ZUETIIO. G B Region 9. San Francisco. Office of the Director 
FAULKENBERRY. B Region 5. San Francisco. Reactor Operations 
Nuclear Support Branch 80/07/03 7pp 


R Periodic operating reports tt related correspondence 


0OO719OSB6 Forwards monthly operating rapt for June 1980 

RODRIOUEZ.R U Sacramento Municipal Utility District BO/07/07 
IP 


— 80071 S0592 Monthly operating rept for June 1980 

COLOMBO, ft W Sacramento Municipal Utility District 80/07/07 
3pp 


S Reportable occurrencos. LGRs N related correspondence 


8004240256 PNB-V-BO-l? senior resident Inspector inforiRed that spacer 
grids on five Cycle 3 fuel assemblies damaged during fuel 
movements Cause of damage due to contact between spacer 
grids w/boued fuel N adjacent assemblies during refuollng 
FAULKENBERRY. B Region 5. San Francisco. Office of the Director 
80/03/11 2pp 


B007090270 Forwards LER BO-030/03L-0 

MATTIHOE.J J Sacramento Municipal Utility District 00/06/26 

2pp 


—8007080277 LER BO-030/03L-0 on B00623. While performing 1-loaC. reac ter 
protection sys channel C test. overpower bistable voltage 
setting was found drifted out of spec Caused by 
malfunctioning of Bsmieonduc tor voltage regulator 
COLOMBO. R U Sacramento Municipal Utility District 80/06/26 
ip 


B0D733PI6S PN0-V-BO-0S7 on 000709. 1 leensee reported that two direct 
radiation monitors on perimeter fence of restricted area 
showed results above reporting level of Tech Specs High 
values may he result of waste storage 

FI8H.R Region 5, San Francisco. Office of the Director 90/07/10 

ip 


6007230194 PNS-V-SO-006 on 000603. employee denied access to vital area* 
because of personnel-related matter On 800604 employee again 
denied access to site because of behavior 

0CHUSTER.H D . NORDERHAUG. L R Region 9. San Francisco. Office Of 
the Director 00/07/11 Bpp 


B0073i04t0 Forwards LER 50-031 /03L-0 

MATTJMDE.J J Sacramento Municipal Utility District 00/07/17 
2pp 


— 0007310418 LER 00-03 1 /03L-0 on 800703. during review of IE Bulletin 
79-14 uiork.fnund stress analysis for nonconforming pipe 
support was overloaked Caused by design documentation b 
const drawings not conforming to seismic analysis 
COLOMBO. R U Sacramento Municipal Utility District 80/07/16 
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DOCKET 50-313 ARKANSAS NUCLEAR ONE, UNIT I 


F Security* medlcali emergency (< fire protectiun plans 


B0O7OIO369 Forwards "Rept on Wall Penetration Fire Stops” l< "Fire Test 
Criteria tor Penetration Seals in Concrete Floors 1< Walls “ 

TRIMBLE* D C Arkansas Power & Light Co 80/06/19 Ip 


"a0070i0373 "Rept on Wall Penetration Fire Stops ” 
* Underwriters Laboratory 80/04/30 14Spp 


—0007010360 "Fire Test Criteria for Penetration Seals in Concrete Floors 
fc Halls " Four Illegible drawings end 
» Arkansas Power t* Light Co 80/06/04 Spp 


0007070t4B Decupients NRC telcon {< approval of temporary enemptlon to 
■sisting emergency planiSection 4 3 1 1-C requiring 
daeantanination shower facilities in emergency control ctr 
TRlNBLEiD C Arkansas Power t< Light Co 80/06/27 2pp 


S007I70291 Forwards Amend 60 to emergency plan 

TRIMBLE* D.C Arkansas Power t< Light Co 00/07/11 Ip 


— B0071703BS Amend 60 to emergency plan consisting of Figure 3(initlal 
notllicatian in event of accident 
• Arkansas Power L Light Co 00/07/31 tp 


BCX>7830073 Notification of 600722 meeting w/AR Power L Light Co in 
Qet)l**da>ND to review proposed early warning sys 
VIBSINO*0 a Operating Reactors Branch 4 00/07/16 2pp 


O Adjudicatory correspondence 


0007310843 Forwards Commission 800927 memorandum L order containing 
dlcislans on UCB 7B0902 petition for reconsideration of 
700413 memorandum L order UCB 771104 petition sought action 
re fire protection for electrical cables 
EISENtHJTiDO Division of Licensing 00/06/25 89pp 


H Oaneral -correspondence 


B007H0449 Requests response to end R Laceuell Itr re plans to 
Increase facility spent fuel storage pond site 
SETHUNEi E House of Rep 80/04/30 2pp 


B007010024 aubmite updated info re admittance of NRC personnel to 
facility Requests that permanent nonemployee picture badges 
(< site orientation bo provided W/o end 

8EVFRIT*K V Region 4* Dallas* Office of the Director 80/06/16 

app. 


SKK>70'700aD Requests that util provide IE headquarters w/mlcroficho copy 
of listed PhlDs 

MADSENrOL Region 4. Dallas, Office of the Director 80/06/16 

8PP 


B0078S0070 Responds to end 000504 Itr to President Carter re nuclear 
■ nirgy Use of both coal tt nuclear power necessary to free US 
of overdependencB on foreign oil President Carter 791207 
pres* release t< energy plan end 

DENTON* H R Office of Nuclear Reactor Regulation, Director 
S0/06/S7 22pp 


8007100148 Requests removal of TO Conner from list of eorrespondenee 
recipients I* addition of N Reynolds Licensee has changed 
legal representation 

TRIHDLEf D C, Arkansas Power t< Light Co 80/07/03 Ip 


Q00731033I Responds to 800625 Itr re 800910 event at Unit 1 Forwards 
LER aO-OlS/01-0 t* IE Insp Repts 90-313/80-07 6 90-368/80-07 
OlecuBsas treatment of spilled water !< radioactive content 
of water U/o end 

BEYFRITrK V Region 4, Dallas, Office of the Director 00/07/15 

app 


P Opersting license stage documents t< correspondence 


BO06240237 Responds to technical assistance request for proposed Tech 
Spec changes for DLM operating plants Forwards requiraments 
for adidl info 

lERAEUiB.U TMI-2 Bulletins I* Orders 79/08/29 ISpp 


8007240308 Forwards DtW licensers' responses to 79090/ request for 
review of schedule for installing saf e t y-grad e anticipatory 
reactor trip for loss of feedwater !< turbine trip Review 
should be completed by 791115 

CAPHAiR A TMl-8 Ool ! et In' f, Orders 79/10/24 Ip 


0007020210 Responds to NRC 800401 request Fcir info re potential failure 
of once through steam generator auiiliary feedwater sleeve/ 
collar welds Probable cause !< failuie mode of weld cracking 
not yet determined 

TRIMBLE, D C Arkansas Power K Light Co B0/Q6/05 3pp 


8007230099 Requests submittal of pi oposed Tech Spec changes providing 
for redundancy in decay heat lomuval capability in all modes 
of operation Hbdel Tech Specs which would proivirie acceptable 
resolution enci fot gold an re 

EI6ENHUT,D 0 Division of Licensing 80/06/11 63pp 


8007010356 Forwards abnormal transients operating guidelines program 
outputs Draft guidelines scheduled for submittal in Aug 
1980 Copy numbers assigned to event tree drawings Requests 
controlled copses bo withheld (ref 10CFR2 790) 

TRIMBLE, D C Arkansas Power !< Light Co 80/06/16 ip 


6007030371 Forwards request fur addl info re waste gas sys 

MOVAK, T H Assistant Director for Operating Reactors QO/06/23 
3pp 


8007150489 Application to amend Licenses DPR-51 t* NPF-A. deleting 
requirement for testing reactor bldg smoke detectors white 
reactors remain critical Suggested changes to Tech Spec 
pages ti Class 111 fee end 

CAVANAUGH, W Arkansas Power t Light Co QO/06/26 2pp 


“8007150494 Suggested changes to Tech Spec Pages 3/4 3-43 ti llOp re 
fire detection Instrumentation 
» Arkansas Power !< Light Cu 60/06/26 2pp 


6007170319 Summary of 800612 meeting u/utils in Oethesda,HD re interim 
reliability evaluation program 

DLBHAM*L N Operating Reactors Branch 1 80/06/30 3pp 


8007250186 "Elec trical, Instrumenta t ion (< Contrul Aspects of Low 
Temp Overpressure Mitigation SysiAfl Nuclear One, Unit 1 " 
UEDER.D A EOr.O Idaho, Inc FIN A-6256 8007290186 80/06/30 

16pp 


8007070253 Responds to NRC OD04IO Itr requesting that all licensees 
amend Tech Specs so that definition of term "npcrable" 
would be consistent w/NRC STS Rcvlsian will require at least 
90 days 

TRIMDLEfD C Arkansas Power t Light Co 80/07/01 2pp 


B0070903Q7 Forwards small break w/failcd pucier operated relief valve 
analysis, in response to Item 28 of NRC 790821 Itr Analysis 
demonstrates that present operator guidelines are adequate 
to mitigate consequences of valve failure 
TRIHDLE, D C Arkansas Power t* Light Co 80/07/01 14pp 


8007180429 Informs that util is interested in participating in NRC 
research program for interim reliability evaluation program, 
discussed in 800692 meeting 

TniMGLE,D C Arkansas Power L Light Co 80/07/01 3pp 


6007210004 Forwards questions ro fuel assembly holddown spring tnsps & 
safety significance of operating u/broken springs in core 
Requests response within 60 days 

NOVAK, T ft Assistant Director for Operating Reactors 00/07/01 
4pp 


8007810589 Forwards questiont ro fuel assembly holddoun spring 
failures NRC is interested in knowing results of insps L 
safety significance of operating w/broken springs In core 
Requests response within 60 days of Itr receipt 
NOVAK, T M Assistant Director for Opera ting Reactors BO/D7/01 
3pp 


60072S000I Requests submittal of appli-cation for amend to license 
consisting pf Tech Spec chstiges f* license conditions PNR 
Modal Teel) Specs & Model license conditions for THI-2 
Lessons Learned Category A items ent I for guidance 
EISENHUT.D 0 Division of Licensing 80/07/02 A9pp 


8007210033 Requests info re 0OD624 loss of offsite power transient at 
Unit 1 Info includes description iif switchyard operation* 
process computer printouts of alarms during transient I* 
strip charts for primar-y t< scconJary sys 
NOVAK. T M Assistant Director for Operating Reaeters 

2pp 


80/07/00 
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8007130394 Adv I ses of contlniipd compliance j/cuTrent regulations re 
hgidrogen production Profri clad-uiatei reaction after 
Instal latiDO of fiC‘5 vents per NURE0-Ct37a Procedural 
guidelines will be submitted 310101 

THIMSlE.D C Arkansas Power Light Co 80/07/10 2pp 


8007280350 Advises of personnel changes resulting Prom T e organ i i ati on 
of Ofe of Nuclear Reactor Regulatien 

MO\/AH,TH Assistant Director for Licensing 00/07/10 Spp 


80072901103 Reiterates uti) position re need for addl in 6 trumentat mn 
for detection of iiiadeguate core cooling No addl 
instrumentation is needed Util 800131 Itr summariied 
position No responses received to date 

THIMBLE. 0 C Arkansas Power !< Light Co 80/07/11 Spp 


8007240120 Discusses NRC 800616 Itr le reactor vessel surveillance 
program Ouestions nscessitg for Iminediate change of Tech 
Spec 4 2 0 Current procedure is adeijuate to maintain reactor 
vessel matl surveillance program 

TRIMDLE.D C Arkansas Power Ji Light Co 00/07/14 ip 


8007290040 Responds to tnemo re fuel adjustment clause provision that 
would permit pKissing 90A of cost of replacement power on to 
ratepayers NRC uiould present anij Irifn at formal hearing No 
investigation planned 

VOEOELl-R J Office oP the Esecutive Legal Director B0/07/1B 
Spp 


B Inspection reportsi IE Bulletins ii correspondence 


00070 20194 Responds to IE Bulletin 30-04. "Analysis of PVIR Main Steam 
Line Break u/Continued Feedwater Addition •’ Sufficient 
time would eiist for operator to isolate affected once- 
through steam generator in event of ovc rpressurl lat 1 on 
TRIMBLE. D C Arkansas Power !> Light Co 80/05/37 3pp 


B007020269 Forwards IE Info Notlcp 80-32. ''Breakdowns In Contamination 
Control Programs " No written response required 

BEYFRIT.K V Region 4. Dallas. Office of the Director 80/03/29 
1 ? 


B007210342 Forwards IE Circular DO-13. "Grin Strap Damage in 
Mestinghouse Fuel Assemblies " No written raeponse required 
BEYFRIT.K V Region 4. Dallas, Office of the Director 00/03/20 
>P 


8007010040 Forwards 10 Info Notice 00-23. "Loss of Suction to Emerguneg 
Feedwater Pumps " No written response enquired 

SEYFRIT.K V Hegion 4. Dallas. Office of the Director 80/03/29 

Ip 


B007220177 forwards IE Insp ftepts 50-313/80-07 >< 30-360/80-07 hti 
000492-0521 & notice of violation 

MADSEN.O L Region 4. Dallas, Reactor Construction 8< Engineering 
Support Branch BD/06/05 2pp 


--B0072201B5 Notice of violation from insp on 000422-0521 

a Region 4. Dallas, Office of the Director DD/06/04 Ip 


—0007220197 IE Insp Repts 50-31 3/BO-O/ f< 5O-360/GO-O7 on 000432-0591 
Noncempl 1 once noted incomplete written procodures. 
insufficient adherence to procedures !< poor housekoeping 
measures 

ME3TERMAM. T F . JOHNSON, W D , CALLAHAN. L J Raglon 4, Dallas. 
Office of the Director 60/06/04 IBpp 


8007020201 Responds to IE Bulletin BO-05. "Vacuum Condition Resirlting 
In Damage to Chemical Vol Control Sys (CVCB> Holdup Tanks " 

Only Onijt I reactor coolant make-up tank (< Unit 2 vol 
control tank could contain appreciatle aoiaunts of hydrogen 
TRIHQLE.D C Arkansas Power 6 Light Co BO/06/10 SpP 


0OO732OD94 Forwards IE Info Notice 80— 36. "Evaluation of Contractor 
QA Programs “ No written response required 

BEYFRIT.K V Region 4. Dallas, Dffice of the Director 80/06/10 
*P 


B007160321 Forwards IE Info Notice BO-27, "negrodatlon of Reactor 
Coatant Pump Studs " No specific action or response 
required 

BEYFRIT.K V Region 4, Dallas. Office of the Director 80/06/11 
*P 


8007300349 Forwards 1C Insp Repts 50-313/00-09 t, 50-360/00-09 on 
600827-30 S< notice of violation 

MADBEN) Q L Region 4. Dallas. Reactor Operations Nuclear Buppnrt 
Branch 00/06/12 2pp 


— 8007300353 Notice of violation from loop on 000537-30 

• Region 4. Balias, Reactor Operations Nuclear Buppnrt Branch 
60/06/11 ip 


— 0007300354 IE Insp Repts 30-31 3/B0-09 6 50-360/80-09 on 800337-30 
Noncompl iance noted failure to adhere to procedures for 
handling temparary mods to jumpers t< bypasses 

YANDELL. U A , HE8TERMAN. T F Reg Inn 4, Dallas, Dffice qf the 
Director 80/06/11 3pp 


0007070172 Ack receipt of 800529 Ur informing NRC of stops taken to 
correct violations noted In TE Insp Flopts 50-313/00-06 
6 50-360/80-06 

MADSEN.O L Region 4. Dallas. Reactor Operations Nuclear Support 
Branch B0/06/i7 tp 


BOO7230P44 Forwards IE Investigation Ropts S0-313/8Q-OB «< 50-360/60-00 
on 800510-12 Nb non c amp 1 1 anc o noted 

SRDRNi 0 D Region 4. Dallas. Fuel Facility & Materials. Safety 
Branch 80/06/20 2p p 


— 8007230257 IE I nvo s tl a a t i an Ropts 30-313/00-08 *< 30-360/00-03 an 
800510-12 No none omp 1 i anc e noted Mojor areas inspectad 
radiological conditions ?c environ impact associated ui/isiiiii 
coolant pump seal failure 

BRDUN.D □ Region 4. Dallas. Fuel Facility & Materials Safety 
Branch NILRORN. U Region 4. Dallas. Office of the Director 
80/06/10 Spp 


8007240031 Forwards IE Circular BO-IS. "Loss of Reactor Coolant Pump 
Cooling 4i Natural Circulation Cooldown " No written voaponio 
required 

BEYFRIT.K V Region 4, Dallas, Office of the Director 80/06/20 

ip 


0007220495 Notifies that mo mo. re procedure for retention & perforeiance 
of safety evaluation ti notice of violation for deficiency In 
IE Insp Rept 5D-313/B0-0S. has been forwarded to Liconeing 
Section personnel involved in design change package ravtauis 
THIHQLE.D C Arkansas Powor 6 Light Co 80/07/11 Ip 


0007300320 Ack receipt of E00627 Itr informing NRC of steps taken to 
correct vinlation noted in IB Insp Repts SO-SIG/BO-O? 8i 
50-368/00-07 

MADDEN. 0 L Region 4. Dallas. Reactor Operations Nuclear Support 
Branch 00/07/22 Ip 


— E0073D0325 Responds to NRC 000605 Itr re violation noted in I£ Insp 
Ropts S0-313/B0-07 ti 50-360/80-07 Corrective actions 
junction boi cover replaced ti door on end closed 
TRIMOLE. D C Arkansas Fouer t< Light Co 00/06/27 Spp 


0007300329 Ack receipt of BD07D2 Itr Informing NRC of steps taken to 
correct violation noted in IE Insp flopts 50-313/80-09 ft 
30-368/00-09 

MADB'ENi G L Region 4. Dallas. Reactor Operations Nuclear Support 
Branch 80/07/22 Ip 


— 0007300333 Rosponds to NRC 000612 Itr re violation noted In IE Inep 
Repts 50-313/00-09 !< 50-360/80-09 Corroctive actions . ontr 1 as 
in jumper ti bypass log were cleared Completed pages of log 
were forwarded te files 

TniMDLEiD C Arkansas Fetucr S< Light Co 80/O7/OS Spp. 


R, Periodic operating reports 6 related correspondence 


6007210450 flept on radioactive effluent release. Jan-June 1976, 
• Arkansas Power U Light Cq 78/03/31 lOpp 


8007010470 Forwards corrected page for monthly operating rept for Hey 
1980 

TRIMQLE.D C Arkansas Pewer 6 Light Co 80/06/23 ip. 


— 8007010480 Corrected page to monthly operating rept for May 1900 
BRAHLETT. L 0 Arkansas Power »< Light Co 00/06/13 tp 


0007100143 Forwards results of impingement monitoring at Intake during 
May 1980. submitted In accordance u/ETS 4 1.2 a<2) Set of 
computer cards end 

TRIHRLE. D C Arkansas Power b Light Co 80/06/30 14pp 


8007210420 Forwards monthly operating rept for June 19Bo 
TRIMDLE.D C Arkansas Power b Light Co 60/07/15 ip 


— 8007210432 Monthly operating rept for June 1900 

BRANLETT, L B Arkansas Power b Light Co BO/07/15. 5pp. 
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5 R<portAbl 0 occurreniefti LCRs i< relate-d corresporKloncE.' 


0007140621 PND-IV-00-023 on 00062^. all offsite poiuer tu both units was 
loit uih«n tuD lines uere tnpppd by dispatcher Third line 
Miti out oP SVC for maint 

HUNNlCUTTi D Region 4/ Dallas; OPfice of the Director Q0/06/2& 

Zpp 


B0O7SaO946 BDs 50-31 3/80-22 J. 50-36H/B0-O42 on 800624, events occurred 
on 900 kv pDuer lines uhlch resulted lli loss of all 500 kv 
poucr lines fc reactor trips of both units Cause not stated 
Both units stable Followup rcpt will be triinsmitted 
O'HANUDN.J P Arkansas Power t< Light Co 80/06/26 2pp 


8007190641 Forwards LER 0O-O22/O1T-O 

TRIMBLE, 0 C Arkansas Power 6 Light Co 80/07/07 Ip 


— 8007150690 LER eO~022/01T-0 on 800624, w/May f 1 ower 500 kV transmission 
line out oP SVC 6 unit operating at full power, 500 kV 
Habelvale line tri pped Caused by giound fault overload 
Cact-out relays were reset 6 500 kV bus re-energiied 
BHIVEtY, C N Arkansas Power 6 Light Co 80/07/07 5pp 


B007IS0995 Forwards LER 80-01 6/03L-0 

TRIMBLE, D C Arkansas Power 6 Light Co 80/07/10 Ip 


— 8007190603 LER aO-016/03L-0 on 80061 1 , dur Ing hydrogen purge sys 
surveillance testing, proper sys flow could not be obtained 
Caused by rust scale lodged in check valves Check valves 
cleaned t< reassembled 

BRAMLETTiL S Arkansas Power f< Light Co 80/07/10 Ip 


80O71SD530 Forwards updated LER 80-01 1/03L-3 

TRIMBLE, 0 C Arkansas Power t< Light Co 80/07/1 1 Ip 


— 8007190538 Updated LER B0-011/03L-3 on 800401, based on piping sys as- 
buJlt conPiguratlen review per IE Bulletin 79-14,14 hangers 
declared inoporable Cause not stated Hangers repaired or 

modified 

BRArtLETT^L B Arkansas Power 1, Light Co 80/07/11 2pp 


8007310334 Discusses 800706 routine surveillance test on emergency 
staain driven feedwater pump during which steam leak 
developed Requests that one of five failed studs be 
delivered to Parameters, Inc for analyses 

KADEER, 0 L Region 4, Dallas, Reactor □peratiens Nuclear Support 
Brandi 80/07/15 2pp 


80D7B10406 Forwards LER 00-020/03L-0 

TRIMBLE. D C Arkansas Power t< Light Co 80/07/16 Ip 


— B007S10413 LER G0-O20/03L''0 nn 80D621 , dur i ng makeup pump test, rod Indei 
limits exceeded Caused hy operator inadvertently opening 
Inlet to standby dcmineral i ler All operators reviewed 
occurrenc e 

BRAJILETT, L S Arkansas Power 6 I Ighl Co 80/07/16 Ip 


BD07S4017& Responds to NRC 800609 request for into re reactor coolant 
pump seal Failure analysis In pregrcss Dvcrsiio drawing 
available in Central Files only 

TRIMBLE, D C Arkansas Power ti Light Co 80/07/16 97pp 


B0071G0312 Forwards LER BD-D21/03L-0 

TRIMBLE, D C Arkansas Power t. Light Co 80/07/17 Ip 


— 8007100318 LER BO-02i/03L-0 on 800624, dur i ng reactor trip, steam driven 
emergency feedwater pump automa 1 1 c>il 1 y started per design 
but tripped on overspeed Cause undetermined Pump proved 
operable before returning to power 

BRAMLETT. L 8 Arkansas Power h Light Co 80/07/17 Ip 


8007240148 Forwards updated LER B0-O15/O1X-I 

TRIHBLEjD C Arkansas Power h Light Co 80/07/17 Ip 


— BD07240150 Updated LER 80-0I5/01X-1 on 800510, during steady state power 
operati an, s tep increase tn RCB leakage observed Caused by 
seal failure All four RCB seal cartridges replaced nr 
rebuilt 

SHIVELY, C N Arkansas Power t, Light Co 80/07/17 6pp 


6007270331 PNQ-TV-80-024 on 800716, plant wns shut down due bo primary 
to secondary leak Max radioactivity detected was below Tech 
Bpec limit 

UOHNBON.V 0 4 HUNNICUTT, D H , MADSEN, 0 Region 4, Dallas, Office of 
the Director. BO/07/17 Ip 


6007280904 Forwards LER 80-019/03L-0 

TRIMBLE, D C Arkansas Power h Light Co S0/O7/1B ip 


— 80O72SO51 1 LER 00-0 19/03L-0 mi QO(i/, 1 9, il ui ing fire vys test, fire pump 
P6A could not be stopped from inutrol ruum. Caoseil by low 
fire sys pressure resulting fi um le.rkiiiy fnc sys relief 
valve Valve ,id justed 

BMAMLETT,L S Arkansas Pouul light Co BO/07/kS Ip 


DOCKET 50-315 DDNAI 1) C rOOK NUCLEAR POWER PI ANT, UNIT I 


r Security, mqdical, emeryeucy t, fill protoitiur, plans 


n0072IoaBD Forwards request fur ,id<Jl infn it i,afsgu,srds cnii 1 1 ngeiictj 
plan Format should be revisi'd to i OKforio w/furraat for Reg 
Oulde 5 54 W/o oncl 

NOVAK, T M Assistant Dir* t tor for DpBr.rting Real tors 60/06/30 

2pp 


Q Adjudicatory correspondence 


8007310243 Forwards Cojnmlssiun 80052/ fiiemorund um t order containing 
decisions oti UC8 700502 petition foi reconsideration of 
780413 memorariduin ! order UCS 77)104 petition sought action 
re fire protection for etertrical Ciibles 
EIEENHJT, D 0 Division of L) reusing 80/06/25 Hlpp 


H General c orrospondonce 


8007020177 Requests t ons iderat i on of having Atoriuc Energy Council of 
Taiwan visit facility on 800807-08 Lnuncil tnteiested in 
observing waste mgt activities Couper,itihn will he major 
contri b ut iati to NRC exchange arrangement 

LAFLEUFI, J D Assistant Director foi I ntcrnatiou.-sl Coupcratlon 
88705/13 3pp 


P Operating license st,igc documents A c orrcBpond ence 


6007110530 Advises that Class I L 111 licensing fees, requested in 
B0340? Itr re review of request to omp 1 oy divers tu cut 
studs in spent pool fuel, hove not been roveived Requests 
that fees be submitted within 15 days of receipt of Itr 
KILLER, H U License Fee Hanayeisrnt Oranrh 80/06/02 Ip 


6007010546 Noti f 1 rati on of {1Q0V29-'11 nnsite meeting w/util to discuss 
inservlce testing pragram for pumps f, valves 
MINER, 3 Dperating Reactois Rraiich 1 60/06/0'? 26pp 


a007830(>'?9 Requests submittal of priipoicd Tech fipec changes providing 
for redundancy in deray heat removal capability in all modes 
of Operation Made! Tsch Bpei s which would provide acceptable 
resolublPii enc I for guiilancu 

ElSENHlJTiD G Division of I i censing 80/06/11 62pp 


6007050571 Faruards response to requert luiicerning addl info on 
responses to NRC short-teim r equli cnioiitc for auiiliiinj 
feedwater sys 

DOLAN, J E Indiana L Hichjgar, Flectrii Co 80/06/26 4pp 


60D71I0555 Requests d etermi iia i i un whether weldments in, sa fety—i elated 
tanks fabricated by Oravar Tank meet design specs Reply 
requested within 20 days 

KDSELEV.N C Division uf Realtor Operations Inspei tions 60/06/27 
3PP 


8007250001 Requests submittal uf uppl ic atiun fur amend tu license 
consisting of Tech Spec changes *, license conditions PHH 
Model Tech Specs t< Model licetise ccnditicns for TKI-2 
Lessons Learned Category A items anc 1 fur guidance 
EISENHUT.D 0 Division of Licensing 60/07/02 67pp 


8007260064 Informs that requested exemption from Class 1 fee 
requirement for D003P4 submittal for approval to employ 
divers in spent fuel pool is granted Ilefund will be 
forwarded when prui eased 

MiLlER,tJ Q License Fee btanegemunt Granch 30/07/11 Ip 


B007290493 Responds to NRC 60062? ktr le poLential welding deficiencies 
in tanks fabTicaied by Gravi r Tank t< Mfg Co Facilities have 
four Graver tanks Insp confirmed that full penetration weld 
exists 4< welds agrue w/requi rempnts nf design drawings 
HUNTER, R S Indiana I, Mich) gun Electric Co 80/07/lG 3pp 


Q Inspection reports. IE Dulletins t i orTespciniJence 


8007220095 Forwards IE liisp Repts 60-') 1 5/HO-0 1 L 50-H6/B0-01 nn 
8001 14-16. 21-25, 27*31 , 0211-12, 0303 05 6 0415 N notice of 
violation 

HEISHMAN, R F Region 3, Chicwgo, Rcictiir { oust, uc tion I, engineering 
Support Branch 00/05705 Dpp 
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— ao0722'(ll00 Holice of vjciIatiDn frcn in«p on 0001 l4-ja, 21-23. S9-31 p 
0211-12.0303-05 «< 0415 

Ro-gion 3. Cnii.agn. Office of the Director 00/05/02 2pp 


—6007220112 IE Inip Repts 3tJ-.lt S/BO-01 f< 50-316/90-01 on 000114-10, 
21-25.29-31.0211-12,0303-05 f. 0415 Mon c fl/np 1 Jan c e noted 
deficiencies le equipment c loss i f 1 c^t 1 on . hous e k eep 1 ng . 
surveillance f infractions ro audit findings f, program 
SIREETEH. J F . pIflCKlW, I N Region 3, Chicago. Office of the 
Director HEISHM4N.R F Region J, Chicago. Reactor Construction 1< 
Engineering Support Qranrh 00/05/02 21pp 


0007020043 Foruiai ds IE Info Notice 00-22. “'Dr ea k down s In C nntam 1 nat i on 
•Control prograrJS " No leritten response required 

KEPPLEfl.J ft Region 3. Chicago, Office of the Director 80/0'5/2B 
>P 


B0072I0353 Forwards IE Circular BO-13. ''Orid Strap Damage 1 1 > 
Uestinghouse Fuel AasenibliPS " Ho written response required 
KEPPLER.J C Region J. micago. Office of the Director 60/05/26 
IP 


B0070'10060 Forwards IE Info Motice 00-23. "Loss of Suction to Emerjancg 
Feedwater Pumps “ No written response required 

HEPPLER. J 0 Region 3. Chicago. OffiCP of the Director 00/05/29 

•P 


8007170S45 Forwflrds Waste Packaging Insp Rept 15000027/00-46 on 800229 
& notice Pf violation 

DAVIS, A 0 Region 3, Chicago. Fuel Facility t< Materials Safety 
Branch 00/06/ 10 2p p 


— -8007170550 Notice of violation fi om knsp On 600229 

• fiegion 3. Chacagii. Office of the Pirectar 00/04/SB Ip 


— B007I70556 Waste Packaging Insp Rept 1 9000027/BO-46 on 600227 
Hone DPip I lance noted no placard on shipment holes 
DECKER, r . 7JHDHAB.R D Region 5. San Francisco, Office of the 
Director BOOK, H h Region 5, Ban Francisco. Fuel Facilitg (k 
Materials Safety Dranch 0O/O4/2B 6pp 


0007220146 Forwards IE Info Notice 00-26. "Evaluation of Contractor 
OA Programs “ Mo written i esponse required 

KEPPLER,,! C Region 3. Chicagn. nfflce of the Director 00/06/10 

Ip 


00071601 SB Forwards IE Info Notice 00-27. '‘Degradation, of Reactdr 
Coolant Pump Studs " No specific actloii or response 
requested 

KEPPUER.O C Regien 3. Chicagp. Office of the Director RO/06/11 

Ip 


0007110465 Forwards response to IE Bulletin 00-05. "Vacuum Condition 
Resulting In [Jaraage to Chemical Vnl Control Sgs ICVCS) 

Holdup Tanks " Design review made of all sys containing leu 
pressure tanks or Rioldup tanks Pro-tectlve measureB adequate 
DOLAN. 3 E Indiana tr Michigan Electric Co 80/06/13 6pp 


B0D7O3(>2D6 Responds to IE Bulletin 00-09. "HydranotDr Actuator 
Deficiencies " ITT Oenera) Controls Beries AH-90 h NH-90 
hgdramotor nctiiotors are not used in safety-related sys or 
components 

ODLAN.'J r In-diaiia F Michigan Electric Co 60/06/16 Ip 


0007020245 Respond S to IE Bulletin 60-12. "Decay Keat Removal Sys 
Operability '' Incident described in IE Info Notice 60-20 is 
not likely to occur at plant. based en reasons listed RKR 
sys redundancy f< diversity ware reviewed 

DOLAN. 3 F Indiana ti Michigan Electric Co 60/06/ 17 8pp 


0007030042 Foluardf IE Bulletin 00-15. "Puss i tie Lots of Emergency 
Notification Hys (ENS) H/Lcvs of Dffsite Power “ Written 
response required 

KEPPLER. J G Region J, Chicagu. Office of the Director, 80/06/10 

Ip 


BOO7O2056B Forwards IE Circular BCl-15. "Lots of Reactor Coolant Pump 
Cooling A Natural Circulation Cooldown " No written response 
required 

KEPPLER. .1 G Region 3. Chicago. Office of the Director 80/06/20 

Ip 


B00718O324 Ref pends to 800318 1 tr forwarding IE Bulletin 00-06 
Energ 1 lation o.f rear tnr trip breakert. rlosing ceils Is 
strictly manual operatkon Equkpment does not rhange 
emergency mode because of trip signal reset 

HUNTER. R 8 Indiana 6 Michigan FI er trie Cn 00/06/20 Spp 


0007170426 Forwards It Circular 80-14. "Radioactive Contamination of 
Plant Demi nera 1 I t ed Water Sys (. Resultant Internal 
Contamination of Porsontiol " No wi Itten response required 
KEPPLER. J C Region 3. Chicago, Office of the Director 00/06/24 
Ip 


0’OO7B3O3O5 Forwards IE Bulletin 00-16, "Potential Misapplication of 
Rosemount Inc Models 1151 h 1152 Pressure Transmitters 
H/Either A or D Output Codes " Written response required 
IE Circular 60-16 also end No written response required 
KEPPLER. J G Regien 3. Chicago. Office of the Oiroclor 00/06/27 
IP 

8007160304 Remits Poe to cover NRC Insps for period Mar 1977-Mar 1900 
per NRC 600603 invoice 

K ALONE Y. G P Indiana h Michigan Electric Co 80/07/09 Ip 


8007150696 Buimits replg to IE Bulletin 60-10 re contamination of 
nnnradioactive sys C, potential for releases Adequate 
monitoring IS performed routinely on sys to preclude 
release problems Ho further action required 

MALONEY, G P In-diana 6 Michigan Electric Co 80/07/10 2pp 


8007220000 Bubmits reply to IE Bulletin 60-10 re contamination of 
ncHT adloacti ve sys h potential for releases Adequate 
mo'nltQring is performed routinely on sys to preclude 
release problems Ho further action required 

MALOMEV.G P Tndiana h Michigan Electric Co 00/07/10 2pp 


0007230269 Forwards reply to IE Bulletin 60-11 re masonry Wall design 
Btructural integrity evaluation of masonry walls is 
underway Full evaluation will be completed 

MALONEY.C P Indiana h Michigan Electric Co 00/07/10 3Ipp 


8007300252 Corrects typographical error mode in transcribing data to 
Table I of response to IE Bulletin 80-05 re damage to 
chemical vpt control sys tanks Amended Table I end 
HUNTER, R 8 Indiana ?i Michigan Electric Co 80/07/15 2pp 


B0073JO27B Act receipt of 800530 1 tr informing NRC of steps taken to 
correct violations noted in IE Insp Ropts 50-315/80-04 t 
50-316/00-03 

HEI6HNAN, R F Region 3. Chicago, Reactor OperatioUt Nuclear Support 
Branch 80/07/25 Ip 


— 8007310264 Forwards response to NRC 000502 Itr ro violations noted in 
IE Insp Repts 50-315/BO-04 & 30-316/80-03 Corrective 
acti-ons procedure changed to prohibit use of hoses for 
making up water to spent fuel pit tt valves locked doted 
ODLAN.J E Indiana b Michigan Electric Co 80/03/30 Spp 


R Perindic operating reports b related correspondence 


8007130542 Fnr-wards monthly operating rept for June 1980 
BHALLER.D V Indiana Ji Michigan Power Co 80/07/09 Ip 


— 8007130547 Monthly operating rept for Juno 1900 

OILLETT.W T Indiana b Michigan Power Co 80/07/03 6pp 


9 Reportable occurrences, LERs b related correspondence 


8007280510 RD during Apr 1980, e st Imated uiolght Pf fish impinged uiai 
substantially above level normally cipenenced Preliminary 
estimated weights for May indicate above normal fish 
Imp i ng BFSent level Final environ impact rept pending 
SHALLER.D V Indiana b Michigan Electric Co 00/07/03 Ip 


8007150586 Forwards LERs BO-012/03L-0 b 80-013/03L-0 

SMALLER. D V Indiana b Michigan Electric Co 80/07/08 Ip. 


— B007150597 UER aO-012/03L-0 on 000609, two check valves, B-136 b R~1S7. 
discovered utilised ss conteinmeot Isolation velvet Valvt-t 
ufere not included in type C leek test prior to Mov 1976 
Type C leek test perfornied & tfieck veives added 
RTSCHLINQ, J L Indiana b Michigan Electric Co 00/07/00 2pp 


— 0007150623 LER ao-013/03L-0 on 800616, transmi tier for steam generator 
level lo-Dp 4 (BLP 1 421 found to be out of spec low Cause 
attributed to instrument drift Transmi tier, Barton Model 764 
recallhr 6 returned to sve 

DELONG. S T> tndiana b Michigan Electric Co 80/07/00 Ip 


8007150676 Forwards LER 0O-O14/O3L-O 

SMALLER. D V Indiana b Michigan Electric Co 80/07/10 ip. 
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— 0007130703 LEO BO-014/03L-0 on BOOi 1 2. d ur i ng divider barrier seal insp, 
several areas of seal found cracked {< split Cause of seal 
failure unknouin Design change retiuest submitted to 
investigate alternate mails 

BHOWNi H S Indiana h MKhigan Electric Co BD/07/10 Ip 


V Operator Ei ami nat I ons 


BO07310379 Faruards revised licensed operator r cqua 1 1 f 1 c at 1 on progvoisi 
per NRC B0032B request Only major change Is In control 
laanlpsilation section now requiring annual simulator training 
as leell os increased manipulation requirements 
BHALLERj D V Indiana tt Mirbigan Electric Co BO/07/25 ISpp 


BQCKET 30-316 DONALD C CDDH NUCLEAR POWER PLANT, UNIT 2 


F Becuritg, medical# emergency t< fire protection plans 


e007ai00a0 rorwords request for addl info re safeguards contingency 
plan Format should be revised to conform u/furmat for Reg 
Oulde 9 54 M/o end 

NOVAK > T M Assistant Diroetor for Operating Reactors 00706/30 

app 


O Adjudicatory correspondence 


6007310243 Forwards Commission 000S27 memorandum order containing 
dvclsions on UC3 7B0302 petition for reconsideration of 
7B0413 memorandum (< order UCB 771104 petition Bought action 
ro fit** protection for electrical cables 
ElBENHUT# D 0 Division of Licensing BO/06/23 B?pp 


H Oeneral correspondence 


6007020177 Requests consideration of having Atomic Energy Counc i i of 
Taluin visit facility on BOO0O7-OB Council interested in 
observing uoste mgt activities Cooperation will be major 
contribution to NRC exchange arrangement 

LAFLEURiJ D Assistant Director for International Cooperatiori 
BO/09/13 3pp 


8006270181 Responds to QD0429 request for info re N LeNtere inquiry 
about acilDunt of nuclear waste disposed in State of MI Spent 
fuel from Poor operating MI reactors stored onsite NRC 
evaluated status of waste mgt In 1*777 M/related Tfi excerpts 
DIflCKSi 8 J Office of the Executive Diroctoi for Operations 
B0706/09 lOpp 


P Operating license stage dpruments t< correspondence 


8007110380 Advises that Class I 7i III licensing fees, requested in 
800409 1 Ir ro review of request to employ divers to cut 
studs in spent pool fuelthave not been revolved Requests 
that fees be submitted within 15 dogs of receipt of Itr 
H1LLER,.8 0 License Fee Management Ilranch 00/06/02 ip 


B007010S46 Notification of 800729-31 onsite meeting w/util tn discuss 
Intirvice testing program for pumps volvos 
MINER, 8 □peratlng Reaettirs Drench 1 BO/06/09 26pp 


DD07230099 Requests submittal of proposed Tech Spec changes providing 
for redundancy in decay heat removal capability in oil modes 
of operation Model Tech Specs which would provide acceptable 
resolution end for guidance 

ElBENTIur,n 0 Division of Licensing QO/06/11 62pp 


6007170423 Forwards Amend 21 to License DPR-74i sofoty evaluation Jc 
notice of issuance h availability 

VAROAiS A Operating Reactors Branch 1 60/06/16 2pp 


•8007170427 Amend 31 to License DPR-74 , add i ng motor driven auxiliary 
foBdieater pump to each unit to separate shared operation of 
nator driven auxiliary feedwater pumpn 

VARGA, B A Operating Reactors Branch 1 80/06/18 5pp 


— B007I7O431 Safety evaluation supporting Amend 31 to License DPR— 74 
* Operating tleartors Branch 1 60/06/16 6pp 


— 6007170434 Notice of issuance !i availability of Amend 21 to License 
Dpn-74 

VAROAt S A Op ora ting Reactors Drunch 1 00 / 06 / IB 2pp 


B0070SD57I Forwards response to request concerning add! Info on 
respenses to NRC short-term requirements for auxiliary 
feeduater sys 

DOLAN, J E Indiana J, Michigan Electric Co 00/06/36 4pp 


B0O7iiO5‘ib RequC'Cs rt e te r mi i i.x 1 1 iin wlieihor weldments in safety-related 
tanks fabricated liy Ora ver Tank meet design spei*' Reply 
requested within 20 dags 

MOSEl.EV, N C Division of Reactor U|>Br,stions Inspections 80/06/27 
3pp 


8007250001 Requesls s ijUrti 1 tta I of aijpl nation for amend to license 
cansistmg of Inch Spec ctnaiigcv f< license conditions PUR 
Model Tech Specs 6 tllid e I limnse < on d 1 1 1 oii<= for TMl-2 
Lessons Learned ffltegiiry A items iTit 1 for guidance 
EISENHUTiD (J Division of Licensing Q0/07/O2 69pp 


8007280064 Informs that reqoustod exemtition from Class 1 fee 
requirement for 8U0324 submittal fin approval to employ 
divers in spent fuel podl 1 ' yi anted Refund will be 
forwarded when processed 

MILLER, W 0 License Fee ri,i nage men t Branch 80/07/11 Ip 


600725049J Responds to NRC 8006^*7 1 It le potential welding deficiencies 
in tanks fabrunted by (3ra/er lank f> Mfg Ci> facilities have 
four Oravor tanks Insp confirmed that full penetration weld 
exists t< welds agree ut/r eq u i rements of design drauinqs 
HUNTER, R n Indiana f< Michigan Electric Co 80/07/1B 3pp 


Q Inspection reports, lE Bulletin'^ f, correspondence 


H0072H0095 Forwards IE Tnsp Repi s bO-lMS/HO-Ol J, 50-316/80-01 on 
8001 14-lB, 31-25.29- *35, 031 J 13 030J-O5 f, 0415 6 notice of 
Violation 

HEISHMAN.R F Region 3, Chicago, Regetur Construe tion 6 Engineering 
Support Ilranch 80/05/05 3p p 


— 800/220100 Notice of violation from insp »n 000114-18,21-35,29-31. 
0211-12,0303-03 Si 04 15 

* Region 3, (hicago. Office of the Direitor 00/03/02 2pp 


— BQ07230112 IE Insp Repts 50-31 5/80-0 i Si 50-316/00-01 on B00114-lfl. 
21-23, 29-31, 0211-13, 0303-05 A 0415 None nrap 1 1 anr e noted 
deficiencies ro equipment c I a ss 1 f n a 1 1 on, huiisek eopiny, 

Eurvel 1 lane e S, infractions re audit findings Si prugram 
STREETER, J F , >MCK1U. I N Region 3, Chicago, UPfica of the 
Director HEISHMAN, R F Region 3, Chicago, Reactor Construction tx 
Engioeeritig Support Draiich 80/05/02 21pp 


8007020043 Forwards IE Info Notice 8ll 33, **Qred k d owns In CQiitamination 
Control Programs ” No written response required 

KEPPLER, J G Reg I On Chicago, llffici* of the Dimtur QO/05/28 

Ip 


8007210353 Forwards JE Circular 30-13, “(.i id Btrap Damage in 

WestinghouBB Fuel Assembllea " No wiitten responso required 
KEPFLER. J Q Region J, Chicago. Office of tlio Director 80/05/28 

Ip 


8D07D1006B forwards lE Info iiotice 8-0-33, **l.es5 of Soetten to Emergency 

Feettwaier Pumps " No written i espiinse required 

KEPPLCR, J G Reg inn 3, Chicago, Office of the Director 80/05/29 

Ip 


8007170345 Forwards Haste Packaging Insp Rept 1 500002// 00-46 on B00229 
Si notice of violation 

DAVIS, A 8 Reijioii 3, Chicago, fuel faiiitty Si Materials Safety 
Branch 80/06/10 2pp 


■8007170530 No til e of violaLinn frnm insp on 800229 

» Flegion 3, Chicago, Hffici n# the Director 80/04/26 Ip 


— 8007170556 Waste F^.rrtaging Insp liepl 1 *1()0(i027/ DO 46 on 800229 
None ompl lance noted nu pliTC,frd or, shipment bcrxos 
DECKER, T , IHtIMAb.fi 0 Regiim ‘i Ran Ft.iolisco, Off Ice of the 
Director □llOK, H E negioii 3, Sail Fianrlsco, Fuel Facititij 8, 
Materials Safety Branch 80/04/28 6pp 


8007230148 Forwards If Infp Notice 80-36, *’rva 1 ufl i i Qli of Contractor 
QA Programs " No writ ten rreponse required 

KEPPLCR, J 0 Region 3, Chicago, llffice of the Director G0/O6/1D 

Ip 


□0071601SQ forwarilB IE Info Notice fl(J'27, ‘’Degradation iif Reactor 
Coolant Pump Biuds " Nu specific ac I mu o> respunsa 
reqUBs tcci 

KEPPLER, 1 G tlugion 3, Chicago, Office of the Direr tor 00/06/11 

Jp 


9007110465 Fpruarifs response to IE Buljeftn BO-vS, ‘'Vacuum Condition 
Resulting in Damage lu Cheinical Vo I i pntrnj 8ys (CVTSl 
Holdup Tanks " Design review inude of eli sys containlnq low 
pressure tanks iir noldup tanks Pruteittve me,,' ores adequate 
DOLAN, J E Indiana tr fHchJi|an tluctrii to 80/06/13 6pp 
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a007030a0fa Respgrtls ^o IE nuUctin 00-09, tor rtttuator 

Deficiencies " ITl iieneirtl toTitriils aeries AH-R-O ?< fJfI-90 
hydrainntor oi lu itai s rirr ntjt gfetl in o,if elij-r e 1 ated sys or 
c amp Clients 

DDLAN. J E Indiaiid V Michiuaft Electric Co 00/06/16 Ip 


0007020245 Responds to IE Djiletin SO 12 "nrtsg Heat Removal Sgs 
Operability " Incident desiribed in IE Info Notice 00-20 is 
pot likely to incur at p Iarit> ba sod on reasons listed RHIl 
sys rcdundaiicv N riiverBity ucTe reviewed 

DOLAN. J E Indiana Mlchloor Electric Co 80/06/17 Bpp 

0007030042 Forwards IE nulletin DO-Jt. “Pussiblo Loss of Emerflency 
Notification Sys (EM0! W/Lims nf Offsite Prvwer ” Uritten 
response required 

KEPPLER.J C Region □. ■Ct.icagii. Office of tbe Director 00/06/10 

Ip 

0007020560 Forwards IF Circular 0O-J5. "Loss of Reactor Coolant Pcimp 
Coaling f. Natural Circulation Conldoiirn " No written rosponse 
required 

KEPPLER.v' G Rpqien 3. Chicagi'. OffiCP of the Director 80/06/20 

Ip 

8007100324 Responds to 000310 I tr forwarding IE Dulletin 00-06 
Energiiation of reactor trip breakers closing coils Is 
strictly gianual opcTatioii Equipment does not cbonge 
emergencg niodo tiei.iuse of trip signal reset 

HUMTER.R S Indiana t. Micbigaii Electric Co 00/06/20 Bpp 


D007I70426 Forwar ds IE Circular 00-14. "Radioactive fiontomi nation of 
Plant Beitiiner a 1 1 led Water 9ijo f< Resultant Internal 
Canbamination of Personnel " No written response required 
KEPPLED.J O Region 3. Chicago, Office of the Director 80/06/84 
Ip 


8007230305 Forwards IE Bulletin 00-16, "Potential Misapplication of 
Rosemoiint Inc Models 1151 ti 1152 Pressure Transmitters 
U/Eltber A or D Output Codes " Written response required 
IE Circular 00-16 also enc 1 No ■written response required 
0EPPLER.J O Region 3, Chlcop’O. Office of the Director 00/06/27 
IP 


□007160304 Reniits fee to Ciovei NRC inspa for period Mar 1979-Mnr 1900 
per NRC 800603 invnice 

NALONEV.G P Indiana f< Michigan Flectric fo 00/07/09 Ip 


0007250016 Forwards response to IK Bulletin GO-OB, "Eiamina t i on cf 
Containment Liner Pcnrtraliiin Helds " Facilities contain 
flued head drsign for containment penetration connection as 
illustratod in figure NE-1120~1 of ASMC B 6 P V code 
MALOflEY.G P lndi«inn !, Mi c In gen Electric Co 00/07/09 Bpp 


G007220080 Submits rep 1 ij tc IE Dulletin 00-10 re contamination of 
nonrad i nac tive sys S< potential for ruleases Adequate 
monitoring is |> er f or m e d routinely nn sys to preclude 
release prqhlemf No further action required 

(iALONEV'G P Indiana D Michigan Electric Co 00/07/10 2pp 


B007330P69’ roruartls reply to IE Dulletin 80-11 re masonry wall design 
Structural icilogrity evaluatirn of masonry walls is 
underway Full evaluation will be completed 

MAL8MEV, U P Indiana t, Michiijun Electric Co 00/07/10 3tpp 


□0073a02'>S Ccirreris ty p iigraph i cal error made in transcribing data to 
Table I of response to IE Bulletin 00-05 re damage to 
chemical uol control sys tanks Amendod Table I enc 1 
HOMTER.Ii R Iniliana N Michigan flectric Co 80/07/15 2pp 


0007310270 Act receipt of 800'»3D Itr informing NRC of steps token to 
correct violulinno noted In tfc Insp Ropts 50-315/00-04 & 

50-316/80-03 

HE19HMA14.R F Region 3, Chicago, lloactor Operations Nuclear Support 
Orancti 00/07/ 25 lo 


-8007310284 Foriuard' respunsu tc, NRC 800502 Itr re violations noted in 
TE Insp flepls 5O-31D/H0-04 f< 50-516/00-03 Corrective 
action*^ pioruiliire changed tc, priihiblt use of hoses for 
making up water to spotil fuel pith valves locked closed 
DOLAN, J C Indiana 6 Michigcin Electric Cn 80/05/3(1 3pp 


R Periodir nperatlntj reports f« i elated i orresponif once 


8007180555 Forwards monthly opeintiny rept for »)une 1900 
SKAU.ERiO V Indiana 1, Michigiin Poupr Co R0/D7/09 Ip 


— 60-(1715D561 Montliiij pner,ntitiQ lopt for Jii-ne 1900 

GlLLtTT,W 7 Indiana ?< Michigan priweT Co fl’0/07/03 6pf 


S Reportable occurrences, LERs I, related correspondence 


e0070902a9 Foruiards LEU BO-025/03L-0 

SHALUER.D V Indiana b Michigan Electric Co B0/07/O2 Ip 


— 0007070292 LER B0~025/03L-0 on 000603, during normal operations, 
engineered safety feature vent fan HV-AES-t circuit breaker 
tripped rendering ventilation sys Inoperable Caused by 
failure of wiring Insulation in connection boies 
DROWN M 3 Indiana b Hkchiyan Elect! ic Co BO/07/02 tp 


D0072S0510 no during Apr 1 980, e s 1 1 ma ted weight of fish Impinged was 
substantially above level normally experienced Preliminary 
estimated weights for May indicate above normal fish 
impinyoment level Final environ impact rept pending 
SMALLER, D V Indiana b Michigan Electric Co 80/07/03 Ip 


e0071S06B4 Forwards LER BO-026/03L-0 

SMALLER, 0 V Indiana b Michigan Electric Co 00/07/00 Ip 


B007 150695 LEW 0O-O26/O3L-O on 000609. check valves R-t86 b fi-137. 
utiliied as containment isolotlpn valves, found omitted from 
Type C leak test Valve R~196 installed backwards Caused by 
omission in procedure Valve R— 156 reinstalled b tested 
RISCIILINO, J L Indiana t< Michigan Electric Co 00/07/00 2gp 


B007210537 Forwards LER B0-O27/O3L-O 

SHALUER.D V Indiana b Michigan Electric Co 00/07/14 Ip 


— 3007210941 LER BO-OB7/03L-O on 000613, dur I ng piping mod, hand shutoff 
valve in suction line to motor driven auxiliary feed pump I 
was closed to stop leakage interfering u/welding Pump was 
inoperable until completion of welding 

LEASE, R S Indiana b Michigan Electric Co 60/07/14 Ip 


V □perator Examinations 


000731037? Forwards revised licensed operator requal i f 1 cat ion program, 
per NRC 800320 request Only major change Is in control 
manipulation section now requiring annual simulator training 
as well as increased manipulation requirements 
SMALLER, D V Indiana b Michigan Electric Co 80/07/25 12pp 


DOCKET 50-317 CALVERT CLIFFS NUCLEAR POWER PLANT. UNIT 1 


E NRC Safety Evaluation Report (9ER>> suppls b correspondence 


0007210416 Bubmlts Dept of Public Safety comments on NRC review b 
safety aval uation of fire protection b life safety Licensee 
should be required to provide fire doors b automatic 
suppression sys as necessary 

RIDDLE, M M Calvert County, MD 00/07/14 8pp 


F Security, medical, emergency b fire protection plans 


0007160245 Forwards response to NRC comments re security training b 
qual if i catl'on plan Response tc revised plan withheld 
(ref 10CFR2 790) 

EVANS.V R Baltimore Oas b Electric Co 00/07/14 ip 


0007220590 Informs that scheduled date for conducting addl cable tray 
penetration fire teats will be 000730 at Eouthwest Lab, Ban 
AmtaniOiTX Tests are designed to verify addl design of cable 
tray fire stops NRC has opportunity to witness fire tests 
LUNDVALU. A E Daltiniore Qas b Electric Co 00/07/16 Ip 


0OO72QO4B1 Bubml ta correction to util 000402 submittal of facility 
modlflvtl amended security plan, Revl sion 6 Ends t b 3 
incorrectly reflected Revision 5 Ends should be changed to 
Revision 6 

EVANS.V R Baltimore Oas b Electric Co 80/07/22 Ip 


0 Adjudicatory cor ruspondence 


0007310243 Forwards Commission 0001527 memorandum b order containing 
decisions on UfS 700502 petition for reconsidoration of 
700413 memorandum b order UCS 771104 petition sought action 
re fire protection for eleutrleal cables 
EISENHOT.D 0 Division of Licensing 80/06/25 a9pp 
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M Oeneral c DrrDsppndencc 


6007290551 Re-sponds to 600515 Itr re JA May (luestions about facility 
00O3S7 radioactive gas leakage Leak causeiJ by puor gasket 
ital on Unit 9 degassifier relief valve W/safety evaluation 
Of util post-Tlil changes 

OlRCKSi H u Office of the Eiecutive Director for Operations 
&0/07/07 2pp 


— 8007090061 "Statistical romb. i n«i t 1 un of Unc er t a i nt i e si Par t 2." 
nenproprie tar y version 

« Combustion Engineering. Inc cEN- 1 ( D I - NP PTeJ 00701731 
73pp 


— 8007090368 "Statistical Ccmh i na 1 1 i'll of Unc er t at nt l e s . Par t 3i 
nnnproprletary version 

* r-E Pouer Bystons CtN- 1 24 t D ) -NP P13 80703731 B5pp 


— B007250264 Requests response to end JA May 1 tr requesting info re 
recent incident at facility 
SPELLMAIfi 0 N House of Rep B07D5715 ip 


O Advlonrij Cummitteo on Reactor Safeguards reports f< correspondence 


79^06220186 Summarites responses to IE Bulletin 79-06B Operating manuals 
are being scrutiniied Operational personnel are being 
trained Radioactive gases 1< liquids transfer lines are 
Interlocked u7 containment Isolation 8<7 dt radiation signals 
TAM. P Division of Site Safety ti Environinontal Analysis 79/09/06 
Bpp 


P Operating license stage documents Ic correspondence 


B007230D99 Bequests submittal of proposed Tech Spec changes providing 
for redundancy in decay heat removal capability In all modes 
of operation Model Tech Specs which would provide acceptable 
resolution end for guidance 

EISENHUT. D 0 Dlvieion of Licensing 60/06/11 65pp 


6007010566 Notification of B0D719 meeting w/util In Dethesda.MD to 
discuss Chalk Point 900 kV transmission line 

LliC. Y Operating Reactors Branch 3 (Pre 600426) 60/06/16 Ip 


6007170066 Notification of cancellation of 600715 meeting w/util in 
Bettiesda. MD> to discuss agenda re 500 kV transmission line 
LI.C Y Operating Reactors Branch 3 00/06/16 Ip 


— 8007170071 Confirms telcon re cancellation of 600719 meeting w/util in 
Dethesda.MD re 500 kV transmission line 

FAUST, Rr Plant Bystems Branch iPre 79103D) 80/07/02 Ip 


BD07020436 Forwards proposed feiih Sp e c > Cha ivg o s 1 1. 5 to aiticnd GLs 
Change 1 clarifies definition cf "uperahle" allows 
substitution of installed 69 19 nffsitc power source in 
event of transformer faiiuie Fee encl 

LUNDVaLL, A E Daltiraore Qat >, Electric Cn 80/06/27 app 


— 600/020442 Proposed Tech Spec Change 1 Clarifies definition of 
"oper ab le " 

* Baltimore Oas h Electric Co 80/06/27 6pp 


— 6007020446 Proposed Tech Spec Change 2 Allows substitution of installed 
69 kV offsite power sourco. instead nf 500 fcV offsite power 
sources.in event of transformer failure 
* Baltimurs (jas h Electric Co 60/06/27 Op p 


6007020997 Forwards "RCS A s ij mrao t r I c Luods Evaluation Program.'’ final 
Tcpt in response to NRC 780125 Iti to PUR lirensees re 
asymmetric LOCA loads C-E affidavit for withholding end 
Proprietary version of App A withheld (ref lflrFR2 790) 

LUNDVALLi A E C-E Operating Plants Owners Oroup 60/06/30 2pp 


— 8007020574 "RCS Asymmetrir Loads Ev.iluation Piogram." final rept. 
Vol I 

» C-E Power Systems 80/06/30 EOpp 


— 6007020501 "RCS Asymmetric loads Tvaloatinn Program." final rept, 
Vul 2 

• C~E Power Bystems BO/06/30 3l)0pp 


— 0007020566 "RCS Asymmetric Loads Evaluatl-on Program." final reptiVol 

a 

« C-E Power Bystems 00/06/30 300pp 


□007020469 Bummary of 000605 meeting w/utll in Bethosda. MD re offsite 
power sources 

LliC Y Operating Reactors Branch 3 60/06/16 4fp 


— 8007020593 "RCS Asymmetric Loads Evaluation Program." final ropt.ftpp A. 
numerical results, evaluation of C-E fuel Nonpropriotary 
verslcin App Q. Palisades fuel anal ij s 1 s. enr 1 
» C-E Power Gystems 60/06/30 r6pp 


8007020349 Discusses 79072? application to amend Tech Specs, includang 
proposed revisions to organiiation chart safety committee 
membership Forwards supplemental changes to current 
organiiation fc safety committee membership 
DL6DN. R C Baltimore Oas U Electric Co 60/06/24 Ip 


— B0O7O2O354 Supplementary organl lat i onol changes to Tech Specs for 
administrative controls 

» Baltimore Qas l< Electric Co 80/06/24 6pp 


D007010329 Discusses concerns w/interim reliability evaluation program 
as outlined at 600612 meeting ui/NRC Includes problems w/ 
scheduling, methodol ogy. timing. 1 icensee participation 6 
regulatory ratcheting Suggests licensee methodology input 
LUflDVALL. A E Beltimora Oas (< Electric Co 60/06/25 4pp 


0007090324 Forwards proprietary & nonproprietary revisions of C-E 
margin improvement repts justifying recovery of margin 
Inherently available in design Affidavits encl Proprietary 
rept withheld (ref 10CFR2 790) 

LUNDVALL.A E Baltimore Oas l< Electric Co 00/06/26 2pp 


— 6007090332 "Bass Use of Incoro Detector 8ys to Monitor DNB-LCO on 
Cals/ert Cliffs Units 1 2. " nonproprietary version 

a C-E Power Systems CEN-1 19(D )-NP 79/11/30 21pp 


~-B00709034l "CEAW Method of Analyiing Sequential Control Element 
Assembly Group Withdrawal Event for Analog Protected Bys. " 
nonpropriotary version, 

• C-E Power Bystems CEN-12UD)-NP 79/11/30 ISSpp 


— B007090346 "FIESTA One Dimensional. Two Group Space Time Kinetics Code 
for Calculating PWfi Scram Reactivities " 

* C-E Power Systems CEN-1 33<D) 79/ 11/30 75pp 


— B007020600 "RCB Asymmetric Uonds Evaluation Program." App E, ECCS 
analysis approach u/rerluced area cuolent channels in 
peripheral assemblios Final rept 
e C-E Power Systerris QO/OA/SO 9pp 


8007170319 Summary of B0D61E i.iceting ui/utils In Deihesda.MO re interim 
reliability evaluation program 

OLSHAN.L N Gporating Reactors Branch 1 60/06/30 3pp 


6007250001 Requoets cubmittal of application fi.r amend to license 
consisting of Toch Spec ihsnges t< license conditions FWR 
Model Tech Spues 6 Model license conditions for TMI~2 
Lessons Learned Categury A itoies phi 1 for guidance 
EIEENHUT. D G Division of Licensing 60/07/02 69pp 


6007180076 Notifies that C-E /'/1203 request for route approval to 
cover spent fuel shipinonts to BM1 is sub j to llrcnse 
foe Review uf roqueet was curepleti'd on □00226 
KILLER. W 0 License Fee Maricigemrnt Brarich 80/07/03 Ip 


B0D7090291 Submits udd) info requested by NRC /9092J Itr re 790703 
request for amend to Llceiisps OPR-53 Ji nPR-69 concerning 
Spent fuel poul mod Dirurtural A liner plate analysis one 1 
LUNDVALL.A E [taltlmorB Qas h Electric Co 80/07/07 21pp 


6007230176 Bummary of H00616 meeting w/utll. Mui 1 car Energy Sve 6 
Bechtel Power Carp re spent fuel pool mod stiiicture design 
LI.C V Dporating Reactors Brain h ,j 80/07/06 5pp 


80D7240380 Advises Of NRC reor g an 1 1 a 1 1 on on B0i)42fl which resulted in 
number of chotiges in oft 1 1 1 i es, p tiai t uins ?< issignmonts of 
personnul Also submits info f ui OETR 

NDUAKi T H Assistant Director for Operating Rearlors 60/07/00 

2pp 


--6007090352 "Btatl stical Combination of Uncertaint i es. Part 1. 
nonproprietarg version 

» C-E Power Bystems CEN-124(D)-NP PTi 79/12/31 65pp 


8007210069 HotificatiCin of 800/17 oieotliiy w/iitil in Detliesda.KO to 
discuss IB-msintli tuel cyrlcs fui favility Util L C-E will 
present pi cviow of documantaLi uii to be used in facility 
Cycle 3 reload analysis 

LtfC Y Operating Roue tors Dr.inch 3 00/07,09 2pp 



138 


DOCKETED ITEMS 


e 007 l 7015 t! App I > C '»t itin for ensnd to Licenses 
Paragraph g S ! 1> aiJtfltig Parasraph 4 5 1 
re ECCS surveillance r equirene nts 
LUMDVALL, A F Faltiniore Qas >t Electric Co 


DPR'53 t DPR-69. revi sing 
f to Tech Specs 

80/07/14 3pp 


0007100600 Responds to IE BulletiTi 00-10 Rovieui of nonrad loeic t Ive eye 
included valve U neupsi leoli ing valvos !« points of contact 
tetueen radioactive t< nonrad i oa C 1 1 vo phases Audi 
surveillance of nonradioac t ive sgs uilll bo imp 1 omontod 
LU NOV ALU. A E Baltimore Oas h Electric Co 00/06/19 Ip 


--0007170353 Proposed Tech Specs re 
revising Parsjrapri 4 5 1 b ■!< adi 
s paltimore Gas *( Electric f u 


0 Inspection reports. IE Bulletins 


ECC5 surveillance reguirement*' 
ling Paragraph 4 5 I f 
00/07/14 Ip 


*c c D r rpspon-d P 


0007030483 Forwards IE Circular 00- 
Coallng 8« Natural Circulation Coo 
required 

QniER»0 H Region !• Ph 1 1 ade 1 p h 1 . 
00/06/20 Ip 


5, "Loss of Reactor Coolant Puap 
down " No uirJttan responai 

I. Office of the Dir oc tor 


0007090356 Foruards update to util B00417 response to IE Oulletin 
79-010. “Environ Oua 1 i f i c at i on of Class IE Equipment 
Evaluation of available qualification data for components 
eipBcted to be conpleled bg 800630 

LlfHDVALL.A e Dal t more Oas f. Electric Co 80/05/37 200pp 


0007160605 Forwards IE Circular 00-14, "Radtoactlvo Cnntamlnat ion of 
Plant Demineral ) 1 ed Water Ggs ?< Resultant Internal 
Contamination of Peraontiel " No written response required 
ORIERjD H Region 1. Philadelphia. Office of the Director 
00706/24 Ip 


— B00709035'9 Forwards corrected response to IE Bulletin 79-010, "Environ 
Oualif ication of Class IE equipment." replacing incomplete 
version forwarded by AE Lundvall 800303 Itr 
ASH, R F Dal lino-re Oas J, Electric Co 00/03/05 20Opp 


0007210171 Forwards IE Info Notice 00-34. "Low Level Raduiatte Ourlal 
Criteria " No written response required 

ORIEff.D H Region 1. Philadelphia, Office of the Director 
00/06/25 Ip 


6007020120 Forwards IE Into Notice 00-23, “Drealdowns In Contamination 
Control Programs '* No written response required 
CRIER. □ H Region 1. philadelphi.i. Office of the Director 
0O/O5/2B ip 


0007010379 Foruards IE Info Notice 00-23. "Loss of Boction to Emergency 
Feedwater Pumps " Ho written response required 
GRIER, D H Region 1. Ph i ) a d e t ph, la . Office of the Director 
00/05/29 jp 

0DO7I7OI1I Responds to IE Bulletin 60-05, "Vacuum Condition Resulting 
in Da-iiage to Chemical 9ol Control Sgs (CVCS) Holdup Tanis " 

Continued operation. evPn during interim period of 
nitrogen sys setpnint mod . ju s 1 1 f i e d for listed reasons 
LUNDVALL. A E Baltimore Oas E. Electric C-o 00/06/04 2pp 


800721034] Forwards IE Insp Repts 50-317/00-05 6 50-310/80-05 on 
000407-30 No noncomp 1 lance noted 

BHUNHEB.E J Region 1. Philadelphia. Reactor Operations Nuclear 
Support Branch 80/06/04 Tpp 

—0007310347 IE Insp Repts SO-317/BO-05 L 5O-310/BO-O5 on 000407-30 No 
noncemp 1 lance noted Major areas Inspected control rootn 6 
accessible portions of auiiliary turbine sve 6 intalce bldgs, 
radiation protection 6 physical security 

ARCH17ZEL.R Region I. Phi 1 ad e Iphi a . Office of the Director 
MCCABE. E C Region 1. Ph i Jnd el ph la . Reactor Dperations Nuclear 
Support Branch 80/05/30 30pp 


0007320270 Forwards IE Insp Rept 50-317/00-07 on 000429-0501 No 
noncompliance noted 

CARLSON-R T Region 1, Philadelphia. Reactor Construction fr 
Engineering Support Branch 00/06/04 2pp 


— B00722P2S5 IE Insp Rept 5D-317/B0-O7 on 000429-0521 Ho none omp 1 lane e 
noted Major areas inspected pipe support activities 
performed to cunply u/ IE Bulletin 79-03 6 radiation safety 
procedures 

DURR. J P . EERADIAN. J A Reginn 1. Philadelphia. Office of the 
Director TRIPP, L E Region 1, Philadelphia. Reactor Construction 
-6 Engineering Support Branch 00/05/33 I3pp 


0OO723DO96 Forwards IE Bulletin 00-16, "Potential Ki sapp li ca 1 1 on of 
Raaeoiount Inc Models USI 6 1152 Pressure Transmitters 
H/Either A or D Output Codes " Written response required 
IE Circular BO-16 also end No written i esponse required 
OfllERiB H fieglon I, Philadelphia. Office of the Director 
80/06/37 2pp 

0007250662 Corrects 000604 response to in Oulletin 00-05 Opemtlrg 
eiperlence has shown that even if reactor coolant drain tank 
is pumped to mai flow rate, tank pressor* remains greater 
than ataiDsphenc pressure 

LUNDVALL. A E Baltimore Oas h Electric Co 00/06/37 2pp 


0007100230 Bubmits info re fluid head design ponetratidn connection* 
or other designs w/containment boundary butt welds between 
sleeve 6 process piping, per IE Oulletin 80-08 
LUNDVAtLrA E Baltimore Oas N Electric Co 00/07/03 Spp 


0007210044 Submits status of eitonsive survey praflram Initiated In 
response to IE Bulletin 00-11 Accounts f-or half of masonry 
walls requiring insp Remaining items will bo covered In 
final rept to he submitted after completion of surveys 
LUNDVALL, A E Baltimore Oas 6 Electric Co 00/07/03 SSpp. 


0007310574 Responds to IE Bulletin 00-08 Each unit contains flva 
penetrations u/flued head design Penetrations N-«tamp«d par 
requirements of Paragraph N-153 of ASME Code. Section ill. 

Bummer 1979 

LUNDVALL, A E Pacific Oas ti Electric Co 80/07/03 4pp 


BD073500t6 Forwards response to IE Bulletin 00-00. "Eiaminat I on of 
Containment Liner Penetration Nelds " Facilities contain 
flued head design for ceiitainment penetration connection as 
illustrated in figure NE'~I120-1 of ABHE D 6 P V code 
HALDNEV. 0 P Indiana 6 Michigan Electric Co 00/07/09 Spp 


FI Periodic operating reports & related corrospand once 


0007010309 Forwards monthly operating rept for May 1900 
MERSDN.S O Baltimore Gas t, Electric Co 00/06/13 Ip 


00072)0554 Forwards IE Info Notice 8-0-26, "Evaluation of Contractor 
OA Programs " Nb written response required 
CRIER.B H Region I. Philadelphia, Office of the Director 
00/06/ lO Ip 


8007160337 Forwards IE Info Notice 80-27. "Degradation op Reactor 
Coolant Pump Studs " No specific action or response 
required 

GRIER, B H Region i, Ph I lad el ph 1 a, Office of the Director 

eo/06/n ip 


0007170576 Responds to IE Bulletin 00-06, "Engineered Safety Feature 
lESFl Reset Contrnls “ Test to verify that actual installed 
controls are consistent w/schcmatics reviewed will be 
completed during Fall 1900 h early 1701 refueling outages 
LUNDVALL, A E Daltiraore Gas t. Electric Co 00/06/17 4pp 


D0D7O3O614 Forwards IE Bulletin 00-15, "Possible Loss of Emergency 
Notification Sgs IEN9I tf/Loss of Dffsitd Power " Hritten 
response required 

CRIEfi.D If Region 1. Philadelphia. Office of the Director 
BD/06/10 tp 


— 8007010390 Monthly operating rept for Mag 1900 

HERSON. S 0 Baltimore Oas 6 Electric Co 80/O6/i3 8pp. 


— -0007010393 Monthly operating rept for May 1 980 

MERSON, S D Baltimore Gas 6 Electric Co 80/06/13 9pp 


0007320351 Forwards monthly operating repts for dune 1900 
MERSON. S D Baltimore Gas 4. Electric Co BO/07/15 Ip. 


— 8007330355 Monthly operating repts for June 1900 

MERSON. S 0 Baltimore Oas h Electric Co 80/07/15 IGpp 


S Reportable occurrences. LERs 6 related correspondence 


8007300451 Forwards LER 0O-O3i/O3L'O 

RUSSELL, L B Baltimore Oas 6 Electric Co 00/07/18 Ip 


— 0007200453 LER B0-O3i/O3L-0 on 000625. high oil temp alarm T-RcBlverf on < 
kV unit SVC transformer Caused by failure of cooling fan* 
due to blown fuse in control circuit Fan did not transfei- to 
backup power supply Cause unknown Fuse replaced 
DAVIS. 8 n , DAVFR, E R Baltimore Oas 6 Electric Co 80/07/10 
ip 
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0OO7MO&64 Foruard* UER aO-089/03L-0 

RUaSEULtL B Sattiffloi'e Oa« <i Electric Co 80/07/ 1 a Ip 


—600720067* LER 0O-Oa9/O3t-O on 000*16. control room air conditioning 
Unit 11 placid out of cvc to repair broken damper linkage* 
Apparent caute uas aicestive uear due to inodoquate linkage 
lubrication Periodic lubrication instituted 

DAVIS. 8 H . HU6EBV. D E Baltimore Oas t< Electric Co 80/07/18 

Ip 


80070203A9 Discusses 790739 application to amend Tech Spec s> me 1 Udlng 
proposed revisions to organi lat 1 on chart ti safety committee 
membership Foriuai ds supp lementfi 1 changes to current 
Drganiiation A safety comniittee mernhcrship 
OLSON. R C Baltimore Bas * Electric Co 0O/86/S4 ip 


--80070S0354 Supplementary organ! cational changes to Tech Spies for 
adininl stratlve controls 

* Daltimore Cas b Electric Co BO/06/34 Bpp 


DOCKET SO -3 IB CALVERT CUFFS NUCLEAR POWER PLANT. UNIT 2 


E MRC Safety Evaluation Riport (SERI, supple b correspondence 


O00'7810416 Submits Dept of Public Safety comments on MAC revieu U 
■afity ivaluation of fire protection b life safety Licensee 
■ hould be riiiuiretl to provide fire doors b automatic 
■upprisilnn eys as neciseary 

RIDDLE. MW. Calvert County. MD 60/07/14 2pp 


F Security, medical, emergency b fire protection plans 


B007160249 Forward* response to NRC comoiants re security training b 
qualification plan Response b revised plan ultbheld 
<ref 10CRR2 790 > 

EVAM9. V R Baltlntore Oas b Electric Co 80/07/14 ip 


BOO7820390 Informs that scheduled date for conducting addl cable tray 
panetratton fire teits will be 600730 at Southwest Lab. San 
AntoniOaTX Tasts are designed to verify addl design of cable 
tray fir* stops NRC has opportunity to witness fire tests 
LUNDVALL. A E Baltimore Oat b Electric Co 80/07/16 Ip. 


BOO7SB0481 Submits correction to util 600403 submittal of facility 
modified amended security plan. Revision 6 Encls 1 b 3 
incorrectly reflected Revision 5 Encls should be changed to 
Revision 6 

EVANa. V R Baltimore Oas b Electric Co 60/07/23 ip 


0 Adjudicatory correspondence 


8007310343 Forwards Commission B00937 memorandum b order containing 
diclelons on UC8 780902 petition for reconsideration of 
780413 mamerandum b order UC6 771104 petition sought action 
re fira protection for electrical cables 
EISENMUT.D.O Division of Licensing 80/06/25 89pp 


H General correspondinca 


8007290891 Responds to 800919 Itr re JA May questions about facility 
600327 radioactive gas leakage Leak caused by poor gasket 
seal on Unit 2 degasslfier relief valve U/safety evaluation 
of util post-TMI changes 

DIRCKOi H J Office of the Executive Director for Operations 
aO/07/07 Spp 


8007090324 Forwards propTietdry b nonpropr 1 atar y revisions of C-E 
margin improvement repts justi fifing rscovery of margin 
inherently available in design Affidavits one I Proprietary 
rapt withheld iref lOCFRB 790) 

LUHDVALL. A E Daltimore Oas b Electric Co S0/06/S6 2pp 


“-800709*333 "Bass Use of Iticore Detector Sys to Monitor DNa-LCQ on 
Calvert Cliffs Units 1 b 2." honproprl etary version 
» C-E Power Systems CEN-1 i 9IB ) -NP 79/11/30 21pp 


—8007090341 ''CEAU Method of Analysing Sequential Control Element 
Assembly Group Withdrawal Event for Analog Protected Sys." 
nonpr opr 1 etary vorslon 

a C~E Power Systems CEN-iaUB)-HF 79/11/30 ISSpp 


— -8007090346 ''FIFBTA One Dlmons i anal . Two Group Space Time Kinetics Code 
for Calculating PWtt Scram Reactivities " 

• C-E Power Systems CEM-l33iD) 79/1 J/30 75pp 


— 6007090392 "Statistical Combination of Uncertainties. Par t I." 
nonpropr letary version 

* C-E Powar Systems CEN-i 24<D ) -NP PTl 79/12/31 ASpp 


— 8007090361 “Statistical Cooili i nation of Unc ertainties. Par t 2.'* 
nonpropriatary version. 

* Combustion Engineering. Ine CCM-124<D>-Nn PT2 80/01/31 
7Spp 


—8007090360 "Statistical Combination of Unc erta intles. Part 3." 
nonproprietary version 

e C-E Power Systems CEM-ia4 I Bl-NP PT3 80/03/31 B5pp 


8007020436 Forwards proposed Tech Spec. Changes 1 b 8 to amend OLs 
Change 1 clarifies daflnltion of "operable" allows 
substitution of installed 69 kV offsite power source in 
event of transformer failure Fee end 

LUNDVALL. A E Doltimore Oas !. Electric Co BD/06/27 5pp 


--B007020442 Proposed Tech Spec Change 1 Clarifies definition of 
"operable'' 

« Daltimore Oas b Electric Co 80/06/27 6pp 


—8007020448 Proposed Tech Spec Change 2 Allows substitution of installed 
69 tv offsite power source, insteaif of 500 kV offsite power 
sources. in event of transformer failure 
• Baltimore ©as b Electric Co 30/06/27 3pp 


B007290264 Requests response to end UA May Itr requsstlng info re 
recent incident at facility 
8PELLHAM. S N House of Rep 00/09/15 Ip 


P Operating license stage documents b correspondence 


8007020997 Forwards "RCS Asymmetrii. Loads Evaluation Program." final 
rapt in response to NRC 780125 itr to PWB licensees re 
asymmetric LOCA loads C-F affidavit for withholding end 
Proprietory version of App A withlield iref 10CFR2 790) 

LUNDVALL. A £ C-E Operating Plants Owners Group B0/O6/30 Spp 


0007230099 Raquests submittal of proposad Tech 9pee changes providing 
for redundancy in decay heat removal capability in all modas 
of oparation Modal Tech Specs which would provide acceptable 
resolution am.! for guidance 

EISCNHUT, D 0 Division of Licensing 80/06/11 62pp 


0007010968 Notification of 800719 meatlng u/util in Dethvsda.HO to 
discus* Chalk Point 900 kV transmission lino 

LIiC y Operating Reactors Branch 3 (Pre 800420) 00/06/16 Ip. 


0007170066 Notification of cancellation of 800719 meeting w/utii in 
Dctheeda. NO. to discuss agenda re 500 kV transoiission line 
LliC. Y. Operating Reactors Branch 3 00/06/16 Ip 


—6007170071 Confirms telcon re cancellation of 000719 meeting w/util in 
Detiieeda. MD re 900 |iV transmission line 

FAUST, R. Plant Systems Branch iPre 7910301. 80/07/02 Ip 


0007020469 Summary of BD060S meeting u/util In Bethesda.HD re offsite 
power sourca*. 

LI.C V Operating Reactors Branch 3 00/06/18 4pp 


—8007020374 "RCS Asymmetric Loads Evaluation Prooram. " final root. 
Vni 1 

* C-E Power Systems 80/06/30 SOpp 


— B007080SB1 "RCS Asynnetric. Loads Evaluation Prooram." final rapt. 
Vol 2 

a C-E Power Systems 80/06/30 3DDpp 


—6007020908 "RCS AsymmBlrlc loads Evaluation Peogram. ” final ropk. Vol 
3 

* C-E Power Systems 80/06/30 DOOpp 


—8007020993 "RCS Asymmetric Loads Evaluation Pruorom, " Plnel rept.App A. 
numerical results, evaluation of C-K fuel Nnn propiietary 
version App B. Palisades fuel analytis.enrl 
a C-E Power Bystems 80/06/30 56fP 


—8007020600 "RC3 Asymmetric Loads Evaluation Program." App E. ECCB 
analysis approach w/r«duci'd area coolant channels in 
peripheral ashemblies Final rept 
* C-6 Power Bystema 00/06/30 9pp 
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8007<}S0001 iiUlimittal of np p 1 icat 1 an For anond to iicen&e 

can&iBtii<<l oF Toth Spet rhange<> ■!■ litensa conditions PUR 
Modal Tech bpece !« Model lueiise r ondi 1 1 oils for TMI-2 
Lessons Learned Category A items encl For guidance 
EISENHUTrD 6 Division of Lirensing B0/07/0a 69pp 


80071G007d> Notifies that C-E 791203 Teguest For route approval to 
cover spent fuel 'liipnents to BIIJ is sub j to license 
Fee Revieu oF regiiest uas completed on 000336 
HILLEItf 14 O License Fee Management Branch B0707/03 Ip 


B0070Wa9I buiraits addl info rey nested by NRC 790931 Ur re 790703 
request for amend to Licenses OPR— 53 ff DPR— 69 concerning 
spent Fuel pool reed Structural !i liner plate analysis encl 
LUNDVALl.A E Daltimnre Oas J. Electric Co a0''07707 31pp 


BOO-7330176 Suninarij of 000610 meeting u/ ut 1 ij Nuc 1 ear Energy Sve f< 
Dechtel Poiaer f iirp re spent fuel pool mod structorc design 
LI>C Y Operating Reactors Dranch 1 00707/08 Spp 


8007340380 Advises of NBC rem gaii 1 2 a 1 1 on on 800430 uhich resulted In 
number of changes in opc title s> positions Ti assignments of 
personnel Also submits info far OETR 

NOVARf T M Assistant Director for Operating Reactors flO/07/OS 

2pp 


8007170352 Applicatinn for amend to Licenses DPR-53 6 DPR-69i revi sing 
Faragrapli -4 5 1 b 6 adding Paragraph 4 5 1 F to Tech Specs 
rc ECCS surveillance requirements 

LUNDVALL.A E Daltimore Gao !. Electric Co 00/07/14 3pp 


— B007170333 Proposed Tech Specs re ECCS surveillance requirements, 
revising Paragraph 4 5 1 b adding Paragraph 4 5 I F 
» Baltimore Oas •?« Electric Co- 00/07/14 Ip 


0 Inspection reports. t£ Bulletins 6 correspondence 


8007090356 Eorojards update to util D00417 response to IE Bulletin 
79-Oln. “Environ Qua 1 1 Pica 1 1 on of Class IE Equipment “ 
Evaluation of available qua 1 1 F ic a 1 1 on data for components 
expected to be lampleted by 800630 

LUNDVALL.A E Battlmore Gas % Electric Co 80/05/27 2a0pp 


—8007090359 Foru.irds corrected response to IE Bulletin 79-OlD. "Environ 
Ouol i F I cation oF Class IE Equipment.'' replacing incomplete 
version Fnriearded by AE Lundvall 800303 Itr 
ASM. R F Baltimore Gas ?< Electric Co 80/03/05 200pp 


Q007020I20 Forwards IE InFo Notice 00^22. “Breakdouins In Contaminatlan 
Control Programs ' Mo written response required 
ORIER. 0 H Region 1. Philadelphia. OFFlce aP the Director 
BO/OS/aa Ip 


B007010279 Foruiards IE InFo Notice 80-23. "Loss oF Suction to Emergency 
Feedwater Pumps " No written response required 
CRIER.O H Region I. Philadelphia. Office of the Director 
80/05/29 Ip 


8007I7OHI nespunds to IE Bulletin 00-03. “Vacuum Condition Resulting 
in Damage to Theinical Vol Control Sys (CVC5) MoLdup Tanks “ 
Continued operation, even during Interim period of 
nitrogen sgs selpomt mod. jusliFied for listed reasons 
LUNDVALL.A E Daltimore Gas Electric Co 00/06/04 Spp 


80072 1 0241 Forwards IE Insp Repts 60~3t7/BO-05 *< 50-318/80-05 an 
B004D7-30 Mo nnneomp 1 i ance noted 

DRUNNER. E J Rminn I. Philadelphia. Reactor Operatinns Nuclear 
Support Blanch 80/06/04 3i>p 


—80072 1 0247 IE loop Repts 30-317/BO 05 {< 50-31 8/80-05 on 800407-30 Mo 
noncamp 1 1 ■'ince noted Major areas inspected contiot room Si 
accessible portions of auxiliiiry turbine svr }. intake bldgs, 
radiation protretian ti physical security 

ARCMITZEL.R Region 1. Phil.idelph la. Office of the Dlractor 
MCCADEi E C Region i. Phi lade 1 ph la. Reactor Operations Nuclear 
Support Branch 80/05/30 20pp 


8007310354 Forwards I£ Info IIiitiCH 00-26. “Evaluation of Contractor 
OA Programs ' Mo written Te..pon5e required 
■DRIER. 11 H Region 1* Philadelphia. Office of the Director 
80/06/10 ip 


8007160337 Foruards IE InPp Notice 00-27. "Degradation of Reactor 
Coolant Pump Studs " No spertfic octioii or response 
required 

CRIER. B H Region 1. Pbi Inil el phia. Office of the Director 
BO/06/li Ip 


80-07170576 Responds to IE Dultetin 80-06. “Engineered Safety Feature 
(ESFl Reset Controls " Test to verify that actual Instailsd 
controls are consistent ui/scheoiatics reviewed will be 
completed during Fall 1980 6 early 1981 rofuollng outages 
LUN8VALL.A E Baltimore Oas J. EleCtilc Co 80/06/17 4pp 


8007020614 Foriearris IE Bulletin 80-13. “Possible Lose af Emergency 
Notification Sys (ENSl U/Loss of Offsite Power “ Uritten 
response required 

ORIER.B H Raoi-on 1. Pbi ladel ph la. Office of the Director. 
80/06/ 18 Ip 


8007100600 Rosponds to IE Oulletin 80-10 Review of nonrad i oactlve >yt 
included valve lineups, leaking valves ti points of contact 
between radioactive t nonr ad inactive phases Addl 
surveillance of nonrad iooc tive sys will be implemented 
LUNDVALL.A E Baltirnore Oas & Electric Co 80/06/19 Ip 


8007020483 Foruiards IE Circular 80-15. “Loss of Reactor Coolant Punp 
Cooling E> Natural Circulation Cooldown “ No written response 
required- 

CPIERi 0 H Region 1. Ph 1 lade Iph la. Office of the Director 

80/06/20 1 p 


DOD71606Q9 Forwards IE Circular 80-14. "Radioactive Contamination of 
Plant Damlnera 1 1 1 ed Water Sys S< Resultant Internal 
Contamlnati on of Personnel “ No written response required 
GRIER. 0 H Region 1. Pbl ladel ph la. Office of the Director 
80/06/24 Ip 


B00'721O17J Foruiards IE Info Notice BO-24. "Low Level Radwaste Burial 
Criteria " Ho written response required 

ORIER. B H Rogion 1. Ph 1 ladel phia. Office of the Director 
BD/06/25 Ip 


8007230096 Forwards IE Dulletin 80-16. "Potential til sapp 1 Icati on of 
Rosemouiit Inc Models 1191 8. 1152 Pressure Transmitters 
14/Either A or 0 Output Codes " Written response required 
IE Circular BD— 16 also end No written response required 
ORIER. D H Region 1. Phi ladel phia. Office of the Director 
00/06/27 2p p 


80072S0662 Corrects 800604 response to IE Bulletin 80-03 Operating 
experience has shown that even if reactor coolant drain tank 
Is pumped to max flow rate, tank pressure remains greater 
than atmospheric pressure 

LUNDVALL.A E Daltimore Oas Electric Co 80/06/27 2pp 


GOD7100228 Submits info re fluid head design penetration connections 
or other designs u/c ontainment boundary butt welds between 
sleeve b process piping. per IE Bulletin 80-08 
LUNDVALL.A E Daltimore Gas 6 Electric Co 80/07/03 SpP 


80'07310044 Submits status of extensive survey program initiated In 
response to IE Dulletin 80-11 Accounts for half of masonry 
ws-lls requiring insp Remaining items will be covered in 
final rept to be submitted after completion of surveys 
LUNDVALL.A E Daltimore Oas R Electric Co 80/07/03 3Spp 


8007210S74 Responds to IE Bulletin 80-08 Each unit contains five 
penetrations u/flued head design Penetrations N-stamp«d per 
requirements of Paragraph N-153 of A8ME Code. Section III. 
Bummer 1979 

LUNDVALL.A E Pacific Dos h Electric Co 80/07/03 4pp 


R Periodic operating reports & related correspondence 


8007010389 Forwards monthly operating repl for May 1980 
MERSDN. S D Oaktlfflore Oas S> Electric Co 80/06/13 Ip 


— B007010392 Monthly operating rept for May 1900 

liERS0N.S 0 Qaltimore Oas t> Electric Co B0/06/1S 9pp. 


0OO722O3S1 Forwards monthly operating repts for June 19B0 
HERSON. 8 8 □altlmore Gas S> Electric Co 00/07/15 Ip 


— 8007220353 Monthly operating repts for June 1900 

MERSON.S D Daltimore Oas 6 Electric Co 80/07/19 IBpp 


S Reportable occurrences. LERs related correspondence 


0004240213 PN0-I'8D-36 on 800307. I icensee reported via hot line that 
small fire occurred in diesel generator Room 21 Fire 
extinguished in one minute Caused by Fuel ail accumulation 
in exhaust manifold 

BRIOOS. L , MCCADE.E . BRUNNER, E Region t, Philadelphia, Office of 
the Director 00/03/07 ip 
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31l3S Forwards LEB 0O-O3O/O3U-O 

ELLr L B Baltimore Oas l< Electric Co SO/07/10 Ip 


340133 l_En B0-Oa0/03L~0 on BOOilS. primary sample valve 1 CV-54A7 

dicated in-t armed i ate positsori *< fully shut position could 

t be verified Cause cannot be determined by remote means 

rrettiva action to be perforined during shutdoun 

VIS> S K , RIZZO>P 0 Daltlmore Das tc Electric Co B0/07/1B 


D391 RO BO— 33 on B007S3< charging pumps 2S> 53 !< 34 uiere placed 
of SVC For mechanical rcasonsi leaving charging pump 31 
emergency pouier Caused by operator failure to verify 
tij-rel-ated sys out of sve Corrective action Forthcoming 
ELL. L B Baltimore Das & Electric Co 00/07/34 ip 


30-320 THREE MILE ISLAND NUCLEAR STATION, UNIT 5 


urity, medical, emergency 8< Fire protection plans 


00&3 Forwards revised Pages 1 — 14 t< noie Pago 14 b for proposed 
10CFR30 "Fire Protection Program for Nuclear Power 
ts Operating Prior to 770101, “ transmitted by NBC B00319 
Page 14a not end 

NHUTi O O Division of LicanBing BO/03/33 73pp 


OSSB Forwards Revision 6D of TMI modified amended physical 

Pity plan Plan withheld {ref lOCFR? 7901 

eiN.O O Hetropolitan Edison Co SO/OA/57 ip 


06-67 For-wards State of PA author i jot ion for open burning to train 
Fighters 

FIN. J O Metropolitan Edison Co 00/07/11 2pp 


0333 Forwards revised firo protection program p Ian, rep lac Ing 
lous plan submitted Apr 1777 

EIM.JO Metropplltan Edison Co BO/07/11 ip 


220333 Revised fire protection program plan 
Metropolitan Edison Co 80/07/11 Spp 


07(3 Informs that during site/general emergency, NRC personnel 

nsnitoring plant evaluations are to rept to onsite NRC 

ler complex or observation ctr Accountability uilll be 

mplishod there & results provided 

IMfi, J T TMI Program Office SO/07/1S tp 


udicatory correspondence 


'0074 Urges R Hayhurst to respond to 800439 itr re alleged 
24 Fll-ght 170 over plant Answer needed to avoid Issuance 
utpoena to compel 

IDLER. L J Hearing Branch 1 BO/06/06 ip 


0060 Forwards Director’s Q00613 decision under 10CFII2 506 t< 
ited FH notice denying 790BO9 petition that Commission 
are EIS prior to authorlilng venting of radioactive 
■ s From reactor bldg 

011.11 R Office of Nuclear Reactor Regulation, Director 
16/13 Ip 


'140066 Notice of issuance of Director's decision under 10CFR2 206 
inying Antinuclear Oroup Boprosentlng York /9O0O9 petition 
lat CommisBion prepare EIS prior to venting of radioactive 
lies Prom reactor bldg 

l3Et E Q Office of Nuclear Reactor Regulation, Director 
)/06/13 tp 


'140071 Director's decision under 10CrR3 306 denying Antinuclear 
'oup Representing York 770809 petition that Commission 
■ sue EIS prior to authoriiing venting of radioactive gases 
'Dsi reactor bldg 

iSE. E O Office of Nuclear Reactor Regulation, Director 
1/06/13 Spp 


10330 Forwards Federal Republic of Oermany energy 6 environ 
larch rept. "Radiation Exposura Due To Venting TMI-B, 

■ tor Bldg Atmosphere" due to concern re 0OD612 order for 
lorary «od of license to vent radioactive mati 
ER. R AFFlliation Unknown- 00/06/16 Ip 


/0203S4 "Radiation Espamiire Due To Venting THI-2 Reactor Bldg 
tmosphere " 

lANKE. D . TEUFEL. D Qermang, Federal Republic of BO/06/13, 
*PP- 


0007030006 Proposed findings of fact *i conclusninv of 1 .iw losponding to 
ASLAD nuDstioiis on Oattelle lupt Findings uro .iiloptcd by 
TMI-J/Peach b 0 tt nm Intervenors F Ecology Action Uryos 
suspension of ClLt Certificate of 3vt end 

WCPFORD, C fciwironmrntal Cualltinn ui> Noc 1 o.nr Power 00/06/10 

lapp 


B0071l007b Final t onl e n t i ons supp 1 ernen 1 1 ng petition to intervono in OL 
amend proceeding Alleges hi ad aquae ij uf HCS pressure 
Provisions le neutroTi monitoring i ns tr umon I .» 1 1 fl n ai e 
1 h-suf f J c I c n t to protect public Lertificato of live enc 1 
SHOLLViS C Affillalltin Unknown 01)/O6/1V 7|,p 


8007000046 Respunse to ABLAD roquest Te Dnficieruy 1 Urges leversiil nf 
decision rcioctirig deficiency le correlation iiotwei.n U mine 
radon releases I< umount of U Fuel Forlion nf Porkins 
decision re correlation must be vacated 
CAPLAN, I? Ecology Action of □swego 00/06/20 Spp 


8007000048 Proposed findings of fact endorsing Clttious for Qnfe 
Environ filing re radiation source terms from U mlntna h 
milling nojacts Porkins rationale h urges dovelopmont of 
further evidence ro failuro mochanisms A human factiirs 
CAPLAN I R Ecology Action nP Usuogo 80/06/20 4pp 


S007D70273 SuppJ Ip 000313 request for hearing re proposed change to 
Tech Bpocsiin reply to NRC 000404 response Bpocifics 
interest !< standing (i clarifies aspsrto of proreedlng in 
uklch intervention is sought CertiFiii'ite of Bvr one 1 
-JOHNBRUD. J D Env 1 r anmen t-a I Coalition on NuclOiir I’ouer 00/06/23 
lapp 


8007070276 Petit inn to intervene r o Commission 800612 mefTinr andum !. 
order Alleges that util is inept at handling nuclear roar tor 
6 controlling c iin t,n} nment venting 
LEWIS, M 1 Affiliation Unknown 80/06/54 2pp 


80070000-07 Motion boforo DC Court of Appeals roquusting argument 6 
hearing on psndiny 800623 6 24 motiuns for rev low uf 800613 
orders (to satisfy notice t equiremon t Evidence available 
Certtficote of Bve enc 1 Related cur reap undent e 
SHOLLY. S AfflUallon Unknown aHFEHAN, D P Shoonan.O P 
80/06/24 app 


B007100240 Reiiuests thot NRC cure defects lu 800612 meinuraiiduni It iirdiir 
by allowing qnougli time fur litigants to seek administrative 
remedies before venting NRC should look Into various 
objections before proceeding w/any further arttnn 
LEWIS, M I Affiliation Unknown 00/06/34 J-pp 


S-007310243 I oruiaril s LommiBslon 8D0327 memurandurn I, order cuntainlnQ 
decisions on UCB 780302 petitliin for reconsl dorotl nn of 
780413 menior 60 d um 6 order ilC8 771104 petition sought action 
re fire prntectian fur electrical cnblus 
ElSENItUTiD 0 Division of Licensing D0/O6/2D il9pp 


8 007020 402 Mati on to mo vs 000707 prehciiiing con fore hie to wk of 000/211 
Licensee -arriinged 800707 mpeling ui/pe 1 1 1 1 oner s r.hnlly f< 

Lochsted during uhi-ch simp li f i r nt ion nr e 1 tmi net i on nf 
issues re CIL amenii may take plncc fortificate of five oncl 
TRawnillDGE, Q r Metropolitan Edison Co TROHOinDQE, 0 F 8hnw. 
Pittman. Potts 6 Troubridgo 00/06/26 4pp 


8007020621 Resp-onso in nppusition to MU (luuglaii 800654 Itr reqiiosttny 
hearing re Cnmnil sal on 000615 ui der For temper, iry mod of (11 
Order reflects careful c nnsidera t loi, of record Including 
public cortiments M/Duugifl* Itrs A Certificate ur Sve 
TROkimiDOC, 0 F Metropolitan Edio-on To IROWtlll 1 UOE, 0 F Shaw. 
Pittman, Potts h Troubridye 110/06/56 6pp 


8007070211 Forwards NRC 800626 Cirdor denying 1 nlei vei.ora 8C Bholly, 
People Against Nuclear Energy 6 Newberry Townshlii TMI 
Steering Cammlttee 80062J joint motion for recons idorn t (on 
of CLt-aO-Q5 

SNYDER. D J TMI Program afflce 00/06/.’:6 4pp 


8007020634 Requests for adjudicatory hearing ra Conmisalnn 800612 order 
amending OL Urges that 110 rndinactive etmoephare venting tie 
allebied until completion of hearing Otutes interest t, 
suggests Q Franke.J Oeyen h J Leas w, uitiiestes 
SHDLl.Y.S , HOSSLCn.D E Afl illation Uriknnwn 80/O6/P7 lOpp 


8007070337 Motion before UB Cuur I tif Appeals fur DC.Case 00*1691. 
requesting en liant reheerlno on p b 1 1 li nneri, ' 000623 24 
motions. ra 30" day prior notice for license amend 
SHOLLY, B , HOB0LER.D E AfFtliatlon Unknown 0HEFHAM, D I' 
Sheeiian.D P 8U/06/27 2pp 
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— B007O7O353 Grief in Vieu of pleeding^ln support of petitioners' motion 
For en banc reft earing on 800*a’3-24 notions re 000613 ortfer* 

Requests that NRC complg u/statutnrg requirement for OO-dag 
prior notice to license amend effectiveness 
SHOLLV.S < HOSSLER, D E Af f 1 Uat ioi> Unlinoun SHEEHAN. D P 
Sheenan.D P BO/06/27 13pp 


— B00707036S Hotlon to File oversiie brief in support of notion for en 
banc rehoaring Ouurt ruled on petitioners' filings si/o 
hearing argument re right to 30-dag pi ior notice For 
license amend 

SMDLLY.E . HOSbtER.D E Affiliation Unknoun SHEEHAN. D P 
Sheenan.D P 00/06737 2pp 


— 8007070371 Motion requesting eipsdltioue consideration of petition for 
rehearing Certificate of Svc end 

SHOLLV.e , HOSSLER. D C Affiliation Unknnsin SHEEHAN. D P 
Sheenan.D P 60/06/37 3pp 


8007020633 Order denging licensee motion to reschedule OL amend 800707 
prehearing conference Parties nay confor t< submit proposals 
to simplify or eliminate Issues 

tlOLFi J F Atomic Safety and Licensing Guard Panel 80/06/30 2pp 


B0O7OBO0OS Heraorandum t order advising that ASLD has received further 
del egatlen. per Commission B0D61S order. for temporary license 
mod. to rule upon hearing requests 6 to conduct evidentiarij 
proceedings on venting Issue 

VIOLF. J F Atomic Safety and Licensing Ooard Panel 80/06/30 Spp 


8007070104 Notices of appearances ih OL amend proceeding Certificate of 
Bvc one] 

GOLOBERO. S C . SINGER. L N Hearing Branch 2 CHAHDIER.L J Hearing 
Branch 3 00/07/01 Spp 


8007280579 Fsrwards Director-'s decision under J0CFH2 206 <DD-BO-ail 
denying Antinuclear Group Representing Vori request for EI8 
6 related FR notice 

BNVDEB.D J TMl Program Office 80/07/02 2pp 


— 80072B05V3 Director's docUlon under tOCFRa 206 denying Antinuclear 
Oroup Representing York 790B09 request for EIS prior to 
Venting of radioactive gases from containment bldg Action 
does not constitute significant environ impact 
DENTON.il R Office of Nuclear Reactor Regulation. Olrsctor, 
80/06/13 4pp 


8007080001 Proposed findings of fart 6 conclusions of lau In form of 
memorondum & order affirming ASLD 7B0714 partial initial 
decision U advising that radon releases associated w/0 fuel 
cycle are insignificant in striking cost/benafit balance 
GORDENICK.. B H Hearing Oranch 4 80/07/03 SBpp 


— 8007080003 Proposed corrections to 000226 transcript 
BDROEfHCKiD M Hearing Cranch 4 80/07/03 2pp 


— 80070B0006 Motion to inrlude de minimus theory of health effects in NRC 
S00703 findings of fact 6 conclusions of lam presented in 
form of memorandum 1« order Inclusion is consistent u/ALAB- 
509. ALAB— 540 tc ALAB— 562 Certificate of Bvc encl 
DORDENIC. K Hearing Branch 4 80/07/03 7pp 


8007080061 Respanso in opposition to KL Mlller.llH Douglas L portions of 
ec Sholly L RE Hossler requests for hearing re Commission 
B006I2 orders for tsaiporaTy mod of (IL U/Certlf icoto of Sve & 

800626 opposition to motlaii for injunction in Casa 80-1691 
CHANDLER. L J Hearing Branch 1 SINQER. L Hearing Branch 2 
80/07/03 34pp 


8007100250 Order granting Ecology Action of Dsuego motion to file 
800620 sohmission re generic radon issue 

BISHOP. C J Atnmlc Safety and Licensing Appeal Panel 00/07/07 
2pp 


8007170357 Response in OppUSitlpn to SC Sholly 800703 motion for 
temporary suspension or deferral of containment venting 
pending hearing AOlD hat no jurisdiction to consider issue 
Urges prompt referral to A3LAB if ASLD declines denial 
CHANDLER.L J Hearing Branch I aoLDBCROi 8 C Hearing Branch 2 
BO/07/07 lOpp 


B007I703S9 Affidavit re atieged lark of ronsld oration by NRC of doses 
due to particulate radionuclides cesium ti strontium No neu 
InPn presentud that mould Ir/id to change In FEa cuncluslons 
tl/bihliogTaphies *f Certificnte of Svr 

CONG EL. F 0 Assistant Director for Radiation Protoctlon 

HELLER, n A Assistant Director for Fnvi ronraehtal Tochnologti 
80/07/07 9pp ■’ 


B0072B0613 Petition b other pleadings before US Court of Appeols for 
Third Circuit. seek ing declaratory judgement against NRC D 
stay of 300612 orders authoriiing atmospheric venting 
Certificate of Bvc encl Related correspondence 

SHEEHAN. D P • HAGER. R People Against Nuclear Energy 80/07/08 
52pp 


8007160591 Advises of considerable progress made during 800711 meetlni 
u/licensee & petitioners to intervone re advanced 
tontantlons Addl 000818 meetings ulll he held t< AGLD uiill be 
informed of coincrete results 

OOLDDERO. S C. Nearing Branch 2 80/07/15 Ip 


8007180411 Foruards NUREO-0557 ''Evaluation of Long-Term Post-Accident 
Core Cooling of TMr-2. " per 800711 negotiation session 
Socument sent to Intervonor Qholly under separate cover W/o 
end 

8INGER.L N Hearing Branch 2 80/07/15 ip 


8007220006 Mamoranilum & order setting matters discussed 6 decisions 
made during Harr i sburg. PA 800707 prehearing conference State 
of PA participation as interested party granted Decision re 
standing it acceptability of contentions held in abeyance 
PARIS. D H . SHON. F J . WOLF. J F Atomic Safety and Licensing Board 
Panel. ao/07/lS. 6pp 


8007310128 Reeponee in support of 'NRC 600703 pleading asserting 
validity of Perkins record on radon releases from U mining 
4 milling Objects to NRC position eliminating health effects 
issues Prom consideration Supporting nauis articles encl 
CAPLANi B Ecolbgy Action of Osuega 00/07/16 13pp 


80072503S3 Forieards revised Pages 7 & 16 to licensees reply to proposed 
findings of fact submitted by other parties filed 600716 
Revised pages required to correct typographical errors 
Sve list end 

TRAI/IESQ-DIAZ Shaw. Pittman. Potts b Troiobrldgo 80/07/21 lOpp 


8007310467 Foriiiards R8 Hsyhurst 800601 Itr re Johnsrud testimony on 
behalf of intervenors concerning 000124 US Air Flight 170 
Substance consistent u/rocord Formal evidentiary 
consideration need not be given 
CHANDUEft, L J Hearing Branch 1 BO/07/28 Ip 


•8007310469 Responds to telcon it 800429 Itr re 800124 US Air Flight 170 
Contrary to Lines 11 it 12 of hearing transcript, author did 
not operate flight In question directly over facility on 
B00424 

HAYHUflST.R S Affiliation Unknown 80/06/01, ip 


H Generat correspondence 


8005160109 Responds to 800226 Itr re K tienges concerns about venting 
radioactive gates from containment bldg Public comments ore 
being solid tad on NRC environ assessment 4 racommondations 
Krypton gas venting not permitted until final decision 
HAMMERER, C Office of Congrestlonel Affairs 80/04/01 2pp 


8007240406 Ack receipt of 800401 Itr concerning possible means of 
disposing of radioactive matl from facility NRC offleUls 
uill review ennusents Ltr encl 
HAMMERSCHMIDTr U House of Rep 00/04/09 Spp 


8005160225 Responds ta 800408 ltr re D Miller concerns about venting 
krypton gas from containment bldg Controlled venting 
recommerided by NRC environ assessment No venting permitted 
pending review of public comments 4 consequent decision 
KAMMEBER.C Office of Congressional Affairs 80/04/16 tp 


8005200319 Responds to 800331 ltr re J Piccolo concerns about venting 
krypton gas from containment bldg Controlled venting 
recommendeii by NRC environ assessment Ho venting permitted 
pending review of public comments 4 consequent decision 
KAMMEREfl.C Office of Congressional Affairs. 80/04/16 2pp 


8005160124 Respnnils to 800418 ltr re M McOarrlty Interest In venting 
krypton from containment bldg No decision has been made to 
permit venting if decision favors venting, residents will be 
given ample nntlce. 

HAMMERER. C Office of Congressional Affairs 80/04/28, Ip 


8005200357 Responds to 800415 ltr re constituent concern about Kemtny 
CommlssiDn "secret findings " Commission recommendations on 
Facility accident made available to public in 791030 reft to 
Preslifent Carter List of supplementary documents end 
HAMMERER. C Office of Congressional Affairs 00/04/88 2pp 
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90052004M Htsponil* to 000414 1 tv re 0 HosbIbv comments on environ 
'•tsessnint of ventini) radioactive gas from containment bldg 
CoMient will he considered prior to ang Commission decision 
on venting 

KAMHEREfl.C Dfdice of Congressional Affairs 00/04/29 Ip 


6CO7030373 Confirms telcon re US Air Flight 170 on 000124 Forwards 
transcript eicorpt re J Johnsrud testimony about eiporlence 
cn into Harrisburg tntl Airport 

CHANDLER. 1. J Hearing Branch I 80/04/29 4pp 


B00507031i 2 Requests repts tag PA Medical Sociotg t< Natl Cancer Itisti re 
impact of venting on public health ti saf etg> di scussod during 
000424 meeting in Lebanonr PA 

KCKLIHO. H Affiliation Untnoun 00/04/30 Ip 


B006tS02id nespondt to 80D45B 1 tr re constituent inquirg about 
facility NftC fc EPA are monitoring plant releases Results of 
EPA monitoring made public twice ueeklg via local media NRC 
Middletown ofc selected to facilitate public needs 
nAMKERER, C Office of Congressional Affairs 00/05/08 3pp 


BO*il20437 Responds to 000428 1 tr re constituents concerns about 
vdhtlng radioactive gases from containment bldg MRC 000312 
• nvlron assessmerit recommended that venting be permitted 
Vfintlng not permitted pending final decision 
HAMiERER.C affice of Congressional Affairs 00/05/05 2pp 


BCOAI20434 Responds to 800416 Itr re AS Howard Itr urging that cleanup 
BCtWltids -ti Kr-B3 venting be conducted as rapidly as 
foistble Decision on proposed venting will be made in near 

future 

ItAHMERER.C Office of Congressional Affairs 00/03/05 Ip 


0007230106 Responds to 800331 questions re possible financial failure 
»f uti 1. Flnanc 1 al failure provides grounds for immediate 
revocation of license Contingeiicg plans under development 
NRC Mill ensure protection of public health 
AHEARNE. J F. Conunlssion 80/05/07 2pp 


BOO71B04&3 Rasponds to Itr postmarked 800334 re nuclear power plants 
NRC has found that actions to improve safotgi plant design L 
siting Ii health effects are necessary (i feasible Plants 
found to he unsafe will not be allowed to operate 
DENTOft.ti R Office of Nuclear Reactor Regulation! Director 
BO/09/OB Ip 


6007180460 Responds to Itr postmarked 000327 re waste products of 
nvelear power plants Presidential 000213 message to Congress 
T» raduBsts aigt program end 

DENTDNtH R Office of Nuclear Reactor Regulation! Director 
60/09/08 6pp* 


BO071B0Oi7 Responds to end B00306 Itr to President Carter re nuclear 
poutr plants Presidential 791307 statement on Kemeny 
CsMlssion rapt on TMl-2 b excerpts from NUREO-0662 L 
WReo/CR-0130 and 

OENrONtH R Office of Nuclear Reactor fiegolatloni Director 
B0/05/1B lApp 


6007IB0474 Responds to 790816 Itr to U Hendrie re nuclear power plants 
h disposal of radwaste Commissioners have approved licenses 
for three nuclear plants to load fuel h begin low power 
level* for testing Prssidential 800212 message end 
OENTONi H H Office of Nuclear Reactor Rogulatloni Direetpr 
60/09/12 6pp 


— &00718D478 Urges govt financing of resoareh projects to resolve 
nucleer waste d tsposal! generate synthetic fuels ii nuclear 
fusion 

HHATLEViH E Chemtron Corp 79/08/16 3pp 


600-7 1B0492 Responds to end 800323 Itr to President Carter re 
irecautions to prevent another nuclear accident such as TMI- 
3 Efforts mads to ensure public health 6 safety at alt 
nuclear plants. Unsafe plents will not bo allowed to operate 
DENTON.H R. Office of Nuclear Reactor Regulation) Director 
00/05/12 5pp 


80061S0501 Discusses status of venting krypton from containment bldg in 
response to 800416 Itr re A Donley concerns Public comments 
•re being solicited on environ asssssment Krypton gas 
venting not permitted pending final decision 
KAHMERERiC Office of Congressional Affairs BO/OS/14 Ip. 


600-7180102 Respo-nds to 000337 Itr to President Carter re nuclear power 
plant* li nuclear waste* Carter 800212 message to Congress tt 
791207 stetament on Kemeny Commlesion rept end 
DENTONi H R Office of Nuclear Reactor Regulation! Director, 

ao/os/ 14 . iipp 


8007160731 Responds to 800317 Itr to President Carter re 000309 
e-ditoriai in San Diegu Union newspaper Forwards excerpt on 
nuclear power from "Second Natl Energy Plan." ?< 791207 
statement by President on Kamany Commission Rapt on TMI 
DENTON.H R Office of Nuclear Reactor Regulation! Director 
B0/05/J5 lapp 


0007210046 Respcinds to 790516 Itr re nuclear accidents before TMI 
NUREG*'0572 6 excerpts from 'Past Arc I dents In Nuclear 
React-or Facilities b Nuclear Puwer Plant Airborno 
Radioactivity RelBasea. " -?< "^Precursor Events - TMI." enc 1 
OEMTDN. H R Office of Nuclear Reactor Regulation. Director 
00/05/15 36pp 


— 8007310047 Requests info re nuclear accidents befcire TMI Inci-dent 
MORIllSDN. J R Affiliation Unknown 79/05/16 Ip 


8007250063 Responds to B00213 Itr re effects of radiation on children 
Allowable radiation doses have been evaluated for all age 
groups Acceptable radiation dose stds allow for special 
sensitivity of young children 

MULLERi D R Assistant Director for Environmental Technologo 
00/05/15 2pp 


6007180546 Responds to 800129 Itr to President Carter re licensing 
nuclear power plants TMI acci-dent created need for changes 
in approach to eafoty Due to need for poworiNRC has granted 
licenses for three units to begin low level power testing 
DENTONi H B Office of Nuclear Roactor Regulation, Director 
60/05/19 app 


0DO718O553 Responds to 790403 Itr to President Carter re nuclear power 
plants Addl contai nmeri t structure as suggested no-t 
considered necessary or feasible State of PA Emergency Mgt 
Agency pamph let on radiation incidents end 
OENT0N. M R Office of Nuclear ReactoT Regulation! Director 
80/05/19 Itpp 


8007210208 Responds to end R0041D Itr to President Carter re Indian 
Point Facility Describes NRC efPnrts to protect public 
health at facilities currently operating or planned for 
-operation Village Voice news article end 

DENTDNi H R Office of Nuclear React-or Regulation! Director 
00/05/31 lOpp 


B007020059 Responds to 790410 Itr to President Carter re safety of 
nuclear plant* Plants designed to provent accidents through 
presence of protective sysi engi noered safety features t> 
safety evaluations of site suitability D Lawe Itr end 
DENTDNi H R Office of Nuclear Reactor Regulation. Director 
80/05/27 3pp 


B007020655 Urges NRC approval of venting at TmI 
MILD. A A Affiliation Unknown 60/06/04 ip 


6007010246 Ac k receipt of Nestmoraland County Soard of Supervisors' 
800514 resolution No new nuclear plants will be licensed 
until improved safety criteria developed Certain plants 
allowed to operate for testing N/nncl 

DENTON) M R Offire of Nuclear Reactor Regulatiaii! Director 
80/06/06 lOpp 


8007030637 Suggests venting of krypton gas into helium balloon 
SONNEDORN) M R Affiliation Unknown 00/06/06 Ip 


0OD7D3O677 Ac b receipt of Lancaster County Dqard of Bupervisors 800429 
resolution Forwards President Carter 800212 message to 
Co-ngress re establishment of comprahensive radioactive 
waste mgt program 

DENTON. H R Office of Nuclear Reactor Regulation. Director 
80/06/06 Bpp 


0OO711O4B3 Discusses NRC post-THI actions re safety at nuclear power 
plants in respo-nse to and Richmond County, VA Qciapii of 
Bopervlsors 000508 resolution supporting use of nuclear 
power President Carter 000212 message ercl 

DENTON, H R Office of Nuclear Ranctor Regulation. Director 
00/06/06 9pp 


0007170348 Responds to end 000417 Itr to President Carter re nuclear 
power plants Every effort is being made to ensure public 
health n safety at all nuclear facilities White House press 
release & excerpt from NUREQ/CR-0130. Vd I encl 
DENTONi H R Office of Nuclear Reactor Regulatinn, Director 

00/06/06. 22pp 


0007210530 Forwards President Carter's statement on Kemeny Commission 
rept on TMI-2 U Chapter 5 frnm seto-nil rati energy plan per 
000421 request for info on nudoar power 

DENTON, H R Office of Nuclear Reactor Regulatton, Director 
80/06/06 19pp 
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B007020SS9 R€>spcnils to 000409 Itr Tt* Htl Mocker concern about health ti 
financial c uste aseoctated u/faolitg accident (< cleanup 
UtiKnut foderil gnvtiie reoponsiblo for cleanup costs 
Portion of costa covered bg util insurance policg 
DlRCKSt U J Office of the fciecutive Director for Operations 
00/06/09 2pp 


— 0007030237 Requeats response to end HH Mocker 000403 re financial 
costs associated u/facllitg accident l< cleanup 
GDDDLJNe. H House of Rep QO/04/09 4pp 


0007110346 Ack receipt of 000329 Itr oipiessing concern about proposed 
facilitg pursing Decision on liou to best remove Kr-95 
contained in reactor bldg not reached Revieui of mechanism 
for selecting panelists for advisurg panel underuag 
AHEARNE. J F tommission RO/06/09 5pp 


0007170551 Responds to end 800410 lie to President Carter re nuclear 
pouer plants Everg effort is being made to ensure public 
health ti saPetg at all nuclear pouer plants Uhite Mouse 
press release 6 eirerpt from NURCO/CR-0660 enc I 
DENT0N> H R Office of Nuclear Reactor Regulation! Director 
00/06/09 7pp 


8007100456 Responds to 800521 Itr suggesting means of Improving nuclear 
pouer plant safetg Aci ident at TMI uas result of operators 
overriding automatic actions rather than allouing too much 
time for operator action 

tiATTSONa n J Division of Safetg Technologg 80/06/11 3pp 


8007140330 FOIA request for info le rolease of krgpton gas into 
atmosphere Prom facilitg 

TR0HBETTA.8 Affiliation Unknown 80/06/12 2pp 


8007010506 Reiioesls that NRC re-evaluate decision to release Kr-05 
gases Prom Pacilifg when alternative for storage li isolation 
from environ is available 

UA88ERBACH. A C New Vot k Federation for Safe Energg 80/06/13 

2pp 


8007080326 Eipresscs concern re venting of krgpton gas into environ 
Discusses health haiards of noble gases t< magnitude of 
re) ease 

DREViR Affiliation Unknown 80/06/16 4pp 


0007290047 roruarris tommlssionor biographies in response to 790436 
request for infii on background of Commission No info 
developed to indicate that sabotage contributed to 
initiation of accident or in subsequent response 
DENTON) H R Office of Nuclear Reactor Regulation) Director 
80/06/17 6pp 


— 8007390051 Focuiirds analgsis of possible sabotage involved in TMI -3 
accident Also requests info on professional background of 
NRC staff 

SDXMAN.K A Affiliation UnVnoun 79/04/36 7pp 


0007100145 Responds to 80031 5 Ur re radiation effects on mutation rate 
ti problem of radunste storage Less than one mutation 
espected to result from offeett of TMI radiation to public 
compared w/60-970 from natural radiation sources 
DENTON) H R Offiie of Nuclear Reactor Regulation) Director 
80/06/ IB Ip 


8007S90064 Responds to BOOSHc’ 1 ti re T11I-2 Occident {< precautions to 
prevent such accidents NRC nctlon plan developed to provide 
compreliens i VO basis for actions nocessarg to correct or 
inprovn regulation Chapter 7 fi om NRC 1979 Annual Ropt enc I 
DENTON) H R Office of Niiclrar Reactor Regulation) Director 
80/06/ I 6 33pp 


—0007290067 Requests info on TMI-H accident 6 NRC precautions taken to 
prevent such aciidents Everg individual has right to know 
who >9 looking out for American interests !< how well 
HENRV. L Affiliation Unknown 80/05/33 Ip 


8007070151 Responds to 800513 requoot for info nn availabilltg of 
repts Kemenii Commission fiept mag be purrhased from OPO 
U/o end repts iin securitg !> sabotage 
SNYDER. D d TMI Program Office 60/06/19 Ip 


—80070/0163 Requests price 6 availabilltg of repts on TMI sabotage event 
analkfses) pre It post-accident securitg status at TMI t< 

Kemeng Commissiun Rept 

ROOERTS) U J Affiliation Unknown 80/05/13 Ip 


8006300320 Addl response to POIA request for written communicattans 
between NRC ti Congress since 800332 concerning facilitg 
Forwards documents in App A 

FELT0N)J M Division of Rules and Records 00/06/30 3pp 


—0007100438 Ack receipt of 000422 Ur forwarding D Orifflth 
correspondence No decision made re venting of containment 
bldg 

KAMMEREn)C Office of Congressional Affairs 00/05/05 Ip 


0007010304 Forwards 790730 order for license mod. NUREO~0600. NURE0-057a 
I) NUREO-OSGSi In response to 800619 tolcon re OL amend 
proceeding U/o ends 

CHANDLER. LJ Hearing Branch 1 00/06/33 Ip 


0007020091 Responds to 000416 Itr re H Donleg request for info about 
800320 release of radioactive gases All — ekhaust duct 
effluent monitors did not detect radioactive matls above 
normal plant release rates 

DIRCK3.H 0 Office of the Ekecutive Director for Operations 
80/06/23 Ip 


8007020653 Opposes krgpton gas venting Newspaper article end 
KIENLE.D . KIENLE.R M . MCCARTNEY. R M Affiliation Unknown 
00/06/23 Ip 


0007200129 Responds to 000615 Itr Decision to purge 57.000 Cl krypton 
gas from containment bldg was traumatic for all Forwards 
final EIA !i Commission memorandum & orderi for better 
understanding of how ti why deds'ion was made U/o end 
INORAM.F L Office of Public Affairs 00/06/23 Ip 


--8007200136 Requests decision to purge krypton gas be reconsidered 
Policy reflects lack of responsibility 
HOODY.C J Affiliation Unknown 00/06/15 3pp 


0007140619 Add) FOIA request for all wrltton communications between 
NRC h Congress since 600333 concerning facility 
FIDELL.E R LeDoeuf. Lamb. Leibij I. HacRae 60/06/24 2pp 


8007890056 Discusses human factors engineering issues associated w/ 
accident Offers sves to NRC w/assurance that firm will 
provide key insight into conduct t< application of post- 
TMI human factors research 

HAURO.C L Affiliation Unknown 00/06/39 3pp 


6007160145 Ekpresses appreciation to Doise Interagency Fire Ctr for 
assistance during TMI-S accident NRC henefitted from 
excellent communication capabilities of agency Certificate 
of appreciation end H/o end 

UEtSS. 0 H Office of Inspection It Enforcement. Office of the 
Director 00/06/36 ip 


8007160155 Eipresses appreciation to Doise Interagency Fire Ctr for 
assistance during TMI-3 accident NRC benefittsd from 
excollent communication capabilities of agency Certificate 
of appreciation end N/o end 

VIEIS8.B K Office of Inspection It Enforcement. Office of the 
Director 00/06/36 Ip 


0007160160 Expresses appreciation to Doise Interagency Fire Ctr for 
assistance during TMI-3 accident NRC benefited from 
excellent communication capabilities of agency Certificate 
of appreciation end U/o end 

UEI8B.B H Dffice of Inspection li Enforcement. Office of the 
Director 00/06/36 ip 


0007160167 Expresses appreciation to Doise Interagency Fire Ctr for 
assistance during TMI-8 accident NRC benefitted from 
excellent communication capabilities of agency Certificate 
of appreciation end U/o end 

WE188. 0 H Office of Inspection ti Enforcement. Office of the 
Director 80/06/36 ip 


6007160170 Expresses appreciation to Boise Interagency Fire Ctr for 
assistance during TMI-3 accident NRC benefitted from 
excellent communication capabilities of agency, Certi ficate 
of appreciation end U/o end 

UEISBiB H Office of Inspection I Enforcement) Office of the 
Director 80/06/36 Ip 


0007160183 Expresses appreciation for assistance duping TMI-3 accident 
NRC benefitted from execllent communication capabilities of 
agency Certificate of appreciation end U/o end. 

UEIS9.B H Office of Inspection l< Enforcement. Office of the 
Director 00/06/26 Ip 


6007330686 Forwards Oeneral Assembly of State of PA 800439 House 
Resolution IQ9 ilrges rapid formulation by NRC of criteria 
which util be used as guidelines for decontamination of 
facility Certificate of Rvr end 

MEBU8-C F Penn<ylvania, State of 80/06/19 6pp 
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0007100237 Forwards Section 8 0 4< draft Addendum 2 to NUREO-0662 ro 
dausntanilnation of TMt-2 reactor bldg atmosphere NRC will 
use real-time environ tc meteorological data during 
purging U/o end 

gNVDERjB J TMI Program Office BO/Ofc/26 Ip 


— 8007180290 Reguests copy of Addendum S to NURE0-0ik62 re decontamination 
of TMI-2 reactor bldg atmoshiicrc Inquires whether actual 
site monitoring was done douinuind of Kr-Q5 releases 
UASSERBACH.A E Affiliation Unknown 00/09/22 ip 


6007230229 Responds to 000308 Itr to President Carter re reliability of 
const of nuclear power plants Purpose of NRC inop program is 
to assure adequate QA Forwards excerpts from NRC 1979 annual 
rept k Second Natl Energy Plan 

DENT0N> H R Office of Nuclear Reactor Regulation! Director 

00/06/26 2pp 


8007230626 Responds to 790405 request for info re nuclear energy Due to 
TKI incidentfNRC decided not to license neu plants until 
improved safety criteria had been developed Excerpt re 
production of nuclear energy unci 

DENTON) H R Office of Nuclear Reactor Regulation) Director 
00/06/26 iOpp 


□007180107 Forwards microfiche c<ipy of ‘Logbnoli of Radiological 
Datai " in response to request W/a enc 1 
SNYDER. D J TMI Program Office Q0/O7/0B Ip 


— B0071B0110 Ack receipt of ‘'Logbook on Radiological Data “ 

Reproduction on many pages is poor Requests microfiche copy 
DARLCY.S R AffiLiation Unknown OO/03/OS Ip 


8007140233 Respriuls to FOIA request for info rr release of krypton gas 
into atmosphere frnm facility Forwards docuinents listed in 
App A H/o enc Is 

FELTON) J M Division of Rules and Records 60/07/03 2pp 


8007260182 Responds to 000509 Itr eipressing concern because no notice 
to airmen was issued in con junction w/rcleasc of Kr-S5 on 
000423 Assuming poor rap teor nl og i Ciil t ond 1 ti onS) lota 1 - 
body exposure would have been 0 000 millirem 
DENTON) H R Office of Nuclear Reactor Regulation) Director 
00/07/07 Ip 


— 8007280186 Forwards FR Romana B00509 Itr re venting itr-85 from reactor 
conta inmsnt b Idg 

SNVOER.O L Region J) Ph i 1 ade I ph 1 a^ Office of the Director 
80/05/ 14 Ip 


“8007230630 Requests info re nuclear energy It process by which energy is 
produced 

COLT. 8 Affiliation Unknown 79/04/09 ip 


0007280122 Forwards President Carter statement on Kemeny rept) in 
response to end 800912 Itr to President Carter re safety 
of nuclear power plants 

DENTONiH R Office of Nuclear Reactor Regulation) Director 
80/06/26 9pp 


B0O72900B4 Responds to 0005)2 Itr to President re status of nuclear 
power plants President 791207 statomont on Kecieny Commission 
rept on TNI end Action plan developed to provide 
comprehensive h integrated basis for future actions 
DENTONiH R Office of Nuclear Reactor Regulation) Director 
00/06/26 4pp 


8007300013 Responds to 790405 Itr re nuclear power State of IL has 
seven nuclear power plants Reasons for use of nuclear power 
plants In IL listed in end excerpt from util annual rept 
President 791207 statement re Kemeny Commission Rept enc 1 
DENTON.H fi Office of Nuclear Reactor Regulation) Director 

80/06/26 28pp 


0007250070 Responds to enLl 600504 Itr to President Carter re nuclear 
energy Use of both coal h nudoar power necessary to free US 
of overdependencB on foreign oil President Carter 791207 
press release k energy plan end 

D6NT0N)H R Office of Nudoar Reactor Regulation) Director 
80/06/27 22pp 


8007250081 Responds to 790420 request for info re nuclear energy 
Radiation doses from power plants is small fraction of dose 
from natural environ sources FEB excerpt 6 White House 
000212 message to Congress end 

DENTONiH R Office of Nuclear Reactor Regulation) Director 
00/06/27 10pp 


8007140516 Appeals denial of FOIA request for info coneorning venting 
of krypton gas from facility 

TROMHETTAiR Affiliation Unknown PO/06/30 ip 


8007140309 Responds to 000603 invoice I. forwards Insp fees for pertod 
of Mar 1979 to Mar 1900 per 10CrRl70 W/o end 
HERSEINiJ 0 Hetropolltan Edison Co 80/07/02 2pp 


8007140616 Responds to FOIA rnquast for written communications between 
NRC ti Congress since 000322 concerning facility Forwards 
items listed in Documents t 6 2 of App A in NRC 800616 Hr 
h updated App A w/explanatury notes 

FELTON. J H Oivlcinn of Rules and Recurds 80/07/02 9pp 


“8007140625 Determines that EJ Sternglass 600129 paper. "Infant 
Mortality Changes Following TMI Acekdont. “ In w/n scientific 
merit Cites examples of data manipulation Questions re 
facility end 

ODLDBHlTKiR Radiological Health Standards Branch 60/04/29. 
33pp 


— 0007140629, "Analysis of Infant Mortality Fallowing TMI Accident 
PA Dept of Health 600402 press release end 
OOLDShITHiR RadiolPgical Health Standards Branch 60/04/29 

4pp. 


“8007260195 Expresses concern because no notice was issued to pilots 
or passengers prior to entering Harrisburg airport ares 
notifying of danger of cone entrated krypton gas 
ROMANO.FR AFf i 1 lat i on Unknown 60/05/09 2pp 


0007210121 Responds tn 790709 Itr to NRC re concerns about facility & 
actions being taken by Concerned Citizens of Londonderry NRC 
has ordered public bearing to determine whether Unit 1 
should bo operated Unit 2 feasibility studies are underway 
SNYDER, D J TMI Program Office 00/0//09 2pp 


— 6007210131 Expresses appreciation fur 790629 visit to Kiddtetowni PA 
Concerned Citixons of Londonderry, who have collected 750 
s igna turps, are di'dlcatcd to doling facility NRC status 
repts woUliT be of great benefit to area residents 
STREET, P A Affiliation Unknown V9/07/09 2p p 


8007220320 Responds to B00401 Itr to Presidunt Carter expressing 
concerns over financial impact as stockholder w/liconsee NRC 
is concerned w/economic Impact Responsibility is limited to 
public hoalth h safety 

REID, R U Operating Reactors Qr.mch A 00/07/09 2pp 


6007230266 Responds to end SUObOEl Itr to Pfestdont Carter expressing 
concern about TMI-a cleonup priiccss J< purge of Ht-B5 in 
re.ictor bldg Onsite NRC team is monitoring cleanup effort 
NUREO-0673 k NURE0-D662) Vel l.encl H/o ends 
DENTONiH R Qfflco of Nudeer Reaclnr Regulation, Director 
60/07/09 5pp 


8007230293 Responds to enc I It) s to U8 I’ublii Health Hve f< DOE re 
research project on nuclear power plants In May 1977 NRC 
adopted resident insp progr.rm No water leak was impliiatcd 
in initiating accident at THI—D reoc tor 
SNYDER) D J TMI Program Offiro 80/07/09 6pp 


6007230298 Responds to 790514 Hr t« F RDA tp info about TMI-2 accident 
Plant was never in danger of blowing up because no oxygen 
could have accumulated in hydrogon bubble under existing 
conditions Accident mused by human h mechanical errors 
BNYDERiB J TMI Program Office 0O'/O7/O9 6pp 


8007230311 Responds to end 790423 Itr to Frpsidant C.'irter re TM1-B 
accident Util customers will not have to pay for any damages 
or for restoration of facility Customers wl 1 1 . howe ver, pay 
costs associated u/purchastng replacement poieer 
BNVDER, 6 J TMI Program Office 60/07/09 4pp 


6007290032 Responds to 000430 Hr to HR Denton requesting two medical 
records NURE0-0662i "Final Fnviron Assessment for 
Decontami nation of TMI-2 Reactor Dtilg Atmosphere." "Lou 
Level Radiation"' f. PA Medical Society rept end U/o end 
SNYDEfliD n) TMI Program Office 60/07/09 3pp 


8007300006 Responds to Hr le aciidunt at 1MI *2 PubliL hearings will be 
conducted to determine wlietbei Unit 1 should be operated 6 
under what conditians Licensee has nut submitted priiposal 
for overall plant recovary for Unit 2 
SNYDER, D 0 TMI Program Office 80/07/09 2pn 


60071405)1 Hespends to appeal re dt-niul of fOlA request for info ra 
venting of kryptnn gas Pi cm faiility NRC cumpieted action 
on initial i rqiiesL by providing ducuments subj to lequpst on 
800703 Nn further action will be taken 

FELTON) vj M Dlvlsian of Rules ant! Records 00/07/10 tp 
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B007I703&S Cofliment^ on (300609 revieu of "Method for Calculating Doses 
to Papulation from Xe-IOT Releases During TMl Accident " 

Derivation values f< accuracy of calculations discussed 
FAinoDENT.JE Af f 1 1 1 at i on Unk noun 80/07/10 3pp 


0OO7S3O969 Responrls to 790403 Itr to President Carter re nuclear power 
Forwards President Carter 791207 statement on Itemeng 
Commission rept on THI J< eicerpt from NHC 1979 annual rept 
ro developmental of radiological emergencg plans Ltr end 
DENTDN.H P Office of Nuclear Reactor Regulation* Director 
BO/07/10 lOpp 


B0O725D167 Responds to B00507 ltr re JB Hurst comments fc questions 
about reactor bldg decontamination Hurst comments were 
considered in preparation nr final environ assessment Hurst 
800411 ltr to NRC end 

DIRCKSiU J Office of the Ececutive Director for Operations 
BO/07/10 Ip 


— 8007230174 Comments on environ assessmont of reactor bldg 
decontaminat ion health impacts should be determined bg 
objective* independent data collected onalgied over 
substantial period of time Rnlated news article end 
HURST, J D Affiliation Unknown 60/04/11 4pp 


BD07250190 Responds to B00514 ltr re D Mattson concerns about end 
article in Pakton Herald on problems affecting farm animals 
near facilitg Issue under investigation Field studies 
completed It data being evaluated Rept to be Issued soon 
KAMMERER*C Office of Congressional Affairs 60/07/10 7pp 


B00?2i04Bl Questions whg B00411 telegram does not appear in NUREQ-0662, 
Vol 2* environ assessment le venting of krgpton gas at 
f ac 11 1 tg 

CHONG.L H Affiliation Unknown BO/07/14 Ip 


6007250062 Provides info on facilitg incident* in response to 000623 ltr 
re E Dobson inquiry Includes containment design strength t« 
typical containment design pressure 

DIRCHS.U J Office of the Eiocutive Diioctor for Operations 
80/07/15 2pp 


— 6007290067 Requests response to E Dobson inquiry about facility 
incident 

BAUCUB.M Senate BO/06/23 ip 


BOO'7230727 Ack receipt of 600623 ltr offering to help resolve some of 
human factors eogineering issues raised by accident NRC has 
organlied new Div of Human Factors Safety to address 
procisely these issues 

BUDNIT7.R J Office of Nudear Regulatory Research* Director 
60/07/16 ip 


J Insurance D indemnity information 


6007110011 FDIA request for all Indemnity agreements, insurance 
policies 6 associated info between util, NRC l</or AEC re 
facility 

KEARNEY, B U Affiliation Unknown 60/09/29 2pp 


6007110009 Responds to FOIA request for all indemnity agreements, 
insurance poildes {, associated info between util, NRC Sc/or 
AEC re facility Forwards documents listed in App A 
FELTON, J M Division of Rules and Records 60/06/23 7pp 


— B007 110017 Confirms that NELIA has bound Insurance Policy NF-220 at 
limit of one million dollars issued to Met Ed>JCPtiL t, 

PEPCD covering facility Includes policy site description 
QUATTROCCH I , J Nudear Energy Liability Insurance Association 

73/1S/06 Ip 


— 8007110032 Esecutod Amend 6 to Indemnity Agreement B-64, chang ing 
license numbers 

SALTZMAN, J Antitrust Sc Indemnity Oroup HERBEIN. J 0 
Ketropelltan Edison Co BO/02/24 ip 


— 8007110037 Amend B to Indemnity Agreement 0-64, chang Ing amount of 
financial protection 

eALTZMAN*J Antitrust Sc Indemnity Oroup 79/05/01 2pp 


— 6007110040 EkBcuted Amend 9 to Indemnity Agreement D'-64, mod ify ing 
prefatory language of Paragraph 9iArticle lire course of 
transportation NELIA Policy (facility form) end 
SALT Z HAN < J Antitrust Sc Indemnity Qroup HERDEIN, J 6 

Metropolitan Edison Co GO/Ol/03 9pp 


— B0071 10046 Endorsement 2 to NELIA Policy NP“220 designating annual 
premium Dedaratlon end 

« Nudear Energy Liability Insurance Association 79/01/12 2pp 


— 60071 10D51 Amend to Condition 4 endorsement to NELIA Policy NF-220, 
Constitutes Endorsement 2 

HARRONE, <J Nudear Energy Liability Insurance Association 
73/12/14 Ip 


—B0D71 10092 Amend to NELIA Policy NF-220 Constitutes Endorsement 4 
MARRONE, J Nuclear Energy Liability Insurance Association 
73/12/14 2pp 


— 00071 100S7 Amend to industry credit rating plan premium endorsament to 
NELIA Policy NF-220 Constitutes Endorsement 5 
MARRONE, J Nudear Energy Liability Insurance Association 
73/12/14 2pp 


8007300010 Responds to 600521 ltr re 600324 newspaper article on 
release of Kr-8’j gas from reactor bldg Purging of atmosphere 
considered tn be safest Ic most eipeditious way of effecting 
decontamination 

SNYDER. D J TMl Program Office 80/07/16 2pp 


— 0007300012 Requests info re end 800324 newspaper artide on release of 
Kr-fl5 gas from reactor bldg 
MARSHALL* E N York. PA 80/09/21 2pp 


8007260106 Ack receipt of 600604 ltr re purging TMI-S containment 
atmosphere Forwards NUREO'0673 H/o end 

DENTON.K R Office of Nuclear Reactor Regulation* Director 
00/07/ IB ip 


— 0OO728OJ 16 Requests booklet re qualities of krypton gas 6 six copies of 
NUnEQ-0673 

HUBER, JE Lancaster County, PA BO/06/04 Ip 


B007300369 Advises that Director's decision re request that EI8 be 
prepared prior to outhoriiing venting of radioactive gases 
Prom reactor bldg is final NRC action in proceeding 
Commission has taken no attion for review or to extend time 
CHlLKiS U nfflce of the Secretary of the Commission 60/07/24 


— 8007110060 Endorsement 6>walver of defenses endorsement (END)* to NELIA 
Policy NF-2B0 

MARRONE, J Nudear Energy Liability Insurance Association 
73/12/14 2pp 


— 8007110062 Endovsemont 7 to supplementary endorsement waiver of 
defenses for reactor const to NELIA Policy NF-220 
MARRONE* J Nuclear Energy Liability Insurance Association 
73/12/14 ip 


—8007110060 Amend tn Insuring Agreement IV of NELIA Policy NF-220, 
"Application of Policy " Constitutes Endorsement 8 
MARRONEiJ Nudear Energy Liability Insurance Association 
73/12/14 ip 


— 8007110072 Amend to advance premium I, std premium endorsement of NELIA 
Policy NF-220 Constitutes Endorsement 9 

HARRONE* J Nuclear Energy Liability Insurance Association 
73/12/14 Ip 


— B0071 10077 Endorsement 10 to advance premium 6 std premium endorsement, 
w/changes in subscribing companies It proportionate liability 
endorsement to NELIA Policy NF-220 

MARRONE, U Nuclear Energy Liability Insurance Association 
73/11/01 ip 


I Financial information 


0007150730 
price of 
vJan 1979 
HDN0ON, T 
SOpp 


Confirms B0D626 telcon 1< forwards graph illustrating market 
Oenoral Public Ulils Corp rommon stock for period 
to mid-June 19B0 

(J Ooneral Public Utilities - GPU Service Corp 80/06/26 


— 80071 1D0B4 Endorsement 1 1* assignment of interest in return premium t< 
in reserve premium refund, to NELIA Policy NF-220 
MARRONE, J Nudear Energy Liability Insurance Associatian 
74/07/19 2pp 


— 9007110069 Amend to Condition 4 endorsement to NELIA Policy NF-220 
Constitutes Endorsement 12 

HARRONE, J Nuclear Energy Liability Insurance Association 
74/01/19 Ip 
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— BCX>711009I Amend to Enitor««ment 10> advance premium t< std premium 
•ndoriement of NELIA Policy NF"SaO Constitutes Endorsement 
13 

MAR RONE I J Nuclear Enerpy Liability Insurance Association 

74/02/15 Ip 


— 0007110095 Amend to address of NELIA endorsement to Policy NF-saO 
Constitutes Endorsement 14 

MAR RONE I J Nuclear Energy Liability Insurance Association 

74/03/15 tp 


•B00711009B Endorsement 15 to NELIA Policy NF-220. increasing liability 
Units 

MARRONEi J Nuclear Energy Liability Insurance Association 
74/04/2* Ip 


— 8007110103 Amend to Endorsement 13 to advance premium (< std premium 
•ndorsemont of NELIA Policy NF-220 Constitutes Endorsement 
1 * 

MAR R ONE. J Nuclear Energy Liability Insurance Association 

74/04/26 Ip 


—8007110107 Amand of std premium endorsement u/changes in subscribing 
coetpanles tc proportionate liability endorsement Constitutes 
Endorsement 18 

BARDE81 C R Nuclear Energy Liability Insurance Association 
74/12/12 Ip 


—8007110125 Amend of Condition 4 endorsement to NELIA Policy NF-220 
Constitutes Endorsement 19 

BARDE81 C R Nuclear Energy Liability Insurance Association 
75/01/01 Ip 


—8007110128 Endorssmtnt 20 to NELIA Policy NF-220. increas ing limit of 
liability endorsement 

BARDEB. C R Nuclear Energy Liability Insurance Association 
75/03/21 Ip 


—8007110132 Amsnd to Endorsement IB of advance premium t< std premium 
endorsement to NELIA Policy NF-220 Constitutes Endorsement 
21 

BARDEBrC. R Nuclear Energy Liability Insurance Association 
75/03/21 Ip 


— 8007110135 Amend to Endorsement 17 of advance premium U std premium 
endorsement to NELIA Policy NF-220 Constitutes Endorsement 
22 

BARDEB. C R Nuclear Energy Liability Insurance Association 

75/04/22 Ip 


—0007110140 Endorsement 23 to advance premium t< std premium endorsement 
to NELIA Policy NF-220 u/changes In subscribing companies h 
proportionate liability endorsement 

BARDEB. C R Nuclear Energy Liability Insurance Association 
75/12/01 Ip 


—8007110143 Amand to Endorsement 23 to advance premium fc std premium 
•ndarsement of NELIA Policy NF-220 Constitutes Endorsement 
24. 

BARDEB. C R. Nuclear Energy Liability Insurance Association 
76/07/09 Ip 


—0007110147 Amend to Condition 2. insp »< suspension, to NELIA Policy 
NF-220. Constitutes Endorsement 26 

BARDEB. C.R, Nuclear Energy Liability Insurance Association 
76/12/15 Ip. 


—8007110151 Endorsement 27 to waiver of defenses endorsement (ENO> to 
NELIA Policy NF-220 Constitutes Endorsement 27 
BARDEB.C. R, Nuclear Energy (.lability Insurance Association 
76/12/15 2pp. 


—0007110156 Amend to definition of nuclear energy harard to NELIA 
Policy NF-220 Constitutes Endorsement 2B 

BARDEB. C.R. Nuclear Energy Llabllitv Insurance Association 
76/12/15 ip 


—8007110160 Endorsemint 29 to advance premium ti std premium endorsement 
to NELIA Policy NP-220. 

BARDEB.C R Nuclear Energy Liability Insurance Association 
76/12/31. 2pp 


—8007110167 Amend to Condition 4 It amend in 1977 subscribing companlst 6 
proporti onats liabiUlty endorssmsnt to NELIA Policy NF-820 
Constltutss Endorssmsnt 30. 

BARDCSi 0, R, Nudlesr Erltr(|y (.lability Insurance Association 
77/01/31 2pp, 


— 0007110173 Endorsement 31 to NELIA Policy NF-220i increasing limit of 
liability endorsement 

» Nuclear Energy Liability Insurance Association 77/05/06 Ip 


— 8007110176 Amend to Endorsement 29 to advance premium 1. std premium 
endorsement to NELIA Policy NF-220 Constitutes Endorsement 
32 

BARDEB.C R Nuclear Energy Liability Insurance Association 
77/05/06 Ip 


— 0007110178 Amend to Endorsement 32 to advance premium l< std premium 
endorsement to NELIA Policy NF-220 Constitutes Endorsement 
33 

DAROESiC R Nuclear Energy Liability Insurance Association 
77/03/17 Ip 


"B007110201 Amend to Endorsement 34 to advance premium U std premium 
endorsement to NELIA Policy NF-220 Constitutes Endorsement 
35 

BARDEB.C R Nuclear Enei gy Liability Insurance Association 
7B/03/06 Ip 


— 8007110208 Amend to advance premium 6 std premium endorsement li amend 
of Condition 4 endorsement to NELIA Policy NF-220 
Constitutes Endorsement 36 

BARDEB.C R Nuclear Energy Liability Insurance Association 
79/01/03 Ip 


— 8007110212 Amend to Endorsement 35 of advance premium I. std premium 
endorsement to NELIA Policy NF-320 Constitutes Endorsement 
37 

BARDEB.C R Nuclear Energy Liability Insurance Association 
79/01/1* Ip 


— 6007110217 Endorsement 3B to NELIA Policy Nr-2?0. u/changes In 
subscribing companies & proportionate liability endorsement 
BARDEB.C R Nuclear Energy Liability Insurance Association 
79/01/20 Ip 


—B0071 10222 Amend to Insuring Agreement 3 to NELIA Policy NF-220 
Constitutes Endorsement 1 

MAR R ONE. J Nuclear Energy Liability Insurance Association 

73/12/14 ip 


— B007110224 Amend ta address of NELIA endorsement to Policy NP-220 
Constitutes Endorsement 3 

MARRONE. J. Nuclear Energy Liability Insurance Association 
73/12/14 tp 


B007110043 Endorsement 1 to NELIA Policy Et}~63 

e Nuclear Energy Liability Insurance Association 7B/09/t8. Ip 


8007180404 Responds to 800613 request for addi info re compliance 
w/financial protection provisions of Atomic Energy Act 
Foruards proposed Endorsements 43 l< 44 to NELIA Policy 
NF-220 

HERBEIN.JO HetropoUtan Edison Co 80/07/14 6pp 


8007220584 Responds to NRC 800613 Itr re compliance u/financlal 
protection requirements Proposed endorsement provides max 
protactlon available from private sources Restoration of 
limit of liability endorsement end 
HERBEIN.J 0 Metropolitan Edison Co 80/07/14 7pp 


P Operating license stage documents h correspondence 


B0071700B3 Reports measured tritium concentrations above background 
levels in grounduater monitoring wells around THI-2 reactor 
containment bldg 

DENTDN.H R Office of Nuclear Reactor Regulation. Director 
8ECY-80-tBl BO/U4/OB 3pp 


8007170509 Requests timely review ii response to British Nuclear 
installations Inspectorate Pec 1979 request for info re 
TMI-8 reactor pressurliar water level instrumentation 
LAFLEUR.J D Office of International Programs. Director, 80/04/28 
Ip 


8006090165 Foruards addI THI-2 relatad requirements to operating 
reactors Licensees requirements for TMI Action Plan include 
shift manning. licensing exams 6 licensee d Isseminatidn 
of operating experiences Response requested within 30 days 
EIBENHUT.DO Division of Licensing 80/05/07 150pp 


8005190626 Responds to 800421 request for comments on "Environ 
Assessment for Dacontamlnation of TMt-2 Reactor Rldg 
Atmosphere, " Krypton gas should be vented into atmosphere on 
controlled basis u/suffldent advance notice to public 
APPLEVARD.M H Harrisburg Hoop Hart isburg, PA 80/05/13 Ip 
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BO0&I3O133 Re(iue«t« coni'nents »n NUREG'0b77i Poterptiul for Lou ( ractiire 
Toughness & Lamellor Tearing on PWH Steam Qenerutor f, 

Reactor Coolant Pump Supports '' Proposed review procedure t 
implementa 1 1 on schedule pnc 1 

EISEMHOTi 0 G Division of Licensing 80/05/19 /2pp 


I0O71JOSO6 FOIA rpqoeBt for 790401-800530 docuitlents re boron uioter 
maintaining subr i iticul i tg nf Facilitg core !i processing ?< 
storage of boron water referred to in otil 800130-0228 
documents 

PAHE0N3, (1 friends of the Earth 80/05/30 Ip 


3007160004 Discusses approval of releuso of Kr-G5 from leaetor bldg 
atmosphere bij (ontrollcd purging llerommends autliori lation 
for controlled porging Draft negative drcloration re purging 
ti press release pncl 

DENTON. H R Offiio (vf Nuclear Rpactnr Regulation, Director 
SECV-80-i32E BO/D5/30 llpp 


— 8007100007 ‘Tiiiai Environ Asser.saien t for Decontamination of TMl-2 
Reactor Dldg Atmosphere, " final NRC rept Errata sheet enc 1 
e TMI Program Office fJimfG-0A62 VI 80/05/31 104pp 

Available at NTIS 


--0007160012 Corrrctinn notice to SEfV-B0-132C. adding Table 1 re 
components presentlg being used 

i» Office of tho Becrptarij nf the Commission 8ECV-80-132C 
60/03/ 19 3pp 


6007010547 Responds bo B0O42R Itr eipressing concern re proposed Kr-09 
venting at TMI Method of Mr-BS removal not decided Forwards 
NURtO-06A2« "Fine 1 Environ Assessment tor Decontaminatien of 
TMI Unit 2 Reactor Dldg Atmnshpero U/o end 
AHEARNEi vl F tnmmission 80/06/09 31 pp 


— -8007010955 Rpi^iiestf plans tu vent in gpton be suspended until UCS studg 
comp 1 eted 

REED. SR PPTmsvlvanle. tit, ate of 80/03/29 2pp 


6007230099 Requests submittal of p-iuposed Terh Spec changes providing 
for redundancy in decaij heat remuval capabilltg In all modes 
of pperutlnn Model Tech Specs luhich would provide scceptablo 
rasolution end for guidance 

EIEFNHUT.O 0 Division of licensing 80/06/11 62pp 


6007190042 "Radintiun Eipnsure Due to Venting TMl-2 Reactor Dldg 
Atmosphere “ 

FRANKE. B . TEUFEL, D Institute for Enrrqg {< Environmental Research 
Heldel berg. U Germany SD/06/12 23pp 


6007140413 Submits info detnlling leak testing operation plans, per 
000529 tclcnn Test to be performed 800705-19 «< 0725-0804, 
ponding PaDER approval 

KLINOAHAN>fl M Metropolitan Friisen Co 00/06/i6 2|)p 


B007010290 Forwards comments on rept by Inst for Energy J, Environ 
Research, He I delb erg . federal Republic of Oermony 
Major c one I IIS inns are based on highly Inflated estimates 
of radionuclide releases Supports NURF<5-0662 data 

SNYDER, B J TMI Program affice KREOER, U E Assistant Director for 
Radiation Proterlinn BO/06/23 Qpp 


6007020399 Forwaids response to United Kingdom Nudoar Installations 
Inspectorate rcnuest for technical info on reactor 
prassoriior water level Instrumentation 

DENTON, H R Office of Nuclnar Reactor Regulation, Director 
80/06/24 app 


B0071 10272 Forwards Amend 11 to License DPH-73, safety evaluation I, 
notice of issuonce f, avallatility 
aNVUEn,D J TMI Program (IffiCD 80/06/24 4pp 


— 00071102BO Amend U to License DPR-73, permi tling bypass of interlocks 
from reactor bldg eihaust monitors to dampers while purging 
to reactor bldg atmosphere 

SNYDER, 0 vl TMI Program Rffice 80/06/24 3pp 


--0OO71 10286 Safety evaluation supporting Amend 11 to License OPR-73 
a Office of Nudoar Reactor Regulation, Director 80/06/24 App 


--8007I 10292 Notice of Issuance L availability of Amend 11 to License 
DPR-73 

SNYDER. D J TMI Program Office 80/06/24 2pp 


0OO7J7OO89 Co,|ninents on 600612 rept. “Riid la t ion Exposure Due to Venting 
TMI-a Reactor Dldg Atmosphere." by D Frank I, D Teufel 
QEVEA, J National Aitduborn Rociety, Central Midwest Reg Office 
00/06/24 Spp 


8007020534 Reguests that silo discharge water composite sampling 
frequencies be changed to once every 24-h for continuous 
composite sample f< once per month for long-term composite 
sample State of PA concurs w/change 
MOVEY, 0 K Metropolitan Edison Co 00/06/29 2pp 


0007010460 Requests NRC concurrence in use of Mine Safety App 1 iances, Cu 
OMR-I ti Scott TEDA-n respiratory protection cannisters 
against airborne radioactive matls Lists addl precautions 
for use of cannister Related correspondence encl 
HDVEY, 0 K Metropolitan Edison Co 00/06/26 9pp 


8007100103 Forwards T OerusVy 000624 Itr re water disposal in sampling 
wells at facility Based on Itr, water may be placed in storm 
water drainage sys after sampling for analysis Related 
c orresp ondenc e 

COLLINS, U T TMI Program Office 00/06/26 4pp 

—0007100106 Advises NRC that water in sampling wells may be placed in 
storm water drainage sys after sampling for analysis Water 
discharges Into onsite drainage pond Related 
correspondence 

OERUSKY.T H Pennsylvania, State of 00/06/24 Ip 

0007110,293 Forwards PA Dept of Environ Resources 000624 Itr Water from 
sampling may he placed in storm sewer drainage sys 
COLLINS, J T TMI Program Office BO/06/26 4pp 

0007110478 Responds to FOIA request for 790401-800530 documents re 
boron water maintaining suhcrltical i ty of facility tore !r 
processing 4, storage of boron water referred to In util 
B0D130-O228 documents Forwards documents in App A 
FELTON.O M Division of Rules and Records 80/06/26 3p|i 


— 8007110489 Summariies diBcusaions re rocommondatlons concerning boron 
concentration in facility RC8 Boron concentration should be 
minimi lod duo to possible probltims u/valve sooting, JO 
Merbein draft Itr encl 

NEWBERRY, B NRC Three Mile Island Task Force 79/00/31 7pp 


— 0007110493 "Criticality Analyses af Disrupted Core Models of TMI -2 
Excerpts from "Technical Staff Analgsis Rept on Alternative 
Event Sequences to President's Commission on Accident at 
TMI," 6 GE Kulynych 790501 Itr to util end 

MEBTFALL.R H , WEST. J T , WM1TEB1DE9. 0 E Oak Ridge National 
Laboratory 79/10/31 1 !8pp 


—0007110501 Discusses nonconservat ive ref - Keff of rHI-2 core as given 
In special task foi ce rept, "Evaluation of Cleanup 
Activities ot TMI " Ouestlons re TMI encl 
MAROTTA. C R Transportation Branch 80/04/01 6pp 


800/100193 Approves B0062S Operating Procedure 2104-4 02 re Unit 2 
reactor bldg atmosphere cleanup !< mods to hydrogen control 
ti containment bldg purge sys per 800612 order for temporary 
mod of license 

SNYDER, D J TMI Program Office 60/06/27 4pp 


8007240158 Advises of approval of proposed procedure S< mod to sys for 
purging reactor bldg 

SNYDER, D J TMI Program Office 00/06/27 4PP 


8007070207 Responds to NRC 800928 Itr re contaminated water in facility 
containment bldg Clarifios util position on issues re 
submerged demlnoral 1 i er sys, solid waste disposal R 
contingency plan for transfer of untreated water 
ARNDLD.R C Metropolitan Edison (,o BO/06/30 4pp 


8007070294 Responds to NRC 800907 Itr re TMl-2 related requirements 
Items 1 A I 3, I A3 1,1 C5, II K34, III D34 currently 
under review for TMI-1 Items for TMI-2 will be reported 
under separoto cover 

MERBEIN. JO Metropolitan Edison Co 80/06/30 2pp 


6007310299 FDIA request for info re mods to alarm sys in facUlly 
reactor bldg venting sys 

TRDMDGTTA.R Affiliation Unknown BO/06/30 2pp 


8007220129 Requests participation in recovery activities at site re 
contaminated water Options presently involve discharge of 
tritium into atmosphere No practical means of 
decontaminating tritium 

DENTON, M R Office of Nuclear Reactor Regulation, Director 
00/07/01 2pp 


0007070320 Forwards "EPICQR-II Radwaste Sys Linear Integrity t, Resin 
Stabil i ty, Prol iminary Evaluation." 6 info summariting 
EPICOR-II operation ns of 800604, in response to NRC 000519 
Itr 

HDVEY, 0 K Metropolitan Edison Co 00/07/02 13pp 
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—0007070323 "EPICQR-II Raduaste Sy s Linear Integilty U Resin Stability. 
Preliminary Evaluation “ 

e Metropolitan Edison Co 80/07/01 35pp 


0007080358 Forwards 800616 info Itr to PADER. reciues t ing approval to 
leak test two new tanks at TMl per ETS 5 6 
HERBEIN.J 0 Metropolitan Edison Co 00/07/02 3pp 


0007110422 Submits evaluation of EPICOR II waste in response to NRC 
000513 Itr Forwards summary rept. layout of protective 
barriers, data for 1 Iners. evaluation of liners t< resins fc 
drawings M/o end 

HOVEY.O K Metropolitan Edison Co 00/07/02 3pp 


80071403S2 Forwards info re EPICOR-I! radwaste sys. in response to NRC 
80D31S Itr Info includes summary rept of sys. layout of 
protective barriers re liner retention ft discussion of 
liners fc resins in use 

HOVEV.O K Metropolitan Edison Co 00/07/02 49pp 


6007140419 Forwards info Itr submitted to PaDER. requesting new tank 
leak test approval per ETS 56242 U/o end 
HERBEIN.J 0 Metropolitan Edison Co 00/07/02 2pp 


8007250001 Requests submittal of application for amend to license 
consisting of Tech Spec changes it license conditions PWR 
Model Tech Specs t< Model license conditions for TMI-2 
Lessons Learned Category A items end for guidance 
ElBENHUT. D 0 Division of Licensing 00/07/02 69pp 


B007170373 Forwards water processing i< processed water disposition 
plan for 1900. Revision 2 1. 1981. Revi sion 1. supp 1 ementary 
to rept submitted 000130 N/o plan Dversiie drawing. "TMI- 
19Sl>Mater Processing Schedule.*' in Central Files only 
HOVEY.O K Metropolitan Edison Co 80/07/03 ip 


0007100376 Submits suppl to 600130 water proccessing i< processed water 
disposition plan for 1900 (Revision 2> << 1901 (Revision 1) 

One oversiiB drawing available in Central Files only 
HOVEY.O K Metropolitan Edison Co 00/07/03 Ip 


8007170456 Dilcusses preparation of draft programmatic ElB for cleanup 
St recovery activities at TMI Requests meeting between NRC. 

ANL St util to oscliange technical info for input to EI8 
ARNOLD. R C Metropolitan Edison Co 00/07/07 2pp 


0007230643 Responds to 600624 Itr re change in site discharges water 
composite sampling frequencies Concurs u/recommendatlons to 
reduCD sampling frequency of RML-7 continuous composite 
eampllng to 24-h period 

COLLINS. J T TMI Program Office 00/07/07 4pp 


0007150499 Forwards recovery operations plan Change Request 2 re 
auxiliary bldg S< fuel handling bldg ventilation sys 
Burvelllanc# requirements 

HOVEY.O K Metropolitan Edison Co 80/07/08 Ip 


—0007150502 Tech 0poc Change Request 2 for auilllary bldg U fuel 
handling bldg ventilation sys flow rate surveillance testing 
requirements. subsequent to supplementary ventilation sys 
removal from sve 

a Motropolltan Edison Co 00/07/00 4pp 


0007170330 Forwards recovery operations plan Change Request 2 re 
surveillance requirements of auxiliary bldg t< fuel handling 
bldg ventilation sys 

HOVEY.O K Metropolitan Edison Co 00/07/00 2pp 


—0007170340 Proposed Tech Specs Pages 4 9-1 L 2 re sorveiUance 
requirements of auxiliary bldg t< fuel handling bldg 
ventilation sys 

» Metropolitan Edison Co 00/07/08 2pp 


0007150507 Responds to NRC/TMI -00-09 Itr dtd 000516. requesting addl 
info re submerged demineral i ler sys technical evaluation 
rept Bpecific responses end 

HOVEY.O K Metropolitan Edison Co BO/07/09 B0pp 


6007170442 Forwards addl info re submerged demineral i latien eye. per 
NRC B00616 Itr Piping i< Instrumentation b general 
arrangement oversixe drawings end 
HOVEY.O K Metropolitan Edison Co 80/07/09 BBpp 


— 8007170446 "Piping t< Instrumentation Drawing Bupply Manifold Submerged 
Ion Ekchangere " 

a Chem-Nudear Bystemi. ^nd. 00/01/16 ip 


— 6007170452 "Piping t< Instrumentation Drauiing Contaminated Feedwater 
Sy s " 

• Chem-Nuclear Systems. Iml 80/01/16 Ip 


'B0071704S5 'Piping t. I ns tT iimenta 1 1 on Drawing Moniloring Tank Sys ” 
« Chem-Nudear Systems, tnr 80/01/16 Ip 


—0007170458 "Piping ?< Instriimenlation Drawing Offgas *< Liquid Separation 
Sys " 

e Chem-Nudear Systems Inc 80/01/16 Ip 


--0OO717O464 “Ion Exchange Flow Sheet " 

» Chem-Nudear Systems. Inr 80/01/16 tp 


— 0007170466 "Piping h Instrumentation Drawing 52/-A-03/Intermo<Ji8tB 
Sampling Sys '' 

« Chem-Nudear Systems. Int BO/Ol/I/l Ip 


--8007170473 "General Layout Plan - Ion Exchange Equipment 
» Chem-Nudear Systems. Inc 80/03/05 Ip 


—0007170470 "Util Flow Diagram " 

» Chem-Nudear Systems. Inc 79/10/17 Ip 


— 0007170402 "Piping t. Instrumentation Drawing S27-A*02/Deto Monitoring 
Manifold " 

» Chem-Nudonr Systems. Inc 00/01/07 Ip 


—0007170488 "Ion Fxchangcr Support Assembly Drawing 
» Chem-Nuclear Systems. Inc 80/01/23 Ip 


— 8007170490 "Piping 6 Instrumentatioti Drawing Dewatering Station " 
X Chem-Nuclear Systems, liir 60/03/11 tp 


—0007170499 "Pump Removal Instructions For flffgas Pump 1. Feed Pump " 
* Chem-Nuclear Systems. Inc 60/03/ 1C Ip 


—0007170502 "Pool Floor Equipment Dace Locations - Installation 
Dimensions " 

# Chem-Nudear Systems. Inc 80/05/05 Ip 


—0007170505 "Prefllter 125 Micron " 

♦ Chem-Nudear Systems. Int 00/03/18 Ip 


—0007170511 "Final Filter 10 Micron " 

* Chem-Nudear Sys terns. Inr 80/03/10 Ip 


— 0007170521 "Pref 1 Iter/Finel Filter - Details “ 
» Chem-Nudear Systems. Int 60/01/21 Ip 


—0007170533 "Inn Exchanger W/Agitator " 

» Chem-Nudear Systems. Inc 80/01/22 Ip 


— 8007170535 "General Arrangement Sol 1 d i fleet Ion Facility - TMI 
fiecovory " 

* Chem-Nudear Systems. Ini UU/O.l/lO I p 


0007170395 Responds to NRC 800527 Itr re RCB water chemistry J. 
corrosion control Coiitrol of dissolved oxygen is maintained 
by hydrogen ovnrpressurl lati on to ensure that free hydrogen 
exists in solution to control excessive amounts of oxygen 
HOVEY.O K Metropolitan Edison To 00/07/11 ip 


6007210383 Forwards Recovery Uporationt Plan Change Request 4 Request 
permits operation of standby pressure control sys w/lower 
nitrogen bank pressure. to avoid overpresaui 1 lat ion of 
exposed decay heat sys piping 

HOVEYi G K Metropolitan Edison Co 80/07/15 4pp 


0007220323 Responds to FOIA request for "Subrnerged Oeminerali i er 8ys 
Technical Evaluation Rept “ Document available in DC PDR 
FELTON. J M Division of Roles and RiicorJs 00/07/15 ip 


8007220442 Advises NRC of intention to entei roaclnr hldg during wk of 
000721 to verify inner doot operability J< gather data on 
radiation levels >< contaminalion near door NRC will bo 
notified of subsequent ontrien 

HOVEY.O K Metropolitan Edison Co W0/O//13 Dpp 


6007310406 Forwards Attachment 13. EPICOR 11 resin Irradiation data, 
as promised in util 600702 Itr Info uiithl.eld 
(ref tOCrR2 790) 

HOVEY.O K Metropolitan Edison Co 80/07/16 2pp 
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8007280023 FpruiarOs list of TMl pfogram ofc staff members to he used 
for ref in futurw tor respon-dence 

COLLINS, B C r«E Program Off if e BO/07/ 17 2pp 


8007310337 Comments on util B00702' Itr discussing preliminary 
evaluations of rtlsins t liners under postulated conditions 
(loiluestB speclfirs of postulated uorst case conditions tt 
detailed prndcctions of duration of safe retention 
C0LLIN3. 0 T TMl Program Office 130 /07/16 5pp 


BODyODOS?! Comments on d ra f t, pr e 1 1 nil nary EIS on cleanup list of all 
preparers B qualifications should be included Costs should 
be preBBntod in qiian 1 1 f i ed terms to cjtent possible, 
includins economic & environ costs 
CHANDLER. L J Hearing Branch 1 aO/07/S? 3pp 


6407310396 Responds to util BOO/13 Itr describing changes proposed to 
reactor bldg entry program follnulng reactor bldg purge 
Entry preparations arc satisfactory NHC approves entry as 
p tanned 

CDLUIWS. J T TMl Proyrara Office BO/07/23 gpp 


DOOTSIO^DS Concurs si/uBc of orbisphere as method to obtain more 
retlalile dissolved oaygen values foi RC5 Concurrence 
Siithheld* re control of dissolved oxygen by hydrogen 
overpressurl latlon 

COLLINS, JT TMl Program Office 60/07/22 App 


8007300447 Advises of intent to purge reactor bldg atmosphere on 
routine basis Purge mill be conducted w/Procedure 2104-4 71, 
using modifiod purge sys Total meekly loleases ulll not 
exceed 72 Ci Kr-8S 

HOVEY.O K Metropolitan Edison Co 80/07/24 Ip 


B0073102B3 Responds to FQIA request for info re mods to alarm sys In 
facility reactor bldg venting sys Foruards document 
detailing info subj to request 

FELTON, J M Oivlsion of Rules and Records 80/07/25 Ip 


— OOOTSIOOIO Describes preparation for 1, precodures used to purge Kr-S5 
from facility reactor bldg atmosphere Purging continued 
at various sys flou rates based on meteorological 
cO’Hditlons 

» Commission 80/07/25 2pp 


0007310437 Fnruards "TMl-2 Radiation Protection Plan, Revision 2," for 
final NRC approval Revised plan sets forth radiation 
protection policies 6 phi 1 o>s,oph les of Met Ed R Deneral 
Public Utils Curp radiological controls program U/o end 
ARNOLD, R C Metropoliton Edison Co 90/07/25 2pp 


B00701031S Forieards IE Info Notice 00-23, "Loss of Suction to Emergency 
Feedwater Pumps " No written response required 
ORIER.DH Region 1, Philadelphia, Office of the Director 
00/05/29 Ip 

B007210572 Forwards IE Info Notice 00-26, "Evaluation of Contractor 
OA Programs " NO written response required 
GRIER, BH Region 1, Philadelphia, Office of the Director 
00/06/10 Ip 

0007160347 Forwards IE Info Notice 80-27, "Degradation of Reactor 
Coolant Pump Studs No specific action or response 
required 

GRIER, 8 H Region 1, Philadelphia, Office of the Director 
00/06/11 Ip 


0007020715 Forwards IE Bulletin 80-19, "Possible Loss of Emergency 
Notification 9ys <EN91 W/Lqis of Offsite Power " Written 
response required 

GRIER, 8 H Region 1, Philadelphia, Office of the Director 
60/06/18 Ip 


0007020526 Forwards IE Circular 00-15. "Loss of Reactor Coolant Pump 
Cooling 6 Natural Circulation CooldowA " No written response 
required 

GRIER, 0 H Region 1, Philadelphia, Office of the Director 
60/06/20 Ip 


6007160708 Forwards IE Circular 80-14. "Radioactive Contamination of 
Plant Oemlneral 1 led Water Sys 6 Resultant Internal 
Contamination of Personnel " No written response required 
ORIER.B H Region 1. Philadelphia, Office of the Director 
80/06/24 Ip 


8007210202 Forwards IE Info Notice 00-24, "Lou Level Raduaste Burial 
Criteria " Nu written response required 

ORIER.B H Region 1. Philadelphia. Office of the Director 
00/06/25 tp 


6007230129 Forwards IE Bulletin 60-16, "Potential MlBappIlcation of 
Bosemount Inc Models 1191 R 1192 Pressure Transmitters 
W/Either A or D Outpbt Codes " Written response required 
IE Circular 80-16 also end No written response required 
GRIER, B H Region 1. Philadelphia, Office of the Director 
60/06/27 2pp 


0007160431 Forwards evaluation 6 submittal schedule for all lE 
bulletin responses per util 600529 Itr In response to NRC 
800417 request Respunses to IE Bulletins 77—10 (. 80-09 end. 
HOVEY.O K Metropolitan Edison Co 80/07/09 7pp 


8007260007 "NRC Plan for Cleanup Operations at TMl Unit 2 " 
» TNI Program Office NURE0-069a 80/07/31 25pp 

0 Inspection repm ts, IE Bulletins 1. correspandence 


6DO722O40S Forwards list uf recovery mode surveillance procedures 
reviewed & results per util 600S19 commitment Sufficient 
administrative controls to assure cempllance present in all 
but BP4303-M3 

ARNOLD, R C Metropolitan Edison Co 80/07/10 lOpp 


8007100009 Forwards combined IE Insp Ropts 50-320/77-29 «< 50-209/79-21 
on 7'91023-1127 t. notice of violation 

OniEfT, D H Region 1. Philadelphia, Office of the Director 
BO/Ol/09 3pp 


— BOO71O00I2 Notice of violation Prom insp on 791023-1127 

* Region 1, Philadelphia, Office of the Director 79/12/20 ip 


--8007100014 Combined IE Insp Ropts 30-320/79-29 t< 50-209/79-21 on 
791023-1127 Nonrnmp 1 i ant e noted failure to store 6 control 
licensed matls in unrestricted areas 

WHITE, J R . VUHAS, Q P , MCOAUOHY, R W Region 1, Phi ladelphlfl, 
Uffice of the Director 79/12/20 16pp 


R Periodic operating reports R related correspondence 


8007020182 Forwards TMl Program Ofc weekly status rapt for wk of 
800614-20 

CDULINB.U T TMl Program Office 80/06/23 6pp 


0007130053 Forwards 
COLLINS, J T TMl 


status rept for uk of 600621-28 
Program Office 00/06/30 7pp 


6007180102 Forwards 
COLLINS, 0 T TMl 


status rept for wk of 600621-28 
Program Office 80/06/30. 6pp 


8007100002 Forwards Waste Packaging Insp Rept 15000046/80-04 on 
BDD107-tQ No noncftmpl iance noted 

SHITHiO H Region 1. Philadelphia, Fuel redllty i< Materials Safety 
Branch 80/03/24 2p p 


— 8007100003 Waste Packaging insp Rapt 15000046/00-04 on 800107-10 No 
noncomp 1 1 anc e noted Major areas Inspected waste ehlpmenls 
for compliance le/DOT 4. NRC regulations including vehicle 
placariling, package marking t< condition of packagfs 
THOMAS, R D , PECK, C C Region 1, Philadelphia, Office of the 
Director SODK H E Hegicn i, Philadelphia, Fuel rocllity t< 
HaterioU Safety Branch 80/03/25 7pp 


8007020161 Forwards IE Info Notice R4-R2, "Breakdowns In Contamination 
Control Programs " No written response required 
ORIER, D H Region 1, PhUnclelplua, Office of the Director 
00/05/20 Ip 


0007170462 Forwards 
COLLINS, J T TMl 


status rept for wk of 800629-0703 
Program Office 80/07/07 7pp 


S0071B0S39 Forwards TMl Program Ofc weekly status rept for wk ending 
000709 

CDLHN3.J T TMl Program Office 00/07/07 20pp 


8007230719 Forwards status rept for wk of 800706-12 
COLLINS, J T TMl Program Office 80/07/14 6pp 


8007210339 Forwards "TMl-2 Recovery Quarterly Progress Rept, " for 
period ending R00630 Rept available in Central Files only 
HDVeV.O K Metropolitan Edison Co 80/07/15 Ip 


8007310136 Forwards weekly status rept for 000713-19. Liquid effluents 
from Unit i, released to ausqtiebanno Rlveriwere within Tech 
Spec limits No liquid effluents discharged from Unit 2. 

COLLINS, J T TMl Program Office 00/07/21. Spp 
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B RBpprtable octurrBnce»< LEfls *i related correspondence 


B007010454 Foruiards LER aO-020/01L-0 

H0VEY>0 K Metropolitan Edison Co B0/D6/Si> Ip 


— 800701045B LER B0~D20/DlL-0 on BD05S2> during conta i nment entriji 
violation of containment Integrltij occurred via bulkhead 
atakeup valve E Caused by procedural deficiencies Procedures 
revised 

CHAPLIN. 8 D Metropolitan Edison Co 80/06/26 4pp 


8007290207 PNO-TMI -BO-036 on 0OO62B, pur g i ng of reactor bldg is 
scheduled to start at B 00 AM 

CONTE.R J > FABANO.A Region 1. Philadelphia. Office of the 
Director COLLINS, J T TMI Program Office BO/06/27 Ip 

B0072S0201 PNO-TMI-80-037 at 8 00 AM on B0062B. p urg i ng of reactor bldg 
atmosphere uas started Purge mas stopped after 4 minutes due 
to hlgli particulate alarms 

CONTE.R O . FABANO.A Region 1, Philadelphia. Office of the 
Director CDLHN9, J T TMI Program Office BO/06/27 Ip 


B007160S22 Foruards LER a0-0B4/D3L~O 

HOVEY'O K Metropolitan Edison Co B0/D6/3O Ip 


“3007160929 LER a0-024/03L-0 on B00527, luh i 1 e In recoverg mode of 
operations. pressure transducer used to monitor RC8 pressure 
uas isolated from RC8 u/o control room hnouledge Caused bg 
deficient 8DP Valve reopened uithin Tech Spec action period 
CHAPLIN. 8 D Metropolitan Edison Co BO/06/30 2pp 


B007290214 PNO-TMI -80-038 on B00629. purg Ing of reactor bldg atmosphere 
was resumed To increase sensitivity of stack monitor for 
particulates. add 1 instrumentation was installed 
CONTE. R.U • FABANO.A Region 1. Philadelphia. Office of the 
Director COLLINB. JT TMI Program Office 80/06/30 Ip 


8007890231 PND-TMl~B0-03eA on 800701. purg ing of reactor bldg atmosphere 
continued at various flow rates based on mBteorological 
conditions Momentary shutdowns also occurred due to stack 
monitor filter changeouts 

CONTE.R. J . FABANO.A Region 1. Philadelphia, Office of the 
Director COLLINB, J T TMI Program Office ao/07/01 Ip 


8007290237 PN0-TMI-B0-03BB on 000702. purging of reactor bldg atmosphere 
continued at various flow rates based on meteorolog leal 
conditions Scheduled shutdown lasting S-h occurred for 
computer naint 

CONTE.R 0 « FABANO.A Region 1. Philadelphia. Office of the 
Director. COLLINS, J T TMI Program Office 80/07/02 ip 


8007170947 PND-TMI-B0-03eC on 800703. purg ing of reactor bldg atmosphere 
continued Shutdown occurred due to loss of sample pump for 
effluent monitor. Replacement pump was installed t< purging 

resumed 

CONTE.R J > 8HANDAKY, M M Region 1. Philadelphia, Office of the 
Director COLLINB, J T TMI Progiam Office 80/07/03 Ip 


B007170940 PNO-TMI -B0-03BE on B00707. purging of reactor bldg atmosphere 
continued Momentary shutdowns occurred due to stack monitor 
filter changeouts 

CONTE.R J . SHANBAKY. M H, Region 1. Philadelphia. Office of the 
Director COLLINB. J T TMI Program Office 00/07/07 Ip 


B007160976 RD B0-27/1P’ deluge valve closed tP preclude actuation of 
modified hydrogen purge filters h reactor bldg purge exhaust 
filter fire protection deluge Caused by omission of footnote 
from Tech Bpacs allowing closing. 

HDVEY. 0 K Hatropolltan Edison Co ao/O7/0B Ip 


8007170993 PNO-TMI -0O-O3BF on 0OO7OB. purging of reactor bldg atmosphere 
continued At approx 6 20 AM. sys was shut down due to high 
alarm on purge sys monitor noble gas channel Reason for 
alarm is under review 

CONTE.R vl > 8HAN8AKY. M M. Region 1. Philadelphia. Office of the 
Director COLLINB, J T TMI Program Office. 80/07/08, ip 


B007190913 Forwards LER B0-0B9/03L-0 

HOVEY. 0 H Metropolitan Edison Co BO/07/09. ip 


“B0D71 90914 LER BO-080/03L-0 on 800607. reactor coolant inlet temp meter 
on remote shutdown monitoring instrument panel found 
inoperable Caused b|j instrument fai lure. Rep lacement ordered 
ty voltmeter temporarily Installed 

CHAPLIN.B.D Metropolitan Edison Co 80/07/07 2pp 

8007190919 Forwariis LER do-OB3/03L-0 

HQVEY. 0. K 1 Metropolitan Edison Co 80/07/09 ip, 


— 8007150919 LFR 0O-O23/O3U-O on 800603. boron concentration in boric acid 
mix tank found exceeding Tech Specs Caused by evaporation 
from use of temporary air sparyoi mixing apparatus Boron 
solution diluted S. regular tank mixer returned to sve 
CHAPLIN, S D Metropolitan Edison Lo BO/07/03 2pp 


0007170364 PNO-TMI -80-0300 on 800709. p urg i ng of reactor bldg atmosphere 
continued at various flow rates Momriitiiry shutdowns occurred 
due to stack monitor filter changeouts 

CONTE.R J . SHANOAKV.H H Region 1. Philadelphia, Office of the 
Director COLI INR, J T TMI Program Office 80/07/09 Ipp 


0OO723O158 PNS-I-80-0iB on 800709, 1 1 c on see received telephone bomb 
threat Licensee conducted full scale search u/negatlve 
resui ts 

BAILEY, R , MARTIN. W Region 1, Philadelphia. Office of the Director 
80/07/09 Ip 


0007170597 PND-TM1-80-03BH on 800710, pii rg I ng of reactor bldg was 
shut down at 1 49 AM so that reactor bldg air samples could 
be taken 

CONTE.R J , SHANBAKY.M M Region 1. Philadelphia, Office of the 
Director COLLINB. J T TMI Program Office 00/07/10 ip 


000723023? Part 2i rept re cracked stuam generator manway studs 
Satisfactory operating experience forms. const! tute 
reasonable basis for continued operation while 
investigations proceed 

TAYLOR, J H Babcock h Wilcox Co 80/07/11 9pp 


6007240203 PNO-TMI -00-301 on 0007 1 1 . pur g i ng of reactor bldg atmosphere 
continued until approx ID 00 AM when purge sys was shutdown 
because llcenseu declared purge complete 

CONTE.R J , SHANDAHY.M M . COiLINB, J T TMI Program Office 
00/07/ ii ip 


0007240118 PMO-TMI-BO-040 on 800716, inner door for reactor bldg 
personnel airlock 2 was sucossfully opened Upon closure of 
door, seal rings for door failed leakage test 
CONTE.R J . COLLINB. J T TMI Progiam Office 00/07/16 Ip 


B007230S18 PNn-TMI-H0-O4OA on 800716, reac toi bldg personnel airlock 
Inner door failed se.il leakage tnst While inner dour was 
open Radiation survoys were taken inside reactor bldg near 
inner door 

CONTE.R J , FABANO.A N . COLLINS. J T TMI Program Office 00/07/17 

Ip 


0007230434 RD 00-30/lP on 800717. survoi 1 lance testing of inner 
personnel airlock containment door indicated that leakage 
past inner door seals exceeded Tech Epee limit Subsequent 
surveillance testing of outer door was satisfactory 
HOVEY. 0 K Metropolitan Edison Co 80/07/17 ip 


0007230439 RO B0-29/1P on 000714. whllH performing surveillance 
procedure 4303-N16. Oray balance of plant diesel generator 
failed to start Caused by problem u/100 speed switch 
Replacement parts have been ordered 
HOVEY.O Metropolitan Edison Co 80/07/17 2pp 


8007290811 Forward* LER B0-026/(l3L-0 

HOVEY.O R Metropolitan Edison Co BO/07/Itl Ip 


—0007290817 LER eO-026/03L-0 on 00061 8, dur i ng recovery mode. Unit 2 fire 
pump removed from sve Unit 1 pump clistovered iinaligned to 
fire suppression header Cnused by personnel error Procedures 
revised to reflect permanent v.xlve lineup change 
CHAPLIN, 0 D Metropolitan Edison Co 00/07/10 2pp 


T Hearing transcripts on non-ant 1 trust matters 


8007030349 Transcript of 790003 interview of D aternhrrg in Bethesda, 
MO Pp 1-06 

BTERldBERO. 0 Rpgion 9. 8an Frannsro, Office of the Director 
79/08/03 86pp 


8007030334 Deposition of RW Hewurd, of Qcneral Public Utils, by NftC/TMI 

Special Inquiry Oroup on 790923 in Put sippary, N.l Pp 1-55 . 

HEWARD.R W ' Ounetal Public Utilities - CPW Service Corp 79/09/29 

59pp 

I 

8007030342 Transcript of 800610 continuation of discussion of facility 
yonting in Washington. DC Pp 1-29 Horning session Related 

draft memprandum t. orders enc 1 . 

« Commission 80/06/10 43pp . 

! 

[ 
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DOCKETED ITEMS 


7140006 Tra«5i ript nf BOOiilO t otif er one b fall ftotwftpn parties 

isrussing public liBiiring requests re B 006 tS order for 

Bmporarg (nod ut license to allou reactor bldg purging 

0LP>J ^ Atonic Safetg and Licensing Board Panel TROldDni [>(}£• 6 F 

utrope 1 1 tan Edison Co CHANDLER- L J Hearing Branch 1 BD/Ij6/3(1 

Ipp 


7140322 Transcript of B0O7O7 prehearing conference In Harr i sburg> PA 
p 1-QU 

Atonic Safetg and Licensing Board Panel 80/07/07 B7pp 


71B0041 Transrnpt of 800707 public (nesting in Ua ihi ng ton- DC to 
IscuES THl action plan- Chapter V Pp I --37 Supporting matl 
IlC 1 

Comm 1 SB Ion BO/07/07 bBpp 


7140319 Transcript (if WOD/OD prehearing conference in Harrisburgi 
A Pp 1-34 

Atumlc Safety and Ltcenolng Board Panel S0/O7/OB 3&pp 


DOCKET 30-321 EDWIN I HATCH NUCLEAR PLANT. UNIT 1 


F Security I medical, emergency t< fire protection plans 


60070204BB Forwards request for addl info re BD053B revised guard 
training b qualification plan Enel silthheld 
Iref I0CFR2 7*70 > 

REID.R tl Operating Reactors Branch 4 80/06/19 2pp 


6007230104 Requests participation in study of p eop 1 e— re lated problems 
In nuclear safeguards Btudg Involves collection of data on 
licensee securttg forces b practices NRC biishes to interview 
security ngt persaoncl at Pacilltins 

EISENHOT. 0 O Division of Licensing aO/07/ll 2pp 


6007260514 Advises that 000718 emergency plan upgrading por NUnE0-06S4 
uill be delayed until 001001 Requests rept from &00432-33 
Emergency Preparedness Tea(n nevicei 
MIDNER.U A Georgia Power Co 00/07/21 Ip 


Q Adjudicatory correspondence 


7240254 Corrected transcript of D0070H prehearing conference in 
arrisburg.PA Pp B6-I19 

Atumne Safety and Licensing Board Panel 00/07/09 36pp 


Congr es sional /Eiecutive Correspondence 


7340355 Responds to 79042J Itr to President re THI— 2 accident 
everal groups art investigating 7I1I-2 accident A nuclear 
o(aer Assures that NRC set 1 1 tale necessary actions to 
nsurc public safety 

EMDRIE. Jtl Commission 79/00/03 ypp 


5300352 Responds to 000404 request for info re FJ Sterngiass paper. 
Infant Mortality Changes Fellixuing TMI Accident " Analysis 
f radiobiolugtcal.epideminlsgical A physiological aspects 
ndicate no scientific validitij tn Sternaglass allegations 
1BCK3.U J Office of the Ficcutive Director for Bperatinns 
0/04/29 Ip 


7020304 Discusses status of actions re cleanup ac t iv 1 1 les. 1 n 
esponse to 800327 Itr Cuncorning proposed Kr— 85 release 
HEARNE. 4 F romm i s s i otl BO/06/04 2pp 


0070P0313 Comrount" on propiasal to vent Kr-85 fr-om containment bldg 
should identify all future problems fr possible solutions 
that (nay arise in other phases of cleanup operation Offers 
support in Speiing technical or scientific advice 
THDRNBURCH. 0 Pennsylvania. State of 90/05/16 3pp 


007030'323 Eipi esses concern tliat NRC may permit venting of hrypton gas 
From reoctor in manner that may endanger public phc/sical t. 
mental health NRC should establish independent panel of 
scientists to cv.iluate decisions re facility cleanup 
KENNCDV. E M Sen.sto 9(1/03/27 2pp 


7110363 Fipresses interest of Eriv t r on. Energy t. Matural Resourres 
ubcommlttee in TMI accident implications Com(nl s s i oner s are 
nvited to D00702 public he.irlngs to present NRC policy 
tatement t< discuss intervonors' limitations 

lOFFETT. T Congress (Joint ft Rotating Comaii ttoes. etc ) 80/06/24 

P 


17140050 Provides Suhceniini t tee on Energy f. Mater Beve 1 upment w/lnfo 
e reprograoMUng artions ffoi .ippreval Includeti priorities If 
tatos Items. ruprcKjranuning an.ily 9 1 s. ncui -term 01. toslis & 

YBO base table M/a encl 

(HEARN E. J F Cominl ssi on 00/06/35 2pp 


007140062 Pi ovldes Sub c uifimi ttoe on Energy If Water Development ui/infu 
re reps agra(nininy actinns foi approval Includes priorities A 
status I temr > reprogramming ana 1 y s i s. near-term OL tasks fc 
FV80 base table W/o encl 

AHCARNE. J F Cammi ss i an HD/06/25 52pp 


BOO7310243 Forwards Commi ss iun B00537 memorandum U order containing 
decisions on DCS 7B0SO2 petition for reconsideration of 
7QD413 memarandum A order lies 771194 petition sought action 
re fire protection for electrical cables 
ElBENHUT, D 0 Division of Licensing 80/06/25 B9pp 


P Operating license stage dacuioarits t< correopondenco 


8007230026 Summary uf DO02D7 (neetlng (ii/Kark I owners group In Bethesda. 
MB. re revisions to NRC acceptance criteria 6 outstanding 
issues relative to Hark I containment long-term program 
GRIMES. C T Plant Systems Dranch 80/03/21 31pp 


8007140641 Advises that dates of responses to 790927 generic Itr were 
791025 for Peach Bottom 2 fi 3 t. 791115 for Hatch 1 t 3 Ropt 
on valve operability program required only for plants 
desiring to justify unlimited purging 

VERRELLI.DM Operating Reactors Dranch 4 00/06/05 Ip 


0007010474 Advises that util will comply iii/000507 Itr issuing five addl 
TMI— 2 related requirements foi operating reactors When 
Implementation criteria Is developed. NRC wii 1 bo notified of 
any variation from schedule Reserves three options 
MIDNER.M A Georgia Power to BO/06/20 Ip 


8007020626 Advises that review has been completed on 800513 rept of 
caltbr results on seismic instrumentation Trkallal 
Tioio-Hi story Acce Icrugraph. 2LS1-ND81 was returnod ta vendor 
for rcpiiir as recommended 

MAMHY. M Georgia Power Co 80/06/25 Ip 


8007090389 Notification of 000703 meeting u/util In Bethesda. HD to 
discuss util basis for delayed schedule for installing 
T-quenchers 

VERRELLl.O Operating Reactors Branch 4 80/06/26 2pp. 


8007080287 Discusses applicability of OE response to questions raised 
by C Michelsontin response to NRC 800507 request Automatic 
isolation may occur for breaks outside or Insliie 
containment depending on break size ti location 
MIDNER.W A Georgia Power Co 00/06/30 3pp 


0007000322 Application for amend to App A of License DPR-57. submitted 
as pr-opoeed changes to Tnch Specs re diagnostic test 
program For HPC I sys 

WIDNER.W A Georgia Power Co 80/07/02 3pp 


— 0007080327 Proposed amend to Tech Specs 350264 5D 1. allowing 
one time diagnostic test program of HPC I sys 
• Georgia Poiuor Co B0/O7/OS Ip 


17230559 Suppis previous rrspoiise' to FOIA request for laritten 
ommupicationb between MRr j. Congress since 800333 re 
acility Forwards A Kijers 800505 itr to V Btelln Info 
lartlally withheld list of quustiuns (ref FOIA Eiogiption 7) 
ELTON. J N Division of Rules anit Records 80/07/17 Ip 


B007180506 Confirnis D Verrelli B00702 telcon lo/CT Moore authoriiing 
temporary amend to loch Specs revising limiting conditions 
for operstian of HPCI sys to perform operation 900703-09 
u/inoperable HPCI For diagnostic h reliability testing 
NOVAK. TM Division of Licensing 80/07/03 2pp 


>007230565 Forwards questions concerning failure of util employees to 
provide govt officials w/certain significant inPn •during 
early stages of facility Incident Questions withheld Iref 
FOIA Fzemptjon 7» 

MYERS.H House nf Rep . Interior & Insular Affairs BO/05/05 

ip 


8007100484 Confirms util commitments at 800703 meeting re schedule for 
completing (nods for resolution of Hark I containment long- 
term prbgraei Meeting summary end 

REID.R II Operating Reactors Dranch 4 B0./O7/07 2pp 


— 0OO718O4B7 Summary of 600703 meeting u/util re licensee schedule For 
completing mods for resolution of Mark 1 ccintalnment long- 
term pr-ogram 

VERRELLIiD M Bperatlng Reactors Branch 4 BO/07/07 6pp 


1 



DOCKETED ITEMS 


0OO723O6S6 Provides info re neu oft 1 1 1 1 es, pos i t Jons i osslgnmcnts of 
personnel resulting fron SOOdSQ reorgani inti on of (Ifc of 
Nuclear Reactor Regulation 

NOVAKi 7 M Assistant Director for □perating Reactors BO/07/10 

2pp 


S007SQ0634 Application to amend Licenses DPff~57 4< NPF“5 p chang ing Tech 
Specs re torus leater tepip If uater temp cannot be restored 
uithin 34-h> reactor shall shutdoun using normal shutdoun 
procedures 

WIDNER.W A Georgia Power Co 80/07/17 3pp 


■80072B0642 Proposed Tech Specs Sections 1 0 & 3 7 re torus uiater temp 
If water temp cannot be restored within 24-h>ieactar shall 
shutdown using normal shutdown procedures 
e Georgia Power Co 00/07/17 9pp 


8007310336 Reguests written confirmation of 800710 telcon re critical 
situation concerning electrical power generation in region 
served bg util 

NdVAKi T H Assistant Director for Operating Reactors 80/07/22 

2pp 


Q Inspection reparts< IE Bulletins (> correspondence 


8007240213 Forwards IE Info Notice BO-20. “Loss of Decay Heat Removal 
Capability at Davis-Besse Unit 1 Uhlle in Refueling Mode " 

No response required 

O'HEILLViJ P Region 2i Atlanta, Office of the Director 0O/O5/OQ 

2pp 


0007140490 Forwards IE Bulletin G0“13, "Cracking in Core Spray 
Spargers ” Written response required 

O'REILLY. J P Region 2, Atlanta, Office of the Director 00/05/12 

*P 


0007020178 Forwards IE Info Notice 0O-22, "Breakdaians In Contamination 
Control Programs " No written response required 

0'FE!LLY*J P Region 2, Atlanta, Office of the Director 80/05/20 

Ip 


B00701 0220 Forwards IE Info Notice BO-23, "Loss of Suction to Emorgoncij 
Feedwater Pumps “ No written response required 

O'REILLY, J P Region 2, Atlanta, Office of the Director 00/05/29 

ip 


0007100064 Forwards IE Insp Repts 50-321/80-22 & 50-366/80-22 on 
800412-0512 No nonconpl i ance noted 

LEWIS, R C Region 2, Atlanta, Reactor Operations Nuclear Bupnort 
Branch 00/05/29 2pp 


0007090074 rienucsts r i I uri ■ i lUi to EtOO/lH 1 1 > i limp 1 1 > I I' < i si'UilSU t « Itumft 

i t, 2 of I£ niillvtiit 80 Id ■ i lint iliTMitpt 

Sys S< Resulliiii) Miiituti.i) fin 1 tmrnin i t o t i‘cl lini iiii t > n I 1 

Ro I e use ii f R ad i oo, t i v 1 1 y 1 1 1 I <• , 1 1 iii i 

WIDNFn,W A droi ,n,i I'lnui' i t i< (lii, ilf' / 1 '' l(, 


0007140100 Di srii-.oo'. 1)0(1119 iiHirient luli 1 1 (i i r vci 1 oil ladi/itiuii levoli 
ciCDOdlng limit*, iin t r iii i .jiiivirig ,,1 lliii noio I 1 nit» 

Forw.irds ncilne of v i ii I ,i i i iiii ' ntitiie tif [nupii'Oil imp ii» i 1 1 uii 
Of civil pen alt, I 

STFLUn, V (Iffiio n( i ii<.|i o t * i iiri {. I iil o i < ernt lit . iMtili' iH tliu 
Dsrectoi nO/Oh/lV .'pp 


80070204SO I- urwiir |1 It ( iTCulcii DO I!' 'I (•’'•i lit float tut (lUilnlil I’uingi 
Con 1 1 ny h M<i I in ri 1 < j i i u 1 <i I i nn ' nti I <1 i.ioii No wi i I t on ■ u u|i<iii»e 
r equ 1 red 

CI'MEILIV, JP ftoiliiiii Ali.int.i IPfluo t.l I tu In i in tin lii»/l»6//0 
IP 


80071 10,150 Ac k i i i t i |i t ii f ll(j(it>U<l III iiifiMmtrip NIK ul stupn taken Lu 
correrfc vinlutiun iiotedi in II- Insp Hepli, *•£' li'l/lllJ IV f> 

50-366/00- to 

STOUR. J P Floymii J, Atl.iiitd, I ue 1 linililij '• firt t ul I <■ I « llafuti) 
Branch [f(l/()‘>/i_* i ]p 


— 0007110259 Resp ijikI ■> lu NIK IKjli'Hii )it t <i v In 1 li t I nil lulled lit [( lilwp 
Repts 50-321/(1(1-19 l< 5()-,f/i6/il0 19 ( ui i ri 1 1 i-iitliiilr full 
audit of crflio r gen r ij pi an *i imp I piiiun I my pi tn iidni e ■ cnnptuteit 
WIDNER.W A Ouiirgiu (‘ownr („ U(i/(JfM(i4 Ip 


•0007110261' rniwanl'i IT Iiiup Ruptl. ‘Ki l.'t/HO 19 f, 'Hi lf.A/(l(l 19 III) 
800421-2 5 l< imtire ti f vinlatiiiii 

BTtlim.d P llpgiiiii (Ml,nil,i. I tin I l.iiility f. Notpiilals liai'uly 
(Iranch fJO/05/ U' .!p p 


•000/1 10261) Not 1 1 r of v i ii I u 1 1 in i fTiim In p tin (lOOdr'l .'A 

» lleginn 2. Atluiitn, (iffiii of tlni Djiintin IICl, ((■) ' 1 1' Ip 


•00071102/6 IF Iitsp Jfopt'i ‘iC> 'f.'S/llO 19 *. Mil- Ui6/()(i !•/ mi fl()<)41'l i”l 
Nam nmp I t line II iiol ed riiiliii'i, in iinilit nmi i i|n(ii i| linp Luihviitliig 
procoUineo nvnrij 1! yin iinily, c iiiin i i ,ini e iif <w)frty iiiylnw 
board 

PCRIIOTri.I) J , iriU,/ANI)Wl.*Ki . R HniiiOP Allaiit/i, (Jfflfu of tlin 
3)1 rector >)i NltlNS, (J II rieyiuri i*, At 1 /III til. fuel I ai l I | ty l> 
Hotel iflis Slafi'tij Dranch tlO/ti9/i;> 9 pp 


11007300576 PoTuiaids II Insp Itepts 'll) I. '1/1)0 14 ». 5(1 )fi/./iUI 14 nii 
000319, 04«"V f, )0 Friforcnuntit ai I | an tl I m nr, ned m NP'K fiOllAIV 
1 tr 

t) 'liril I Y, J f> (lugiun 2, Atl.infn, liMtig vt tlie IHii e, tni IKJ/()A/.' « 


— 8007100066 IE Insp Repts 50-321/80-22 J< 50-366/00-22 on 800412-0512 No 
noncompliance noted Major areas inspected Tech Spec 
co/npHante, ROs, housekeeping, plant operations, QA piactlcos Ji 
IE Bulletin 79-26 

DANCE, H C Region 2, Atlanta, Reactor Operations Nuclear Support 
Branch ROGERS, R F Region 2, Atlanta, Office of the Director 
00/05/30 Spp 


-0007:100500 If. Jiiup Fiepltt 'lO .),'l/(iO 14 «, [,() l6/,/{l(> 14 iiii l)0(J It 9, (I4.>9 > 
30 Noiitnirp I I fiiicn iiotud rnil I n 1 inn Inn-lr iiii velitiin t .ii, in 
oiCDBs of regiilalon; llmiln 

STtlHFI. J l> , WIKIOHUJ I . II ( Key inn Allai, t,i, l lui i laiilicg I, 
Hatorialn Ffafnly Oritni.h I A( I V , I ii Kn'giiiit Atlniitu, llflnu nf 
the Diructoi- fl(i/Ofi/l'f (ipp 


8007220072 Forwards IE Info Notice 80-26, "Evaluation of Contractor 
QA Programs " No written response required 

O'REILLY, J P Region 2, Atlanta, Office of the Director 00/06/10 

2pp 


^ "0.idi„,ii tive ( ni,1,i«m,4U„n ni 

Plant DomineTali led Waloi 'ly, Ilu u iil t.iiil I ii tui’in 1 
CQntainiii,itiuii nf Porsiiniinl ■’ rii, wi I M , ,i inMimnne i unn 1 1 ml 
O'RLIULY. J )■> Kngliiii All/iiiin fitfjiii nf tin, 1) I r mi I or (III 'd/,/,.' ' 
Ip 


8007140294 Forwards IE Dulletln 00-14, "Degradation of BWR Bcram 
Discharge Vol Capability " Written response required 
O'REILLY. J P Region 3, Atlanta, Office of tlie Director BO/06/13 


9007020736 Forwards IE Bulletin 00-15, "Possible Loss of Emergency 
Notification 8ys (ENS) M/Loss of Offsite Power " Written 
rsftponae required 

O'REILLYfJ P Region 3* Atlanta. Office of tJie Director 00/06/10 

»P 


BOO7O2O290 Forwards notices of violation «> proposed imposition of civil 
penalty re IE insp on 000319 

8TELL0, V Office of Inspection I, Enforcement, Office nf the 
Director 80/06/19 2pp 


-0007020301 Notice of violation from insp on 000319 Noncompliance note 
packages of licensed matls shipped on 800318 w/radiation 
levele in truest cab exceeding regulatory limit 

“f Inspection i Enforcement, Offire of the Director 
aw/yo/lT Xp 


-0007020305 Notice of proposed imposition nf civil ponaltij in amount 
* ''‘“‘“‘If not*'! during 000319 insp 

80/06/19^ of^Inspection ., Enforcement, Office nf the Director 


r fir> 


Rooomniint Ini Miuluis II!I| f, I i I'r , lu fT.insiiu ( t ni r 

CndL' ' Wi'itii.M I uhpiiiiisu lentiiruil 

m.nw 1 ! I'^if* V W'lUiii, 1 tispniiiii. Tt>i|ij1rm| 

Q^REIllV.JP Region,', Atl.,„t., liffuP r,l , lU , c l|((/ii,,/y 
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DOCKETED ITEMS 


OTaSOlSfe Ack receipt of 800623 Itr inroTjni.og Nnc c f steps taken to 
correct deviattons noteit iri IF Inep Repts b0-3a!/a0-02 6 
80 - 366 / 00 - 0 ? 

MUnPHV. C E Region Atl ai)td< fioactoT Con 5 tr or 1 1 0 ri (< Engineering 
Support Branch 80/07/07 Ip 


aa07S801Sa Re spoil ds to MRC BODJOO !| 0411 Itre rc deviations noted in 
IE Insp Repts ^0-321/80-02 6 50-366/80-02 Corrective 
actions submitted end draft engineering r'ovioui of OA fire 
protection progi am at NHC B00602 meeting 
UtDNERi U A Oeorgia Pouer Co 80/06/23 43pp 


0724DS82 Act receipt of B006I2 Itr informing NRC of stops taken to 
correct violations noted in IE Insp Repte SO— 321/80— 17 6 
50-366/80-17 

O'REILLY. J P Region 2. Atlanta. Office of the Director 80/07/11 
If 


B007240264 Responds to NRC 0OUS19 Itr re violations noted in IE Insp 
Repts 50-321/80-17 fi 50-366/80-17 Corrective .sctions new 
airlock echeme installed Actions re event 6 deviation 
repor tabl 1 i ty justified 

UIDNER.U A Georgia Pownr Co 80/06/12 4pp 


8007340277 Forwards IE Insp Repts 50-32!/aO-I7 6 50-366/80-17 on 
600308-0411 (.notice of violation 

UEMIS. R C Region 3. Atlanta. Reactor Operations Nuclear Support 
tlrancb 60/05/17 2pp 


8007340295 Notice of violation frcini insp on R0030Q-041! 

« Region 3. Atlanta. Office of the Director 80/05/17 Spp 


6007240272 IE Insp Repts 50-321/80-17 l< 50-366/00-17 on 800308-0411 
Nancoaip Hence noted failure to maintain secondary 
containment door Integrity 6 to meet NRC roportlng 
requirements 

ROOERS.R F Region 2. Atlanta. Office nf the Director DANCE.HC 
Region 2. Atlanta. Reactor aparationo Nuclear Support Branch 
80/03/19 Spp 


07830272 Responds to IE Rulletln 80-17. '‘Failure of Control Rods to 
ully Insert “ Scran discharge vol (EOY) vent (< drain 
operability veriPitatian test performed All drain 8. vent 
valves verified operable No residual wuter found in SOi/ 

HIDNER.N A Ceorgla Power Co 90/07/11 Ip 


07010375 Responds to NRC 600619 notice of violation re eicessive 
radiation ciposure rate inside cab nf raduaste transport 
vehicle Radiatiuii survey indicated radiation levels within 
code requirements Requests mi tigat i on of violation severity 
kltDNER.U A Georgia Powel Co 80/07/14 2pp 


9007310267 Responds to NRC 90061? notice of proposed imposition of 
civil penalty Radiation survey of vehicle Indicated levels 
uithin code t equir ements Requests mitigation of severity of 
violation t. reduction of civil penalty 
UIDNERiU A Qeorgla Power Co 80/07/14 2pp 


37310527 Submits summary of events in rusponse to IE Dulletin 80-17 
^PCI inverter B44-5003 decl.irod Inoporablo twice Normal 
supply breaker to 4 kV bus PF tr 1 pped. p lac i ng bus on 
alternate feed 

1ANHV.M Georgia Power Co 80/07/14 2pp 


37220422 Responds to IE nullotin 79-14. "Seismit Analysis for As- 
luilt Sa f et y-fic lotnd Piping Syi " Requests sitenslon until 
901001 to complete verification of orismic analy 6 i s. based on 
irogress mads {. number of R(ls 

4IDNER. N A Georgia Po.uer /n 60/07/13 2pp 


17280536 Advisei of pi oposed i amp otinat ory measures re 2-wl< 
extsnsxun for i.i ram testing required fur IF Oiilletin 60-17 
Itll will perform tests as sotin us possible should critical 
lead situatiiin ease 

dIDNERi N A Ororgla Power Co 80/07/17 Ip 


172B0549 Advisns of completion of Items 1 I< 2 of IE Bulletin 80-10. 
"Contamination of Nonr ail loar tl vc 3ys " Complete 
iocumentati on of affneted sys t' associated munitorlng 
iroceduros available for i eview diiritig future oiisite insps 
dlDNERiU A Georgia Power I'u 0O/O//1B Ip 


37270618 Requests del.iy in performiny scram tests required by IE 
Bulletin 60-1/ due to high temps in region Romnving large 
units Prom sve would place severe strain on electrir 
generating capacity of region 

41DNEn. U A Oeorgta Power fu 60/07/19 Bpp 


R Periodic oper.itliig reports (. related correspondence 


0OO72SO67B Forwards monthly operating repts for June 1980 
NANRY.M Georgia Power Co 00/07/10 Ip 


"8007290680 Monthly operoting rept for June 1980 

BLACKMELL.R H Georgia Power Co 80/07/10 Opp 


— 6007390686 Forwards monthly operating repts for June 1980 
HANRY.M Georgia Power Co 80/07/10 Ip 


— 8007290692 Monthly operating repts far June 1980 

BLACKWELL. R M Georgia Power Cn 80/07/10 7pp 


S Reportable occurrences. LERs & related correspondence 


8007110285 nO-50-321/ 1980-61 on 800622, while preparing to run RHR sys. 
"B" RHR loop min flow manual valves were discovered closed 
Caused by failure to return to open position after loop was 
taken out of shutdown cooling mode Valves locked open 
HANRY.M Georgia Power Co 80/06/23 Ip 


8007030276 Forwards LER 80-065/03L-0 

HANRY.M Georgia Power Co 80/06/24 Ip 


— 6007030278 LER 0O-O65/O3L-O on B00614. while Inerting primary 
containment. nitrogen storage tank was found to contain less 
than 2.000 gallons nitrogen Caused by Increased use of 
nitrogen 

BAXLEY.S X Georgia Power Co 60/06/24 2pp 


8007030261 RD on 800522. 1 icensce reviewed Kinemetrics. Inc 600513 callbr 
rept re seismic instrumentation Trloiial Time-History 
Accelerograph SL51-N021 calibr indicates cicessive change 
in long! tud ina 1 channel characteristics 
HANRY.M Georgia Power Co 80/06/23 Ip 


0007030284 Forwards LER 00-062/017-0 

MANRY. H Oeorgio Power Co 00/06/25 Ip 


--8007030286 LER 80-062/01T-0 on 800612. ui/Unit 1 in cold shutdown, 
investigation was begun to determine cause of pavement 
deflection which occurred beneath crane outrigger pad 
Caused by improper compaction of localiied area 
COOGIN.C L Georgia Power Co 80/06/25 2pp 


6007020630 Forwards LER BO-056/03L-0 

HANRY.M Georgia Power Co 80/06/27 Ip 


— B007020642 LER 0O-O56/O3L-O on 000205, stand b y gas treatment sys 
ventilation A valve operability procedure, changed on 800122. 
had not been PRD reviewed or approved within 14 days as 
required by Tech Spec Caused by personnel error 
CDGOIN.C L Georgia Power Co 80/06/27 2pp 


8007110307 RO 50-321/1980-069 on 800626. fol lowing auto initiation 
signaliHPCI failed to Inject to reactor pressure vessel due 
to isolating on steam line high DP isolation signal Cause 
under investigation Reset Isolation & opened Inboard valve 
MANRY. M Oeorgla Power Co 80/06/27 ip 


8007110400 rorwards revised LER B0-O55/01X-1 
MANRY, H Georgia Power Co 80/06/30 ip 


— -B007H0403 Revised LER 0O-O35/O1X — 1 on 800531. while performing insp of 
snubbers. 45 out of 61 were found locked up Caused by 
internal corrosion Snubbers replaced 
* Georgia Power Co 80/06/30 2p p 


0007110304 Forwards LER a0-06O/03L-0 

MANRY. H Oeorgio Power Co 00/07/0! tp 


—0007110313 LER 0O-O6O/O3L-O on 800603. w/reac tor in cold shutdown. insp 
revealed two hanger mods to HVAC room sprinkler required for 
seismic qualification were incomplete Caused by failure to 
implement hanger mod sketches contrary to procedure HNP-B09 
COGCINi C L Georgia Power Co 80/07/01 2pp 


8007110432 Forwards LER 00-061/017-0 

HANRY.M Georgia Power Co 00/07/01 Ip 


--80D71 10442 LER 00-061 /OlT-0 on 800622, wh i I e preparing to run RHR sys 
per HNP-1-6006> operator discovered loop B min flow manual 
values Eil-FOie D (< D closed Caused by operator closing 
valves to prevent reactor water from going to torus 
BAXLEY.S X Georgia Power Co 80/07/01 Spp 
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Q00711036Q RO 50-321 /80-07i while reviewing as-bujlts submlttod per 
IE Bulletin 79-14. util discovered hangers lEl l-nHRH-19di << 
lEll-RHRH-313 would not adequotelij support loads during DGE 
Caused bg foultg design m incorrect valve weights 
MANRV.H Georgia Power Co BO/07/02 Spp 


B0071 10455 Forwards LER e0-072/03L-0 

MANRV. H Georgia Power Co BO/07/02 ip 


--0OO71 10463 LER 80-072/03L-0 on B00634. reac tor bldg vent radiation 
monitor sample pump Palled In run mode at 2426 MMt Caused bg 
swelled carbon vanes Pumps will be sieitched out more often 
to mlnlmiie moisture buildup t< improve reliability 
ROGERS. H H Georgia Power Co 80/07/02 2pp 


8007110415 Forwards LER B0-063/03L-0 

HANRYi M Oeorgla Power Co BO/07/03 ip 


—8007110426 LER B0-063/03L-0 on 00061 2. wb i 1 e performing surveillance 
procedure HNP-t-3102. reac tor high pressure shutdown cooling 
mode switch lQ3i-N01BB found to actuate higher than limit 
Caused bg setpoint drift Switch recal ibr 
NIX. R T Georgia Power Co 80/07/03 2pp 


8007150539 Forwards LER e0-059/03L-0 

KANRY.N Oeorgla Power Co 80/07/03 Ip 


--B0071 50544 LER 80-059/03L-0 on 000617, appro* 2-h after performing 
suppression chamber to drgwell vacuum breaher sgs 
oporabilitg test. closed indicating light for valvo tT4Q- 
F323F found extinguished Cause unknown Testing continues 
NIX.R T Georgia Power Co 80/07/03 Spp 


8007150496 Forwards LER B0-064/03L-0 

MANRY, M Georgia Power Co 80/07/08 Ip 


— 8007150503 LER 80-064/03L-0 on 800613. dwrind startup . reac tor core 
ieolatioti cooling sgs initiated to maintain reactor water 
level, but failed to respond to speed control Caused bg EOR 
not responding t< limit switch being out of adjustment 
NIX.R f Georgia Power Co 80/07/08 Spp 


8007150666 Forwards LER BO-066/03L-0 

MANRY. M Georgia Power Co 00/07/08 ip 


■8007150674 LER 0O-O66/O3L-O on 80061 5, d lesel generator iC declared 
inoperable when low air pressure alarm received w/reactor in 
run mode Caused bg valves failing in unloaded mode. Unloader 
valves replaced t. air receivers returned to proper pressure 
NIX.R T Georgia Power Co 80/07/08 Spp 


B0071703S2 Forwards LER 80-058/03L-0 

MANRY, M Oeorgla Power Co 80/07/08 Ip 


— BOO7I70387 LER e0-058/03L-0 on 800616. tlireo addl control rod driveline 
accumulators declared inoperable Caused bg hgdraulic control 
unite not maintaining nitrogen pressure due to cartridge 
valva ICll-Fltl leaking at stem packing 
NIX.R T Oeorgla Power Co 80/07/08 Spp 


8007170392 Forwards LER 0O-O6B/O3L-O 

MANRY. M Georgia Power Co 00/07/08 ip 


—8007170408 LER B0-06e/03L-0 on 000619. IP33-R601 drgwell dlhgdrogen/ 
dioxide recorders observed reading abnormallg high oxygen 
content Ceusod by water present in dioxide enalyier sample 
line Design chengs implemented 
NIX.R T Oeorgla Power Co 00/07/08 Spp 


8007170451 Forwards LER 0O-O73/O3L-O 

MANRY. M. Georgia Power Co. 80/07/00 ip 


—8007170463 LER eO-073/03L-0 on 000624. w/reac tor at lOOX power, drgwel I 
to torus temp recorder noted not stamping or changing 
position Caused bg faultg stopping advance t< chart drive 
motors Repaired tt replaced motors 
NIX.R T Georgia Power Co 80/07/08 ?pp 


BOO717O40I Forwards LER 80-071 /03L“0 

MANRY, H Oaorgia Power Co 80/07/08, Ip 


—8007170497 LER 80-071/031 -0. on 800621. while performing dally rounds 
*r ■•"edor r ' -"r , jrl I -r “ — ■‘er. 1T47-R61 1 . found stamping 

. s ale , .1 -f ..I-, , ‘ e motor starting capacitor 

! a, a I )i 1 1 1 a. . ■ t ■ “i returned to svc 
N*x .1 I ,e . I . I. ■ 00/07/08 Spp 


0007170414 Forwards LER 80-069/01T-0 

MANRY, H Georgia Power Co 80/07/10 ip 


—0007170419 LER BO-069/01T-0 on 800626, «ftP> reactor scram, HPCI failed 
to inject to reartiir pressure vessel per auto initiation 
signal duo to isolating on °team line high OP Caused bg 
turblnp controls being out of dgnomir callbr 
COOGINiC L Georgia Power Co 80/07/10 Spp 


8007210370 Forwards LER 80-076/01 T-0 

MANRV.M Georgia Poupr Cu 80/07/14 ip 


—8007210371 LER 80-076/017-0 on 800701 , uih ! 1 e reactor was at hot standbg 
for HPCI/reactor core isolation cnuling testing, site 
notified by AE that listed RHR supports would not adequately 
support all design based loads 
COGOINi C L Georgia Power (o 90/07/14 2pp 


8007210384 fiO on 800711. Unit 1 LPC-I inverfcei tripped t< Unit 3 4-kV bus 
2F supply breaker 6 HPCI tripped Supply breakei trip caused 
by jumper missing from neutral leg Miitor valve on HPCI 
replaced making it oporable Events submitted p ei lEH 80-17 
MANRV.M Georgia Power Co 80/07/14 2pp 


8007210484 Forwards LER 80-07B/0.tL-0 

MANRV.M Georgia Power Co 80/07/14 Ip 


—8007210492 LER a0-070/03L-0 on 000630 t< 0/01, during hot standby 
operation, primary containment oxygen concentration exceeded 
limit Caused bg ro.Tctor bldg to torus vacuum breaker valve 
opening ti oxygen onalgiets not talibr Monitoring increased 
CAXLEY, S X Georgia Power <o S0/07/1S 2pp 


8007220514 Forwards LER BO-080/03T-0 

MANRV.M Georgia Power Co 00/07/17 Ip 


— B007220519 LPR 80-080/037-0 on 800706. w/reae tor in hot standby U 
reactor water cleanup in norinal operati on. wa ter found 
coming from cleanup lino insiilatiun, due to crack in heat 
effected lune of spool piece Caitsr unknown Piece replaced 
COGOIN'C L Georgia Power Cu 80/07/1 V 2pp 


8007200448 Forwards LER 0O-O67/«3L'O 

MANRV.M Georgia Power Co 80/07/17 Ip 


— 8007280449 LER 0O-O67/O3L • (1 on B006,i(J, diir ing dictel generator manual 
start proreduruiO goneiuboi tripped Cause undertermined 
Probable reuse is spurious alarm or crankcase pressure 
Generator proved operable b returned to avc 
NiX.R 7 Georgia Power Co 00/07/17 2pp 


0007280445 Formal ds LER 0O-O75/OaL-O 

MANRV.M Georgia Pouior Co 80/07/22 ip 


— 8007280446 LER H0-075/C)’3L -0 on 000626, w/mode switch in run. primary 
containment temp recdriler, I r47-R6l 1, found to be 
Intermittently failing to print Caused by commutation motor 
gearbox faituro Balancing arm mr.gnetic switch lepaired 
NIX.R 7 Georglii Powei On 80/07/2? Spp 


0007280572 Forwards LER 00 001 /03L-0 

MANRV.M Georgia Power Co 00/07/22 Ip 


— B0072B056B LER B0-OD)/O3l-0 on SOO/OO, u/mode switch tn run.dryWBll 
pressure recoidut IT4B-R608 fnund Inoperative Redundant 
recorder 1748-11609 was operable Caused bg component failure 
Transmitter repaired, recal 1 br f. returnod to svc 
NIX.R 7 Georgia Power (o 80/0//D3 Ip 


8007200627 Forwards LCR 0O-O7//{nL'O 

MANRV.M Georgia Power Cu 80/07/2.-> Ip 


— 8007280640 LFH (30-077/0-11. o on f]GO/o(). d iir i ng high redttor pressure 
ins trumenta t Inr. functional lest h callbr, fnund that pressure 
switch I02t-Nl)2'lti a< tuaied in excess of Tech Gpecs Caused by 
setpoint drift Bwitrh rec.sliUr Si oucc ess ful Ig tested 
NIX.R 7 Oenrgia Power fo 80/07/22 2pp 


80072B06BS Forwards I HR 80-0/0/(HL-'0 

MANRV.M Georgia ('ower Co 80/07/22 Ip 


—0007280690 I FR ttO-070/0'31 0 nn BOO6P61 during hiinger insp on cldos one 
piping, snubb. r tL4l-HPSL H13 dtucuvered to liove oil leak 
Caused ntlTibuted to seal irnk.ige <in snubber iailed snubber 
replaced 

NIX.R 7 Oantqiii Power 1 11 80/07/22 2pp 


56 


DOCKETED ITEMS 


JOTSOOare Foiwdrd? LLR 00-0747 t)JL-Ct 
HAWnV^ d Ocorgid Power Co BO/07/24 1 f> 


0007300510 16rt e0-O/4/03L-0 on □006?6r f o 1 1 Dw i n g reactor scram, r esc tor 
core isolotion cooling Fsilrd ti) inject to reactor pressure 
vesoet when manually started Loused i n term t ten t 
operation of flAMCO DISOUG lurit switch or GE UFA relag 
COGCIHi C U Georgia Power Co 60/07724 2pp 


DCKET 50-022 SHOHtHAM N6CLE4H POWEH bTATION 


App 1 1 tat] Dii/cnns t rrc 1 1 on stayr dnciiinents fc c ur resp n nd enc e 


007030239 Notifiiolion of POOVIt-^ meeting w^BWfl licensing review group 
in Dethesda. MD to discuss consenstis position en reactor 
SVC bldg open issue 

HILSDM. J N LisBiiainy Branch 1 8070671H 9pp 


007010297 Sumciarg of R00613 meeting w/ut 1 1 s. RMC . I nc . GE. Dech tel . Sl^tl 
Sargent ti Lundy in Bethesdd.tlU re cunscnsus positions on 
reactor svc bldg t< Isolation cooling sijs bldg open issues 
from La Salle docket Status repts end 

UILSOdi J N A'.sisfcant Director for Licensing 00706/19 46pp 


007210176 P'orwards HF?C evaluation n f CE t up t. NFDE-24010-P J< Buppls 
1-3. "Technical Bxsis fer Use of Sguar e-Rool-o f -Sum- of - 
Squares (SR53h Mstbod for Cnmblning Dynamic Loads for Mark 
11 Plants " Sept viiceptablc soUj to rertain ronstralnts 
MATTS DM. R J Division o-f Safety Technology 80/06725 3pp 


-B0O721O1B9 Tnpical rept evaJuatinn nf NCDE-24010-P F Suppls 1-3. 
"Technical Oasis for Use nf Squa r e-noot-of -Sum-o f-Squares 
(SRSBI Hethnd fur Combining Dgnamlc Loads for Mark II 
Plants " Rept uiieptable u/e icept ion of Criteria 1 
« Hechamicdl Engineering Branili 00705/31 8pp 


007230001 Forwards statement of policy re requi romeii t s to be met for 
current OL applications, as derived from NUREO-0660 {. found 
in NUREO-0694 

eiSCNHUT.D G Division of l.lcunsing 60/06/26 Spp 


007170470 Summary of BG0ul3 mcrtinq w/MarL II lead plant applicants 
re definition of T-quunchup load spec following safety/ 
relief valve attiiatinn Viouigraphr end 
SU. T M Containment Systoms Drancb BO/06/27 4pp 


007230252 Summary of 0OD6I3 meeting u/Hark 11 lead plant applicants re 
methodnlogg proposed by applicants to define T-quenchcr load 
spec Pnllouing safety relief valve actuation Mew met hoda logy 
will bo applic.ible to all Mark II lead plants 
3U. T M Generic Issues Branch BO/06/27 3pp 


007170339 Notification of rescheduling of B00702 meeting u/GWR 
licensing review group in Dethesda.MD to discuss curisensus 
positions on Reactor Sys Branch open issues Meeting 
rescheduled for B00709 

UlLSOM. J N Assistant Director for Licensing 00/07/03 Ip 


—6007170347 NetificatlDn of 600722 meeting uj/nMR licensing review group 
in Dotliesda.MD to discuss TMI Issues required for DL 
I ssuance 

WILSON.cf N Assistant Director for Licensing 00/07703 Ip 


-6007170351 Notification of 800724 (rteetlnj u/BHR licensing review group 
in Qethesda.MD to introduce BUR licensing review group t< 
present consensus positinns For Power Sys Branch. Conte inment 
Bys Branch ?< Equipment Oua 1 1 f i c a tlun Branch 

UILB0N.3 N Assistant Dn ectur for Uicenslng 00707703 9pp 


1007210163 rorwaids requests for udtil info in fonnfClion w/utll 
application for (It. Infe needed In areas of mechanical 
eng ineeri ng. power sys 1. ins triimen t.it i on (. control 
TkDESCO.R L Assistant Director fer Licensing 60/07/03 S4pp 


007230621 Bummary off 600612 meBtlng i,./h)ar!i II owners group In 
Bethesdo.MD re 1 e.id plant r Insure {« long— term prugTam Mods 
should be made tp ueneric lead plant condensation 
oscillattan f. ihuygiiig pnol boundary loads Viewgraphs end 
ANBEHBDN. C J Generic Ibswbs Hratit h 60/07/03 57pp 


1007130655 BuUmitr. rommpnto on NUREO-0619, "BWfl Feeduinter Mol lie M 
Control Rad Drive Return Lins Noiilo Cracking " Mod should 
be made in Table “Routine Innp intervals" ra two piston 
ring seals & cliid removal on Page IS 

NDVABPO. J P Lung Island Lighting Co 60707/00 3pp 


1007240466 Motif 1 1 qk i nil of 000722 mreting u/utll in DethesdaiMD to 
discuss status uf niin*TMI open issues 
UlLBCIN. M Liioniilnij Branch I 60/07/09 3pp 


B007230133 Notification of B0072S meeting w/DUR - Licensing Review 
Croup in Dethesda.NB to discuss concensus positions of 
BHB - Licensing Review Group on ICSB open Issues 
HILEDN.J N Licensing Branch 1 80/07/16 lOpp 


C007250569 "Final Rept on Reactor Vessel Repair " 
* Lang Island Lighting Co H0/O7/17 120pp 


□007230450 Forwards "Design Criteria !< Des cr 1 p ti on. Tec hn i ca 1 Support 
Ctr " 

NOVARRO.J P Long Island Lighting Co 80/07/21 ip 


— 0007230462 "Design Criteria 6 Description. Technical Support Ctr 
♦ Long Island Lighting Co 11600 02 80/07/22 19pp 


B0072S017S Notification of B00S05 meeting ui/repre sentat i ves from Mark 
II owners groep in Chicago. 11. to discuss leod Mark II plants 
chugging U C/Q load specs 

ANDERSON. C Generic Issues Branch 00/07/23 Bpp 


F Security, medical, cmargenry (< fire protection plans 


0OD714Q519 Matlficatlon of 000601 meeting ui/util in Silver Sprlng.MD 
re evaluation of recent rovislona to facility security plan 
HILBOMi J N Licensing Branch 1 BO/06/26 Bpp 


0 Adjudicatory correspondence 


6007030033 Notice of appearance in proceeding Certificate of Sve end 
FARLEY. A F Long Island Lighting Co FARLEY. A F Hunton & 
Uilllams 00/06/12 Bpp 


0007090306 Response to NRC I< 0h or eh am Oppenents Coalition 000606 
stlpulatian Contentions 2 6 are adequately particular i led 

Contontlons 1 I. 12 must be modified Contentions 7(ai(ll).10 
h 11 inadequate Certificate of Rve end 

REVELEY.M T , EARLEY. A F Long Island Lighting Co REVELV, W T 
Hunton 6 Ullllams 80/06/17 9pp 


0007310243 Forwards Commission 800527 memorandum (< order containing 
declsiohs on UCS 700502 petition for reconsideration of 
700413 mema rand urn h order UCB 771104 petition sought action 
re Fire protection for electrical cables 
EISEWHUT, D G Division of Llcenelng 00/06/23 BYpp 


0007020506 Order rejecting NRC It Shoroham Opponents Coalition 000606 
stipulation as submitted on 8D0612 States status of OL 
procaeding Contentions 1 . 2. 7<a ) 1 1 1 ). B. 10 (i IS Joint request 
for estension until 000606 granted 

BDRERB. 0 0 Atomic Safety and Licensing Board Panel 00/06/26 
Gpp 


60070206D6 Order accepting util. NRC 6 Suffolk County third stipulation 
re certain of Buffolk County contentions Agrees u/NRC 000611 
interpretation of Footnote 2 

BOUERSi E S Atomic Safety .md Licensing Board Panel 60/06/26 ip 


8007000204 Order admitting Shoreham Opponents' Coalition Contention 12. 
Subpart 3 In OL pi oceed Ing. as within guidelines of 
Commiesion 800316 memorandum (< order issued in TMl-1 
restart proceeding. CL I -80- 16 

DDRERB. E S Atonic Safety and Licensing Board Panel BO/07/02 

2pp 


B0070BDOS9 Forwards documents on loan basis in response to request made 
during fiboreham B00617 meetinfl TREE-NUBE0-12OO. DNL-NUREG- 
23364. NURE0/CR-a462 «< NVRCO/CH-0274 presently unavailable 
but wilt be provided when located U/o end 
DORDEMICK. D M Hearing Branch 4 80/07/03 4pp 


0007160601 Forwards LER printout re passive mechanical valve failures, 
in response to Dec 1979 request concerning County Contention 
4a(ii> Foriiiords ACR8 latest repts on generic issues re 
County Contenttnn 3<a)<i) l< (ii) M/o end 
BDRDENICK. B M Hearing Branch 4 00/07/11 2pp 


6007I70BB4 Motion to defer briefs re Commission 000620 policy 
stateineht. in response to A0LB 800626 order, until 801031. 

^ Proeesa re parti culari latt on of contentions. should continue 
prior to writing briefs Certificate of five end 
RE9ELEY.V1 T Long Island Lighting Co REVELEY.M T Hunton h 
Mllli.ims, flO/07/11 7pp 


6007160583 Btates no objection to applicant 800711 motion to defer 
briefs On Commission 800620 statement' 

BDRDENKK. B M Hearing Branch 4 BO/07/14 Ip 
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H Oenei'al correspondence 


B007180042 Responds to B00123 Itr ro NBC approach to c/neraeocij planning 
around nuclear plants Conuntssion endorsed NURE6-0396 For 
dovelopoient of state ti local radiological plans Exact 
configuration of tones lutll be decided during plant revieui 
DENTON. H R Office of Nuclear Reactor Regulation. Director 
00/06/03 app 


— B0071B0047 Requests that NRC amend proposed regulation re Formulation 
of evacuation plan to include all temtorg east of 
facility Proposed lO-oiile radius is untuorkablo for people of 
Long Island Rosponstble plan should be developed 
DEHAN.J L Neu York. State of 00/01/33 Ip 


B007al003a Responds to BOOSao Itr ro NRC reneging on agrooment to send 
representatives to Suffolk County Legislature SOOSaB 
meeting Fiscal limitations Ic other priorities may 
occasionally prevent requested attendance 
EIBCNHUT.D 0 Division of Licensing 80/06/13 ip 


800724000B Forieards NUREO/CR-lai5.NUREO/CR-ia63 U NURCO/CR-OIOI. in 
response to 800617 verbal request Kemeny rept not available 
for distribution Cleanup EIS not yet issued NUREG-066a> Vols 
1 t< 2 b NUREO-0588 sent separately U/o ends 
BORDENICK. D M Hearing Branch 4 00/07/22 2pp 


K Utility Final Safety Analysis Report (F9AR> b amends 


6007070243 Foruards Amend 36 to OL appl ication. submitted as Revision IB 
to FSAR Affidavit end 

NOVARRO.jp Long Island Lighting Co 80/06/27 2pp 


— 8007090245 Revision IB to FBAR. incorporating responses to NRC requests 
submitted in Urs SNBC-465, -469. -473 b -480 b clarifying 
portions of FSAR 

e i.eng Island Lighting Co 00/06/27 27Spp 


B0D7330S9B Cortifles svc of Amend 36 to OL application in form of 
Revision IB to FBAR. on 800707 

HORIN. J P Long Island Lighting Co 80/07/14 Ip 


0. Inspection reports. IE Bulletins b correspondence 


8007140498 Foruards IE Bulletin 00-13. “Cracking in Core Bproy 
Spargers " No uritten response required 

BRIER. B H Region 1. Philadelphia. Office of the Director 
00/09/12 Ip 


0OO7O1O2QO Forwards IE Info Notice 00-23. "Loss of Suction to Emergency 
Feedwater Pumps " Mo written response required 
BRIER. 0 H Region 1. Philadolphia. Office of the Bircctor 
80/09/29 ip 


0007170203 Foruards IE insp Rept 50-322/00-07 on 800422-24 No 
noncompliance noted. 

CARL80N.R. T Region 1. Philadelphia. Roactor Construction b 
Enginearing Support Branch BO/OS/30 2pp 


—0007170280 IE Insp Rept 50-322/00-07 on 800422-24 No noncompliance 
noted Major areas inspected QC program for work progress, 
outstanding Items b bulletins b circulars status 
NARROUi L Region 1. Philadelphia. Office of the Director 
MCOAUOHY. R M Region t. Philadelphia. Reactor Construction b 
Engineering Support Branch 80/05/28 4pp 


0007210971 Forwards IE Info Notice 00-26. "Evaluation of Contractor 
QA Programs ’* No written response required 
ORIER. B H Region 1. Philadelphia. Office of the Director. 
00/06/10 Ip 


800714027B Forwards IE Bulletin 00-14, “Degradation of BNR Bcram 
Discharge Vol Capability ” No uritten response required 
ORIER, B.H Region t. Philadelphia. Office of the Director 
00/06/12 Ip 


8007200994 Foruarde IE Info Notice 80-20, "Prompt Reporting af Info in 
Accordance M/10CFR50 99 <b), " No written response required 
ORIER, B H Region 1. Philadelphia, Office of the Director 
00/06/ 13. ip 


8007020909 Foruards IE Circular 80-19, "Loss of Reactor Coolant Pump 
Cooling t< Natural Circulation Cooldown " No uritten response 
required. 

ORIER, B H Region 1. Philadelphia, Office of the Director 
BO/06/20, Ip 


0007160704 Ferwai tis IL Citcul.), 00-14. “Rad loai live ( ontami net i on of 
Plant Deminera 1 1 red M.jler ‘lys '< He. ol taut Internal 
Cuntami nat I rn I'f Prrsoiiuel '' No uiilten i e'>poiiee requireif 
ORIER. D M Region I Pin 1 ide t ph la, Office of tlie Director 
80/06/24 Ip 


0007160063 Ack receipt of POOi'02 Ur iiil-orming NRC of steps taken to 
cerrect violations noted in IF. Investigation Rept 
50-323/ /9-24 

CARLSON, n T Region 1 Ph i 1 n.lc Ipb la. Reactar Lon struct ion t. 
Engineering Suppoit Branch tRi/OA/ri Ip 


— 0007160067 Respond' to fJRC IJCI042H Itr re viDlations noted In IE 
Investigation Rept 50- 3..2/ /V-24 Cerreilive actions defective 
welds were identified 1. ri. moved 

UOFFORD. A M Long Island l.lghting Co 00/06/02 app 


0007210199 Forwards JE info Notice 00-24. “Low Level Raduaste Burial 
Criteria “ No written response required 

GRIER.I) H Royinn 1. Ph i Jade 1 phia. Offire of the Director 
00/06/25 ip 


BOO723O120 Koiwards IE Oulletin 00-16. “Potential Mi sapp 1 1 r a 1 1 on of 
Rosemouiit Inc Models llbi 6 U ‘>2 Pressure Transmitters 
U/Eithui A or D Output Code' " Uritten response required 
IE Circular 00-16 .ilsn enc l No written response required 
OnlER.O 11 Regluii 1. Ph 1 l.idel ph i .i. Office of the Director 
00/06/27 app 


0007210033 Ack receipt of 000416 Itr informing NRC of steps taken to 
correct violations noted in IF. Insp Rept 50-322/79-07 
Analysis of rac oway/cab 1 e scpaiation lequested due to 
continued none utap 1 lane c 

CARLSON. R T Region 1. Ph 1 lad v 1 ph la. Rc.ictor Construction b 
Engineering Suppu, I llranch 00/07/01 2pp 


—8007210040 Responds to NRC 791226 1 ti re viol.ilion noted in IE Insp 
Rept 50-322/79-07 Coriective action independent analysis 
performed to ensure prevuTitiun of leactor shutdown or decay 
heat remov.il Takes exception to insp finding 
flOVARRO. J P Long Island lighting Co 00/04/16 3pp 


8007310027 Submits summary of events in response to IE Bulletin 80-17 
LPCl inverter R44 5003 declared Inoperable twice Norma) 
supply breaker to 4 kV bos 21 Ir i pped. p lac ing bus on 
alternatu feed 

MANRY. M Georgia Power Co 00/07/14 2pp 


0 Reportable occ ui rune es. UtRs t< rvlatud corn spoudence 


0007020066 Ack receipt of 700822 final significant deficiency rept re 
GE 4160 volt circuit breakers 

CARLSON, R T Kegiun I. Philadelphia. Reactor Construction ti 
Engineering Support Qranch 70/09/14 2pp 


— B00702P073 Final signifliant deficiency rept re failure to electrically 
close circuit breakiT Caused by wearing of driving pawl 
sleeve beariny All breatci mvchanism Tuf-loc sleeve bearings 
will be replated w/aluminum-hron,e bearings 
BURKE. T J Long Island llghtiny Co 78/0Bc2P 3pp 


8007290440 Part 21 rupl re piiFenli.il intei ferente in full function of 
Bergen-Paterson strut assembly w/Parlfic Bciootifir Co 
mechanical shock airestor (ustumers will be notified of 
affected items 1< recummciided solution 

DECKSTED.W F Dergen-Patterson Pipe Support Corp 00/06/20 5pp 


8007140390 Followup deficiency rept ro loose limit switches on GC 
circuit breakuxE Caused by mounting screws backing out 
Screws will be secured w/std strength loclt-tite b Insp will 
be revised 

NOVARRO, d P long 1 9 land 1 1 gh ting f o 90/07/01 3pp 


DOCKET 30-323 DIABLO CANYON NUCLEAR POWfefl PI ANT. UNIT 2 


A Application/cfinstructlon 'iige documents b correspondence 


6007080343 Noti f i( aCi on of 00062.1 meeting w/utll in Son Luis ITplspOiCA 
to diet US', task action plan items 
BUCKLEY, B C Licensing Brantb s 80/06/20 4pp 


8007020394 Forwards nonproprtola, y veil, ions of previously submitted 
generiL Nestingliaiir.e propi lel.n y 1 trs to support pusitton 
on guide tube wear cliarai tei l stirs Requests ai knawledgement 
of receipt 

CRANE, P A Parlfir Gas F, lleitrJU Co m)/06'23 Ip 
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8007530001 Forivardi statamvnt of poltcii r» requii'emsnfes to be net for 
current OL app) icationsj ae derived from NUREC-0660 1« found 
in NURE0-06'?4 

EISENHUT.DC Division of Licencing. 6D/0di/5f> 5pp 


80D7070IS3 Foruards Revision 1 to "Description of Sgs Interaction 
Proyram for SBiemi cal iq-Induced Events^ " originally 
submitted 600527 

CRANE. P A Pacific Oas U Electric Co 90/07/01 Ip 


— 0QO7O7OSO6 Revision 1 to "Dc scrip tl on of Sys Interaction Program for 
8 e 1 smica 1 1 q^Induced Events " 

• Pacific Qas f< Electric Co 8O/0f>/lO 77pp 


O Adjudicatory coc respundonce 


6007030048 Request for participation in security plan hearing par A 6 t.B 
791116 order admitting State of CA in OU procoeding 
Participation uill assist in adequacy b uiorbah 1 1 1 ty 
assessments Notice of appoarance (< Certificate of Sve end 
BROUNiH H > KCINE, J A California. State of DROUN. H H Hill 
Christopher fc Phillips 90/06/11 9pp 


6007140026 Ack receipt of Commission B00611 memorandum t order. CLI-BO- 
24. on behalf of 6 an Luis Obispo Mothers for Peace Adheres to 
prior position ra Camnissioner Hendrle participation in all 
aspects of OL proceeding re seismic ti safety Issues 
JONES, y I Jones. Orcy <> Sayley 80/06/18 2pp 


8007160092 Foriuards Std Order for DOE Uork. "Sys Interaction Suppm t 
for Diablo Canyon." issued to LLL 

RDS5. D F Division of Systems Integration FIN A-0246-0 00/07/07 

Ip 


— 8007160395 9td Order for DOE uiork "Sys Interaction Support for Diablo 
Canyon." issued to LLL 

GRENIER. D Off ice of Standards Development. Director FIN 
A-0a46'0 80/07/01 6 pp 


8007530029 Notification of 600716 meeting id/ubll In Oethesda.MD to 
revleiii auiiltary feediuater sys reliability study 
BUCKLEV.B C Licensing Dranch 3 80/07/06 4pp 


8007SB0089 Summary of 600617-19 site visit U/NRC.util t. tuo intervenors 
re audit of sys interactioi. program for sc i smical ly-lnduced 
events Program is sound (< can be soti sfactorlly completed 
Independent ualkdouin description end 

TiiOMASi C 0 Systems Interaction Dranch 80/07/09 Bpp 


B007160S20 Forwards draft Operating Procedure OP-30. "Anticipated 
Transient W/n Trip." per AC Tliadani request Procedure 
should not be cnnsidered part of dorVet file supporting QL 
application 

CRANE. P A Pacific Oas t< Dectrlc Co 60/07/10 ip 


— 8007160521 "Anticipated Transient Ul/o Trip," omergoncy operating 
procedure 

• Pacific Oas r< Electric Co 80/06/07 5pp 


&00723020Q Discusses augmented low pouier startup test program for 
near-term DL applicants Each applicant roust perform tests 
similar to TVA proposed program President Carter 791207 
statoment on Komeny Commission rapt end 
EI 8 ENHUT 1 D 6 Division nf Licensing 80/07/11 6 pp 


6007180340 Forwards Revision 3 uf "Description of Bys Interaction 
Program for Bel smica 1 1 y-lnduced Events " 

CRANE, P A Pacific Oas & Electric Co 80/07/13 Ip 


— B007IB0344 Revision 3 to "Description of Sys Interaction Program for 
Seism cal ly-lnduced Events ” 

• Pacific Oas ?< Electric Co 80/07/09 77pp 


8007230530 Notification of 800725 meeting u/util in Bethesda.MD to 
discuss auilliary feedwater sys Meeting originally scheduled 
for 800718 

BUCKLEY. 0 C Lvcenslng Dranch 3 80/07/(7 3pp 


8007310397 Advises that R McMullen response to Question 9 of ASLA8-598 
accurately reflects USOB position Ambiguities in location of 
earthquake require conservative assumption that all faults 
have earthquake potential 

MORRIS. R M Intorinr. Dept of. Oeological Survey 80/07 /S9 Ip 


epyrt CBC 6 ), suppla U coi respondence 


1 

'3 5pp 


irector NURE0-067a 89 


on plans 


ning U qualif Ication 
/II tp 


600710019B Eipressos appreciation for NRC permission allowing joint 
Intorvenor representatives to participate In 800617-19 eye 
Interaction audit at util NRC has demonstrated uilllngness 
to assure public participation Related correspondence 
FLEISCHAKER. D 3 FI else haker, D 8 80/06/23 Ip 


6007310243 Forwards Cooimlsslon B00S27 memorandum ti order containing 
decisions on UCS 7B05D2 petition for reconsideration of 
760413 memoranduni tt order UCS 771104 petition sought action 
re firo protection for electrical cables 
EISENHUT. D 0 Division of Licensing 80/06/23 89pp 


8007300419 Notice of appearance in proceeding Certificate of 8 vc end 
OEOROIOU. n S Colifornia. State of 80/06/30 4pp 


8007070123 Advises of stipulation in DL proceeding, el Imlnetlng legal 
argument re wording of affidavit of nond Isdosuro ti public 
dissemination of Info Oovernor Brown of State of CA did not 
take part in stipulation 

TQURTELLOTTE. vl Hearing Branch 4 JONES. Y , NORTON. D Pacific 0«« 
h Electric Co 00/07/02 2pp 


8007110002 Order granting ei tendon until Q007SS for Coiiinlselon to 
elect to review decision on onForcemetit action request, 

DD-QO-22 

HOYLE. J C Office of the Secrotary nf the CoromiBSlon 60/07/08 

Ip 


6007180409 Motion for DLs permitting fuel loading. Initial criticality 
process U low power testing Proposed oporatlon may be 
conducted during appeal from ALBD 790927 partial Initial 
decision M/documentatlon. affidavit t< Certificate of Sve 
CRANE. P A Pacific O.is 6 Electric Co OEHR, A C Bnell h Ullmer 
NORTON. n Drute Norton 80/07/14 13pp 


B00722009S Memorandum ti order amoDding h reissuing A 8 LAD 800403 
protective order re security plon Governor of CA request for 
participation as interested state granted w/certain 
tondltions Sots timetable for future proceedings 
B18HDP.C J Atomic Safety and Liconsing Appeal Panel 80/07/19 
S2pp 


— 8007230103 Amended protective order permitting limited access to 8 «n 
Lula Obispu Mothers for Peace ti Oovernor of CA re security 
plan Info Amended affidavit of nondisclosure end 
BISHOP, C J Atomic Safety and Licensing Appeal Panel 80/07/13. 
7pp 


600753050D Request for roconslderalion of ASLAB 800624 dec 1 sion, ALAB- 
590. or certification of M Trifanac t. E Luco testimony on 
791015 Imperial Valley earthquake Urges approplation of 
funds to facilitate testimony Certificate ef Sve end 
FLEISCHAKER. D 8 . JOHNSTON. H P . PHILLIPS. J San Luis Obispo Mothers 
for Peace 80/07/17 6 pp 


9007310466 Notice of PC Valentine (1 YI >lones withdrawal li MA Baldwin 
dDBl 9 n.itlan as lead counsel in proceeding Certificate of Sve 
end 

VALENTINE.P C . JONES. Y I Ban Luis Obispo Mothers for Peace 
00/07/18 5pp 


8007830536 Motlen to change lead counsel designation from JR 
Tourtcllotte to WJ Olmstoad Notices of MJ Olmstead li LL 
Suarti appearanc esi JR Tourtellotto withdrawal li Certificate 
of Sve end 

DLHSTEAD.W J . TQURTELLOTTE. J Hearing Branch 4 80/07/21 6 pp 


8007300110 Netlcc of appearonce In proceeding 

LANPHERiL C California, State of LANPKER.L C Hill Christopher li 
Phillips B0/07/21 Ip 
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B00735042? Statement in support of joint intervenors' 000717 requopt 
for retonsldoratlon of rtLAfl-59B; or for rerti f icatlon of 
question ro Mihai loi Trufunac ti Enrique independent vleuisjto 
Comnlssion Urges funding for Trifunac t< Loco 
BRDUN<H H . KLINE. U A . GEOROIOU. 0 S California. State of 
eO/07/34 2pp 


S007300076 Request by joint interveners for eitension until 800604 to 
respond to applicant motion for lout pouer testing license 
Counsel out of toojn Certificate of Sve enc 1 

FLEISCNrtKER, D S San Luis Obispo Hothets for Peace FLEISCHAKER. D S 
Flelsehaker. D 3 JOHNSTON. M P Center for L.tw in the Public 
Interest 80/07/SS 4pp 


6007310461 Discusses handling ti delivery of sensitive security tnatl 
betucen parties 

DLHBTEAD. H J Hearing Branch 4 BO/07/2S 3pp 


H Oeneral correspondence 


6007140034 FOIA request for NRC Insp rept far Atomics Intli info 
concerning TMI incident U status of licensing proceedings 
for facility Newspaper articles end 
HILLER. T Affiliation Unknown 80/05706 6pp 


80071400(6 Ack receipt of end tc informs recipient about progress tc 
■ ipectatlon of required cultural t< historical mitigatlan 
program Ltr forwarded to NRC for consideration 
NIELSEN, A D Interior, Dep t of 60/06/18 3pp 


6007010063 Expresses regret that failure to add Society for Environ 
Awareness to mailing list for weeilij public announcements on 
facl 1 i tyr resul tad in necessity to duplicate request Addition 
made to distribution list 

INORAM.F L Office of Public Affairs SO/06/20 Ip 


8007140021 Responds to FDIA request for NRC map rept re Atomics Inti, 
Info concerning THI incident 8, status of licensing 
proceedings for facility Forwards OF Btolh S00226 iriBmo. 

Bept 1<777 EIA t< 770760 SER H/EIA t, 6ER cover sheets only 
DENTON. H R Office of Nuclear Reactor Regulation, Director 
60/06/33 3pp 


6007010457 Opposes granting license for low level testing for util, due 
to health b safety concerns re emergency p lannlng, rad la t ion 
monitoring b safety issues based en THI No testing should be 
allowed until conversion possibilities explored 

CLUCA9, 0 A League of Momen Uotors of San Luis Obispo, CA 60/06/34 

ip 


8007090218 Requests that NRC deny SL to facility Too much emphasis 
placed on possible earthquakes along Hoegrl Fault b not 
enough concern on entire area of instability Conditions 
create distinct possibility for furmation of more volcanoes 
BNAPP, C Affiliation Unknown 80/07/01 Ip 


6007230277 Responds to 800605 ltr re RH Leddy concerns about proximity 
of Hosgri Fault to site b ability of facility to withstand 
severe earthquake Fault is 3 S miles from site Matter of 
eelsnic situation currently pending before ASLAD 
DlRCKBtU. vl Office of the Executive Director for Operations 
60/07/03 6pp 


— 6007830864 Requests response to enc I RK Leddy concerns about proximity 
of site to Hosgri Fault 

LAODHARBINO. R J House of Rep , Foreign Affairs 80/06/03 3pp 


8007290647 Urges that NRC deny DLs for facility due to proximity to 
Hoigrt fault b to protect heal th, safety b uetfare of people 
of CA 

ALLEN. B D Affiliation Unknown 60/07/2t 2pp 


O. Inspection reports, IE Bulletins b correspondence 


8007260697 Forwards response to IE Bulletin 79-37, "Loss of Non-Class 
IE Instrumentation b Control Power Bys Bus During 
Operation " Loss of power to Class IE buses is audibly b 
visually indicated by control room annunciator 
CRANE, P A, Pacific Oas b Electric Co 80/04/13 ISpp 


8007240)67 Responds to IE Bulletin 80-04, "Analysis of PUR Main Steam 
Line Break U/Continued Feedwater Addition " Review results 
indicate no potential for containment overpressure or 
uorsening of return to pouar response 
CRANE, P A. Pacific Oas b Electric Co 80/04/30 6pp 


8007020842 Forwards IE Info Notice 60-32, "Breakdowns In Contamination 
Control Programs " No written response required 
ENOEUKEN, R. H Region S, Ban Francisco, Office of the Director 
BO/os/se ip 


B007220237 Forwards IE Info Notiie 60-26, "Evaluation of Contractor 
QA Programs " No written response required 

FNOELKEN, R H Region b, 3, in FranLinto. Offii e of the Director 
80/06/10 Ip 


8007270066 Forwards 16 Info Notice flO- 26. "Prorfipt Reporting of Info in 
Accordance W/10rFR30 bSte, " No written response required 
ENGELKEN. R H Region 5, 'iari Francisco. Office of the Director 
00/06/13 ip 


80072506313 Responds to IE Ilullelii) 79-25. "failurBs (,f Westlnghouso 
QFD Relays in Safety-Related Sys " Rutj relays not used 
or planned for use In sa f e ty -ro 1 ,ited sijs at plant 
CRANE, P A Pacific 0,-is h Electric Co 60/06/16 ip 


0007030017 Forwards IE Bulletin BO-iS. "Possible Loss of EmargertCy 
Notification Sys <FNB) M/Lo«s of Offsite Power " Written 
response required 

ENGELKEN, R H Region 5, E,in Francisio, Office of the Director 
80/06/ 18 ip 


8007020474 Forwards IE Clrruliir 60-15, "Loss of Reactor Coolant Pump 
Cooling b Natural Cirrul.itjon Cooldown " No written response 
required 

EN8ELKEN. R H Region 3, San rranclnco. Office of the Director 
80/06/20 Ip 


BOO71BOP07 Forwards IE Circular 80-14, "Radioactive fontamlnatlon of 
Plant Deminoral i led Water *Jys 6 Resultant Internal 
Contamination of Personnel '' No written response required 
ENOELKEN, R H Region S> San Francisco, Dffire of the Director 
80/06/24 ip 


0007230385 Forwards IE Bulletin 80-16, "Potential Hi sapp 1 lea tion of 
Roseinount Inc Models 1151 b 1132 Pressure TTonsmltters 
H/Either a or D Output Codes " Written response required 
IE Circular B0-i6 also end No written response required 
ENQELKEN. R K Reglpn 3, San Francisco, Office of the Director 
80/06/27 ip 


BOO73OO20D Responds to IE Bulletin 00-03 re vacuum damage to chemical 
vol control tank syg All five tanks protected against 
failure under vacuum conditions RCS dram tank designed to 
withstand external pressure of 15 psig 
CRANE, P A Pacific Gas b Electric Co 80/07/07 2pp 


8007310321 Forward 6 IE Insp Rupts 50-273/80-14 b 50-323/80-07 on 
000601-20 NO noncomp 1 lance noted 

CREWB, J L Region 9, San Francisco, Reactor Operations Nuclear 
Support Branch 00/07/10 2pp 


— 0007310327 IE Insp Hopts 50-P7b/n0“i4 b 50-333/60-07 on 000601-20 No 
noocompl lance noted Major areas inepeiled preoporational 
tee ting, p lant tour, fuel stoi ago, operator training b 
witnessing of testing in progress 

VDUNO. T , BAOAOLID.M Hogioii 5, Ban Francisco, Office of the 
Director STERNBERG, D H Region 3. San Francisco, Reactor 
Operations Nuclear Support Branch 00/07/03 3pp 


DOCKET 30-324 BRUNBWICK STEAM ELFCIRIC PLANT, UNIT 2 


F Security, medical, oinergency *< fire protection plans 


8007010324 Informs NRC that ut i 1 will submit revised emergency plan in 
Aug I960 Implementing pmerdures far emergvncy plan will be 
developed by BOiSOl b complete plan Implemented by 610101 
per NUREG-0634 requirements 

UTLEY, E C Carolina Power b Light Co SO/06/27 ip 


8007010342 Advises that add! info rp safeguards contingency plan which 
was requested in NRC 800527 ltr will bo submitted by 
BOOSOl, 

UTLEV.E E Carolina Power b light Co 60/06/27 ip 


6007170553 Notifies that inluke structure basompnt areas at facilities 
have bean selected as possiblr test uulij to conduct taats 
on fire protection sys In rpsponse to NRC 000523 order 
Requests agreement to participate in progrnm 
EieENHUT.DO Division of I icensing 80/07/00 3pp 


G Adjudicatory correspondonre 


0007310243 Forwards CommiRsiori 800327 nemnraiidum b order containing 
decisions on UCB 700502 petition for reconsidpration of 
780413 fliufflorandum b order UC6 771104 petition sought nction 
re fire protection far electrical cables 
EIBENHUT, D 0 Division of tlrensing 00/06/25 B9pp, 
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H GpIiptiU csri Pspond encc 


B0070S01‘)8 Rpiponrts to SCOBli Itr re l<odJU AHlsnce concerns about 
abilitij of util tti safelij utilize nuclear pouer fjRC rsnnitors 
Sbeoron Harris const to assure conformance u/r equ i rements 
Levol 5 of contaminati un froir Drunsuilck no threat to public 
niRCKB U >1 Office of the CxiTUti/e Director for Operations 

aO/OA/IfJ 2pp 


— 000702031/ Reiiipsts rrsponsr to end Kudiu Alliance 800512 Itr 
cnnKfienling on ability of util to safely utillie nuclear 
power 

ANDREWb. 1 House of Rep 110/05/16 2pp 


P Operating license stage dm uinents 6 correspondence 


8007230030 Summary nf 00OPO7 meeting lu/Mark I owners group in Bethcoda. 
MD< re revisions to- NRC ncreptance criteria fi outstanding 
issues relative tn Mark 1 containment long-term program 
GRIMES- C T Plant Systems Branch 80/02/21 31pp 


0007010433 Eoruards responses to NflC 800507 request for ovalijetipn of 
applicability ti> facilities of OE 800221 responses 
ro concerns provided by ACflS consultant- C Hichelsoni 
re add I Till -2 i rioted r e quireiients 

UTLEV-E F Carolina Power I, Light To 00/06/27 6pp 


8007210-415 Discusrps. 790531 commitment to installation of mods required 
by Mark I containment program during 1980 !< 81 Complete 
kncorp urat I on nf IIRC input iniu GE load dofinitron rept 
scheduled for mid-Jul 1980 

UTLET. E n Carol ina Power h Light Co 80/07/14 2pp 


8007290723 Submitii uddl info re adequacy of station electrical 
distribution sys vnltage. in responsp tp NRC 800516 Itr Info 
for incomplete Items 2 1 will hr submitted by 801024 l< 

0926- respective ly 

UTLEV. E e Carolina Pouisr t. Light Co 00/07/94 7pp 


8007290163 ‘Elec t r 1 call I nstrumentat ion E> Control Aspects of Override of 
Containment Purge Valve Isolation 6 Other Safety Feature 
bignats. Crunsuli k Steam Electric Plunt-Onit 2 '' 

UDV.AC E060 Idtibn, Inc FINA-6P36 B00729QJ63 00/07/31 13pp 


8 Inspection rvpurts. IE Bullotins i< correspondence 


8007240113 Forwards IE Info Notice 80-20- "Loss of Decay Heat Ramoval 
Capability at Davis-Oesse Unit 1 While in Refueling Mode " 

No response required 

□’REILLY, J P Region 2 Atlanta- Office of the Directnr 00/05/00 
2pp 


60071404B9 roTwacds IE Bulletin 80-13- “Cracking in Core Spray 
fiperqprs “ Written response required 

D'REILLY.JP Renisn 2. Atlanta, Office bf the Director 80/05/12 
1? 


B007020JB7 Forwards IE Info Notice 80-22, "Breakdowns In Contamination 
Control Programs ’ No written response required 

O'REILLY. JP Region 2. Atlanta, Office of the Dlrecter 80/05/28 
Ip 


8007010179 Forwards IF Info Notice 60-P3, "Loss of Suction to Emergency 
Feedwater Pumps ' No written response required 

O'RElLUr. J P Region 2. Atlanta, Office of the Director 60/05/29 

IP 


B0(l-71704?0 Forwards IE Insp Repts 50-324/80-16 8, 50-335/80-19 on 
800512—16 No nnne nmp 1 1 anc e noted 

LEWIS, R t Re-gion 2- Atlanta Reactor Operations Nuclear Support 
Branch 80/06/06 2pp 


■“6007170499 IE Insp Repts 50-334/60-16 h 50-325/80-19 on 600512-16 No 
nonrompliance noted Ma^or areas inspected maint, survel Uance 
!■. calibr of Tech Spec-related equipment !< support equipment 
MESSITT.B p Region 3, Atlanta. Uffico of the Director 

UPRIGHT, C M Region 2, Atlanta. Reactor Operations Nuclear Support 

Branch aO''r06/05 6pp 


8007220043 Forwards IE Infn Notice 00-26. "Evaluation of Contractor 
(lA Programs " No written response required 

O'REILLY. >1 P Region 2. Atlanta. Office of the Director 60/06/10 

2pp 


8007140299 Forwards IE Bulletin 00-14, "Degradation of DWR Scram 
Discharge Vol rapability '* Written re.sponsr required 
O'REILLY J P Region 2- Atlanta. Office of the Director 60/06/12 

2pp 


8007020745 Forwards IE Bulletin 80-15. “Posnible Loss of Emergency 
Notification Gyi- (CNS) UiLuss of Offsite Power " Written 
response requii od 

D'REILLV.-JP Region 2, Atlanta, Office of the Director 80/06/18 

Ip 


8007020440 Forwards IE Cii cular 00-15. “Loss of Reactor Coolant Pump 
Coaling 6 Natural Circulation Cunldouin “ No Uiritteii reaponsB 
required 

O'REILLY, J P Region 2. Atlanta, tJPficn of the Director 00/06/30 
Ip 


8007100356 Ac k receipt of G0[)610 Itr informing NRC of stops token to 
correct violations noted in IE Insp Repts 50-324/00-10 & 
50-325/80-1! 

MURPHY, C E Region 9, Atlanta. Reactor Construction t< Engineoring 
Support Dranch 80/06/34 Ip 


— 0007100367 Ac k receipt of 800512 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts S0-324/B0-10 ki 
50-325/00-11 Pei^ 800522 telcun, supplemental response should 
be provided by 000613 

MURPHY, C E Region 2, Atlanta, Rcictiir Construction & Engineering 
Support Branch 80/05/23 Ip 


— 8007100377 Responds tn NRC B00418 Itr re violatlone notori in IE 
Insp Repts 50-324/80-10 5< 50-325/00-11 Corrective actions 
diesel engine insp was performed by manufacturer Perloriic 
tost impleiecnted h scheduled far fire doors 
TOLLISDN, A C raroUiia Power h Light Co 60/05/13 4pp 


— 8007100384 Forwards IE Insp Repts 50-334/80-10 fi 50-325/ BO- 1 1 on 
800331 N 0401-03 h notice of viol.itlon 

MURPHY, C E Region 1, Pli 1 1 uri o 1 ph 1 a* Reactor Construction << 
Engineering Support Dranch 80/04/10 3pp 


— 8007100395 Notice of violation from insp on B00331 li 0401-03 
* Region 2, Atlanta, Office of the Director 80/04/10 tp 


—0007100390 Notice of deviation from inep on B00331 8< 0401-03 
» Region 2, Atlanta, Office of the Director 80/04/10 tp 


—0007100413 IE Insp Repts 50-324/80-10 50-325/00-11 on 000331 it 

0401-03 Nunc omp 1 lanc e noted inadequate surveillance 
procedures for fire protection sys *< inadequate review of 
fire protection Tech Spec violatlniis 

CONLDN, T E Region 3, Atlanta, Reactor Construction 8t Engineering 
Support Dranch MILLER, N H Region 2, Atlanta, Office of the 
Direc tor 80/04/ 18 9pp 


0007160800 Forwai'ds IE Circular 00—14, “Radioactive Contamination of 
Plant Oeminera 1 1 led Water Sys t, Resullant Internal 
Contamination of Personnel “ No wr itten response required 
O'REILLY. J P Region 2, Atlanta, Office of the Director 00/06/24 
Ip 


0007010435 roruiards corrected Pages 11-38 h 11-36 for revised Inservice 
insp program for pump 8, valve test ing, submi tted an 800527 
UTLEY, E E Carolina Power h Light Co 80/06/35 Ip, 


-8007010431 Corrected Pages 11-35 Si 11-36 for "Inservice Insp Program. 
Program !< Value Testing " 

* Carolina Power !< Light Co 00/06/35 2 pp 


0007230320 Forwards IE Bulletin 00-16, "Potential Misapplication of 
Rosenoiint Inc Models 1151 6 1152 Pressure Transmitters 
W/Elther A or D Output Codes " Written response required 
IE Circular 80-16 also encl No written response required 
□ 'REILLY, J P Region 2, Atlanta. Office of the Director 00/06/27 
Ip 


8007330260 Responds to IE Bulletin 00-10 Routine sampl ing, analys Is ti 
monitoring program established to promptly identify 
contaminating events that could lead to uncontrolled 
releases to environ 

FUHR.B J Carolina Power 6 Light Co 00/07/01 Ip 


8007170516 Responds to IE Bulletin 00-08. "El amina 1 1 on Of Containment 
Liner Penetration Welds " All final welde radiographed ti 
results of const nondestructive examination acceptable as 
final 

FURR, B J Carolina Power 6 Light Co 00/07/03 2pp 


8007240109 Responds to 000611 notice of violation fc notice of proposed 
imposition of civil penalties Bniler removed from sve for 
decontamination, repair 6 mods Radlolngical operating limits 
established Civil penalties fee encl 
FURR, B J Carolina Power !i Light Co 80/07/03 7pp 



DOCKETED ITEMIS 


181 


—8007240196 Raspond* to NBC requesi; for info re 7Q0426 occurrence uhich 
resulted in onsite contoraination of ares around raduaste 
bldg Calculations Indicate approx 200 gallons of uaste uas 
draun into steam line 

TOLLISON.A C Carolina Pouer fc Light Co 70/04/20 2pp 


0007310449 Forwards response to NBC 800611 notice of violation fc notice 
of proposed imposition of civil penalties re onsite 
contamination of area around radwaste bidp Corrective 
actions boiler decontaminated & repaired Penalty fee encl 
FUBR, B J Carolina Power f< Light Co 80/07/03 1PP 


0007200111 Forwards response to IC Dulletin 00-lt Response includes 
general arrangement drawings indicating masonry walls Also 
forwards data sheets re each wall U/o ends 
FURRtB vf Carolina Power k Light Co 00/07/07 Ip 


8007290296 Responds to IE Bulletin 80-17< "Failure of Control Rods to 
Fully Insert " No water observed in scram discharge vol 
Timing of vent & drain valves completed 
FURRV. B J Carolina Power t< Light Co 80/07/10 Spp 


8007190492 Responds to NRC Itr re violations noted in IE Insp Repts 
30-324/80-20 If 90-323/00-23 Corrective actions ISI program 
reorganlied t< future submittals will be accurate ti complete 
QA Procedure 23 written t< approved to correct Items 2 (■ 4 
TOLLISDNiA C Carolina Power t* Light Co 00/07/11 3pp 


0007300361 Responds to IE Dulletin 80-13 No cracking Indications noted 
in Unit 1 core spray sparger or in-vsssel piping Unit 2 Insp 
ulll ba performed at next refueling outage 
FURR.B vl Carolina Power t< Light Co 80/07/15 tp 


800/310206 Submits supplemental response to IE Bulletin 80-07 re DWft 
jet pumps No indications discovered either by visual or 
ultrasonic insp 

FURR.B J Carolina Power & Light Co 80/07/15 Ip 


0007310306 Responds to IE Bulletin 79-03A> "Longitudinal Neld Oofects 
in ASHE 8A-3i2. Type 304 Stainless Steel Pipe ■' Piping specs 
do not permit use of A-312> Type 300 series fusion weldod 
pipe in safety-related sys 

FURR.B J' Carolina Power ti Light Co 80/07/13 ip 


R Periodic operating reports t< related correspondence 


0007110403 Forwards monthly operating repts for June 1980 
TOLLIBON. A C. Carolina Power << Light Co 00/07/03 2pp 


— B007110406 Monthly operating repts for June 1960 

U1LLI8, E Carolina Power N Light Co 00/07/03 Spp 


0 Reportable occurrences. LERs b related correspondence 


BOO7O20334 Forwards LEH 80-046/01 T-0 

TOLLISON.A C, Carolina Power b Light Co 00/06/24 ip 


— 8007020361 LER 0O-O46/OIT-O on 800611. while performing Insps per I6 
Dulletin 79-018. spl ices connecting nuclear grade cables to 
solenoid pigtail leads for valves found not environmental ly 
qualified Nuclear grade splices being installed 
TOLLIBON. A C Carolina Power b Light Co 80/06/24 2pp. 


8007160632 KO 3-00-47 while replacing nonqualified splices connecting 
eafety relief valve solenoid pigtails to nuclear grade 
cable. di scovered that pigtails on solenoids were brittle b 
that insulation cracked when handled Solenoids unqualified 
TOLLIBON. A C Carolina Power b Light Co 00/06/24 Ip 


8007020960 LER 79-t07 has been cancelled 

» Carolina power b Light Co 80/07/01. ip 


0007080363 LER 79-100 has been cancelled 

* Carolina Power b Light Co, 80/07/01 ip 


B007140393 Forwards LER 80-047/OiT-0 

TOLLIBON. A C. Carolina Power b Light Co BO/07/08 Ip 


—8007140399 LER BO-047/01T-0 On 000624, while replacing nonqoallPied 
splices connecting safety relief valve solenoid pigtails to 
nuclear grade cable. hr ittle pigtails discovered caused by 
adverse reaction to tape adhesive Solenoids replaced 
TOLLIBON, A C Carolina Power b Light Co. 00/07/08. 3pp 


8007220464 Forwards LER 8O-O40/O3L-O 
TOLLIBON, A C Carolina Power b Light Co 80/07/16 ip 


—8007220470 LER BO -04 0/0 JL 0 on 800623. low level switch 2-081 -LIS-N031A- 
1 unuld not reset when ftoimal reactor water level was 
simulateil Caused by stuck contacts Defective switch 
I cp laced b cal 1 br 

TOLLIBON. A C Carolina Power b Light CO 80/07/16 Ip 


000/220321 HQ I-QO-39 confilois 8007 1 6 telcon re notuFiCatlon by OE of 
incorrect use of total peaking fo( tor for adjusting gain of 
averogo powci T.inyi monitors Caused by incorrect ref value 
Tech Spec values to be changid 

TOLLISOH. A C Carol ina Power t. Light to 80/07/1/ 3pp 


0007250334 Torwuids LEM HO-049/OJL-0 

TOLL I SDN, A C Cafolina Power I. Light Co 00/07/17 Ip 


— 0007250341 LCR 00 -049/03L-0 on 000701 . dur ing performance of high 
drywell pressure channel pressure b functional test, 
technicians found piessilre switch 3-C72-P0-NOO2D actuating 
out of tolerancir Caused by instrument drift 
TOLLISaN-AC tnrul Ina Power b Light Co 80/07/1/ Ip 


DDCHeT 30-325 DRIJNSUHK STEAM Cl ECTfllC PLANT, UNIT I 


F Security, medicol. emergency i. fire protertion plans 


0007010324 Infurms NRC that util will submit revised emergency plan in 
Aug 1980 ImplerRuiiting procedures for emergency plan will be 
developed baj 601201 b complete plan implemented by BlOlOl 
per NUREO-0654 requlremunts 

UTLEV, E E Carolina Power •• Light Co 00/06/27 Ip 


8007010342 Advises that addl info re safeguards cuntingency plan which 
uas requested in NRC B00327 Itr will be submitted by 
000001 

UILCY.E E Carolina Power b Light Co B0/06/J7 Ip 


8007170935 Notifies that Intake structure basement areas at facilities 
have been suleited as possible test subj to conduct tests 
on fire protection sys in response to NRC 000323 order 
Requests agreement to partiilpate in program 
LISENIIUT, D Q Division of Licensing 80/07/08 3pp 


G Adjudicatory correspondence 


8007310243 Forwards Commissien H00327 memorandum b order containing 
decisions on UCB 700502 petition for reconsideration of 
7B0413 memorandum b order UCS 771104 petition sought action 
ro fire protection for electrical cables 
CISENHUT.D O Division of Licensing 00/06/25 BVpp 


It Oeneral correspondence 


8007020198 Responds to 800516 1 ir le Kudiu Alliance concerns about 
ability of util to safely utilijo nucluar power NRC monitors 
Shoaron Karris const to assure confoimance w/requiraments 
Levels of centatninfition from Brunswick no threat to public 
DIRCK8, id xJ Office of the Executive Director for Operations 

00/06/18 2pp 


— 8007020217 Requuste response to end Kudiu Alliance 000512 Itr 
commenting on ability of util to safely utiliie nuclear 
power 

ANOREUS, I Mouse of Rep 00/09/16 2pp 


P Operating license stage documents 6 correspondence 


80D72J0028 Summary of 000207 pieeting w/Mark I owners group in Bethesda. 
NDi re revisions to NRC acceptonre criteria 6 outstanding 
Issues relative to Mark 1 corit.itnmont long-term program 
oniMEQ, C T Plant Systems Branch (10/02/21 31pp 


0007010416 Confirms 000619 conference tail u/BNL NRC.GE U util re Fuel 
Cycle 3 Util will perform startup physics testing on Unit I 
during startup Prom current outage 6E has confirmed tbol 
both units are equipped w/theimai power monitors 
UTLEY, C E Carnlina Power 8. Light Co 80/06/29 2pp 


6007010423 Forwards responses to NRL 000507 request fur evaluation of 
appticabilltv to facilities of OE 800221 responses 
re concerns provided by ACRS consultant. C Hlchelson, 
re addl TMI-2 related requirements 

UTLEY. E E Carolina Power (, Light Co 80/06/27 6pp 


8007140605 Foi wards Amend 29 tu Llcen'O DPfl-71. safety evaluation f. 
notice of issuance Zt availability 

IPPDLITD.T A Operating Re.icters Branch 2 60/07/01 4pp 
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DOCKETED ITEMS 


-e007140&14 Amend S9 to License DI’R-? 1 . chang ing Tech Specs to establish 
revised safety A operating limits for Cycle 3 operatien & 
safety relief valve pressure settings to provide min nominal 
lift setting differential of 30 psi 

IPPOLITO.T A Operating (ieottors Branch 3 00/07/01 23pp 


£3007020745 Forwards IE Bulletin B0~15. "Possible Loss of Emergency 
Notification Sys (ENS) tJ/Loss of Offsite Power " Written 
reBponse required 

D'KEILLY.J P Region 3. Atlanta. Office of the Director QO/06/tB 
Ip 


-B007140ditB Safety evaluation supporting Amend 2? to License DPR— 71 
» Operating Reactors Branch 3 DO/07/01 iOpp 


-B007140di34 Notice of issuanco !< availability of Amend 29 to License 
DPS -71 

IPPOLITO.T A Dporating Reactors Branch 3 00/07/01 2pp 


0072104)5 Discusses 790531 commitment tn installation of mods required 
by Hark 1 containment program during 19(30 t< 81 Complete 
incorporation of NSC input into QE load definition rept 
scheduled for mid-Jul 1900 

WTLEViC E Carolina Power L Light Co 80/07/14 3pp 


307340427 Forwards corrected Page 3/4 3-7 of Tech Specs attached to 
800701 Amend 29 to License DPfl-71 Amend should ref Fuel Type 
PB0R036SH Also forwards corrected safety evaluation to Amend 
29 

IPPOLITO.T A Operating Reactors Branch S B0/07/i5 3p p 


-8007240433 Revised page to Amend 29 to License DPR-? 1 . correct ing ref to 
Fuel Typo P8DRD2h5H 

IPPOLITO.T A Operating Reactors Sraneb 3 80/07/13 Ip 


8007020440 Forwards tE Circular 80~1S. "Loss of Reactor Coolant Pump 
Cooling t Natural Circulation Cooldown " No written response 
required 

O'REILLV.J P Region 3. Atlanta. Office of the Director 80/06/80 
Ip 


Q007100336 Act receipt of 800610 1 tr Informing NRC of steps taken to 
correct violations noted in IE Insp Repts 30-324/00-10 & 
50-323/80-1 1 

HURPHV. C E Region 2. Atlanta. Reactor Construction & Engineering 
Support Branch 00/06/24 Ip 


— B00710D367 Ac k receipt of 000312 Itr informing NRC of steps taken bo 
correct violations noted in IE Insp Repts SO-324/00-10 t< 

30-32 S/60- 1 1 Per 800322 telcon. eupp 1 ementel response should 
ha provided by 800613 

HURPHVi C E Region S> Atlanta. Reactor Construction ti Engineering 
Support Branch S0/0S/S3 Ip 


— 8007100377 Responds to NRC B0041B Itr re violations noted in IE 
Insp Repts 50-334/80-10 t. SO-325/00-11 Corrective actions 
diesel engine insp was performed by manufacturer Periodic 
teat implemented 6 scheduieij for fire doors 
TOLLISQN.A C Karolina Power $< Light Co 00/05/12 4pp 


-B007240441 Corrected safety evaluation supporting Amend 29 to License 
DPR-71 Corrects incorrectly numbered pages 
e Operating Reactors Branch S 80/07/01 llpp 


107290723 Submits addl info re adequacy of station electrical 
distribution sys voltage, in response to NRC S00316 Itr Info 
for incomplete Items 2 b 3 will be submitted by 801084 & 
0936. respectively 

UTLEV.E E Carolina Power b Light Co 80/07/24 7p p 


— 8007100384 Forwards IE Insp Repts SO-324/QO-10 b S0-323/8O-U on 
800331 b 0401-03 b notice of violation 

HURPHT. C E Region 1. Philadelphia. Reactor Construction b 
Engineering Support Branch 80/04/18 2pp 


— 0007100393 Notice of violation from insp on 800331 b 0401-03 
« Region 2. Atlanta. Office of tho Director 80/04/18 Ip 


007230306 "El ec trlcal. Instrumental i on b Control Aspects of Override of 
Containment Purge Valve Isolation t< Other Safety Feoture 
Slgna Is. Brunswick Steam Electric Plant. Unit 1 " 

UDY. A C EObQ Idaho. Inc FIN A-62S6 8007230306 80/07/31 tSpp 


Inspection roports. IE Bulletins b correspondence 


307240113 Forwards IE Info Notice 80-20. "Loss of Decay Heat Removal 
Capability at Davis-Desso Unit 1 While in Refueling Mode " 

No response required 

O'REILLV.J P Region 2. Atlanta. Office of the Director B0/05/0B, 
?pp 


3071404B9 Forwards IE Bulletin 80-13. "Cracking in Core Spray 
Spargers Written response required 

O'REILLV.J P Region 2. Atlanta. Office of the Director 80/03/12 
IP 


107020187 Forwards IE Info Notice 80-22. "Break downs In Contamination 
Control Programs " No written responso required 

D'REILLYiJ P Region 2. Atlanta. Office of the Director 00/03/28 

Ip 


— 8007100390 Notice of deviation from insp on 000331 b 0401-03 
» Region 2. Atlanta. Office of tho Director 00/04/18 Ip 


— 0007100413 IE Insp Repts 50-324/80-10 b 50-325/80-11 on 800331 b 
0401-03 Noncompl lance noted, Inadequate survei I lance 
procedures for fire protection sys b inadequate review of 
fire protection Tech Qpec violations 

CONLQN.T E Region 2. Atlanta. Reactor Construction b Engineering 
Support Branch HILLER. W H Region 2. Atlanta. Office of the 
Director 00/04/10 9pp 


B007160BOD Forwards IE Circular 80-14. "Radioactive Contamination of 
Plant Deminerallied Rater Bys b Resultant Internal 
Contamination of Personnel " No written response required 
O'REILLV.J P Region 2. Atlanta. Office of the Director 80/06/24 
ip 


B007010425 Forwards corrected Pages II-3S b 11-36 for revised inservlce 
insp program for pump b valve testing. submitted on 800827. 

UTLEV.E E Carolina Power b Light Co 80/06/25 Ip 


— 8007010431 Corrected Pages 11-33 b 11-36 for "Inservic# Imp Program. 
Program b Value Testing " 

e Carolina Power b Light Co. 80/06/25 2pp, 


307010179 Forwards IE Info Notice 80—23. "Loss of Suction to Emergency 
Feedwater Pumps " No written response required 

O'REILLV.J P Region 2. Atlanta. Office of the Director 00/03/29 

ip 


307170420 Foruairds IE Insp Repts S0-324/B0-16 b 30-325/80-19 on 
000518-16 No noncompliance noted 

LEUIS. R C Region 2. Atlanta. Reactor Operations Nuclear Support 
Branch 90/06/06 2pp 


-8007170489 IE Insp Repts 50-324/80-16 b 50-325/80-19 on 800512-16 No 
noniompliance noted Major areas inspected maint. survei 1 lance 
b calibr of Tech Spec-related equipment b support equipment 
MEBSITT. BR Region 2. Atlanta. Office of the Director 

UPRIGHT.C M Region 2. Atlanta. Reactor Operations Nuclear Support 

Branch 80/06/05 6pp 


107220043 Forwards IB Info Notice BO-26. "Evaluation of Contractor 
flA Programs " No written response required 

O'REILLV.J P Region 2. Atlanta. Office of the Director 00/06/10 

2pp 


307140269 Forwards JE Bulletin BO-14. “Degradation of BWR Scram 
Discharge Vol Capability " Written response required 
O'REILLV.J P Region 2. Atlanta. Office of the Director 00/06/12 

2pp 


8007230220 Forwards IE Bulletin 80-16. "Potential Misapplication of 
Aosemount Inc Models 1131 b 1132 Pressure Transmitters 
N/Either A or D Output Codes " Written response required 
IE Circular 80-16 also encl. No written response required. 

O'REILLV.J P Region 2. Atlanta. Offica of the Director. 80/06/27 
IP 


8007220260 Responds to IE Bulletin BO-10 Routine sampl ing. analysis & 
monitoring program established to promptly Identify 
contaminating events that could lead to uncontrolled 
releases to environ 

FURRiB J Carolina Power b Light Co 80/07/01 Ip 


8007170516 Responds to IE Oulletin 80-08. "Examine tl on of Containment 
Liner Penetration Welde " All final welds radiographed b 
results of const nondestructive examination acceptable as 
final 

FURR.D J Carolina Power b Light Co 80/07/03 2pp 


8007240189 Responds to 000611 notice of violation b notice of proposed 
imposition of civil panaltias Boiler removed from sve for 
decontamination. repair b mods Radiological operating limits 
established Civil penalties fee encl 
FURR.B J Carolina Power b Light Co 80/07/03 7pp 


DOCKETED ITEMS 


—900724019* Respondi to NRC rei^uBst tor info re 700426 octurTonce whlth 
retulted in onsite contanlnetl on of ares around raduatte 
bldg. Celculatlent indicate appro 200 gallona of ua«ta uas 
drawn into steam line 

TOULlBDNiA C Carolina Power * Light Co 76/04/20 2pp 


B007310449 Forwards response to NRC 000611 notice of violation h notice 
of proposed Impoaition of civil penalties re onsite 
contaninatlon of area around radwaste b Idg. Correct ive 
actions boiler doeonbamlnated U repaired Penalty fee end 
FURR I B J Carolina Power b Light Co BO/07/03 8PP 


9007260111 Forwards response to IE Bulletin 80-11 Response Includes 
general arrangement drawings indicating masonry wells Also 
forwards data sheets re each wall U/o ends. 

FURRiB J Carolina Power b Light Co 80/07/07 Ip 


0007290296 Responds to IE Bulletin &0-17i' ''Failurs of Control Rods bo 
Fully Insert ’’ No water observed in scram discharge vol 
riming of vent b drain valves completed. 

FURRViB. J Carolina Power tc Light Co 90/07/10 2pp 


9007150492 Responds, to NRC Itr re violations noted In IE Inep Repts 
90-324/60-20 & 90-329/90-23 Corrective actions 181 program 
reorganlted b future submittals will be accurate b eomplate. 

OA Procedure 23 written & approved to correct Items 2 b 4 
TOLLISONiA C Carolina Power b Light Co 60/07/11 3pp 


0007300561 Responds to IE Bulletin 60-13 No cracking indications noted 
in Unit 1 core spray sparger or in-vessal piping, Unit 3 insp 
will be performed at next refueling outage 
FURR. B J Carolina Power b Light Co 90/07/19 Ip 


6007310206 Submits tupplemontal response to IE Bulletin 60-07 re BHR 
jet pumps No indications discovered either by visual or 
ultrasonic Insp. 

FURR.B J Carolina Power b Light Co 60/07/19 Ip 


6007310306 Responds to IE Bulletin 79-03A. "Longitudinal Utld Defecta 
In A8NE 8A-319jType 304 Qtainlsss Steal Pipe '• Piping specs 
do not permit use of A-312iTgpe 300 series fusion welded 
pipe in safety-related sys. 

FURR.B J Carolina Power h Light Co 60/07/19. Ip 


R Periodic operating reports b related correspondence 


6007110408 Forwards monthly operating repts for June 1900. 
T0LL18ON. A C Carolina Power b Light Co 60/07/03 2pp 


— 9007110406 Monthly operating repts for June 1900, 

HILLtS.E Carolina Power b Light Co BO/07/03 Spp 


S Reportable occurrences. LERs b related correspondence 


0007010996 Foruarde updated LER 0O-O41/O1T-I 

TOLLlSONtA C Carolina Power b Light Co. 90/06/20 Ip 


—9007010964 Updated LER BO-041/01T-1 on B00925> during review of environ 
ilualificatibn of electrical equipment, nylon insulating 
sleeve portlone of compression-type terminator lugs did not 
pass qualification test. Caused by sleeve deterioration 
T0LLI80N. A C, Caroline Power b Light Co 60/06/20 2pp, 


9007010901 Forwards LER aO-032/03U-0 

TCILLI80N. A C. Carolina Power b Light Co. 80/06/23. Ip 


—0007010909 LER 90-032/031,-0 on 800S2Siwhen rod wai eelected. rod blacb 
monitor B inoperable light on rod block monitor panel 
Illuminated, Cause unknown Problem could not be reproduced 
or identified when troubleshooting sgs. 

TOLLIBON.A C Carolina Power It Light Co 90/06/23 Ip 


9007010913 Forwards LER 0O-O33/O3L-O 

TOLLIBON.A C, Carolina Power b Light Co, 90/06/24. Ip 


■BOO701OB21 LER 0O-O33/O3L-O on 800926. while performing penetrant test 
1 10. count rate for source range monitors B b C did not 
decreeso when detectere were removed from core, Caused by 
blown fuses b height discriminator malad justment, 

T0LLI80N. A. C. Carolina Power It Light Cp, 60/06/84, 2pp, 


8007070234 Forwards LER 0O-O9O/O3L-O 

TOLLIBON.A C, Carolina Power b Light Co, 80'/06/87. Ip, 


— 0007070237 I ER OO-OSO/OOL-O on 00060S«wfi i lo performing reactor 1 1 
ventilation radiation monltoilng sys test.monitor 
Dt2-nM-NOlOD fmlloil to trip vontllntloii syi b start 
standby gas trains Caused by stuck relay 3DA 
TOLLIBON.A C Carol inu Power b Light Co (10/06/27 Ip 


9007000160 Forwards LCR aO~037/03L-0 

TOLLIBON.A C Carolina Power b Light fo 00/06/27 Ip 


— 0007000199 LER DO-037/03L-0 on 000526. d ur i ng containment Integrlti 
c heck. requ 1 red negative pressure not reached Caused by leaks 
in pipe b cable penetrations b stenm line boots Penetratlone 
repacked b boots replaced Test prnrBdures revised 
TOLLIBON.A C Carol ina Power b Light Co 60/06/27 3pp 


9007190694 Forwards LER 00-093/0:1L-0 

TOLLIBON.A C Carolina Power b Light Co 60/07/11 Ip 


— 6007180665 LER 0O-OB3/O3L-O on 900607. dur liig normal reactor bldg 
during ref uel ing . inner b outer doers of 90-ft air lock Pound 
open Caused by burned coll in inner door Interlock solvnoli! 
Coil replaced b air lock access restored 

TOLLIBON.A C Carolina Power b Light Co 60/07/11 Ip. 


B007220981 RO 1-00-SV confirms 600716 telcon re notification by Ot 
incorrect use of total peaking factor for adjusting gain of 
average power range monitors Caused by Incurrect ref value. 

Tech Spec values to be changed 

TOLLIBON.A C Carolina Power b Light Co 60/07/t/, Spp 


6007290026 Forwards LER H0-056/03L-0 

TOLLIBON.A C Carolina Power b Light Co 60/07/23 Ip 


— 8007290633 LER BO-006/03L-0 on D00701 . overage power range monitor 
<APRM) D b F determined inoperative due to lack uf eleven 
low power range monitor (LPFIfil inputs per monitor Caused by 
LPRM connectors that Peed into APRH being pulled loose 
TOLLIBON.A C Carolina Power b Light Co 60/07/2:3 2pp 


6007290023 Forwarde LER 00-099/01T-0 

TOLLIBON.A C Carolina Power b Light Co 66/07/29 Spp 


—9007290631 LER B0-039/01T-O on 600710. util Informed hy OE that pr 
computer was not using corrvct fuel lengths when calculating 
max total peaking factor Cause not stutrd Procedure* 
revised to correct TPF ref vnliie 

TOLLieON.A C Carolina Power (.Light Co 60/07/29 ip 


DOCKET 90-326 UNIV OF CALIFORNIA AT IRVINE REfi MEACTOR 


0 Inspection reports. IE Oulletins b correspondence 


6007160266 Forwards IE Circular 60-14. "Radioactive CaiitamtnAtion tl 
Plant Oaminer a 1 i I ed Hater 6ys b Resultant Internal 
Contamination of Personnel " No written response required 
ENOELKEN. R H Region S. Ban Francisco. Office of the Director 
90/06/24 Ip. 


R Periodic operating reports b related correipondenee 


6007190619 Forwards "Annual Rapt far Period 790701-600630 “ 
MILLER. 0. E California, liniv of. Irvine 60/07/0(1 ip 


— 0007180620 "Annual Rept for Period 790701 -(100630 " 

MILLER. 0 E California. Unlv of. Irvine. 00/07/00 ISpp. 


DOCKET 90-327 BCQUOTAH NUCLEAR PLANT. UNIT i 
A Applicatlon/construetion stage documents b ternesp ondenee 


6007220460 Nntlfles that contract for add! contracbor support to 
provide operational eiperience during low power test. per 
fuel loading b low power testing requlrementi wi 1 1 nut be 
renewed, E» tst i ng contract terminates w/NRC concurrence. 

MILL0(L. M Tennessee Vallsy Authority 00/07/17 |p 

6007230911 Notifies that initial performance of Optctal Teel 7 an ' 
900716 demonstrated that power operated relief valve can be 
manually operated to provide cooldown capabtliiu durlno 
abnormal conditions ’’ * | 

MILLS. L M Tennessee Valley Authority 00/07/16 Ip, [ 


DOCKETED ITEMS 


MBC SaFi't^ Fvcj] i>4 »- 1 on Ifefjoi t (5EH). siipplB >< C orr osp 0 n (I enc e 


DO73O0O!i3 Foriiorda status rept on faolitii SEU inputs Inputs on 84 
itsrno dro outstandinci ££Ft uj 1 1 not he roadij i r> imo 

for (-cinm 1 ss Ion S0073S brlefinp onJp's approjr input dates 
are improved 

KEWVDUi T Assistant Dirertor for Licansinij 00/07/18 Ip 


Socurit^i nediialf cmarpenrij (c fire priitoctlon pliins 


071f]0/a4r) Porujards revised c oiTimi tnen t for firs protection projjran 
rc-evaluation. Sec ti on A 3<b><re locking of fire protectino 
uiater sgts valves Hevision mas made in response to IE Insp 
Repts S0-327/80-1O t, S0-33B/SQ-0i 

MILUBi'L M Tenncsseo Valley Authority 80/07/03 3p p 


078304^7 Eoi luards fire protection mod sc had u J pel' MRC 600702 
request Requests approval Seven mods have complcHon dates 
after BOltOl 

'lILtScL n Tennosspi? Valley Authority 30/07/17 13pp 


77330575 Farufartfs revised radiological emergency plan le/c rose— r ef 
lettiieen plan h NUflEO-Oi54 A App Fi IN rad i o 1 og » c a 1 emergencil 
'Gspenso plan Encls available in Central Tiles only 
IILLS. L M Tennessee Valley Authority 00/07/31 3pp 


>72B0S<t3 Advises that Ue s ti ii g h ous e revieupd p oieer-aocensiae test 
rocedures per Task Action Plan Item I C 7 Review of 
norgenty pi ocedurea dneumented by 800423 Itr to LS 
obenstaln 

1LL6.L M Tennessee Valley Authority 00/07/33 Ip 


7300434 Agrecsi as intorini step decided at NFIC B00725 meetingi to 
ipand near site press facility to provide for command 
introl function For emergency response Central emergency 
esponse ctr>per util 800781 Itrprequirea addl discussion 
ILILS.LM Tennessee Valley Authority 00/07/23 Ip 


Id jud ica tory correspondence 


'290375 Ac k receipt nf petition requesting that MHO revoke limited 
liner DL Felition is being treated under 10CFW2 20h ft action 
11 be taken iiUthin re.ispn3ble time 

MrOfljlf R OfFire of Nuclear Reactor RcgulatioriJ Director 
/□A/a4 3p p 


07290307 Notice of request for action under 10CPR2 206 by NRC per 
800520 potitiion to revoke low power DL 

DENT0N*ir R Office of Nuclear Reactor R egula t i on< Director 
30/06/24 Ip 


J7270296 Reouests NRC revoke limited OL of util to perform low 
lower testing of facility because public health ft safety is 
■ndangcr od 

}0T2i.ERi T The Nuclear Regulatory Commissi on 00/115/28 3pp 


10243 Forwards Conunlsslon 800527 rnemDrondujii St order containing 
isioiis on Ur8 700502 peCltinn for reconsideration of 
•413 (nemoriinduin ft order UC8 771104 petition sought action 
fire prcitecttiin for electrical cables 
ENHliTj D Q Division of Ultenstng 60/06/25 C9pp 


ility Final Safety Analysis Report (FSAR) ft amondi 


00374 Amend to OL appl icatl pnj cons i s ting of Amend 66 to FSAR, 
islng Chapters 2. 3> 5i 6 ft 15 FBAR doc umentation of items 
ismltted by LN Hills 800613 1 tr ft responses to NRC 
Btions encl 

TS( J U Tennessee Valley Authority 80/07/25 Ip 


300376 Amend 66 to FBAHi re v i s iTig Chapters 2. 3^ 5i 6 ft 15 
Tennessee Valley Authorit-y 00/07/28 '^8pp 


ommittee on Reactor Eafeguards reports ft correspondence 


ce of ACRS SubcoiTiini ttac on Bequeyah Nuclear Plant 000709 
shingtoiiiDC to revleu OL request 

fflce of tba Secretary nf the CommissiDn 80/06/18 


usses review conducted at 243rd ACRS mcotlng on 000710- 
plication to operate at full power Facilities 
ed at levels up ti> full power ui/o undue risk 
ined are considered 

ACRS - Advisory Committee on Reactor Safeguards 


0007S10531 Responds to 800710 request ro particular aspects of 
facility Applicant committed to eipedite installation uf 
distributed ignition sys No practical need to hold up 
issuance of OL pending completion of proposed sys 
PLeaSETtM S ACRS - Advisory Committee on Reactor Qafefluards 
00/07/15 Ip 

8007290022 Foruerds Ahearno 800715 Itr re ACRS review of application 
for author! lation to operate 

SCHHENCER.A Licensing Branch 2 80/07/17 3pp 


P Operating license stags documents ft correspondence 


BOO7O2O220 Forwards NRC OfC of Nuclear Reactor Regulotlon 000428 
reorg ani la 1 1 on chart Necessary period of transition made 
w/mtn disruption to ongoing activities 

TEIlESCO<n L Assistant Director for Licensing 80/06/13 2pp 


B007020747 Forwards requests for addl info re shielding review ft 
contairment sump Responses should be submitted by 800701 
Includes summary of shielding design review required by NRC 
791109 Itr imp 1 omen ting Item S 1 6 b of NUREO-0578 
SCNHENCER.A Licensing Branch 2 00/06/19 lOpp 


B00702D042 Confirms 800620 pral aut bor i rat 1 on to proceed w/hemtup u/ 
inoperable hanger on pressurlicr line Oeflcieticy Will be 
corrected before initial criticality Formal amend to license 
will bo processed in near future 
5CHREMCER. A Licensing Branch 2' 80/06/23 2pp 


DD07020722 Forwards commitments re steam generator insp ports ft Row 1 
steam generator tubes NRC requires commitment within 9 days 
re performance of required actions described in end Insp 
ports must be installed just above upper support plat* 

SCHUENCER.A Licensing Branch 2 80/06/23 3pp 


0007030195 Forwards request fur addl info re Table 17 2-ti ''Critical 
Structures* Sys ft Components! " for F6AR>whlch Idintifics 
items subj to nperational OA program Info requested by 
800630 

BCHRENCERiA Licensing Branch 2 80/06/24 Spp 


0007010327 Forwards addl info re safety ovaluatlon of facility special 
tost program, Provides addl assessment nf potential upset 
conditions associated w/postulated rod withdrawal events 
Fuel clad failure is not expected 

MILLBiL H Tennessee Valley Authority 80/06/25 llpp 


0007230001 Forwards statement of policy re requirements to bo met for 
current PL applicationsias derived from NOREO-0660 ft found 
in NUHEe-0694 

EISENHUT. D 0 Division of Licensing 80/06/26 2pp 


80D7090347 Requests that 800624 FR notice be reissued to correct 
implication that farm iTNRC) owns facility ft allegation that 
plant is unable to withstand hydrogen burn pressure 
8ATES.A K Affiliation Unknown 80/07/01 3pp 


8007170496 Forward* Amend 3 to License DPR-77, safety evaluation ft 
notice of issuance ft availability 
SCHWENCER.A Licensing Branch 2 80/07/01. 2pp 


— 0007170303 Amend 3 to License DPR-77 changing pages to App A Tech Specs 
re surveillance requirements for taking radioactive liquid ft 
gaseous samples 

SCHWENCER-A Licensing Branch 2 80/07/01 22pp 


--8007170508 Safety evaluation supporting Amend 3 to Licenso DPR-77 

* Office of Nuclear Reactor Regulationi Director 80/07/01 Spp 


— 8007170517 Notice of issuance ft availability of Amend 3 to License 
DPR-77 

BCHRENCER.A. Licensing Branch 2 80/07/01, Spp 


8007180061 Forwards safety evaluation supporting Amend 2 to Licensa 
UP R-77 

SCHNENCER! A Licensing Branch 2 80/07/01 8pp 


— 0007180070 Safety evaluation suppporting Amend 2 to License DPR-77 
-« Licensing Branch 2 80/07/01 2pp 


BO07JB0595 Forwards Amend S to License DPR-77i safety evaluation ft 
notice of issuance ft availability 
aCHWENCER.A Licensing Branch 2 SO/07/01, Bpp. 



— B007ia099& Anond ? to Liccnso D>>R-77i changing Page 0-J to App A Tech 
CpBco to pct'mlt entry Into Modeo 3 & 4 oi/unrceol ved piping 
support or restraint deficiencies 
SCHMENCER.A Licensing Oranch 2 80/07/01 4pp 


“-BOO710O59B Safety evaluation supporting Amend 3 to License DPR-77 
* Office of Niicleor Reactor RegulatlDn- Diroctor 00/07/01 app 


— B007180999 NotlLV of Issuance tc availability of Amend 3 to License 
DPR~77 

BCi)WENCER> A Licensing Branch 3 00/07/01 app 


800719047a Forinards response to NUREG-0 570, TMI-a Lessons Learned Task 
Force status ropt ti short-term recommondotions Consolidates 
previous Itrn Includes rovioions to containment isolation & 
shielding items 

HILLS> L M Tennessee Valley Authority 60/07/03 Ip 


C007200001 "TVA Responso to NURC0-O37B, Ohort-Term Lessons Learned 
Requirements " 

« Tennessee Valley Authority 00/07/03 300pp 


0007190640 Advises that response to F8AR> Question 3 70i lui 1 1 not be 
orgeniied 6 prepared for submittal until 600001 
MlLLSiL H Tennessee Valley Authority 80/07/08 Ip 


B007ia069a Submits recommendotlons re facility steam generators. In 
response to NRC 000633 Iti Camera devico uili bo designed b 
tested for remote insp of tube supports In lieu of addl 
ports Max active tube surface margin uill bo malntainod 
HILLS. L H Tennossee Valloy Authority 80/07/00 app 


0007190921 Forieards Info ro Category 1 masonry ualls. in response to NRC 
800421 Itr Results of Investigation of inplace attachments 
to masonry stalls siill he submitted by 801017 Overslio ends 
available in Central Files (31 pp) 

HILLB. L H Tonnessoe Valloy Authority 80/07/09 4pp 


— 8007190922 "Design Criteria for Reinforced Concrete Block Ualls 
STONr.F A . CANNON.R U . LACY. T F Tennessee Volley Authority 
72/04/07 29pp 


B00721061B Notification of 800714 meeting si/utll in DethcsdaiMO to 
discuss emergency operating instructions 
BTAHLE, C 8 Licensing Branch 2 80/07/10 2pp 


B007240297 Foruards Anond 4 to License DPR-7/i safe ty evaluation t< 
notice of Issuance ti ovallali 1 1 1 ty 

DENTON. H R Office of Nuclear Reactor Regulatiun. Director 
80/07/ lO 3pp 


— B00724O302 Amend 4 to License DPR-77i modifying Tech Bpecs for lou pouor 
testing 

DENTON. H R Office of Nuclear Reactor Regulation. Director 
80/07/10 4pp 


— B007B40306 Safety evaluation supporting Amend 4 to Llconso DPR-77 
a Office of Nuclear Reactor Regulatiun. Director B0/O7/1O 
39pp 


— 8007240312 Notice of issuance b availability of Amend 4 to License 
DrR-77 

BCHMENCER.A Licensing Branch 2 80/07/10 2pp. 


B007180371 Forwards Revision 3 to util response to Item 3 1 6o. NUREO- 
0970 Revision incorporates leak testing procedures for 
waste gas sys (App E) b results of leak reduction program 
for liquid it gas sys (App F> 

KILLBi L H. Tennessee Valley Authority 00/07/11 6pp 


— Q00719007B Surveillance Instruction BI-656i Revision 1. "Hast# Oas Sys 
Oross Leakage Test " 

KUEHN.L B Tennessee Valloy Authority 80/06/12 14pp 


— Q0071S09B3 Liquid sys leak test data 

CHURCH. J W lennesseo Valley Authority 80/07/01 9pp 


8007160471 Responds to vf Spraul Informal questions re F8AR Table 17 2-1 
b foruards oporettono) OA manual. App A. re critical sys b 
Part 3. Section 2. re mat! b spars parts 

MILLS. L M Tonne B see Valley Authority 80/07/11 9pp. 


— B00716047S Operational OA mapoal.App Aire critical s tructures. #y s b 
components list 

OREEN.H. d Tennessee Valley Authority 70/08/19 90pp, 


—6007160484 Opera t innol OA manunl. Part 3. Sec ti on2i re matl b spare parts 
» Tennessee Valley Aothni ity 79/08/29 33pp 


8007280006 Notification of BOO/23 meeting ur/utils In Oethssda.ND to 
discuss matters re TMl-3 dated i equi remen ts 

DRBHERICK. A U Licensing Drone h 1 KERRIGAN, J D . STABLE, C R 
Llconsing Branch 2 80/07/16 6pp 


8007220332 Advisos that util proposes installation b implementation of 
interim sys of distributed ignitors uhlch uoutd limit 
effects of large amounts of hydrogen Safety analysis, 
drauiings b FGAR revisians eiill be submitted bO SOOOii* 

MILLS. L M Tennessee Valley Authority 00/07/17 5pp 


B007230467 Foriuai ds response to NRC 800307 request for ceromitmont to 
moot requirements b associated schedules in Five specific 
TMI Items Includes shift manning • 1 1 censi ng examinations b 
licensed d 1 sseminat i an of operating eiperlencd 
MILL8.L tl Tennessee Valley Authority B0/07/1B 4pp 


B007230477 Forsiards response to NRC 800619 request for addl info re 
shielding design revleui.hlgh range containment radiation 
monitor b access cnntiol of areas adjacent to spent fuel 
transfer tubes 

MILLB.L M Tennessoo Valley Authority 00/07/10 Bpp 

8007230480 FoTuardS "ECOFAC Solidification Sys Process Control 
Program." Revision 4. in response to NRC 000324 request 
MILLS, L M Tennessee Valley Authority 00/07/lB Ip 


—0007230401 "ECOPAC Solidification Sys Process Control Program." 
Revision 4 

» Tennessee Valley Authority 80/07/18 20pp 


— 0007230483 "Technical Rept on Urea Formaldehyde " Karked-up Amefco ropt 
on procedure for ansi to solidification of lau level raduastd 
at facility one I 
* Anefco, Inc BO/07/10 4Spp 


8(107230933 Forwards response to M Mendonca 800627 questions ro reactor 
vessel head venting sys Westmghouse is developing 
procedures foi inadequate cure cooling for recommended use 
of vent sys by utils 

HILLB. L M Tennessee Valley Authority BO/07/10 llpp 


800 7J00032 Forwards status rept on facility SER inputs Inputs on 24 
Items are still outstanding 8ER siill not be reody In time 
for Commission B00720 briefing unless approx Input dates 
aro improved 

UENVONi T Assistant Director for Licensing 60/07/18 tp 


000/230408 Forwards addl Info per NRC 800619 request re control of 
containment sump debris 

MILLB.L M Tennessee Valley Authority 80/07/21 14pp 


8007290724 Foriijarils description of program. “Training for Mitigating 
Coro Damage " Program was developed to ensure that all 
licensed operating employeea aro properly trained to use 
available info should accident occur involving core damage 
MILLS. L M Tonnessoe Valley Authority 00/07/22 9pp 


G007200623 Advises NRC of avaluotion of potential haiards In vicinity 
of plant tl of main contriol room habitability sys for 
protection from radioactive b toxic gas releases Plant 
operators are adequately protected from passible haiards 
MILLB.L M Tennessee Valley Authority 00/07/24 Ip 


8007290691 Forwards evaluation of design b equipment delivery schedules 
for mods in response to NUREO-0694 All equipment for work 
requiring power outage will bo available Mai — June First 
refueling outage schedulod for eorlg 1962 
PARRIB, H 0 Tennessee Valley Authority 00/07/33 6pp 


8007290679 Forwards prolioiinary assessment of potential for barge tow 
heading upstream impacting new essential rau cooling water 
pumping station Btation not required For safe oparation of 
Unit 1 

MILLB.L H Tennessee Valley Authority 80/07/38 3pp 


8007290797 Forwards data 1. drawings re sattlomont monitoring Revised 
Questions QNP 03 B4 S< BNP 02 73 will be incorporated into 
rSAR in next amend No significant settlement observed 
Drawings available In Central Files only 

MILLB.L M Tennoosee Valley Authority 80/07/26 ISpP 


8007310396 Advises that shnrt-torm items b two long-term items listed 
In NUREO-0011 TO main control room design review have been 
corrected Util cominl ttnd to investigate feasibility of 
correcting remaining items of first refueling outage 
illLLBiL M. Tennessee Valley Authority 80/07/80 4pp 



DOCKETED ITEMS 


310418 Foruiards Tevlsed snainari; page for pOOiijjA response to 
tnEo-osca 

LL9i L M Tennessee Velleg Authority B0/07/BB 2pp 


310323 Forwards "Unit 1 Special Startup Test Rept '' 
LLS.L H TennoBSeo Valley Authority BO/07/89 ip 


'07310325' "Unit 1 Special Startup Test Rept ’’ 

HACHi E R Tennessee Valley Authority aO/07/20 3pp 


310411 Submits beet results of plant auaillary bldg gas treatment 
per requirements of SER>Suppl 1 Mogative pressure equal 
or more negative than minus 1/4-inch uater gauge 
lative to outside atmosphere was achieved in pump rooms 
LLS> 1. M Tennessee Valley Authority 30/07/29 Ip 

3104lt> Forwards addl info on temp control for main steam valve 
omst per O Parr request 

LLB> L M Tennciseo Valley Authority 60/07/29 2pp 

nspection repi>rts> IE Bulletins It correspondence 


240089 Forwards IE Info Notice 0O'2O. "Loss of Decay Heat Removal 
lability at Davis-Besse Unit 1 Mhile in Refueling Nods " 
response required 

REILLT, J P Reg ion 2. Atlanta, Office of the Director B0/05/0B 


D2019S Forwards IE Info Notice 0O-2Bt "Dr eak downs In Contamination 
atrol Programs " No written response required 

lEILLV, J P Region 2i Atlanta, Office of the Director 80/05/2B 


8OO716OS07 Forwards IE Info Notice 00-27, "Degradation of Reactor 
Coolant Pump Studs " No specific action or responss 
required 

O'REILLViJ P Region 2, Atlanta> Office of the Director B0/0*/ll 
ip 

9007020740 Forwards response to IE Bulletin 00-06, "Engineered SafetU 
Feature lESF) Reset Controls " List of safety-related 
equipment which will not remain in emergency node after 
reset of actuation signals end 

CROaS, d U Tenrsseae Valley Authority 00/06/12 3pp 


0007020347 Forwards rtsponss to IE Bulletin 0O-O4i "Analysie of PMR 
Main Steam Line Break w/Contlnued Feedwater Addition " Llete 
relevant assumptions used In all core transiont analysos 
Assumptions furthsr explained in FBAR 

MILLS. L M Tennessee Valley Authority 00/06/16 3pp 

0007020761 Forwards IE Bulletin QO-IS, "Posslbla Loss of Emergancy 
Notification By* 1EN8) M/Loss of Offsits Power " Written 

response required 

D'REILLYjJ P Region 2, Atlanta. Office of the Director 80/06/ill 

ip 

0007020391 Forwards IE Circular BO-IS. "Loss of Reactor Coolant Pomp 
Cooling If Natural Circulation Cooldown " No writtan rasponse 
required 

O'REILLYf J P Region 2, Atlanta. Office of the Director, 80/06/20, 

ip 


0007310344 Foruiards IE Insp Rept’s 50-259/00-29.80-260/00-19, 
80-296/80-20 & 80-327/00-22 

O'REILLY, d P Region 2. Atlanta. Of die# Of the Director 90/06/23 
3pp 


00127 Forwards IE Insp Rept SO-327/B0-1O on 000512-13 No 
icofflpIiancB noted 

IPHY.C E Region 2. Atlanta. Reactor Construction I, Engineering 
iport Branch 80/09/20 2pp 


J7I00131 IE Insp Rept 50-327/00-10 on 000512-13 No noncompliance 
loted I1a|dr areas inspected seismlr analysis for at-bullt 
la fety-r elated piping sys per IE Bulletin 79-14 

lERDT.A R Region 8. Atlanta. Reactor Cons true ti an 6 Engineering 
upport Branch tIODENOB. L Region 2, Atlanta. Office of the 
i rector 00/05/27 3pp 


— 8007310391 IE Insp Repts 50-299/00-29.90-260/80-19.80-296/90-20 I, 
30-327/00-22 on 800S21. Insp consisted of enforceaent meeting 
in Atlanta. OA to discuss exceeding DOT radiation limits 
during shipment of radwaste from Browns Ferry 

DAfICE, H C Region 2, Atlanta. Reactor Operations Nuclear Support 
Branch 00/06/20 2pp 


0007110034 Ack receipt of 600923 Itr informing NRC of steps taken tp 
correct violation noted in IE Insp Repts 80-327/00-14 ti 
30-328/00-00 

MURPHV.C E Region 2. Atlante, Reactor Construction h Enginearing 
Support Branch 80/06/24 ip 


*10400 Forwards IE Circular 00-13, "Or Id Strap Damage In 
'tlnghouse Fuel Assemblies " No written response required. 
■EILLV.J P Region 2, Atlanta, Office of the Director 80/05/28 


'10228 Forwards IE Info Notice 80-23, ''Lose of Suction to Emergency 
dhioter Pumps “ No written response required 

EILUY, J P Region 2, Atlanta. Office of the Director 80/05/29 


70219 Forwards IE Insp Rept 50-327/00-16 on 000400-30 6 notice of 
lation 

lO.R C Region 2. Atlanta. Reactor Operations Nuclear Support 
nch 00/06/02 2pp 


7170S21 Notice of violation 
Region 2. Atlanta, Office 


from Insp on 000400-30 
of the Director 80/06/02 


Ip 


— B007110039 Submits addl response to NRC 80050] Itr re violation noted 
in IE Insp Repts 30-327/00-14 6 30-320/00-08. Corrective 
Bctlons all Oectien 3 surveillance Instructloiie comply w/ 

Sectipn 11 of ABHE holler code 

HILLS, L M Tennessee Valley Authority 00/06/09 Ip 


BOD7170D70 Foruardt IE Circular 80-14. ''Radioactive Contamination of 
Plant Demlneraliied Mater Sys h Resultant Intarnal 
Contamination of Personnel." No written responee required 
□ 'REILLY. J P Region 2. Atlanta, Office of the Director, 00/06/24 
Ip 


8007020627 Advises NRC that followup rept to 800612 responee to IE 
Insp Rept SO-327/BD-lOi containing one infraction, will ba 
submitted by 000630 

MILLS, L K Tennessee Valley Authority 00/06/26 ip 


7170224 IE Insp Rept 50-327/B0-I6 on 000400-30 None omp 1 i ante noted 
allure to maintain vital area barrier integrity 

QTTLE.M T Region 2. Atlanta. Office of the Director DANCE, H C 
Region 2, Atlanta. Reactor Operations Nuclear OupppTt Branch 
0/06/02 I2pp 


90009 Forwards IE Insp Repts 30-397/00-19 6 30-328/80-12 on 
.13-16 Nu noncoimp 1 lane B noted 

18, R C Region 2. Atlanta. Reactor Operations Nuclear Support 
ich 00/06/05 2pp 


0007000220 Forwards rept on insp program re sys perforeience Which was 
initiated In response to IE Insp Rept 50-327/80-15 Inep 
program ihoutd ensure sys ptrforaianca will not be degraded. 

MILLOiL ft Tennessee Valley Authority 80/06/27 iSpp 


0007230293 Forward* 18 Bulletin 60-16, "Potential Mieappllcatlon of 
Rosemount Inc Models 1191 I, 1192 Pressure Transmlttere 
U/Either A or D Output Codes " Mritten response required. 

IE Circular 00-16 also end No written reeponse required 

O'REILLY, JP. Region a, Atlanta. Office of the Director. 80/06/27, 

ip 


fiaOOll IE Insp Repts 50-327 /BO-19 Cc 50-320/80-12 on 800613-16 No 
iiic omp 1 1 ance noted Major areas inspected preoperattonal 
• stinp, program review 1. implementation b foltouiup of 
'Bviously Identified items 

3HENDEN.M C , BUTLER, 0 D Region 2. Atlanta, Office of the 
Irector UPRIOHT.C M Region 2. Atlanta. Reactor Operations 
jclear Support Branch 00/06/04 4pp 


20029 Forwards IE Info Notice 00-26, "Evaluation of Contractor 
’rograms “ No written response required 

ILLYrJ P Region 2. Atlanta, Office of the Director. 00/06/10 


8007000331 Forwards response to Deviation Item 50-327/80-17-01. noted in 
IE Insp Repts 50-327/80-17 li 30-328/00-10 rt inadequate fire 
barrl srs, Required insulation installed on seven conduits. Ii 
cover plates reinstalled on three conduit fittings 
HILLB. U M- Tennessee Valley Authority 00/06/30, 3pp. 


8007210036 Forwards response to IE Bulletin 00-08' re-asamlnat ion of 
containment liner penetration weld* Penetrations at 
Baquoyah. Matts Dar 6 Bellefonte contain flued hefd design 
Design for Yellow Creek no^ yet completed. 

M1LL8.L M Tennessee Valley Authority. 00/07/08 9pp. 



DOCKETED ITEMS 


8007810994 Rtipondi to IE Bull»tln a0~10 r« conta/nina tion of 
nonradloactive (\|i Routina aampling 4 anaiyiis program 
•atafeliahad Hill complg w/requir amanis should identified sg« 
baeona oontaaiinatad 

MlCtSii. M Tannaiiaa Vallag Authority BO/07/00 ip 


— B007010502 LER aO-053/03L-0 on 000526. sve 
0-RM~90-l32D declared inoperable due to 
t>y inoperative radiation monitor sample 
monitor sample pump valveil in b monitor 
HEREPORD. J M Tennessee Valley Authorl 


b I dg vent (nonltnr 
loss of floui Caused 
vacuum pump Other 
returned to sVC 
ty 00706725 Ip 


8007310096 Forwards raaponsa to IE Bullatln 79-87 re loss of nonclass 
IE Instrumentation h control power syt bus during operation 
No deficiencies discovered 

HILLfijL M Tennesfte Volley Authority B07077I9 3pp 


B007290479 Forwards response to NRC 800626 Itr re violstlone noted in 
IE Imp Rept 90-337780-20 Response withheld 
iraf 10CFR8 790) 

HILLB.t M Tennessee Valley Authority 00707781 ip 


8007880498 Forwards addl response to IE Bulletin 80-06, •‘Engineered 
Safety Feature (EBP) Reset Controls “ Present control 
schemes adiquate Equipment evaluation end 
MILLS, L fl Tennessee Valley Authority 80707724 9pp 


R. Periodic operating reports li related correspondence 


8007230398 Forwards monthly operating rapt for June 1980. 
BALLENTINE.J M Tennessee Valley Authority 80/07714 ip 


•B007S2036O Monthly operating rept for June 1980 

HALKERfF M Tennassea Valley Authority 80/07702 9pp. 


8. Reportable occurrences, LERs l< related corretpondence 


800701 OOQV PN8—1 1 -80-007 on 800304, Ot 11 employee gelned unauthor i led 
entry to protected area tc further access to reactor bldg 
Employee observed photographing fueling operation Search of 
areas entered revealed no contraband Employee apprehended 
TOaiN, U J. , DAMCErH, C Region 8, A.ttanta, Office of the Director 
80/03709. Bpp 


8004340890 PNO-1 1-80-39. two issues currently under review by TVA which 
suiy result In delay in startup of unit. First issue covers 
replacing of split positioning pins used in mounting control 
rod guide tubes in upper core support assembly 
HARTINtR, ( DAUCEiH Region 8, Atlanta, Office of the Director, 
80/03/18, Ip 


8007010388 Forwards LER BO-073703L-0 

CALHOUN, J, R Tennessee Valley Authority 00706783 Ip 


—8007010389 LER BO-073/03L-0 on 000920, diir Inp support I, hanger Insp, 
discrepancies discovered between os-built h as-analyied 
conf Igurations that could cause failure in piping during 
oolsmlc event Deviations will be modified as required. 

SWEARINGEN, J. 0 Tennessee Valley Authority 80706723 9pp 


8007010439 Forward e LER 00-069/03L-0 

CALHOUN, 0 R Tennesiee Valley Authority. 80706/83 Ip, 


— 0007010438 LER B0-0697O3L-0. on B00430, four fire barrier penetrations 
dlscevertri to be breeched leading from reactor bldg to 
emergency gas filter treatment eye filter room. Caused by 
const error. 

a Tennessee Valley Authority 00706783, 8pp 


8007010988 Forward e LER BO-0B2/03L-0, 

CALHOUN, J, n Tenneeeee Valley Authority. 80706/83. Ip 


—8007010939 LER BO-OB8/03L-0 on 000986, w/unit in Mode 4, preaeuri rer 
heatup rate exceeded max allowable rate Caused by safety 
injector creating Ineurge into preasurt ler. Level restored 
during recovery phase I, temp restored to limits 
ROBINBONtF Tennassea Valley Authority 80706723 Opp 


8007010417 Forwards LER B0-076703L,-0 

CALHOUN, J.R Tennessee Valley Authority. 80/06789. tp 


—8007010419 LER 0O-O767O3L“O‘ on 000926, during normal operation, output 
circuit breaber on vital inverter 2-1 tripped, causing 120 
volt ac vital Instrument power board 8-1 to become 
Inoperable. Caused by thermoetat being out of calibr. 

ROMINEiD.R. Tennessee Valley Authority 80706729 Ip. 

80070104^ Foruardi UR BO-OB3703LrO. 

CALHOUN, J R Tenneeeee Valley Authority. 00/06789, tp. 


8007010983 Foruarils LER aO-078703L-0 

CALHOUN, J R Tennessee Valley Authority B0/O6785 Lp 


“8007010932 LER aO-OTO/OOL-O on 800926. d ur Ing Mode 4 opera t i On. boron 
concentration in FIHBT measured 3124 ppm Caused by boron 
concentration mateup being too high Boron diluted to proper 
cenc entr ation 

RECORD. D J Tennessee Valley Authority B07067B4 Bpp 


0007010934 Forwards LER a0-0Bt7O3L-O 

CALHOUN, J R Tennessee Valley Authority 8070672S tp 


”8007010941 LER B0-0B1703L-0 on 000927. during timing of l-FCV~78-aO. 
containment sump to train 0 of containment spray. for 
surveillance test 166 1, valve would not open Caused by 
switch controlling FCV-78-20 being out of adjustment 
ROMINE. D Tennessee Valley Authority 80/06/29 ip 


0007010490 Forwards LER BO-OBa703L-0 

CALHOUN, J IT Tennessee Valley Authority 80706786 lp. 


— -0007010915 LER 0O-O037O3L-O' on 800929 , pump motor on fl-RM-90-134 bur 
out causing common circuit breaker on 0'RM-9a-1347 1 41 t, 
l-RM-90-lia to trip Cause unbnouin Motor replaced 
ROMINE.P F Tennessee Valley Authority 00/06/86 2pp 


0007010312 Forwards LER B0-OB070aL-0 

CALHOUN, J R Tennossee Valley Authority 00/06726 tp 


—8007010922 LER S0-On0/03L-0, on B00927. durl ng lest on D train of 
auxiliary bldg gas treatment sys, cuntrol fuse failed 6 
tripped fan motor supply breater Cause unknown Fuse replaced 
8t syiB declared operable 

RDHINE.D Tennessee Valley Authority 1]'07067S6 ip 


0007000283 Forwards LER 80-040/01T-0 

CALHOUN, J. H Tennessee Volley Authority B0706/S7 lp 


—0007000209 LER 00-040/017-0 on 800531, upon prooperati onol teeting 0 
safety injection pumps, found that 6,900-voll breakers would 
lockout, preventing pump start Cause unknown Frublem is being 
evaluated 

HOMINF. D Tennessee Valley Authority 00/06/27 Ip 


0007000334 Forwards LER e0-0B6701T-0 

CALHOUN. J R Tennessee Valley Authority SO/06/87 Ip 


0007000341 LER B0-0B67O1T-0 on 000613, u/unl t in Mode 1. centrifugal 
ehorglrp pumps could fail due to insufficient flow delivery 
during postulated secondary side high enorgy line rupture 
w/colncidont failure of power operated relief valve 
LOREM. M J Tonnessee Valley Authority fl0706/B7 8pp 


0007110372 Forwards LER BO-Oaz/OOL-O 

CALHOUN, J R Tennessee Valley Authority 00/06/87 Ip 


—0007110376 LER 90-087/03L-0 on 000602, while In Muds 9 after Inadvab 
Blidiesel generators would not shut down normally All 
lockout relays damaged during shutdown attempt Caused by 
relay plunger malfunction Relay colls replaced \ 

CURTIS, J W Tenneseee Valley Authority 80/06/8/ Spp , 


8007080201 Forwards LER 0O-Oas/O1T-O ! 

CALHOUN, J R Tennessee Valley Authority 00/06/30 lp, . 

—-8007000291 LER BO— 0B9/O1T-0, on 000930, during review of EOTB 6 AQQT8 
equipment qual 1 f lea t i ons, nys solenoid valves found rated for 
77 F normal sve temp Ambient temp may reach 104 F Cause not 
stated. New valves being purchased 

RDMINE. 0 Tennessee Valley Authority 00/06730 Ip 


8007000400 Forwards Special Rept 80-01 

CALHOUN, J R Tennessee Valley Authority 00/07/01 lp [ 

I 

”0007000402 8pecial Rept 80-01 on 800608, fires top penetration MKifil* 
support clearance reported excessive during piping ' 

configuration Insp Seven-day time requirement exceeded prior i 
to penatratlon remeasuremenl t< closing on 800606 i 

* Tennessee Valley Authority 80/07/01 lp 


DOCKETED ITEMS 


'7090249 Foruards revised final deficiency rept re spent fuel pool 
ates 

IlLLSj L M Tennessee Valley Authority 60707/02 Ip 


'0D7090S5B Revtseil Final deficiertiiy rept re spent Fuel pool gates 
Gates are not designed to Seisnlc Category 1 requirements 
per Reg Guide 1 13 OA aspects oF gate integrity ujiiJ t>e 
verified for a!) three plants 

• Tennessee Valley Authority 60/07/03 Spp 


■7150499 Forwards LER 00-093/017-0 

AUKOUNi J R Tennessee Valley Authority 00/07/07 Ip 


007190466 LEH 80-093/01T-O on 8006251 vent duct in temporary air lock 
discovered breaching au> bldg integrity Caused by 
unauthpriied installation of duct by const uorkers Ouct 
reaioveilt ho 1 e patched t< sealed 

HILBOURNi' O R Tennessee Valley Authority 00/07/07 2pp 


7150504 Forwards LER 00-004/017-0 

AUHOVNi vi n Tennessee Valley Authority £30/07/07 ip 


007150912 LEFt B0-DB4/OJT-O on a00633< control roodi integrity bras 
breached by removal of donr C-49 for maint ti removal of tape 
Prom C-37 6 C-90 for access Doors repaired or replaced 
Personnel reinstructeri 

SULUIVANt J H Tennessee Valley Authority 80/07/07 2pp 


7180470 Forwards LER 00-093/0 1 T-0 

ALHOUN^ J R Tennessee Valley Authority B0/U7/0B ip. 


007190403 LER 00-093/017-0 on 000626. BR 4811 lab 8R4eil2a4 
erere performed ui/o subsequent 8-hour surveillance 
requirement being met Causeil by personnel error due to shift 
change Shift b relief turnover procedure being changed 
RECORD. 0 J Tennessee Valley Authority 60/07/00 Ip 


7130900 Forwards updated LER 00-041 /03L-1 

ALHOUN.-J a Tennessee Valley Authority 00/07/09. !p. 


□07190535 Updated LER B0-041/oaL-l on 800430, 1 -FCV-32-1 JO liplated on 
nonessential air pressure. caus ing sis valves providing flow 
to containment upper b 1 ouer compartment radiation monitors 
to close Cause unknown 

MCORIFF. J M Tennessee Valley Authority 00/07/09 2pp 


7130491 Forwards LER a0-09O/03L-0 

M.HOUN,J R Tennessee Valley Authority 80/07/10 Ip 


307190901 UEH e0-O9O/O3L-O on 000613. diserepanc y discovered between 
as-built b as-analyied support b hangar configurations Full 
rept will be provided to NRC before initial criticality 
Deviations which could cause pipe failure will be modified 
BWEARINOEN. J D Tennessee Valley Authority 80/07/10 3pp 


7160519 Forwards LER 60-097/03L-0 

ILHOON. J R Tennessee Valley Authority 60/07/11 ip 


307160523 LER 0O-a97/O3L-O on 000616. cool ing tower blowdown lino 
effluent monitor {0-FR~27-173) declared Inoperable Flow 
monitor recorder indicated incorrect flow Flow element 
recalibr b design change in progress 

BKITHSON. J D Tennessee Valley Authority 00/07/} 1 Ip 


7210461 Forwards LER eo-095/03U-0 

ILMOUN. J R Tennessee Valley Authority 00/07/11, Ip 


>07310479 LER 0O-O99/O3U-O on 000614, au* i 1 lary vent radiation monitor 
declared inoperable due to spurious high rad op 1 kes. Caused 
by defective microsui tch, u/monitor inadvertently left in 
continuous advance mode 

HEREFORD, J H Tennessee Valley Authority 80/07/11 Ip 


'220469 Forwards LER BO-OB9/03L-0 

ILHOOM, J R. Tennessee Valley Authority BO/07/14 Ip 


107B30474 LER 80-0B9/03L-O on 000609, contra c t review revealed local 
control station selector switches <C-1H type 1029073 used in 
Class IE circuits lacl environ qualification for operatinn 
following high energy line break 

ROHINE, D Tennessee Valley Authority 80/07/J4 2pp 


'2S0436 Forwards Bpeciat Rept 00-03 re positive moderate temp 
lafficient measured during low power physics testing at 
1 control rods out of configuration 

iLHIHWf, V R Tennessee Valley Authority 80/07/15 ip 


— B0072S0499 Special Rept 00-03 on 000706. moderator tenp coeffieiont 
measured less positive than limit established in Tech Specs 
during low pouer physics testing Control rod withdrawal 
limit determined as shown in end graph 
* Tennessee Valley Authority 00/07/15 2pp 


0007290633 RO 00-2 on 800706. during low power physics testing at all- 
control rods out configurati on. moderator temp coefficient 
found out of spec Control rod withdrawal limits determined 
* Tennessee Valley Authority 00/07/15 Spp 


0007220960 Forwards LER S0-09a/03L-0 

CALHOUNiJ R Tennessee Valley Authority 00/07/10 Ip 


— B0072B0974 LER eo-09e/03L-0 on 000624, dur ing heat-up. tee fitting on 
pressuri ler pressure sensing line for instrument 1 -PI -60-333 
failed. allowing primary coolant to leak into containment 
Caused by improper installation of ferrule ring on toe 
EMRATH. R H Tennessee Valley Authority 00/07/10 Ip 


0007250418 Forwards LER aO“O01/O3L-O 

CALHOON.J R Tennessee Valley Authority BO/07/tB Ip. 


8007290646 Forwards LER 80-007 /03L-0 

CALHOUM. J fl Tennessee Valley Authority 80/07/18 Ip 


—0007290689 LER eo-OB7/03L-0 on 000602. while in Mode 5 after inadvertent 
Btidiesel generators would not shut down normally after 
starting Mhlle attempting restart. lock out relays damaged 
Cause not stated Relays replaced 

CURTIS. J M Tennessee Valley Authority 00/06/27 Spp 


0007390790 Forwards LER 80-102/03L-0 

CALHOUM.J R Tennessee Valley Authority 00/07/10 ip 


—8007290000 LER B0-I02/03L~0 on 000622. while In Mode 3, o'perator 
observed 1 -Ll-3-1 10. steam generator 4 narrow range level, 
reading high Cause not stated Transmitter sense lines 
refilled b transmitter cal Ibr checked 

REYN0LD9>R H Tennessee Valley Authority 00/07/10, tp. 


0007290822 Forwards LER B0-101/03L-0 

CALHOUN. J R Tennessee Valley Authority 00/07/21 Ip 


— 0007290027 LER 0O-1O1/O3L-O on 000622. steam generator level Indicator 
l-Ll-3-81 was reading tOT. higher than other two indicators 
Caused by defective transmitter Defective transmitter was 
replaced 

REVNOLDB, R H Tonnessao Valley Authority 80/07/21 2pp 


8007250414 Forwards LER eo-071/03L-0 

CALHOUM.J R Tennessee Valley Authority 00/07/22 Ip 


— 8007290416 LER 60-09I/03L-0 on 000623. while in Mode 3. containment sump 
level. l-LI-63-179. indicated approx lOX w/oth»r three 
indicators reading lero Caused by defective loop 
transmitter. Transmit ter replaced b calibr 
REyNOLDSi R H Tennessee Valley Authority, 80/07/23 2pp 


8007290636 Forwards LER 0O-O99/O3L-O 

CALHOUN, J R Tennessee Valloy Authority 80/07/23 Ip 


■0007290639 LER 80-099/03L-0 on 000623, valve l-FCV-72-39 failed 
surveillance testing . rendering one train of containment 
spray sys Inoperable Caused by limit switches being out of 
ad justment, not allowing proper closure Switches adjusted 
BIRCHELL.R.C Tennessee Valley Authority 80/07/22 Ip. 


8007290669 Forwards LER 0O-1O7/O3L-O 

CALHOUN, J R Tennessee Valley Authority BO/ 07/23. ip 


■0007290672 LER B0-107/O3L-0 on 000623. while in Node 3, steam generator 
3 leval indication, loop i-1-3-97. ind ieated approx lOX higher 
than two narrow range channels Caused by defective 
transmitter on panel 1-1-105 in accumulator room 4 
REYNOLDS. R.H Tennessee Valley Authority 00/07/22 2pp 


0007290010 Forwards LER B0-100/03L-0 

CALHOUN. J R Tennessee Valley Authority 80/07/22. lp>. 


— 0007290018 LER 0O-1OO/O3L-O1 on B00623. containment isolation b purge 
exhaust valves FCV-30-37 b FCV-30-40 found to have 
excessive leakage. Caused by debris under seating surface 
Debris was blown out b valves restested 

DIRCHELL. R. C Tennessee Valley Authority 00/07/22. ip. 
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BO07290762 Forusrdc LER BO-100/03L--0 

CALHOUNi \l R TBnngsses Valley Authority BO/07/23 Ip 


“■~'&0O729Oy 70 LER BO—lOQ/OGL^O on B00£i24» during normal 
(Witching bridge circuit railed on vital inv&rter 
randarad 120 volt ac vital instrument poucr board 
Inoperable Cauie untnown Fuse replaced 
ROMIbEi D Tennessoe Valley Authority B0/O7/23 


operations! fuse in 

2-1 which 

2-1 

Ip 


B<H>7a90iB» Forwards LER BO-110/03L-0 

CALHOUNi J R Tennessee Valley Authority 80/07/24 Ip 


B0O7030195 Forwards request for add I info re Table 17 2-l< "Critical 
Btruc turesi 8ys It Components. ” for FeAR.whlch identifies 
items sub i to operational OA pi ogratn Info requested by 
BOObSO 

BCHUENCER.A Licensing Bt ancti B 8Q/0A/24 '9pp 


B0070103B& Advises that util has received no response to 790920 request 
for eitenslons until Kar tc Dec 1931 For Uatts Dar 1 b 2 Addl 
safety requirements may result in conplotlon by Jan 1981 
for Sequoyah S. May 19B1 for Uatts 1 2< Feb 19B2 for Uatts 2 
MILLS.L M Tennessee Volley Authority B0/06/2A ip 


'B007290ri93 LER 80— 110/03L— O on B00A23. main steam flow loop. 1— F— 2BA. 
declared inoporablo duo to malnt requiring removal of loop 
from SVC Caused by loop current disturbance Loop functioned 
properly u/o test recorder h return to svt 
LAFEVER.C U Tennessee Valley Authority. BO/07/24 Ip 


8007290978 Forwards addl copies of LER B0-O41/O3L-1 

CALHOUN. J R Tennessee Valley Authority SO/07/25 Ip 


B007290649 Forwards LER 80-106/03L-0 

CALHOUN. J, R Tennessee Valley Authority SO/07/29 ip 


~a007290636 LER B0-106/03L-0 on 800626, train B ERCH to turbine driven 
auxiliary feedwater pump isolation valve. 1 -FCV-3-1 79B. found 
leaking excasslvely from tell-tale drain Caused by valve 
leaking through, Pump removed from sve fc valve repaired 
BOLEB.O. 8 Tennessee Valley Authority 80/07/29 Ip 


B0072300D1 Foruai ds statement of policy ru i oqulr aments to bo met for 
current OL app 1 1 cat i ons. as derived from NUWEO-OAAO b found 
in NUREO-0694 

EIGENHUT.D 0 Division of Licensing 80/06/26 Hpp 


8007190472 Foi wards response to NUf}E0-O97B. THI -2 LesBone Learnod Task 
Force status rept b short-torm recommendationn Consolidates 
previous Itts Includes revisions to containment isolation b 
ehioldlng items 

H1LL8.I. M Tennessee Valley Authority 80/07/03 Ip 


80072B0001 "TVA Response to NURE<5-097B« flhorl-Torm Lessons Learned 
Raqulrements '' 

• Tennessee Valley Authority 00/07/03 OOOpp 


8007130640 Advises that response to FBAR. Question 2 70.wlll not be 
organiied b prepared for submittal until BOOBOl 
MILLS.L M Tennessee Valley Authority B0/07/08 Ip 


8007290662 Forwards revised LER a0-068/0tT-l 

CALHOUN. J R Tennessee Valley Authority 80/07/29 Ip 


— B007290673 Revised LER S0-068/01T-1 on 000830. while in Mode 9, informed 
that wide range steam generator level transmitters 1“LT“3~ 

43.-36.-98 b -ill not qualified to withstand post-accident 

•nviron Caused by use of Improper transmitters 

REVNOLDS, R H Tennessee Valley Authority 00/07/23 2pp. 


8007290673 Fpruiardt LER ao-109/03L-0 

CALHOUN.U H. Tennessee Valley Authority 00/07/23 ip 


—8007290681 LER 00— 109/03L— 0 on 600626. during SI— 166. containment spray 
pump discharge check valve,! A-A. found to leak esceeslvely 
Caused by valve leaking through Pump removed from sve b 
valve repaired 

BOLEB.O a Tennessee Valley Authority 80/07/23 Ip 


8007290706 Forwards LER 80-111/03L-0 

CALHOUN. J, R Tennessee Valley Authority 80/07/23 ip 


—8007890719 LER 00— 111/03L— 0 on 800626. during normal operation. I— FCV— 62— 
136 (8 train to suction of charging pump from RUST) would 
not open from main control room Caused by valve operator 
torque spring being out of adjustment Spring readjusted 
ROHINE. D Tennessee Velley Authority 80/07/29 Ip, 


T. Heering transcripts on non-antitrust matters 


8007220061 Transcript of ACRS Bubcommittee on Sequoyah Nuclear Plant 
800709 meeting in Washington, DC Pp 1-866 

* ACRS - Advisory Committee on Reactor Safeguards BO/07/09 
329pp 


DOCKET 90-328 SEQUOYAH NUCLEAR PLANT. UNIT 2 


A Application/construction stage documents b corr sspondence 


8007020228 Forwards NRC Dfc of Nuclear Reactor Regulation B0042B 
reorganlxation chart Necessary period of transition made 
w/iein dleruptlon to ongoing activities 

TEDE8C0. R L Assistant Director for Licensing B0/06/t3 Spp 


8007020747 Forwerds requests for addl info re shielding review it 
conteinment sump. Responses should be submitted by 800701. 
Includes eummery of shielding design review required by NRC 
791109 Itr implementing Item 2 1 6 b of NURE0-097S 
SCHWENCER.A Licensing Branch 2 80/06/19 iOpp 


8007020722 Forwards commitments re steam generator Insp ports b Row 1 
etean generator tubes. NRC requires commitment within 9 days 
re performance of required actions described in end. Insp 
ports must be installed just above upper support plate 
aCHWENCER.A. Licensing Branch 2 80/06/23 3 pp 


8007150672 Submits recommendations r* facility steam generators, in 
rceponse to NRC 000623 Itr Camera device will be designed b 
tested for remote insp of tube supports in lieu of addl 
parts Max active tube surface margin will be maintained 
MILLS.L M Tennessee Valley Authority 80/07/08 2pp 


8007130321 Forwards info re Category t masonry walls, in rospanee to MRC 
800421 Itr Results of investigation of inplece attachments 
to masonry walls will be submitted by 801017 Dveraxio ends 
available in Central Files <31 pp) 

MILLS.L M Tennessee Valley Authority 80/07/09 4pp 


— BD0713<>922 “Design Criteria for Reinforced Cnncreto Block Walls " 
STONE. F A , CANNON. R M > LACV. F P Tennesseo Valley Authority 
72/04/07 29pp 


8007150971 Forwards Revision 2 to util response to Item 2 1 6 a, NUREO- 
0S78 Revision incorporates leak testing procedures for 
waste gas sy» <App E) b results of teak reduction program 
for liquid b gas syo <App F) 

MILLS.L M Tennessee Valley Authority SO/07/il 6pp 


•0OO719O37B Burvei nance Instruction 81-696. Revis Ion i. "Watte Oas flys 
Cross Leakage Test " 

KUEHN. L B Tennessee Valley Authority 80/06/12 14pp 


— 80071 S09B2 Liquid sys leak test data 

CHURCH, JW Tennessee Valley Authority BO/07/01 9pp 


8007160471 Responds to J Bpraul informal questions re FBAR Table 17 2-1 
ti forwards aperatlenal OA manual. App A. re critical sys b 
Part 3. Soctian 2. re matl b spare parts 

MILLS.L M Tennessee Valley Authority 80/07/11 Spp 


•8007160-478 Operational QA manual. App A. re critical structures, oys b 
components list 

OREEN. H J Tennessee Valley Authority 78/00/18 30pp 


■8D071604B4 Operational QA manual. Part 3, Bet tl on2. re raatl b spare parts 
a Tennessee Valley Authority 78/08/29 33pp 


6007260006 Notification of B00723 meeting w/utila in BotheedajMD to 
discuss matters re THf-2 dated requirements 

DHOMERICK.A W Licensing Branch 1 HERRIOAN. J D , BTAOLE.C R 
Licensing Branch 2. 80/07/i6 6pp 


8007230467 Forwords response to NRC 000307 request fur commitment to 
meet requirements b associated schedules in five specific 
TMI items Includes shift nann i ng, 1 irenslng examinations b ' 
licensed dissemination of operating experience 
MILLS. L M Tennessee Valley Authority 80/07/18 4pp 


8007230477 Forwards response to NRC 800619 reqwast fur addl info re 
shielding design review.blgh range containment radiation 
monitnr b access control of areas adjacent to spent fuel 
transfer tubes 

MILLS.L M Tennessee Valley Authority 80/07/18 8pp 


1 
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DOCKETED ITEMS 


007230460 Foruards "ECOPAC So 1 1 d 1 f i c a tl on 8i)s Process Control 
Progranij " Revision A> in response to NRC 800324 request 
HILLSfL M Tennessee Valley Authority 80/07/16 Ip 


-8007230401 "ECOPAC ®ol i ds f 1 cat i on Sy s Process Control Prograrsi ” 
Revision 4 

• Tennessee Valley Autliority BO/OV/IB 20pp 


-GOOTBSOdeS "Technical Rept on Urea Formaldehyde " Marked-up AmePco rept 
on procedure for onsite solidification of low level raduaste 
at facility end 
e Anefeorlnc 80/07/10 43pp 


K Utility Final Bafety Analysis Report IFSARl t amends 


8007300374 Amend to OL eppl icatieni consisting of Amend 64 ta F8AR> 
revising Chapters ai3<9>6 it IS FSAR documentation of ttmms 
transmitted by LM Mills B00613 Itr tc responses to MRC 
questions encl 

CROSSi J. L Tennessee Valley Authority 80/07/S3 ip. 


—6007300376 Amend 66 to FSARr reviling Chapters 8> 3r 9i 6 li 19. 
e Tennsssee Valley Authority BO/07/28 9Spp 


0 Advisory Committee on Reactor Safaguardc reporti ti correepondenee 


007230S33 Forwards response to K Mendonca B00627 questions re reacto^r 
vassal head venting sys Uesbinghouse Is developing 
procedures for snadequato core cooling for recommended use 
of vent sys by utils 

MILL8,L n Tannesete Valley Authority BO/07/18 1 ipp 


00723040B Forwards addl info per NRC 600619 request re control of 
eantalnnent sump debris 

KILLB^L Ml Tennessee Valley Authority 60/07/21 14pp 


007290784 Forwards description of program* "'Training for Mitigating 
Cora Damage *' Program was developed to ensure that all 
licensed operating employees are properly trained to use 
available info should accident occur involving core damage 
HILLS. L M Tennessee Valley Authority 80/07/22 Spp. 


0072S0623 Advises NRC of evaluation of potential haiards in vicinity 
of plant it of main control room habitability sys for 
protection from radioactive ti toilc gas releases Plant 
operators are adequately protected froin possible haierds 
MILLS. L H Tennessee Valley Authority BO/07/24 Ip 


007290797 Forwards data fc drawings re settlement monitoring Revised 
Quastlans BNP 02 84 4. BNP 03 73 will be incorporated Into 
F8AB In n**t amend No significant settlement observed. 

Drawings available In Central Files only 

MILLS. L H Tennessee Valley Authority 80/07/26 IBpp 


007310396 Advises that short-term Items b two long-term Items listed 
in MUREO-0011 re main control room design review have been 
corrected Util committed to investigate feasibility of 
eoTPectlng remaining items of first refueling outage 
MILLS. L M Tennessee Valley Authority 80/07/28 4pp 


007310411 Submits test results of plant auxiliary bldg gas treatment 
sys per requirements of SER.Suppl 1 Negative pressure equal 
to or more negative than minus 1/4-lnch water gauge 
relative to outside atmosphere was achieved in pump rooms 
MILLS. L M. Tennessee Valley Authority 80/07/29, ip 


0O73i'O416 Forwards add) info on temp control for main steam valve 
rooms, per 0 Parr request 

MILLS. L M Tennessee Valley Authority 80/07/27 2pp 


Security, medical, emergency I. fire protection plans 


007160643 Forwards revised commitment for fire protection program 
re-evaluation. Section A 31b). re locking of fire protectio'n 
water sys valves Revision was made in response to IE Insp 
Repts 90-327/80-10 1< 80-328/80-06 

MILLS, L M Tennessee Valley Authority 80/07/03 3pp 


007230979 Forwards revised radiological emergency plan w/cross'ref 
between flan t< NOREO-OASt it App F.TN radiological emergency 
response plan Ends available In Central Files only 
MILLS. L M Tennessee Valley Authority 60/07/21 3pp 


007280946 Advises that Vtsstlnghouse reviewed power-ascension test 
procedures per Task Action Plan Item 1 C 7. Review of 
ancrgency procedures documented by B0042B Itr to LB 
fiubenstein. 

MILLB, L M Tennessee Valley Authority 60/07/23 ip 


007300434 Agrees, as intertn step decided at NRC 800729 meeting. to 
sipand near site press facility to provide for command 
control functlo'n for emergency response Central emergency 
reeponse ctr. per ut|] 800721 Itr. requires addl discussion 
MILLS. L M. Tennessee Valley Authority. 80/07/28, ip 


Ad^ifilicatory correspondence 


007310243 Forea-Sf T~ rOf"’’’* ‘•et’irid r 4 »'’i>er edntalnlng 

decisions on ' iP .l.«i ■ ii e'.i.i Inr.i* >■ of 

760413 meieora'i nfc .•■rr I I / ■ > ' I .• ■ 1 1 1 < i s< uy t action 

re M re pro to *t ifo elei i.ia ali*s 
E 18 ENHUT, DO ' 'is ion I oi 1 1 1 1 'np 


8007230013 Notice of ACR8 Bubcommlttei on Sequoyah Nuclear Plant B00709 
meeting in Uashington. DC to review OL request 

HOYLE. J C Office of the Secretary of the Coismlieion 60/06/10, 

2pp 


8007210246 Discuseet review conducted at 843rd ACR8 meeting on 8007i0- 
12 of util application to operate at full power Facilities 
can be operated at teveli up to full power w/o undue risk 
if items outlined are considered 

PLE8BET. M S ACRB - Advieory Committee on Reactor Safeguards. 
80/07/19 3pp 


8007210931 Responds to 600710 request re particular aspects of 
facility Applicant coanltted to eipedtta installation of 
distributed ignition sys, No practical need to hold up 
issuance of OL pending completion of propoeed eys. 

PLESSETfM 8 ACflS - Advisory Committee on Reactor Safaguardfl 
80/07/19 Ip 


6007290022 Forwards Ah earns 800719 Itr re ACRB review of applicatlsn 
for authoriiation to operate 

8CMWENCER.A Licensing Branch 8. 80/07/17 3pp 


P. Operating license stage documents I. correspondence 


8007290679 Forwards preliminary assessment of potential for barge tsu 
heading upstream impacting new essential raw cooling water 
pumping station Station not required for safe operation of 
Unit 1 

HILUBiL H Tennessee Valley Authority 80/07/26 2pp 


Q Inspection reports, IE Bulletins tc correspondence 


B007240089 Forwards IE Info Notice 60-20, “Loss of Decay Heat Removal 
Capability at Davis-Besse Unit 1 Nhlle in Refueling Made," 

No response required. 

O'REILLY. J P Region 2, Atlanta, Office of the Director. .80/09/08. 
3pp. 


6007020192 Forwards IE Info Notice 60-22, "Breahdowne In Contamination 
Control Programs " No written response required. 

O'REILLY, V P Region 2, Atlanta, Office of the Director. 60/09/26 

Ip 


8007210486 Forwards IE Circular 80-13. “Orid Strap Damage in 
West inghouse Fuel Assemblies " No written response required. 
O'REILLY.VP Region 2. Atlanta, Office of the Director. 80/09/26. 
Ip 


8007010229 Forwards IE Info Notice 80-23, "Lots of Suction to Emergeneg 
Feedwater Pumps “ No written reeponse required. 

O'REILLV.UP Region 2, Atlanta, Offiea of the Director. 80/09/29. 
Ip 


6007180009 Forwards IE Insp Repts 90-327/60-19 it 90-326/80-12 en 
800913-16. No noncoispliance noted. 

LEWIS, R C, Region 2, Atlanta, Reactor Operations Nuclear Support 
Branch 80/06/09 2pp 


•8007180011 IE Insp Repts 90-327/80-19 6 90-328/80-12 on 800613-16. No 
noRcompllence noted, Mayor areas inspected; preoperatlonal 
testing. program review t. Implementation li followup of 
previously identified items 

ABMENDEN, M. C. , BUTLER, 8, 0 Region 2, Atlanta, Office of the 
Director. UPRIOHT.G M, Region 2, Atlanta, Reactor Operetione 
Nuclear Bupport Branch 80/06/04. 4pp 


6007220029 Forwards IE Info Notice BO-26, "Evaluation of Contractor 
OA Programs, " No written response required, 

O'REILLY, J.P. Regions, Atlanta. Of f i ee, of theMDlracter. 60/06/10, 
3pp. 
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8007 I& 0 S 87 FeruArd* IE Info Notice Q0-a7> "Dearadat i on of Reactor 
Coolont Pump Stodt ■’ no apociflc action or rooponso 
roituired 

O'RBILUViJ P Region Z, Atlantai Office of the Oi roc tor 80/06/ 1 1 

>P 

0007380304 Foruordi IE Info Notice BO-S0, "Prompt Report mg oP Info in 
Aeeordenco H/lOCFRSO SSlel " No eirltten reeponie required 
O'REILUVtJ P Region a> AHantaj Office of the Director SO/06/13 

app 


8007390646 Foruarde IE In»p Bept 50-338/00-13 on 800833 *< 33 No 
noncompliance noted 

BTDNR.J P Region 2i Atlonta> Fuel Facility & Materials Safety 
Bran eh 80/06/19 8pp 


0007390883 IE In»p Rept 80-338/80-13 on BOOMS 8< 23 Mo noncompliance 

noted Major areas Inspected preporational b operational 
environ monitoring programs 

JENKIN8< 0 R Region 2, Atlantar Fuel Facility tU Materials Safety 
Branch CUNNIN0HAM> A L Region 3< Atlanta. Office of the 
Director HO/06/17 4pp 


6007030391 Forwards IE Circular 80-13. "Loss of Reactor Coolant Pump 
Cooling b Natural Circulation Cooldown " No luritten response 
rtquirad 

O'REILLV.J P Region 2. Atlanta. Office of the Director 80/06/20 
IP 

0007110034 Ack receipt of 800533 Itr Informing MRC of staps taken to 
correct violation noted in IE Insp Repts 90—327/80—14 b 
90-338/80-00 

MURPHY. C E Region 2. Atlanta. Reactor Construction b Engineering 
Support Branch 80/06/24 ip 


•0007110039 Submits oddl response to NRC 000901 Itr re violation noted 
in IE Insp Rapts 80-337/80-14 b SO-32B/0O-OB Corrective 
actions all Section 3 surveillance instructions comply u/ 

Section 11 of ASHE boiler code 

HILLS. L.M Tennessee Valley Authority 00/06/09 Ip 


BOO7170070 Forwards IE Circular BO-14. "Radioactive Contamination of 
Plant Demineraliied Mater Bys b Resultant Internal 
Contamination of Personnel " No written response required 
O'REILLV.J P Region 2. Atlanta. Office of the Director 00/06/34 

IP 


6007170664 Part 31 final ie(it ip West i nghi'i'si' <ltoinu.il !■ vol inn I 
sys rentrifogal (.hurging pump a Fo I lowing sociindary it id* nlUn 
energy line rupture b as sue i .tied i uai tin trip, min flow mag 
not be met Emery eniy opoiating (noceduroi modified 
MILLS. L M Tennessee Valley Authority 60/06/10 4pp 

B007030943 Forwards flii.-il dofitieoiy lept re sa f o ly-relnteil cable 
inside containment 

MILLQ.L M Teniiossee Valley Authority OO/Oh/l’A ip 

— 8007020549 Final defictenry Trpt re safety related table ins id a 
cont-iinment Util will curiett oi|i(iBod cnblr b terminal bosos 
by running cables in coiidii 1 1 . wh i c li will provide ntifficiecil 
shielding for yiial i f icatioii tii lemaiti valid 
» Tennessee Valley Authiinty 60/06/26 Opp 

0007020944 Foi wards final deficiency rep t re wide otunm generator 
Isvol triinsmi ttors 

MILLS. I II rennet see Valley Aothurity 60/06/26 Ip 

— B0070303S1 Final deficiency rept re wlile loiior steam genera ten level 
transmittei t Transmitters will be replaced by qualified 
transmitters Installatiun will be Lomplotcd before 
preopora tlonal testing of sys 

a Tennessee Valley Autlmrltg (10/06/26 Ip 

a0O7O90P49 Forunrifs revised final defirluncy nipt id spent Pi»* I pool 
ga tes 

HILLS. L H lennesBoe Viillcy Authority It0/0//0i’ Ip 

— B00709033G Revised final deficlonry repl re spent fuel pupl gates 
Oates are not designed to Ueisfsic Categiirij I i nqii I rumen ta 
per Reg Guide 1 13 (lA aspucts of O'llr Integrity will ha 
verified for all thruo plorits 

» Tennessee Valley Awthiirlty UO/(>//Or’ 8pM 


0007140443 Forwards first Interim deficiency rnpt ro sulut tur switches 
environ qualification Mill submit iiui t rapt tiy 1)001)12 
MILLS. L M Tennessee Valley Authority i)0/07/il7 Ip 


--0007I40496 First interim duriiiuiiry ropl re sol ec tin swl tchuo elivliun 
qu.7l 1 f 1 cati on Uiiniig tovlow uf sultcii con tract dorumonts. 
documentation not on file t^o substantiate tlial awllilius are 
environmentally quail fieri to withstand temp 
* Tennessee Valloy Aiithiii lly 1)6/07/07 ip 


0007230393 Forwards IE Bulletin 80-16. "Potential Mi aapp 1 Icatlon of 
Rosenount Inc Models ItSl b 1193 Pressure Transmitters 
U/Elther A or P Output Codes " Written responee required 
IE Circular 80-16 also end No written response required 
O'REILLV.J P Region 2. Atlanta. Office of the Director 0O/O6/B7 
ip 


B007DB0331 Forwards response to Deviation Item 50-327/00-17-01. noted in 
IE Insp Repts 90-327/60-17 b 50-320/80-10 re inadequate fire 
barriers Required insulation installed on seven conduits, b 
cover plates reinstalled on three conduit fittings 
HILLS. L M Tennessee Valley Authority 00/06/30 3pp 


8007210036 Forwards response to IE Bulletin 80-00 re-e lamination of 
containment liner penetration welds Penetrations at 
Sequoyah. Watts Oar b Bellefonte contain flued head design 
Design for Vetlow Creek not yet completed 
HILLS. L ft Tennessee Valley Authority ao/07/Oa 5pp 


8007230494 Responds to NRC 800625 Itr re deviation in IE Insp Rept 
90-328/80-11 Corrective actions nondestructive eiaminerB 
were cautioned b reminded that any b all failures to obtain 
complete scans must be documented 

HILLS. L H Tennessee Valloy Authority 80/07/17 Spp 


8007SB0498 Forwards add I response to IE Bulletin 00-06. "Engineered 
Safety Feature lESF) Reset Controls " Present control 
schemes adequate Equipment evaluation end 
MILLS. L M Tennessee Valley Authority 80/07/24 9pp 


6 Reportable occurrences. LERs b related correspondence 


8007160971 Forwards final deficiency rept re chemical b vol control sys 
centrifugal charging pumps 

MILLS.L M Tennessee Volley Authority 00/06/10 Ip 


0007160666 Second interim UoMcienry • up t re eiiviriiii qua 1 1 f i c at I on uf 
Class DC instruments in valve room All Instruments iiru 
being evaluated No it rept will be submit tod liy ODOVIS 
MILLS. L M TennasB 00 V.»l ley Author! ly lK)/0//0/ Ip 


0007230431 First interim dufidency rept re Bnvlrun qua 11 f i (.a tiun of 
Class IL equipment Util chcrMtig files i< pelitioniny 
(iianufacturors of components for ruqun od environ 
documentatl on 

MILLS. L M Tennooseo Valley Author I ly 60/0//i6 4pp 


0007330486 First interim deficloncy lept re safety liijoitluii pump 
brealier lockout, ini ti .'ll ly repur tod 1100619 Ho visual or 
audlal indliation when loclvut cnndillun eilsts I'rublom 
under investigation Neet rept to he siiumtlloil by ixidlll") 

MILLQ.L H Tennessee Valiev Auihnri ly <10/07/1(1 :>pp 


6D07290632 Third interim <leP I c l ency rnpL re Dill hyilraulli inolntliin 
vnlve accumii latnr weighing syi iiiil I. Mas l inghoiiso tire 
pursuing solution to problera Nuit rept will be rubmlttvd by 
001001 

MILLS.L M Tonnessoe Valley Authority 1)0/0//!’) ip 


0007390610 Second Inlorlm del i'll enry rep) re dpfertlve luaitnr vunltel 
upper intarnals guide tube cvppui t pins Wpsltng haul e has not 
completed evaluation of pi nr talieri fvum op cm ting plant 
No it rept will be forw.irded by 00091] 

O'REILLV.J I’ Toiinessoe Valley Aiithin i ty (M)/0//;'4 Ip 


T Hearing transirlpls on nun- iintili iiiit miitleio 


0OO'732OO6I Transcript of ArHh Club i oront tt ui* u(i Seqtiiiyah Niic I ear I’lunl 
000709 meeling in Wash ing ton. DC f*p I-IIAA 

a ACRB - Advisory Coinmittui' on Reai toi !>.ifi>guards l)0/0//0‘J 
325pp 


— 0007160976 Final dsflcluncy rept re potential for degradation of ono or 
more chemical b vol control oys centrlfugol charging pumps 
Design b plant emergency operating proced'ures will be 
modified, as recommended by Westlnghouse 
• Tennessee Valley Authority 00/06/10 2pp 



n 
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aCKET 30-329 MIDLAND PLANT, UNIT 1 


App 1 1 ca t lon/constru c ti DU stage documents 4i corresp ondsnee 


I007020J59 Discusses D Hood 79ID31 memo re potential for post-LOCA flou 
bloctage for PNft plants caused by containment sump screen 
deficiency Assessment needed to determine uhether Doard 
notification necessary 

VAROA. S A Assistant Director for Light WatBr Reactors 79/ll/2i 
«P 


-0OO7OaOlf>7 Discusses 79)031 telciin uj/ulil re 790917 trip rept of 
containment sump screen deficiency h OtiVI concern re 
potential for post-LOCA floiu blockage Revieui requested to 
determine uihether Doard notification necessary 
HOOD, D Light Water Reactors Branch <1 79/10/31 Ip 


007020151 Requests info from CP *r OL applicants re BA Varga 79112fi 
meniD on post-LOCA floui blockage for PWR plants, based on 
insulation type h sump screen mesh site Evaluation necessary 
to determine uhethar Board notification necessary 
MATTSON, R J Division of Systems Safety 79/12/13 Spp 


1007310306 Forwards TR-38a7-2, ■•Acceptability for Sve of Midland 
Reactor Pressure Vessel Anchor Studs." Revision 1 Related 
correspondence 

DODBQM.M 0 , CQOPERtW E Telodyne Engineering Services 00/05/15 
Ip 


-0OO731O3B7 "Acceptability for Sve of Midland Reactor Pressure Vessel 
Anchor Studs," Revision 1 Related correspondence 
* Teledyne Engineering Services TR''3007-2 Ri NOl BO/05/20 
SSpp 


007010SS7 Forwards NRC reogan t lat i on chart for Dfc of Nuclear Reactor 
Regulation, effective B004SB Considerations re activities 
should be made through assigned mgt representatives Areas of 
disagreement may be discussed through informal appeal 
TEDESCO. R L Assl start Dir ec tor for Licensing 80/06/13 Spp 


007070119 Forwards '■'Model Testing of Containment Bump ECCS 
Recirculation Intakes," prepared by Western Canada Hydraulic 
Labs, Ltd, for Ccchtel Power Co Comments on NRC 790917 trip 
rept end 

COOK, J M Consumers Power Co 00/06/26 iOpp 


-0007070130 “ModBl Testing of Containment Bump ECCS Recirculation 
Intaltes. ■' prepared for Bechtel Power Co 8, util 
« Uestern Canada Hydraulic Laborator > es. Lid BO/04/30 92pp 


007230001 Forwards statement of policy re requirements to be met for 
current OL app 1 1 c a lions, as derived from NVREG— 0660 Si found 
In mjREO-0674 

EIBENKUT.D 0 Division of Licensing 00/06/26 2pp 


OOTIBOOSI Forwards request for addl info re plant fill to support 
required geatechnical engineering studies for review of 
responses to NRC 791119 request 

SCHHEHCER.A Licensing Branch 3 00/06/30 9pp 


1007280060 Responds to NRC 900522 1 tr requiring tuo actions prior to 
rssuaiptlun of safety-related work by Zack Co Limited work 
that la performed will bo evaluated h if acceptance level 
of confidence is attained, then full production can resume 
CDQKi J M Consumers Power Co 80/06/30 Bpp 


007230116 Advlsph that util is not eiompt from fee requirements for 
791219 application for CP amends Any CP omends to be issued 
by NRC are not seen as resulting from 791206 order 
HILLER, tl 0 License Fee Management Drench BO/07/03 Ip 


>007280041 Submits revised facility project schedule Integrated 2-unit 
startup program retai'ned Cepb 1900 NRC Vel lawbook update 
transmittal will reflect milestone dates based on listed 
completion dates 

HILLER, D B Consumers Power Co 80/07/03 Ip ’ 


1007140496 Summary of 600523 meeting w/ut 1 1 , Decli t el, Dt,W 6 Teledyne in 
BethesdaiMD re three reactor vessel hold- down studs 
preiervice Failure 

HOOD, D S Licensing Branch 3 00/07/07 lOpp 


1007100019 Forwards guidelines For seismic f< structural design analysis 
audit planned as part of review of Oi application Info 
should be filled in on guideline forms prior to audit Audit 
will take five working days 

SCHUENCER.A Licensing Branch 3 00/07/07 107pp 


0007230507 Lists drawings <i sketches submitted by util found to be 
partially illegible Independent c onf irmatory piping analysis 
requested by hIRC cannot be performed until better capiat 
are obtained 

BATC9, d O Rockwell International Corp , Energy Systems Olv 
aO/07/07 2pp 


8007150497 Comments on proposed addl guidance on potential for low 
fracture toughness l< lamellar tearing of LWR component 
support structures NRC generic guidance invalidates many 
support designs developed per past applicable codes & ttds 
COOK, J H Consumers Power Co 00/07/08 4pp 


0007240040 Notification of 000005 meeting u/util in DethesdSiMD to 
discuss schedules for const t< licensing review 
HOOD, D S Licensing Dranch 3 00/07/09 4pp 


8007210403 Forwards updated FBAR Pages 3 8-24 through 3 0-36a, Pages 
17 1-11 through 17 1-I4h ti Question it Response Pages 17 1-1 
through 17 1-4 in response to NRC 000522 Itr W/o end 
COOK, J H Consumers Power Co 80/07/14 2pp 


0007300104 Notification of 000731 meeting w/util L Bechtel in Bethesda, 
HD to discuss addl info on plant fill 
HOOD. D S Licensing Branch 3 , 00/07/21 4pp 


0007300261 Notification of 000720 tt 29 meetings it plant tour w/uttl li 
Bechtel to assess const completion schedules Meeting agenda 
tc FR eierpt end 

H08D> D 8 Licensing Dranch 3 BO/07/21, 7pp 


0007290036 Notification of 000821 open meeting w/utll in BethesdaiMD, 
originally scheduled 000005, to discuss const L licensing 
review schedules 

HOOD, D 8 Licensing Branch 3 00/07/22 Bpp 


B00729D701 Objects to exclusion of proposed amends from 100Fni70 22, 
Footnote 2, which eicepts such anands from license fae 
r equl reman ts Requests reco’nsideration 
BRONMERiO E Consumers Power Co 00/07/22 3pp 


— 0007290707 Responds to 800403 Itr objecting to foes for 791219 
application for amend to CPs Commission 791206 order does 
require appl icatlon, therefore, exempt ion to 10CFfll70 22 is 
not app 1 Icabl e 

HILLER, H 0 License Fee Management Branch 80/07/03 ip 


F Security, medical, emergency t< fire protection plans 


8007010473 Discusses proposed change to lOCFRSO adding requirement for 
fire protection plan at facilities Forwards commants on 
rule, supplementing consultant comments Questions 
appropriateness of rule, since rule reopens resolved issues 
HOFFMAN, D P Consumers Power Co 00/06/27 8pp 


8007090393 Summary of 000611 meeting w/util it Bechtel In BethesdaiMD 
re security plana to protect against radiological sabotage 
HOOD, 0 Licensing Dranch 3 80/06/30 4pp 


0 Adjudicatory correspondence 


0007000051 Petition to intervene re order for CP mod, alleging that mod 
will result in unsafe (, inefficient exercise of atomic 
energy use t< will create adverse environ effects 
Certificate of Sve end 

UILSON,0 C Affiliation Unknown 00/06/24 3pp 


0OD7O7O2B2 Petition to intervene in CP mod proceed ing, all eg ing that 
unresolved soil sot t 1 imtnt problems will create adverse 
safety problems Certificate of 0vc end 
MILLER, T R Affiliation Unknown 00/06/25 3pp 


0007000039 Petition to intervene in CP nod proceed ing, al laying that 
unresolved soil settlement problems will adversely affect 
safety b will create inefficient exercise of atomic energy 
use Questions integrity of cons t. Car tl ficate of 8vc and 
FACE, M A Affiliation Unknown 80/06/25 3pp 


0007310243 Forwards Commission S00S27 memorandum li order containing 
decisions on UCS 780502 petition for reconsideration of 
700413 memorandum fa order UCS 771104 petition sought action 
re fire protection for electrical cables 
ElSENHUTiD 0 Division of Licensing 80/06/2S B9pp 


8007080054 Petition to intervene re order for CP mod, alleging that 
unresolved soil settl ement issue will create advene safety 
problems fa will result in inefficient exercise of atente 
energy use Certificate of Sve end 
REIST.S D Affiliation Unknown QO/06/26 Spp 
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8007020982 Manopanilum b ordfr granting NRC S0061& raqu^st to poitgonc 
rfftponia to CPC Q00927 notion sotting consolidation of soil 
conditions li plant fill matls issues re DL li order for 
1 icons* siod procoodlng* 

eMITHi I U Atomic Safotg end Licensing Doard Panel eo/0&/3/ ip 


0OO701O333 Ack rtctlpt of Q00A17 Itr re recent containment bldg 
publicity Util Itr re inconsistent cross-referencing between 
BtiW tt Bechtel end rurther rspt on issue will be provided 
whon available Representation status requested 
PATON. U 0 Hearing Branch A BO/06/30 2pp 


0007140017 Petition in opposition to util motion for consolidation re 
79120i> order modifying CPs Urges postponement of response 
It roquoste that activities be stopped due to deficiencies in 
const It safety-relatod structures 

HARBHALLtU H Hapleton Intorvenors 00/06/30 2pp 


0007090049 Response stating no present opposition to UA Thibodeau. TR 
Miller) PA Racer B BtaiSlrts t> C Oilbert petitions to 
intervene Reserves right to oppose participation in future 
development It urges consolidation Cortlflcate of 0vc end 
HILLER.M I . PARNELL) A 8. Consumers Power Co HILLER) M I Isham) 
Lincoln it Beale 80/07/01 9pp 


H Canoral correspondence 


8007180168 Opposes const of facilities Great Lakes region would be 
destroyed if TMI-type accident occurred 
* Affiliation .Unknown 80/09/16 Ip 


80071 1O4Q0 Responds to 800609 Itr re NRC msps of reactor vessel anchor 
bolts Bolts are susceptible to cracks in thread area due to 
original bolt specs, sel ection of matls t< method of boat 
treating NRC reviewing revised design to determine adequacy 
STRASMA. J Regiuh 3. Chicago. Office of the Director 80/06/23 
ip 


0007280923 Responds to 600921 Itr requesting info re PA D’Archangel 
request that NRC expedite facility licensing Addl NRC effort 
resulting from TMI-2 accident caused delays in licensing 
Development of schedule for review of application underway 
DIflCKS.H J Office of the Executive Director for Opeiatlons 
80/07/02 5pp 


“8007200936 Requests response to end PA D'Archaiigel Iti requesting that 
NRC expedite facility licensing 
SAUVER.H S House of Rep 80/09/Pi 2pp 


8007070099 Respond* in support of C Oilbert 800616 petition to 
lnt*rv*nd in CPs mod proctedlng. Standing roquirement 
•atisplod Ruling on contention requirement premature 
Certificate of 8ve end 

PATON.U, 0 Hearing Branch 4. 80707/07 6pp 


0007140020 Respond* stating no prosent opposition to SK Harr sn. SB 
Rdlst.OC Wilson ti MA Raco petitions to intervene re license 
mod Reserves right for future objection & urges 
reprosentatlon fay single spokesman Cortlflcate of 8vc end 
HILLEfl.H I ) PARNELL. A 8. Consumers Power Co HILLER.M 1 Isham. 
Lincoln It Beal*. BO/07/08 6pp 


0007170226 Response in support of MA Thibodeau.TR Hlller.OC Hi Ison. 8P 
R*l*t)PA Raee.B Warren. HA Race It D Btamirls petitions to 
intervene re 791206 order modifying CPs Ruling on adequacy 
premature Certificate of Sve end 
PATON.M D Hearing Branch 4 80/07/14 6pp 


0007170232 Response in support of WH Marshall 000623 petition to 
intervtn* re 791206 order modifying CPs Ruling on adequacy 
premature. Certificate of Bve end 
PATON.M D. Hearing Branch 4 80/07/14 6pp 


8007820194 Roepons* to Hapleton Intorvonors 800630 petition Argument 
re coniolldation untimely Request to postpone NRC response 
to CPC motion moot 8oil-r#i#tsd issues are within scop* of 
CL proceeding li NRC 791206 order Certificate of 8vc end. 

HILLER.H I Consumers Power Co HILLER.M I Isham. Lincoln li 
leal* 00/07/19 Bpp 


8007160634 Requests response to end WH Marshall Itr re Oct 1979 
request for info .ibout facility Request unanswered 
ALBOBTAi D House of Rep BO/07/09 2pp 


—0007160649 Provides list of conditions for which info is requested re 
safeguards for public health t< safety Also requests 
resolutions ro crac k ing. dewater ing. bldg settlements 6 
calsons probl ems. per NRC 790223 h 0305 meetings in IL 
MARSHALL. H H Hapleton Intcrvenors 79/07/04 2pp 


8007230190 Responds to 800603 Itr re frequency of correlation strength 
test sampling on new safety-related concrete NRE position 
reflects increased testing during periods of low vol 
placement 

SCHHENCER. A Licensing Branch 3 00/07/09 Spp 


80071S0697 Forwards current rules of practice W/o enci 
BATON. W D Hearing Branch 4 80/07/ u Ip 


K Utility Final Safety Analysis Report (FSAR) It .imends 


8007240146 Updated P8AR Pages 3 6-P4 through 3 8-76a. FSAR Pages 17 1-11 
through 17 i-14b It Question 6 Response Pages 17 1-1 through 
17 1-4 to be included in FSAR. Revl sion 2. in response to NRC 
800922 Itr 

* Consumers Power Co 80/07/14 14pp 


0 Inspection i sports. IE Bulletins !< correspondence 


0007170385 Advises thet WH Marshall. of Hapleton Interveners 000630 
petition to AtLB slioulii not be given consideration at 
preient stag* since Intervenor not yet admitted in 
proceeding 

PATON.H D Heering Branch 4 00/07/16 ip 


BOO7i0O242 Respond* to 900410 itr urging NBC action to Stop const Issue 
will be submitted to ABLO who has proper jurisdiction over 
matter in controversy Reminds of NRC position that WH 
Marshall has standing to intervene 
PATON.H 0 Hearing Branch 4 80/07/17 2pp 


0007300421 Advises that util fc Bechtel Power Carp have reached 
agreement on revised schedule re commercial operation of 
Units i t< 2, Unit 8 scheduled tor commerclol operation in 
Dec 1903 l( Unit 1 in Uul 1904 

eiBBS.H E Isham. Lincoln li Deal* 80/07/22 Ip 


0007890730 Order fc notice of 000910 special prehearing conference in 
Midland.MI re irientifieatlon of iseues. rul ing upon 
intervention petitions 1. other related issue* Public invited 
to attend w/o ectlv* participation 

8MITH. 1. U. Atomic Bafety and Licensing Board Panel 80/07/24 3pp 


0007390792 Order denying Hapleton Interveners' 800630 petition urging 
A%& not to consider CPC motion for consolidation Intervenor 

sMg respond directly to motion. 

0H1TH I H, Atomic Bafety and Licensing Board Panel, bo/ 07/24 2pp 


8007390766 Memorandum I* order ruling that petitioners PA Race.B 
BTamorls, 9D Relst.SH Warren. TR Miller. MA Raee.OC Mil son. WA 
Thtbadeau fc C Oilbert have satisfied interest fc aspect 
requirements Conference re DL will be set for 800910 
BHITH. I. H Atomic Bafety and Licensing Board Panel 80/07/84 


9pp 


8006300 U 4 Forwards IE Insp Repts 90-.J29/g0-18 b 50-330/00-13 on 
800301-31 No nunc ompl lance noted 

FIORELLI.O Region 3. Chicago. Reactor Construction t. Engineering 
Support Branch 80/09/14 2p|i 


-8006300138 IB Insp Ropts 50-329/80-12 i. 50-330/00-13 on 000301-31 No 
noncompliance noted Major areas liispcrted exam of site 
conditions l< detensioning reactor vessel holddown bults 
COOK. R J . KNOP. R C Region 3. Lhicigo. Office of the Director 
80/09/ 13 9pp 


B007210360 Forwards IE Circular 80-13. "Or id Strap Damage in 
Hestinghouse Fuel Assemblies " Nu written response required 
KEPPLER.d G Region 3. Chicago. Office of the Director 80/00/28 
IP 


8007010144 Forwards IE Info Notice 00 23. "Lots of Suction to Emergency 
Feedwater Pumps '* Mo written response required 

KEPPLER.d 0 Region 3. Chicagu. Office of the Director 80/05/29 

If 


8007020649 Forwards status of actions to provide corrected response to 
IE Bulletin 79-02 Final response or status rspt will be 
submitted by 801031 

COOK. J W Consumers Power Co 80/06/09 4pp 


8007220183 Forwards IE Info Notice 80-26. "Evaluation of Contractor 
OA Programs " No written response required 

KEPPLER.d C Region 3. Chicago. Office of the Director 80/06/10 
if 



DOCKETED ITEWiS 


A0179 Foriiiards IE Info NatiCf 
lani Futnp Stud^ " Mo spotific 
u 1 red 

PLER< -J Q Region 3. Chit-ogo. 


80-2 r. 

itct i on 
Off I CO 


"DogTo d a tiOTi of 
or response 

of the Director 


Reactor 

80/06/1 t 


80707 Foruiards iE 
ordonce U/l'OCFnso 
PLERi J Q Region 


Info Motice 80-28, 
53<e> “ No written 
3. Chicago. Office 


“Prompt Roporttog of Info In 

response required 

of the Director 80/06/13 


R Periodic operating reports ti related eorretpondence 


8007280124 Foruards Bechtel nonconformance rcptsiOA audit finding r«|it, 
mgt corrective action rept,0tiU repts of nontonf ormltg l< util 
noncotif omBOCB repts, audit finding repts !< corrective action 
repts for June 19S0 

COOKisf M Consumers Power Co 80/07/21 360pp 


a Reportable occurrences, UERs b related correspondence 


■20306 Responds to IE Bulletin 80-0*7, “Hydra*notor Actuator 
IcienciDs ” Vendors evaluoting uihich actuators uill 
uire mod or replacement 'i oihlch luill meet spec 
iiirements re spring 8* siiing nomograph problem 
IK, J H Cansufliers Pomer Co 80/06/17 □pp 


8007310386 Forwards 78-3887-2, "Accep tab i 1 1 tg Per 8vc of Midland 
Reactor Pressure Vessel Anchor Btuds, *' Revision 1 Related 
correspondence 

DOSSOM.H 0 , COOPER, M E Telodgne Engineering Services BO/OS/IS- 

Ip 


•30402 Forwards IE Insp Repts 50-339/80-16 1< 50-330/BO-17 on 
1401-30 No noncnmpl lanc e noted 

RELt,! p 0 Regluii 3, Chicago, Roartor Construction ft Engineering 
port Branch 00/06/17 app 


— B007310387 “Ac cap tahl 1 1 tg for 8vc of Midland Reactor Praaouro Vaasel 
Anchor 8tuds, " Revision 1 Related correspondence 
* Teledgne Engineering Services 78-3807—8 HI NOl 80/09/80. 

93p p 


17230412 IE Insp Repts 50-329/80-16 St 50-330/80-17 on 800401-30 Ho 
one ompl 1 one o noted Major areas inspected site cunditionsi 
"eector vessel holddown, bolts ft Unit 1 reactor coolant 
:D0K,R T Region 3, Chicago. Office of the Director HAVE8. D W 
legion 3, Chicago. Reactor Construction ft Engineering Support 
iranch 80/06/05 4pp 


)30562 Foruiards IE Clrrulnr 80—15, "Loss of Reactor Coolant Pump 
illng ft Natural Circulation Cooldown “ No written response 
iu ir ed 

•PEER, J O Region 3, Chicago. Office of the Director 80/06/20 


170467 Poriitards IE Circular BO— 14, “Radioactive Contamination of 
nt Demlneral i led Hater Sgs ft Resultant Internal 
itamlnotion of Personnel '' No written response required 
^PLEH, J 0 Region 3. Chicago. Office of tho Director 80/06/24 


300300 forwards IE Insp RoptS 50-329/80-18 ft 30-330/80-19 On 
5901-31 Mo non cumpl lance noted 

IRELLI.O Region 3, Chicago, Realtor Construction ft Engineering 
iport Oianch 80/06/26 2pp 


17300304 IE Insp Repts 50-32V/B0-1B ft 5O-33O/B0-19 on 800501-31 No 
noncomp 1 i ance noted Magor areas inspected suspect pipe whip 
restraint bol ting, const activities of 2ack Co, d etonsionl ng 
if reactor vessel holdnun bolts ft audit of Poabodg Testing 
COOK. R ,f , KNOPp R C Region 3. Chicogo, Office of tho Director 
DO/ 06/34 7pp 


23035B Foriiiards IE Bulletin BO-16, "Potential Misapplication of 
semount Inc Models 1151 ft 1152 Prossove 7ransral tter t 
ither A or D Output Codes " Written response required 
Ciiculor 80-16 also one I No Uirltten response required 
PPLER,V 0 Region 3, Clticagoi Office of the Director 80/06/27 


170633 roruards 1E Insp Repts 50-329/80-13 ft 30-330/60-16 on 
0602-05 No noncomp 1 lance noted 

OHEEI.1,0 Region 3, Chicago, Reactor Construction ft Engineering 
pport Branch BO/06/30 2pp 


07170635 1C Insp Hepls 50-329/B0-I5 ft 50-330/00-16 On BOD602-05 No 
nonenmp I lane e noted Major areas inspected records ft test 
results of steam goneroloi anchor bolts ft pipe restraint 
bolts 

VANDEE.t E , ERB.C M > NAIDIJ.K R Region 3i Chicago, Office of the 
Director 80/06/26 12pp 


'160612 Provides interim response to IE Bulletin 80-08 re 
amtnatlon uf liner penetration welds Includes list of 
netration Infu un joint tijpeiflued head matl, sleeve matl ft 
ametcr, tgpn of einmination performod ft repair info 
IDKi -J M Consiiniers Power Co 80/07/11 Itpp 


'310521 Ac h receipt nf B00630 Itr Infmining NRC of stops taken to 
irrect const problems noted in IE Insp Repts SO-329/80-14 ft 
-330/00-15 

IPPLEH, J 0 Region 3- Chicago, Office of the Director 80/07/25 


}073k!}529 Foriuards response to NRC B0Q522 Itr re const problems noted 
in IE Insp Repts 30-329/00-14 ft 50-330/80-13 Corrective 
actions 7ack Co BA manual ft OC coiitrn) prorodures were 
reviewed foi adeguacg ft eliirltg 
COOK, J N Cnnsumers Power Co B0/06/3D 8pp 


8007160S07 Part 21 rept r» defective fastener matls A490 ft A340 
supplied bg Bouthern Dolt ft Fastener Corp for site assemblg 
ft installation of pipe whip restraints Posslblg caused bi| 
Inpruper heat treatisent or iiirong matls supplied 
KARDIBON.D NfB Industries, Inc 80/06/16 llpp 


0007070-197 Ack receipt of B00613 Interim deflclencg rept r« coMponent 
qual i f Ijcatlon test documentation re-rcvlew 

FIORCLLlpO Region 3, Chicago, Reactor Construction ft Englnaerlnn 
Bupporti Branch B0/06/S3 Ip 


B007190032 Ack receipt of BQ0612 Interim deflclencg rapt re broken 
reactor vessel anchor bolts Will review final rept upon 
receipt 

FIORELLIiO Region 3, Chicago, Reactor Construction ft Engineering 
Support Branch BO/06/24 tp 


8007170920 Ack receipt of 800619 interim deflclencg rept re letdown 
cooler jiupportc 

FIORCLLlpO Region 3, Chicago, Reactor Construction ft Engineering 
Support Branch BO/07/01 Ip 


B0072403S3 Interim Part 21 rept re defective IT7 actuators In dampers. 
Customer notification end vlobs clasotfied nonnuclear 
safety-related are not reportable. Actuators supplied for 
other jobs are considered purchaser responsibllltg 
BLBAN, BE American Warning ft Ventilating, Inc 80/07/08 SOpp. 


0007290206 Final deflclencg rept re emergeneg core cooling actuation 
sgs digital Bubsgstem 2 logic clrcultrg drawings BftW will 
correct drawings bg eo0930 Facilities uill be in conformance 
bg 800930 

COOK, J W Consumers Power Co 80/07/17 9pp 


DOCKET SO-330 MIDLAND PLANT. UNIT 2 


A Appllcatlon/constructlon stage documents ft correspondence 


8007020199 Discusses D Hood 791031 mena re potentlel for post-LOCA flow 
blockage for PWR pla-nts caused bg contalnisent sump screen 
deflclencg Assessment needed to determine whether Board 
notification necessary 

VARSA, 8 A Assistant Director for Light Water Reactors 79/11/26. 

Ip 


—8007020167 Discusses 791031 tulcon w/utll re 790917 trip rept of 
containment sump screen deflclencg ft BftU concern re 
potential For post-LOCA flow blockage Review requested to 
determine whether Board notification necessarg. 

HOOD.D Light Water Roactors Branch 4 79/10/31 tp 


B007020ISt Requests info from CP ft OL applicants re 9A Varge 7911S6 
memo on post-LOCA flow blockage for PWR plants, based on 
insulation type ft sump screen mash slie Evaluation nocassery 
to dotermine whether Board notification necassary 
MATT8DN, R J Division of Systems Safety 79/12/13 2pp 


B0073103B6 Forwards Tfl;-30B7-2. '“Acceptabl lltg for Bve of Midland 
Reactor Pressure Vessel Anchor Studs,” Revision l.flalatad 
corrosponiience 

DDBBDNiW 0 , COOPER, W E. feledyne Engineering Geryice* 00/09/19 

tp 


— 80073 103B7 "Acceptability for 8vc of Midland Reactor Pressure Vassal 
Anchor Studs," Revision 1, Related correspondence 
» Teledgne Engineering Servlcas TR-3B07-8 Rt NOl. BO/08/20. 
93pp 



DOCKETED ITEMS 


17B 


0007010987 Foruavds NRC roogani lat i on chart for Ofc of Nuclear Reactor 
Regulation' effective 000486 Considerations re activities 
Should be made through assigned mgt representatives Areas of 
dleagreement mag be discussed through informal appeal 
TEDGBCOi ft U Assistant Director for Licensing B0/0d>/l3 3pp 


0(K)7O7O119 Forwards "Model Testing of Containment Sump ECCS 
Recirculation Intakes''' prepared by Uestern' Canada Hydraulic 
Labe> Ltdi f or Bechtel Power Co Comments on HftC 790917 trip 

rept end 

CDOKi J M Consumers Power Co BO/Qh/Stt lOpp 


'0007070130 "Model Testing of Containment Sump ECCS Recirculation 
Intakeei " prepared for Bechtel Power Co h util 
• kJeetern Canada Hydraulic Labora tor i es. Ltd SO/04/30 98pp 


6007830001 Forwards statement of policy re requirements to be met for 
current OL applicatlotiii as derived from NUnEO-0660 tc found 
in NUftEO-0694 

E18ENHUT. D 0 Division of Licensing 00/06/26 8pp 


6007180061 Forwards request for addl info re plant fill to support 
required geotechnical engineering studies for review of 
responies to NRC 791119 request 

BCHUENCER.A Licensing Branch 3 80/06/30 9pp 


8007280060 Responds to NftC 60DSSS Itr requiring two actions prior to 
reeuieptton of safety-related work by Zack Co Limited work 
'that is performed will be evaluated ti if acceptance level 
of confidence is attained! then full production can resume 
COOKi J. U Consumers Power Co 60/06/30 0pp, 


B007230116 Advises that util is not eiompt from fee requirements for 
791219 ipplicati on for CP amends Any CP emends to be issued 
bg NRC are not seen as resulting from 791806 order 
KlLLEfti H. 0 License Fee Managoment Branch 60/07/03 Ip 


6007280041 Submits revised facility project schedule Integrated 2-unl t 
•tartup program retained Bept 1980 NRC Yolloubook update 
trenisilttal giill reflect milestone dates based on listed 
conpletlon dates 

MILLERiO. B. Consumers Power Co QO/07/03 Ip 


8007140496 Bumtnary of 800923 meeting w/utl !< Dechteli BbN 6 Teledyne in 
SathesdaiHO re three reactor vessel hold-down studs 
preservlce failure 

HOOO.D B Licensing Branch 3 00/07/07 lOpp 


8007180019 Forwards guidelines for seismic b structural design analysis 
•udit planned as part of review of OL application Info 
•hould be filled in on guideline forms prior to oudit Audit 
Mill take five working days 

8CHWENCER>A Licensing Branch 3 80/07/07 IBTpp 


0007330907 Lists drawings & skobchos submitted by util found to bo 
partially illegible Independent confirmatory piping analysis 
requested by NRC cannot be performed until better copies 
are obtained 

BATEStJ.O Rockwell International Corp i Energy Systems Dlv 
80/07/07 2pp 


8007190497 Comments on proposed addl guidance on potential for low 
fracture toughness b lamellar tearing of LWR component 
support structures NRC generic guidance invalidates many 
support designs developed per past applicable codes b stds 
CdOKiJ W Consumers Powsr Co 80/07/08 4pp 


8007840040 Notification of 800809 meeting ui/utll in Oethesda.HD to 
rfiscuts schedules for const b licensing review 
Hoao. D 8 Licensing Branch 3 80/07/09 4pp 


8007810483 Forwards updated FBAR Pages 3 8-24 through 3 0-26ai Pages 
17 1-11 through 17 l-l4b b Ouestlon b ftesponse Pages 17 1-1 
through 17 1-4 in response to NRC 800982 Itr M/o end 
COOKiJ H Consunere Power Co 80/07/14 2pp 


8007300104 Notification of 800731 meeting w/utl 1 b Bechtel In Bothesda, 
MD to discuss addl info on plant fill 
HOQDiD. 8, Licensing Branch 3 80/07/21 4pp 


B0O7300261 Notification of 800728 b 29 meetings b plant tour w/util b 
Bachtel to assess const completion schedules Meeting agenda 
t< FR eierpt encl 

HOOD.D, B Licensing Branch 3 80/07/21 7pp 


8007890036 Netificetion of 800821 open meeting w/util in Bethesdsi MDi 
originally scheduled 800Q09> to discuss const b licensing 
review tchedulte 

HOOD.D 8 Licensing Branch 3 80/07/22 6pp 


8007390701 Objects in exclusion of proposed amends from 10CFR170 22i 
Footnote 2.uhnh ercopts such amends from license fee 
requirements Requests reconsideration 
BRUNNER. vl E Consumers Power Co 80/07/22 3pp 


—0007290707 Responds to 800403 Itr objefting to fees for 791219 
application for amend to CPs Commission 791206 order does 
require application, therefore, ear nip tion to lOCFRlTO 22 is 
not app I icab le 

miller. U 0 License Foe Management Branch 60/07/03 Ip 


F Security, medicnii emergency b fire protection plans 


8007010473 Discusses pi oposed change to iOCFRSO adding roquiremopt for 
fire protection plan at facilities forwaids comments on 
ru 1 e. suppl cment I ng consultant comments Oucstions 
appropriateness of rule, since rule reopens resolved issues 
HOFFMAN. D P Consumers Power Co 80/06/27 Bpp 


800/090393 Summary of 900611 meeting w/util b Bechtel in Bethesda. MB 
re security plans to protect against radiological sabotage 
HOOD.D Licensing Branch 3 60/06/30 4pp 


<0 Adjudicatory correspondence 


8007080051 Petition to intervene re order for CP mod. alleging that mod 
will result in unsafe b inefficient exercise of atomic 
energy use b will create adverse environ effects 
CoTtiflcata of Bve encl 

NILSON.O C Affiliation Dninpun 80/06/24 3pp 


6007070262 Petition to intervene in CP mod proceed ing . al 1 eging that 
unresolved soil settlement problems will create adverse 
Bofoty problems Ceitificwte of Sve end 
MILLER.T n Affiliation Unknown 00/06/2'> 3pp 


8007000039 Petition to intervene in CP mod proceeding, al 1 eging that 
onresolvedl soil settlement problems will adversely affect 
safety b will create inefficient exorcise of atomic energy 
use Quastlons integrity of const Certificate of Svi end 
RACE.M a Affiliation Unknown Q0/06/2S 3pp 


0007310243 Forwards Commission 0OOS27 memorandum b order containing 
decisions on UCS 780502 petition for reconsideration of 
780413 memorandum b order UCS 771104 petition sought action 
re fire protection for electrical cobles 
EIBENHIIT.D 0 Division of Licensing BO/06/25 39pp 


8007000054 Petition to intervene re order for CP mod. alleging that 
unresolved soil settlement issue will creote adverse safety 
problems b will result in inefficient exercise of atomic 
energy use Certificate of Sve encl 
REIST.O D Affiliation Unknown 00/06/26 3pp 


8007080582 Memorandum b oi dor granting NRC 000616 request to postpone 
response to CPC 800527 motion seeking ronsol i da t ion of soil 
conditions b plant fill metis issues re DL b ordar for 
license mod pracocdings 

SMITH. I N Atomir Safety and Licensing Board Panel 00/06/87 tp 


0007010333 Ack receipt cif 000617 Iti re recent containment bldg 
publicity Util Hr re inconsistent cross -ref ere nr ing between 
BbH b Bechtel encl Further rept on issue will be provided 
when avoilable Repi esontation status requested 
PATONi W D Hearing Branch 4 00/06/30 2pp 


8007140017 Petition in opposition to util motion for consol i dation re 
791206 order mortifying CPs Urges postpoiiemant of response 
b requests that activities be stepped due to deficiencies in 
const b safety-related structures 

MARSHALL. H H Mapleton Interveners 00/06/30 2pp 


D00709004S Response stating no present opposition to WA Thib odeau. TR 
Miller.PA Race.D Btamiris b C Gilbert petitions to 
Intervene Rpserves right to oppose participation in future 
development b urges consolidation Certificate of Bve end 
MILLER. H I » PARNELL. A 8 Consumers Power Co HILLER. M I Isbaro. 
Lincoln b Beale 00/07/01 9pp 


8007090055 Response in support of C Gilbert 800616 petition to 
Intervene in CPs mod proceeding Standing requirement 
satisfied Ruling on contention requirement premature 
Certificate of Bve end 

PATON.W D Hearing Branch 4 BO/07/07 6pp 
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DOCKETED ITEMS 


3007 1 40020 Responfie stating no present opposition to SK Warren* 90 
OoistiGC Uilsoii b MA Waco petitions to Intervsno re license 
mod Reserves right for future objection J* urges 
rcprssentati on by single spoVesman Curtlflcate of Svt end 
HILLERiM I , rARHELl.»A S Consuoiors Poiiier Co Hli-LERi M I I shorn* 
Lincoln & Bcalo 90/07/09 fapp 


B007I7082<, Response in support of WA Thibodeau, TR Miller* OC Uilson>sO 
Reist*PA Raco.S Uarren*HA Hate b I) Staoilris petitions to 
intervene re 79l30i order modifying CPs Holing on adequacy 
prooiature Certificate of Sve end 
PATQN, W D Hearing Branch 4 90/07/14 6pp 


90-07170332 Response in support of WH Marshall 900623 petition to 
intervene re 791206 order modifying CPs Ruling on adequacy 
pruimaturo Certificate of Sve end 
PATONiU 0 Hearing Dranch 4 90/07/14 6pp 


9007220194 Response to Maplotori Intervenors 000630 petition Argument 
re consol 1 flat ion untimely Request to postpone MRC response 
to CPC motion /nuot Soil— related issues are within scope of 
□U proceeding f< NRC 791206 order Certificate of Sve end 
MILLER* M I Consumers Power Co HILLER* M I Isham* Lincoln b 
Beale 90/07/15 Bpp 


0007170309 Advises that WH Marshal I* uf Kapleton Intervenors 900630 
petition to A6LB should not be glvon consideration at 
present stage since intervenor not yet admitted in 
proceeding 

PATON.W » Hearing Branch 4 90/07/16 Ip 


B00719D242 Responds to 900410 Itr urging NRC action to stop const Issue 
ul 1 1 he submitted to A5LD who has proper jurisdiction over 
matter In controversy Reminds of NRC position that UH 
Harshall has standing to intervene 
PATDN.H D Hearing Branch 4 00/07/17 2pp 


(1007300421 Advises that util b Oechtol Power Corp have reached 
agreement on rovised schedule re coimnerdal oporatlon of 
Units 1 b 2 Unit 3 scheduled for commercial operation In 
Dec 1993 b Unit 1 in Jul 1904 

OIOD0,n E Isham* Lincoln b Deale 00/07/22 ip 


B007270730 Order b notlco of BOQ710 spoclsl prehearing conference in 
Midland. Ml rn Identification of i ssues* rul ing upon 
in terve-nt i on petitions b other related issues Public Invited 
to atto-nd w/o active participation 

BHITH* 1 M Atomic Safety and Licensing Board Panel 00/07/24 3pp. 


B007270732 Order denying haplcton Intervenors' 800630 petition urging 
ASLO not to consider CPC moti-on for consolidation Intervenor 
may respond directly to motion 

SMITH I W Atomic Safety and Licensing Bomd Panel 00/07/24 2pp 


B00727D766 Memorandum b order ruling that petitioners PA Race.D 
BTamaris.BD RelstiSK Warren* TR Hi 11 Or. MA RaCOiOC UllsoniWA 
Thlbadoau b C Oilbert have satisfied Interest b aspect 
requlrenenls Conforonco ro Qu will be set for 900910 
SMITH* I W Atomic Safety and Llconnlng Board Panel 90/07/24 Spp 


H Oonoral corr ospontfenco 


90-0-7190168 Opposes cunst of facilltlo-a Oroat Lakes region would be 
destroyed if THl-typo accident occurred 
e Affiliation Unknown 90/03/16 Ip 


BOO72B0523 Responds to 900521 Itr requesting info re PA D'ArchangoI 
request that NRC ospeditc facility licensing Addl NRC effort 
resulting from THI-2 acclde-nt caused delays in licensing 
Development of schedule for review of application underway 
DIRCKS* W -J Dfflco of the E^iecutlve Director for Operations 
80/07/02 Spp 


— 8007860336 Requests response to oncj PA D'Archangel Itr requesting that 
NRC expedite facility licensing 
BAWYER.H B House of Rep 90/03/21 2pp 


9007160634 Requests response to end UH Harsball Itr re Oct 1979 
roquest for info about facility Request unanswered 
ALD09TA.D House of Rep 80/07/09 2 pp 


— 80D7160649 Provides list of conditions for which Info Is requested re 
safeguards for public health b safety Also requests 
resolutions re cracl ing* d euatering* bldg settlements b 
caisons problems* per NRC 790233 b 0303 meetings In lU 
MARBHALL* U H Mapleton Intervenors 77/09/04 2pp 


8007230190 Responds to QOD60S Itr re frequency of correlation strength 
test sompling on new saf ety-reloted concrete NRC position 
reflects increased testing during periods of low vol 
placement 

SCHWENCER.A Liconslng Branch 3 00/07/09 Spp 


B0071S0697 Forwards current roles of practice M/o end 
PATON.W D Hearing Dranch 4 90/07/11 Ip 


K Utility Final Bafsty Analysis Report (FBARl b amends 


9007240146 Updated FSAR Pag os 3 0-24 through 3 B-260.FBAR Pages 17 1-11 
through 17 l“14b b Question b Response Pages 17 1-1 through 
17 1-4 to be Included In FSAR* Revision 2* in response to NRC 
800322 itr 

* Consumers Power Co 00/07/14 14pr 


Q Inspection reports* IE Bulletins b correspondence 


0006300114 Forwords IE Insp Repts 30-389/80-12 b 30-330/00-13 on 
900301-31 No noncompliance noted 

FIORELLI* 0 Region 3, Chicago* Reactor Construction b Engineering 
Support Branch 80/05/14 2pp 


—8006300139 IE Insp Repts 30-327/00-12 b 30-330/00-13 on B00301-3I Mo 
none ompl lance nated Major areas Inspected. exam of site 
conditions b detensioning reactor vessel holddown bults 
COOK* R J * KNOP.n C Region 3* Chicago* Office of the Director. 
00/03/13 Spp 


8007210360 Forwards IE Circular 00-13* "Grid Strap Damage In 
Westlnghouse Fuel Assemblies *■ No written response required. 
KEPPLER.J 0 Region 3. Chicago* Office of the Director BO/09/20 
Ip 


BD07010144 Forwards IE Info Notice 00-;83* "Loss of Suction to Emargency 
Feedwater Pumps " No written response required 

HEPPLERiO 0 Region 3. Chicago* Office of the Director. 00/09/29 

in 


0007220183 Forwards IE Info Notice 00-26* "Evaluation of Contractor 
QA Programs " No written response required 

KEPPLER.J 0 Region 3. Chicago* Office of the Director. 00/06/10 

Ip 


8007160170 Forwards IE Info Notice 00-37* "Degradation of Raactor 
Coolant Pump Studs " No specific action or responsa 
required 

KEPPLER.J 0 Region 3. Chicago. Office o'f the Director 00/06/11 

Ip 


0007280707 Forwards IE Info Notice 80-20* "PrOMpt Reporting of Info in 
Accordance U/IOCFRSO 33<e) " No written response required 
KEPPLER.J 0 Region 3 , Chicago. Office of the Director 00/06/13 
IP 


8007020306 Responds to IE Dulletin 00-09* "Hydramotor Actuator 
Deficiencies “ Vendors evaluating which actuators will 
require mod gr replacement b which will meet spec 
requirements re spring b sizing nomograph problem 
COOK* J U Cqnsumers Power Co 80/06/17 Spp. 


0007230402 Forwards IE Insp Repts 30-327/00-16 b 90-330/00-17 on 
000401-30 No noncompliance noted 

FIORELLI* 0 Region 3* Chicago* Reactor Construction b Englnaerlng 
Support Branch 00/06/17 2pp 


—8007230412 IE Insp Repts 30-329/00-16 b 30-330/60-17 on 000401-30. Mo 
noncompllancB noted. Major areas inspected; site condltlonSi 
reactor vessel holddown bolts b Unit 1 rooctor coolant 
COOK. R T. Region 3. Chicago* Office of the Director HAYEB.D. U 
Region 3* Chicago* Reactor Construction b Engineering Support 
Branch 00/06/03 4pp 


0007020962 Forwards IE Circular 80 - 10 * "Loss of Reactor Coolant Pump 
Cooling b Natural Circulation Cooldown " No written reeponte 
required 

KEPPLER.J 0 Region 3. Chicago. Office of the Director 60/06/20. 
Ip 


8007170467 Forwards IE Circular 80-14. "Radioactlva Contamination of 
Plant Demtnorall zed Hater 8ys b Resultant Internal 
Contamination of Personnel " No written response required 
KEPPLER.J 0 Region 3* Chicago* Office of the Director 60/06/24 
tp 



DOCKETED ITEMS 
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3007300300 Foruards JE In«P Repts S0-32g/80-I8 & 30-330/Q0-19 on 
800901-31 No rtoncowpliartc* noted 

FIDRELLI.O Rejlon 3- Ctileagoi Reattor Construction ti Englneerin# 
Support Dranch BO/06/26 2pp 


—8007300304 IE Insp HeptS S0-329/a0“lB & 90-330/80-19 on 000301-31 No 
noncompl lance noted Major areas inspected suspect pipe uihip 
restraint Pol ting> cons t activities of ZacJt Co. rictensloning 
of reactor vessel holdown bolts & audit of Peabodij Testing 
COOK. R J » KNOP. R C Region 3, Chicago. Office of the Director 
t;o.c'*/S4 7pp 


0007230338 Forwards IE Bulletin BO-16. "Potential Misapplication of 
Rosestuunt Inc Models 1131 t> 1132 Pressure Transmitters 
U/Elther A or D Output Codes " Written respcinse required 
IE Circular 80-16 also end No written response required 
KEPPUER.J 0 Region 3. Chicago. Office of the Director 00/06/27 
*P 


8007170625 Forwards IE Insp Ropts 90-327/80-19 it 50-330/80-16 on 
800602-03 No noncomp 1 lane e noted 

FIDRELLliO Region 3. Chicago. Reactor Construction t< Engineering 
Support Dranch 80/06/30 2pp 


— 8007170639 IE Insp fiepts 30-339/80-13 {. 30-330/80-16 on 800602-03 No 
noncomp I lance noted Major areas inspected records & test 
results of steam generator anchor bolts t< pipe restraint 
belts 

VANDCL. T E . ERD, C M . NAIDU. K R Region 3. Chicago. Office of the 
Director 80/06/26 12pp 


B007160612 Provides interim response to IE Bulletin 80-08 re 
•lamination of Itnrr penetration welds Includes list of 
gcnstratlon info on joint type. fiued head matl. sleeve matl 6 
diameter, tgpe of oiaminatlon performed h repair Info 
COOK. 0 W Consumers Power Co 80/07/11 lipp 


8007310321 Act receipt of B00630 1 tr Informing NRC of steps taken to 
correct const problems noted in IE Insp Repts 30-329/80-14 b 
30-330/80-13 

KEPPUER.J 0 Region 3. Chicago. Office of the Director 80/07/23 

ip 


— 8007310329 Forwards response to NRC 600382 Hr re const problems noted 
in IE Insp Ropts 50-329/80-14 fc 50-330/80-15 Corrective 
actions Zack Co QA manual & OC control procedures were 
reviewed for adequacy h clarity 
COOK. J M Consumers Power Co 80/06/30 8pp 


R Periodic operating reports 1< related correspondence 


8007280124 Forwards Bschtol nonconformance repts. OA audit finding rept. 
mgt corrective action rept.UbW repts of nonconformity h util 
nonconformance repts. audit finding repts S< corrective action 
repts for June 1980 

COOK. J H Consumers Power Co 80/07/21 360pp 


S Reportable occurrences. LERs Si related correspondence 


0007160007 Part al rept re defective fostoner motls A49o Si AS40 
supplied by Southern Bolt b Fastener Corp for site assembly 
(i installation of pipe whip restraints PosslHly caused by 
improper heat treatment or wrong matls supplied 
HARBiaON, D NPB Industries. Inc 80/06/16 llpp 


B007070197 Ack receipt of 800613 interim deficiency rept re component 
qualification test dotomentatlon re-review 

FIOREUUliO Region 3. Chicago. Reactor Construction b Engineering 
Support Branch B0/06/S3 Ip 


8007130032 Ack receipt of 8P06I8 interim deficiency rept re broken 
reactor vessel anchor bolts Will review final rept upon 
racslpt 

FIORELLI.O Region 3. Chicago. Reactor Cotistructlon h Engineering 
Support Branch. 80/06/24 Ip 


6007170920 Ack receipt of 800619 Interim deficiency rept re letdown 
cooler supports 

FIORELUI.e Region 3. Chicago. Reactor Construction & Englnesring 
Support Branch 00/07/01 Ip 


B007290S06 Final deficlentij rept re emergency core cooling actuation 
sys digital Subsystem 2 logic circuitry drawings QtiU will 
correct drawings by 800930 Facilities will be in conformance 
by 800930 

COOK.J W Consumers Power Co 80/07/17 Spp 


DOCKET 90-331 DUANC ARNOLD ENEROY t, ENTER 


F Security, medical, omergeticy 1. fire priilot 1 1 i»ti plans 


0007160196 Forwards NRC OOOdrJri 1 tr to all power reactor ticonseun. In 
response to 000529 1 tr re emergency response facilities nt 
reactor sites Sites w/approval to use c 1 oaod-c i rc u i t 
television link u/technirnl support ctr llstod 

CRUTCHFIELD. D M Operating Reactors Branch 3 tl0/0//07 2pp 


0007070207 Advises that i oview uf safeguards c o n t i nij o n< y plan indic.iti»» 
need for addl mods Enel NRC Lonrnients uiithheld 
Iref 10CFR2 7901 

IPPOLlTOiT A Dperatinj ne.ictors Dranch ? L){»/()6/10 Ip 


0 Adjudicatory t orr es p ond one e 


0007310243 Forwards Commission 000327 m Bmiirand urn 4. urdor con tain I iig 
decisions on UCfi 7B030B petition ftir r Q con s i (I era 1 1 on of 
7B0413 memorandum S. under UCH 771104 petition nought .ret ion 
re fire protection for electrunl cables 
EISENMUT. D 0 Division of Li censing 80/06/25 H9pp 


P OpBratlrig license stage documents !i corruspoiidonc e 


Q00723D02Q Summary of 000207 meeting w/Murk I ownoi s group ill Uotheadn. 
MDf re rovlaions to NRC act op tone a critorlo 4i outstanding 
issues relative to Mark I containment long-turin program 
GRIMES, c T Plant Sys toms nroncti 80/02/21 'llpp 


8007010433 Responds to NRC D00507 1 tr re nddi 7Mr-2 requirements Tnlal 
aBsessmeiit flf cullectJvo impact not yet conductori Rottnlblo 
alternatives to roquiremun t r. include equal nr bettor unPotg 
mods b eiception tp unnecessary ri'rommonriatlons 
ROOT, L D low.! El PC trie Light D Power Cii SO/06/P.'J Ip 


8007230233 Descrlboo Cycle 3 restart losllng proginm T. losults Results 
of all tests wero sat 1 1 f ac tnry Addl testing prpvod that 
newly Installed recirculation pump tilp meets applicahle 
cr I teria 

MIMECK, D U Iowa Electric Light Si Power Co Prt/06/2.1 llpp 


8007070142 Application to reinstate Amend 60 to App A of License 
DPR-49 Amend will allow re.ictor startup li uperattan for 
greater than 24-h w/one rec »r r ul.i 1 1 on loop out of sve 
Category II amond foe one 1 

ROOT. L D low,! Eloctrit Light N Puwor Co 80/06/21) tp 


0007100341 Confirms 000621) telcion au t h or 1 1 a 1 1 on to amend Toch tlpois os 
requested in 800620 application Llceneu DPB-49 is amuniloj 
effective 000620 by reinstating Amend 6(1 until DOO/Ot? 

NOWAK. T H ABdlstnnt Director fer Operating Roar tors (10/06/30 

app 


0007070252 rorwards ” Ver i f I ta t loti Tost of station tlnrtrlc 01 s I ribu t loii 
Bye Voltage for Dunne Arnold Energy Ctr." in final response 
to NRC 790000 Jlr ra station electric d i utr Ibu I i on sys 
ROOT. L D Iowa Electric Light Ji Power Co 00/07/01 Ip 


— 0007070254 ''Verification Test of Station Electric Dl strthuli on fiys 
Voltages for Duane Arnold Enorgy Ctr " (Jvornlie diawiny 
one 1 

» lleclitel Associates Frnfesslonal Cnrp lIO/O/./OO J6pp 


— 0007070255 "Single Ulno Di.Tgram Otation Contioctlons " 

• Iowa Electric 1 ight i< Power Cu 7004 70/04/19 ip 


8007160624 Forwards proposed moiis to NRC 780(107 request for Info ro 
design of veltupe regnlntor sys of mo tar gen era tar eels 
which supply power to mactcir protection sys Imp 1 emen tali on 
will depend upim further c ommunlra ti nn t< apreement u/NRC 
flODT.L D I nun Electric l-ight 6 Power Cd 00/07/01 4pp 


0007140434 Forwards "AltBrnale Shutdown Cnpabillty AnatyEie" N 
73 avBrsiie drawings in reaponiie to NRC 791021' Hr Analyels 
concluslans identical to these trans.Til tteii in 000603 Jtr le 
need for procedural b dusign muds 

ROOT. L D Iowa Electric Light 6 Power Co 00/07/03 ip 


— 8007140442 "Alternate Shutdown Capability Analyoii " 

4 lobia Electric Light 6 Pnwpr Co 00/06/30 33pp 


•8007140450 Package of 73 elecliiial drciiiilngs to bo recalled at latpr 
dale of microfilming 
* Oeneral Electric Co 


77/06/22 IP 



DOCKETED ITEMS 


|tl 1 c a tion to reinstate AmBna iO to App A (Tech SpBCtI to 
iCense DPR-A*? re reactor startup ft operation for greater 
lan 34— h le/orie recirculation loop out of svc 
IDT.L D loiij.) Electric Light ft Power Co 00/07/07 Ip 


I7DSSB Confirms 000707 tolcon auth or i i at i on of util 000707 
•plication for change in Tech Specs License DPR-49 Is 
landed bij reinstating Amani) 60 until 000714 Documentation 
11 be fOTuarded 

IVAK. T M Assistant Director for Dperatinj Reactors SO/07/08 
'P 


210ID6 Req,ucBts payment of addl Fee in connection lii/00063Q 
•plication For reactor startup ft operation greater than 
-h u/one recirculation loop out of svc 

00S> R M License Fee Manageracnt Branch 80/07/09 Ip 


'2SD374 Foriuards "Reactor Containment Local Leakage Rate Testingi 
*00 Outage " 

NECK. D L loua Electric Light ft Pouer Co 00/07/19 Ip 


0007220201 Foruards IE Info Notice 00-26. "Evaluation of Contractor 
OA Programs " No written response renulred 

KEPPLER.J O Region 3. Chicago. Office of the Director 60/06/10 
Ip 


800714031V Foruiards IE Bulletin B0-k4. "Degradation of DIM Scram 
Discharge Vol Capability " Nritten response retiuired 
KEPPLER.J e Roglon 3. Chicago. Office of the Director 00/06/12 
Ip 


0007020719 Responds to IE Bulletin BO-09. “Hydramotor Actuator 
Deficiencies " No hgdramotor actuators as described by 
bulletin are installed at facility 

ROOT, L D louia Electric Light ft Power Co 00/06/13 Ip 


8007030027 Foruards IE Bulletin 00-15. ''Possible Loss of Eeiergency 
Notification Sys tEN3) H/Loss of Offsite Poider " Uritten 
response required 

ilEPPLER.J 0 negion 3. Chicago. Office of the Director 00/06/lB 
Ip 


•07220376 "Reactor Containment Local Leakage Rate Testing. 1700 
Outage " 

FLOVD. SO Bechtel Corp 00/04/22 21pp 


2304SS Forwards rspt. "Reactpr Containment Local Leakage Rate 
sting. 1780 Outage " 

NECK. D L Iowa Electric Light ft Power Co 80/07/ IS Ip 


07230404 “Re.ictor Containment Local Leakage Rate Testing. 1780 
Outage " 

FLOVD. 0 0 Bechtel Corp MINECK. D L Consumers Power Co 
□0/07/11 21 pp 


310215 Forwards Amend 61 to License DPR -47. safe ti| evaluation ft 
tlcv of Issuance ft availability 

P0L17D. T A Operating Re.nctnrs Branch 3 80/07/17 2pp 


8007230276 Forwards IE Insp Kept 50-331/00-00 on 800530-22 No 
non comp liance noted 

HEIBHMAN.Ft F Region 3. Chicago. Reactor Dporatloni Nuclear Bupport 
Branch 00/06/18 3pp 


—8007230303 IE Insp Repb 50-331/eO-OB on 000920-22 No noncoitpliapea 
noted Major areas inspected Tech 8pec comp 1 lance, contalnaant 
vent ft purge line isolatian valves ft followup on outstanding 
insp items 

LITTLE.N S I MRIOHT.O C Region 3. Chicago, Office of tho 
Director 80/06/13 3pp 


0007020576 Forwards IE Circular 00-19. "Loss of Reactor Coolant Pump 
Cooling ft Natural Circulation Cooldown " No written response 
required 

KEPPLERiJ 0 Region 3. Chicago, Office of the Director 80/06/20 

Ip 


07310222 Amend 61 to License DPR-49, r evi sing Tech Specs to alloiit 
Inbsrlni operation w/ono recirculation loop out of sVC From 
000620-0702 

IPPOLITO. T A Operating Reactors Dronch 3 00/07/17 7pp 


17310236 Safety evaluation supporting Amend 61 to License rpR-47 
: Office of Nuclear Reactor Regulation. Director 00/07/17 9pp 


07310227 Notice of Issuoncc ft availability of Amend 61 to License 
IPR -47 

IPPOLITQ. T A Operating Reactors Branch 3 00/07/17 2pp 


300400 Foriuards check for difference between license amend class 
terminations made bi/ util vs •ictermlnation made by NRC. 

Diggs 000707 Itr 

IT.L D Iowa ElectriL Light ft Power Co 00/07/23 Ip 


B0377 ForiiJards response to NBC 800425 Itr re effect of dc power 
iply failura on ECC8 performance Plant design assurnption s 
OE analysis are consurvatlvu re facility 

IT.L D IQUB electric Light ft Power Co 00/07/23 IBpp 


ispectlon reports. IE Bulletins ft correspondence 


140539 Forwards IE Dulletln 00-13, "Cracking in Core Bpray 
irgers " Uritten response required 

JpLER. J 0 Region 3. Chicago. Office of the Director 00/03/12 


1002B3 Forwards lE Insp Rept 30-331/80-07 on 000324-26.0410-12 ft 
-25 No noncomp 1 1 anco noted 

[Bill AN, R r Region 3. Chicago. Reactor Operations Nuclear Bupport 
nch 00/05/20 2pp 


7100291 IE Insp Rept 90-331/80-07 on 000324-26,0410-12 ft 22-29 No 
□nepnp 1 lATico noted Major areas Inspected small break LOCA ft 
igh energy line break outside c ontalnment. procedures ft mods 
followup of IE Oulletlns 77-03,-06, -08 ft -OID 
ITTLE. W B . CLARDV. L , CHR IBTl ANSON, W Region 3. Chicago, Off ice 
/09/15 lOpp 

Not it B 00-22. ‘‘Brea kdewtis In Contamination 
on response required 

u. Office op the Director 60/05/20 


I 60-23. "Loss df Suctian to Emergency 
.ponsr required 

Office af the Director 60/05/29 


8007170489 Forwards IE Circular BO-14, "Radioactive Contamination of 
Plant Deni neral 1 led Hater 8ys ft Resultant Internal 
Contamination of Personnel '' No written response required 
WEPPLCR.J 0 Region 3, Chicago. Office of the Director, 80/06/34 
Ip. 


8007070272 Responds to IE Bulletin 60-10, "Contamlnetion of 
Nonradloac tive Sys ft Resulting Potential for Unmonltored, 
Uncontrolled Release of Radioactivity to Environ " Routine 
samp 1 ing/analyl s program has been implemented 
RODTiL D lows Electric Light ft Power Co 00/06/29 2pp 


0007300132 Forwards IE Insp Rept 50-331/80-09 od B00616-17 No 
nancomptiance noted 

FIORELLI,0 Region 3. Chicago, Reactor Construction ft Engineering 
Support Branch 80/06/25 2pp 


“6007300136 IE Insp Rept 90-331/00-09 on 000616-17 No noncoeipllanca 
noted Major areas Inspected outstanding itams ft followup to 
IE Bulletin 77-02, LERs on pipe supports ft concrete cracks In 
floor under torus 

QALLAOHER. E J Region 3, Chicago, Qffice of the Director 
HAVES, D H Region 3, Chicago, Reactor Construction ft Engineering 
Support Branch 80/06/24 4pp 


0DO7S3O327 Forwards IE Bulletin 80-16, "Potential Misapplication of 
Rosenount Inc Models 1151 ft 1192 Pressure Transmitters 
U/Elther A or D Output Codes " Mrltten response required 
IE Circular 00-16 also end No written response required 
KEPPLER.J 0 Region 3, Chicago. Office of the Director. 60/06/37 
IP 


8007160299 Responds to IE Dulletln 00-19, "Possible Loss of Emergency 
Notification Sys w/Loss of Offsite Power " All telephone 
equipment fed power from single 240-VDlt ac line 
ROOT, L D Iowa Electric Light ft Power Co 60/07/01 2pp 


8007100497 Notifies that time clock on Item 2 of IE Bulletin 80-17, 
“Failure of Control Rods to Insert During Bcram at BHR. " 
will start at 12 01 AH on B0070B Test should be complatad 
within 20 days Requests notification of malfunction 
KEPPLERiJ. 0 Region 3. Chicago, Office of the Director 00/07/07 
Ip 


8D0725067S Forwards response to Items 1.2e ft 3 of IE Bulletin 80-11 
Safety-related eye in proximity to masonry block walls will 
be surveyed ft Identified only If analyses indicate potential 
wall failure List of subj walls end 

ROOTiL.D Iowa Electric Light ft Power Co 80/07/07 43pp. 


DOCKETED ITEIViS 


0007230677 Forward* ra»pon»a to IE Bulletin S0"00 re examination of 
containaent liner penetration welds All weld *> except for 
double >> triple fined headij exanlnad bij radiography or bgi 
conbinatlon of redlographg t< llqulit penetrant examination* 
nDOT»l- D Iowa Electric Light !< Power Co -00/07/08 5pp 


0007170363 Seepond* to IE Dulletln 00-17 No olgnlPicant amount of water 
In Bcraa discharge vol Ic associated piping. Vent valves 
opsrsbls 6 *<is free of obstruction Results of addl required 
review will be reported In subsequent correspondence 
ROOT.L D Iduo Electric Light h Power Co BO/07/0‘7 Spp 


S007220‘I94 Notifies that results of inservlce insp performed during 
1980 refueling outage l< lumniarg of pump h valve operabllltu 
testing will be submitted by Q00723« rather than 60O71S<as 
previously icheduled 

ROOT> t- O Iowa Electric Light Ic Power Co 00/07/1 5 Ip 


8007220344 Responds to IE Bulletin B0-17< "Failure of Control Rods to 
Fully Insert During Bcram at BWB " Preliminary training of 
operators completed Pull training will be completed by 
B00B03 IteMs 2.3 tc 6 a will be discussed In subsequent Itr 
ROGT.L D Iowa Electric Light Ic Power Co 80/07/17 4pp 


R Periodic operating reports li related correspondence 


8007220367 Forwerds monthly operating rept for June 1980 
NlNECKcO L Iowa Electric Light U Power Co 80/07/13 tp 


—8007220371 Monthly operating rept for June 1900 

VANOICKELcJ Iowa Electric Light li Power Co 80/07/13 6pp, 


8 Reportable occurrences. LERs {< related correspondence 


8007030212 Forwards LER 80-024/03L-0 

NINECKiD. L Iowa Electric Light «i Power Co 80/06/26 tp 


— B0O7030217 LER BO-024/03L-0 on 800603. dur Ing Surveillance testing. body- 
te-bonnet It packing leak discovered on pressure point 
isolation valve on reactor care isolotlon cooling turbine 
steam supply line. Caused by normal wear Basket replaced 
RAOERiM Iowa Electric Light Ic Power Co 00/06/26 Ip 


8007030224 Forwards LER 80-083/ 03L-0 

HINECK. D L Iowa Electric Light S< Power Co QD/06/S6 Ip 


—9007030233 LER BO-033/03L-0 on 000529, during survoll lance testing, 
pressure differential switches controlling roactor bldg to 
suppression chamber vacuum breakers tripped at out-of-spec 
values. Caused by Instrument drift Bwltches recatlbr 
RACER. H Iowa Electric Light l< Power Co 00/06/26 Ip 


8007030238 Forwards LER BO-022/03L-0 

HINECK. O.L Iowa Electric Light b Power Co 80/06/26 Ip 


— 0007030241 LER BO-022/03L-0 on 800320. during normal operation, control 
room alarm indicated high/low oil level in B recirculation 
pump motor Caused by low oil level in lower motor tiering 
No leakage found Oil restarted to normal level 
RAOER.H Iowa Electric Light b Power Co 60/06/26 Ip 


8007110411 Forwerds LCR 0O-oa6/O3L-O. 

HINECK. D, L. Iowa Electric Light b Power Co 00/07/03 Ip 


— B0071104I9 LER ao-026/03L-0 on 000617. one undervoltage relay found to 
have time delay during surveillance test Caused by 
instrument drift Relay recalibr b functionally tested 
RAOER. H Iowa Electric Light b Power Co 00/07/03 Ip 


B007U047I Forwards LER G0-Oas/03L-0 

HINECK. D L lowB Electric Light b Power Co 80/07/03, Ip. 


—8007110402 LER 0O-O25/O3L-O on 600606, dur Ing surveillance testing of 
main steam line leak detectl-on eys. found temp switch 
TI8-447B setpoint was 200 degrees, Caused by instrument 
drift Instrument recalibr 

RAOER, M, Iowa Electric Light b Power Co 00/07/03 tp 


8007220399 Gubmits special rept re repairs on Fire Pump IP-49 which 
raeulted in pump being put of sve longer than Tech Spec 
llmit.Repair work more extensive than anticipated when 
shaft b spiders found to be worn Pump repaired 
HINECK. D U Iowa Electric Light b Power Co 00/07/10 2pp. 


8007220497 RO on 0006 1 2, dur 1 ng use of reactor core Inolntlun cDalliig 
sys to control luactor proasuro following ahut-diiun. 
suppression chombor water level was inadvertently reduced to 
below Tech HpuLs Causetl by failure nf alarm 

MINECK.O L Iowa Electric Light b Power Co 610/07/14 Ip 


8007230464 RO during rooctor scram functluns testing rcquii ed by IL 
Bulletin BO- 1 7. de term! nod that acram dlschorgo vol drain 
valve CV-1B67 would nut seal ognlnst r.itoiJ reactor pressure 
€aus<ffd bij improper voWc 1 i 1 ni i on 

MINEChrO L Iowa Electric Light b Power Co no/-n-7/IA ip 


DOCKET 30-332 DAHNWELU f)EPHUCE{J«3 INO PLANT 
a Inspection reports. IE Bulletins h c oi re s pond once 


0007220020 rprwar-ds IE Info Notice H0-2A. "Evaluation of Cnntractnr 
□A Programs " No written roupunse ruquirud 

O'nEILLY, J P Region 3, fitlanto. Clfflco of the IJkrectiir 00/06/10 
kp 


□007020739 Forwards IE Bulletin 00-13. “Tnsolble Loss of Fatergency 
Mntiflcatlon Sys (ENH) H/Lu»* uf ilffelte Power " Written 
resp-anse required 

O'REILLV, J P Region 2. Atlanta. Ufflce uP the Director fW/0.'./UP 

ip * 


0007170186 Forwards IE Olrculor 80-14. "Ra-d 1 oac 1 1 ve Contamlnat I an uf 
Plant Demi norAl 1 xe-d Water Eys b Rasultant Iniornnl 
Centaniinat 1 nn of Persnnnal " No urlttert response requited 
O'REIILY. J P Region 2, Atlanta, Office of the Director 110/06/24 
Ip, 


8007310139 Responds to IF Dulletln PO-13 re omBrueney nut I f I cat 1 o-n ey* 
failure u/loss -uf offsite power Llruiislng pruLVodings 
terminated facility is presuntly utillced in DOE R&D 
ectivlline Pllllotin duos not apply 

HOLDEN. n B Allied Oenorol Nuclear norvlces li0/0//IS Ip 


DOCKET 30-33'3 OAMEH A FIT/DATIULK NUCLEAR fTlWrR PLANT 


F Security, medical, owergency b fire protectloii plans 


8007070212 foiwards security rontlngoncy plan b aildl Infu requested in 
NBC QOOSao llr Plan b addl info withheld (ref lOmia 7901 
BAYNE. J P Power Authority i»f the Dtato of N-ew York 110/06/20 ip 


O Adjudicatory c iirre spondetica 


0007310243 Fpi wards Ccimmissipii 000118/ memorandum .b order CDuiainlfiQ 
decisions on UC8 700303 petition for r econ* i dera tluii of 
700413 memor-flnrluM b order IJCSl 771104 petition sought action 
re fire protection for electxlcal cables 
EIHENHUTi D 0 Divisinn of l.lcenelng 00/06/20 l]9p|) 


I. Financial infortiiufcior 


6007280461 Forwards Annual Firfonclal Hept 1979 

BAYNE. J P Power Authority of the State of New York 00/07/24 Ip 


— 0007280463 Annual Financial ftopi 19/9 

e Power Authority of the Olato of New York H0/-07/24 41pp 


P Operating license stage documents b correspondence 


8007230028 Oummanj of 000207 meeting w/ftnrk 1 ounera group in netheiiiA. 
MD.re revisions to NRC acceptance criteria U outstandlna 
Issues relative to Mark 1 containment long-term program 
OniMES, C T Plant flyslems Oranch 80/02/21 Bipp 


Q0070B0332 Forwards reeponnoa to NRC 800308 r aqua it for addl info re 
adequacy of electric dlstributian sys valtege 

BAYNE. J P Ppwer Authority of the Stats of New York 00/07/01 
lipp 


0007280229 Forward's Amend 4'/ to Llienso DPJI-39. snfetu evaluation I, 
notice of issuance b availability 

IPPDLITO, T A Operating Reactore Branch 2 (IQ/<17/L1 llpp 


—0007200249 Amend 49 to License 0Pn-S9, conststlng of Changes to Tseh 
Bpacs re senior operator r esponslh U I t U s during refwellno 
b replacement op fuel assemblies fflr refueling during Cycle 

IPPOLITO, T A Operating nauctors Branch 2 80/07/11 29pp 



I 


DOCKETED ITEMS 


jn07a()()391 Hof 
» Hporating 


otg I'ViiUj.iHori supptjrting Amend 
None tors Dr,inc*i 2 80/07/11 


49 to l.lctnse DPfl-59 
Bpp 


Notice lie issoente U nvaiJabUxty of Afl^e-nd 
POLKi P J Opurntlng F?eocte)r5 Uronrh 2 530/07/1 i 


49 to License 

3pp 


}7290fi9.i Submith info re effect of dc pouor 
>«r f oroiiinc o> in reepuivau tii NRC 1100425 Itr 
IAVWEp J »> f'ouier Autl>oritv nf the State of 
)pp 


supply failure on ECC9 
Neu Verk BO/07/29 


8007160733 Forwards IE Circular 80"14( "flodloactlve Contoninatlon of 
Plant Domineral i led Idatar Sys ti Resultant Internal 
Contamination of Personnel " No written response required 
GRIER. D H Region 1. Philadelphia. Office of the Director 
BO/06/24 Ip 


6007310210 Forwards IE Info Notice BO-34. "Low Level Radwaete Burial 
Criteria '' No written response required 

GRIER. n H Region 1. Philadelphia. Office of tho Director 

aO/06/23 Ip 


lliBpBctlon io|im-tp. IE Dullctins I. c orrespundone 


J 7 I 4041 U) For wards 
Ipnrgoi D " Ur it ton 
n Irn. U fl Key i on 

0/05/ IB ip 


It liullotlii 60-13. ‘’Cracking in Coro Sprag 
response required 

1. Phi Uidolph ia, Office of the Director 


702014/ foruioids IF infn Notice 130-22. "Ureakd owns 
Dlitrol Programs ■* No written response required 
IRIER.DM fleoion 1. Ph i lad olph i a. Office of tho Di 
0/03/aii Ip 


In Contamination 
rector 


0007290669 Responds to IE Bulletin 60-06. "Engineered Bafety Feature 
Reset Controls ” Training sassions w/licentad operators held 
to assure awareness of potential problem re unwented closing 
of automatic depressuri tati on sys valves 

PA9TERNAK. R J Power Authority of the Stete of Now Vork 80/07/01 

2pp 


0007210526 Responds to IE Bulletin 00-09 re eiaminetion of cantalneent 
liner penetration welds Liquid penetrent St weld joints 
magnetic particle eiaminations met applicable A9ME code 
requirements 

PASTERNAK. R J Power Authority of tho State of New York BO/07/03 
4pp 


7010302 Forwards IF Info Notice 60-23, "Los's of Suction to 

eodwator Pumps “ No written response required 

0/0S/.V *• ''l'»»n<felpl,ift, Office of tho Director 


Emergency 


6007250290 Bubmlts reply to IE Bulletin 80-10 re contamination of 
nonradioactive sys Qampllng S. analyiing procedures 
Implemented for sanitary waste qys 

PASTERNAK. R J Power Authority of the Btate of New York 00/07/07 

2pp 


7PI0251 Foiu,irds IF Insp Hopb 50-333/BO-0B on 800319-23 No 
onromplinnca uuted 

RUNNER. L 0 Iteglon Ij Phi 1 adolph i Rooctor Oporotlons Nuclear 
uppOTt Branch 60/06/07 Bpp 


007210339 IE Insp Bopt 30-333/80-08 on B0O5i7-23 No noncomp 1 lanco 
noted Major nrem inspected fuel recuipt handling *< Insp 1. 
fueling eclivitioa in control room *< on fuel floor 
BAUNACK, U , TnniiKUSKI. U lioglon 1. Phi lod elph i a. Office of the 
Director KItITCR.H D Region ]. Philadelphia. Reactor Operations 
Nuclear Buppuit Rronch 60/06/04 Opp 


/aiOSVS Foiwords IC Info Niitico 60-26, "evaluation of Contractor 
A Prugrans " No urltteii response roquirod 
RlCHtll II lleglon 1, Philadelphia. Dffico of the Director 
0/06/10 Ip 


/0101A4 Ciirwards "llusponoo to ir Bulletin 77-Oin fnr JA Fitipatriek 
ucleor I'uwur Plant " 

VOTFUNAK. H J Pbuor Authority of tho fltole of New Vork BO/06/11 
46np 


IO/OIOI7S "riespuiiBP to IF Dullotin 77-Oin for JA Fitipatriek Noelear 
Power Plant “ 

» Otene t< Webster Fng ineorlri j Corp 60/06/30 SOOpp 


6007240333 Confirms oral notification made on 000707 that 20-e)ay period 
for completing tests required by IE Bulletin 80-17, Item S> 
began at 12 Oi AM on B0070B Also requests immediate 
notification of any malfunction found during tests 
GRIER. D H Region 1. Ph lladelpbia. Office of the Director 
60/07/09 2pp 


6007310474 Forwards responses to IE Bulletin 80-11 Items lt2a t< 3 re 
masonry wall design Schedulod completion dates are 
tentative W/o end 

PASTERNAK. R J Power Authority of the State of New York 80/07/10 
»P 


R Periodic operating reports 4i related correspondence 


B007090192 Forwards monthly operating rapt for June 1960 

PASTERNAK, R J Power Authority of tho State of New York f»/07/03 
tp 


— 8007090I9S Monthly operating rept for June 1960 

« Power Authority of the State of New York 60/07/03 i4pp 


S Reportable occurrences. LERs tt related correspondence 


7160120 Forwnrds reply to IL Diilletln 79-OlD re environ 
ualificattnn of Class IE equipment U/o end 

ADrFRNAKtU J Power Authority nf the Btnte of Now York 60/06/11 
’P 


7H0a&7 Forwurdn IE Uulletin no-l4» “Uogradntlon of OWfl Bcram 
Ischarge Vul lapabllity “ Written response required 
lIin.D H riegion I. Phi I odol ph la. (Ifflc* of the Director 
3/06/iS ip 


8007010466 Forwards LER BO-092/03L-0 

PA6TERNAK, R J Power Authority of the Btate of New York 60/06/89 
»P 


--0OO7O1O49O LER 00-OS2/03L-0 on 600526. during refueling operations, 
refuel bridge movement to over core area did not generate 
control rod withdrawal block per Tech Specs Caused by drift 
at bridge position sensing limit switch Switch adjusted 
CHILDB, W V Power Authority of the State of New York 80/06/23, 
Ip 


/3B00/1 roruiarde IC Insp Rapt 511-3.13/60-10 on 000914 No 
incomplianco noted 

<ni.8llN< R T Ileglon 1. Fli 1 1 uiiel phla. Reactor Construction b 
iginoBriny Flupport Branch 80/06/17 2pp 


307380060 It Insp Rept OCI-liSJ/RO-lO on 800514 No nnneomp 1 iance noted 
Major areoe inspected RIIR age components addressed in 
facility rooponno to IE Bulletin /9-OtB. 

FINKEL.A E llegton 1. Philadelphia, Office of tho Director. 
CBNETERi fl 0 Rogion 1. Philadelphia. Reactor Construction b 
Eligineet ing Dupport Branch 80/06/16 3pp 


020717 Foruurds 11' Bulletin nO-iS. "Possible Loss of Emergency 
’tlflcntien Oys <t-NS) M/Loss of Offsite Power " Written 
isponse required 

lER. U II Region 1. Philadelphia. Ufflco of the Director 
)/06/lU Ip 


'020921 Forwards IG Circular RO-iS. "Loss of Reactor Coolant Pump 
ollng b Natural Circulntliin Cooldown " No written response 
iqulred 

tlEli. B H Region 1. Ph 1 lode I phi a. Offico of the Director 
1/06/20 ip 


6007010511 I OTwardt LCR BO-093/03L-0 

PASTERNAK, R J Power Authority of tho Btate of New York 80/06/29 

Ip 


"6007010919 LER B0-093/03L-0 on 000529, during normal refuel ing, review 
revealed that temporary changes to instrument maint 
procedure made on 600417 had not bean reviewed by PORC 
Caused by administrative error PORC reviewed changes. 

CHILDB. H V Power Authority of the State of New York 80/06/29 
*P 


6007010461 Forwards LER aO-054/04L-0 

PASTERNAK, R J Power Authority of the State of New York 80/06/27 

Ip 


— 8007010489 LER B0-O94/04L-0 on 900930. during normal shutdown. both 
recorders for gaseous release rate from reactor bldg 
ventilation sys b plant process computer were out of order 
during same 16~h period Caused by personnel error 
» Power Authority of the State of New York 60/06/27 2pp 


m07l4O3At) roi'iuords LEH Q0-0»9/03t-0 

PMHEnNAKtR v» Pou»i' Authority of the State of New York 80/07/07 


— fl007H0374 ICB 00- 0W/03L~0 On B00i<>7> survol 1 lance revealed 
Intel mediate ranee monitor. A Indlcatlnfl 120 lehen readino of 
las uo« required CatiteO oy instrument drift Adjustment fc 
talkbr reetitred Instriimertt lo oporable etatus 

CHIUia, H V Powar Authority of the Btota of Neui Vort BO/07/07 


B007i>l03B3 t'oiuards updated LER Q0-0dA/03X-i 

PAUICIINAKr n >/ Power A«tftarlii| of the State of Neu York 30/07/07 
JP 


— f)00/l4O39d Updated LtH 00-Od6/03X~l on B00430. sorve ( 1 lance testing 
revealed ehutdouri LOoUng permiftslve suiitches tot in B«cess 
Of 78 palp limit Cauted by priicedural arror Instruments 
ratal ibr (■ returned to tvi. 

CUil.OlhU V Power Authority of the State of Neia York 60/07/07 

app 


0007130/07 Poiwardo l.Cn 00-08A/0aL-0 

PAOTfllNAH.H J Power Authority of the state of New York BO/07/10 
Ip 


••-000/100718 Lfcrt BO OJW/OSL-O on BOOhlOi during normal thutdoun ti 
eurvalHanca teetlng. emergency dlecal generator C tripped on 
high circulating current Caueud by dirty or defective 
fontuct on voltage regulator droop twitch 

ClUt OB. U V Powar Authority of the State of New York DO/07/10 
Ip 


11007300019 Porwarde CEB 00'089/03L-0 

PABTCHNAKr B \l Power Authority of the Stole of New York 00/07/33 
IP 


— BOO7»0O9a4 LfeH 00- 089/03U-0 on 000703, dor in q normal shutdown 
•urvelltence, level tuitchet & pressure indicator showed 12B 
In* ti'iiMent* out of callbr or not properly pperatlng Cauted 
by instrument drift Inttrumentt recolibr Two replaced 
CHILDi). U U POM or Authority of the State of Nsw York 80/07/23 

app 


00073000 to for ward* LER 00-090/03U-0 

PA8TEKNAK.R J Power Authority of the State of New York 80/07/38 


0 Ad indicatory correspondence 


8007310343 Korwarns Commission B00S27 ^ t « 

deeisions on UCS 70OSO2 pstitiep tor - ..«a h t ** ' 

730413 memorandum 6 order UCS 771104 pBtlH“»» 
re fvre protectian for electrical 'ab I Cl'PPP 

eiSENHUT, 0 0 Division of I iremsiUff 


or a*»*" 


■0o/oA/a‘> 


,, i>si lain I iig 

t * c<n 


P Operating license stage documents If corresp ond u ^ 


7904030166 Notification of 790333 meetina 

to discuss facility pipe stress ■•nalys.ls sta 
re-analysis, tour facility l< tuivey sys ^ 

HlflOINTON, D Operating Reactors Brancn 1 IPre 
IP 


i,, lititpFi' 
*, J» I /*!' ■•* 

v«7 (>/.»:♦ * 


* 


(Slipiir l. i'A 
P <11 

/9/0 (/«V 


j 1 M 0 

7904160356 Notification of 79032S mgt meetsng 

STELLO.V Division of OperatinB Reactors /v/s 


8007330173 “Electr leal. Instrumentation It 
Spray Sy» Neds “ ffeaver Valley Nuclear 
MAYS, S E EObO Idaho, Inc FIN A-6SS6 


confcrpi Pua'tviy'9 

Stat ton, Wist l 

60073301 7i3 


^ Ilf Omoiii ri 
jlCpy'OO/XO 


f 


8007230099 Roilursts submittal of propused Tech Spc't 
for redundancy in decay heat removal capaDiltfcM ii* 
of operation Model Tech Specs which would provla® 
resolution end for guidance 

E1SENH0T, D 0 Division of Uitensing flO/Oii/ k I 


ctintiU 
a1 I 

ni c wt» 


s» It 
mu cl 

4. «■ l« 


pruvidin 

PS 

In 


B007160191 Heca/nmend? that analysis be made 
average dynamic cettlement OH eyuipfflent If 
within turbine bldg Info needed For review 
“Sell Anelysis of Turhme Sldg U Northern 
VAROAiS. A Operating Reactors Branch 1 


,f koipisct OF 
ikpe c OTi'SWS- 

Of litil 7VOTk«-» 

'and ATeCi 


80070t033A Forwards reiiuested Teledyne TLD data For -ll'if ' *' *" 

of 1977 b Itt. 2nd b 3rd quarter* oF 1970 Callbr r trp 1 W 
meteorological tower wind speed tensors For quart t>i* I V * 
of 791018 b Mar 1980 alto end 

COmAO.R E Duquesne Light Co 80/06/35 70p p 


B00701 0395 Forwards response to MURE0-057S Procerfurp^ duvsrluiiud 1. 
issued that utiliie temp 4 pressure judication J ii roeitr Ml 
room along u/steam tables to calculate subc ool 1 na ill i. lU'ie 
One overslle drawing available in Central Pilot un I U 
D11NN,C N Duquesne Light Co 80/06/26 64pp 


—0007200617 It-n OO-OSH/O.'IL'D on 000630, during normal shutdown 
Dperatlonn, functional tests nf avoiage power range monitor 
itiitrumant* found not conducted per Tech Spac* Caused by 
mhnwal scVieduliny »f computoi ooteso 

Cl ( II. DO, U V I'owor Authority of the Blafo of New York 00/07/32 

»F 


000/200662 Forwards LER 00-097/031.-0 

FABTIIHNAK, R 0 Onwer Authority of the OtMte of New York 80/07/SS> 
Ip 


6007230001 Requests submittal of application for amtfnci b ti 1 * i-onse 
consisting of Tech Spec changes b llcfenso candiHori*i I'VK* 

Model Tech Spec* fe Model license condltioris For TMI 'W 
Lessons tearned Lategory A items encl For {rutdanco' 

EISENHUT, D 0 Division of Licensing a0/O7/OS 


8007000080 Forwards revision to proposed Tech gpoe ttfo r f, * « ts «• ;»/4 A 

3631 44621, for NPSH mods tn low head saf e t\j tji j v-r i tut 
h recirculation spray pumps 

OUNN.C N Duquesne Light Co 90/07703 fpp 


— 000/2110669 I Cfl tl0-0»7/03L-0 on (300620, during normal ehutdown, one cell 
in each 84 volt battery for diesel firo pump failed to meet 
min »peclflt gravity roqiilrements of eurvoll lance test 
Cauaad by chargor being out of sve during surveillance 
(!HU D0< U V Power Authority of the tltato of New York B0/O7/BS 
IP- 


V Bparalor Ekamtiiatlons 


000706o:i<)3 Notifia* NHC of commitment to enroll employees who do not 
SMcasofuUy complete #ny portion of reactor operator e*am 
in occalerated requollf Itallon program Docllnea to commit 
smployave to Uom » 1 f of W«- 000320 raquust 
OAYMC, »/ P Power Authority of the State of New York 
opp 


80/07/01 


— B0D70B0084 Revision to proposed Tech Spec SoctiDna. it/*/} t* tJ > U >i tl I 
4 6 8 t, f or NPBH mods to leu head Safety Injactkutl C, 
recirculation spray pumps 
» Duquesne Light Co 05/07/ 03 3pp 


0007080186 Forwards logic diagrams, olemertarij d r auu i ri |) » Pi uii't t ion 
descriptions for bypass b resot of engineered aafijtvf 
features, in response to NRC 80D4D4 I tr Draioinye. flvpi t 1 mIi I fa 
in Central Files only Item 2d info availablo by EIQOIKJl 
DUNN, C N Duquesne Light Co 80/07/03 3Apst 


8007160480 Forwards util 000707 ktr re NUiRE©-0977. '*r> i» t. « si It b «* t fui I <ii* 

Fracture Toughness b Lamellar Tearing on PWR SLodir, O'orsi/ !■ «« t or 
b Reactor Coolant Pump Supports* •' as ropiiaceinont For lerid hi* t; »(l , 

itr forwarded to NRC on 900707 H/o end 

DUNN, C N Duquesne Light Co 80/07/09. Ip , 


DOCKET 30-334 HEAVER VALLEY POWER BTATIDN, UNIT 1 
C Utility Cnvlrniimontal Report tERl< amends b correspondence 


8007160958 Informs that date was inadverteutl y omitLucI Troim IlDU/ii/ It 
re extension of comment period for NU11E0-O577 Roqiiwnlp, 
date be added or original pe r oplaeeO (v/encl 
WNHtC N Duquesne Light Co 80/07/09 Ip 


7VD4100I96 summary of site visit on 790333 w/utll re pipe f tree* 
4nPlysle & hangar roevaluation effort* for Dedver Valley 

Power 8ILat I on, UA i t I, vonAom 70/n3/2Q 

MfOD/NTONp 0, Operating Reactor* Branch I iPre 790629) 79/03/«fB 


4pp. 


-0007160564 Requests eitension until 800915 for commorltu ***> WvMlLfi tiK 
re potential for low fracture toughnees tt l^mollAi tis»e ■ 
on PWl steam generator b reactor coolant pump s u ■> n tir* t a * ' 

DUNN.C N Duquesne Light Co 80/07/07 ip 


8007150480 Requests extension of enimfliont pnrloi) f 
in NRC 000519 Itr is much stronger than origins 
Extension to 80D91S should be tufficiont to add 
ptMUiC N Duquesne Light Co 90/07/18 ip 


or MUITE'O 
I if»r iiHKisv'b 
roam 


i*7 


Pd* I tie 

I 



DOCKETED STEMS 


90*43 Documents vorbel respiinsee to NHC ctoustions re station svt 
oil'd arvo 1 tags rvlaijs 

N. C M Bugijssiie Light Cn aO/C»7y2'l 3pp 


spectlon rspurts* IE Bulletins & coTrssp ondonc e 


loses Forwards IE Wasts Packaging Insp Ropt 15000039/00-03 on 
|«137-29 No noncompl lance noted 

THi 0 H Deg I on 1> Ph i loilo) phloi Fuel Facility Materials SaPettj 
nch 00/ 04/34 Spp 


70J029I IE WnslB P.iekaglng Insp Ropt i 5000039/BO-03 on 600337-39 No 

one ompl lane s noted Ma|ar areas Insppctscl shipping paper 

equtromentsi DDT placarding roqu Iremen t s. radlat ion Jevolti 

Smovable coiitaiDlnation ti oternal package Features 

EERYi U W . POTTER. J P Region 3. Atlanta. Fuel Facility & 

ateriale Safety Branch BO/03/10 7pp 


30816 Forwords IE Insp Rept 30-334/00-10 on 000400-09 No 
camp I lance noted 

LBDNi R T Region 1< Philadelphia. Reactor Construction Ir 
Inearing Support Brunch 00/03/00 3pp 


'703493S IE Insp Ropt 30-334/00-10 on 800408-09 No noncomp I lane » 
otad Major areas inspected twn allegations re electrical 
ubcontrac tor weld rod control t< work practices 
ORR.J P . REYNOLDS. 0 D Region 1. Ph i lad e Iphla. OFFlce of the 
irector TRIPP. L E Region 1. Phi lad olph la. Reactor Construction 
Englneoring Support Branch B0/03/R8 9pp, 


SOI to Poruards IE InFe Notice E0-S8. "Dreukdouns In Contamination 

trol Programs ” Na uritton response required 

ERiO H Region 1. Ph i 1 odel ph in. OFi'ice of tlie Director 

DS/SO Ip 


10321 Forwards 1C Inf-o Notice 00-33. "Loss of Goetion to Emergency 

duster Pumps ” No uritten issponse required 

ER.il H Region 1. Philadelphia. Office of the Director 

03/89 Ip 


tOSdil Forwards IE Info Notice 00-2*. "Evn I notion of Contractor 
Programs " No uritten response required 
ERa 0. H Region 1. Philadelphia. Office of the Director 
OA/10 Ip 


60390 Fnruards IE Info Notice 00-2/. Degradation of Reactor 
«lnt Pump Rtuds “ No specific action or respunse 

Hired 

ER. n II Region 1. Philadelphia. Office of tho Director 
U6/11 Ip 


30660 Respondo to IE Dulletin 00-05. "Vacuum Condition Resulting 
Opmagf to Chemical Vol Control Gys (CVC0) Holdup Tanks, " 
ssurlier relief tank.vol control tank I. one primary 
In transfer tank designed fur full vncuum conditions 
I. C, N Diiquesne Light Co 00/06/16 2pp 


20696 Forwards IE BulleHn 00-lS. "Possible Loss of Emergency 
Ifltatlon Gys (CN3> N/Loss of Offsite Power " Written 
ponse required 

ERrO II Region 1. Phi 1 Adel phlo. Office of the Director 
)6/10 Ip 


80490 Forwards IE Circular 00-IS. "Lois of Reactor Coolant Pump 
ling b Natural Clrruletlon Cooldown " No written response 
uirsd 

ER.D II Region 1. Philadelphia. Office of the Director 
06/80 Ip 


60696 Forwards IE Circular 00-14. "Radioactive Contamination of 
nt DemlnuraUisd Hater Dys l< Resultant Internal 
tamino’tian of Personnel '* No written rosponso required 
ER. 0. II Regioii I. Philadelphia. Office of tho Director 
j6/a4 Ip 


10101 Forwards IE Info Hotlte 00-24. "Low Level Raduast* Burial 
teria. " No written responso required 

'■«. B H flsglon 1. Philadelphia. Office of the Director 
06/29 ip 


90943 Refere to 000629 telron re review *. evaluation of const 
iciencies in refueling water storage lonk 1. domlnera 1 1 red 
■r storage tani Carre* live actions should be taken to 
ure adequacy of const uf containment liner (« acldl tanks. 

ER. n H Region 1. Ph i 1 odelph i a. Office of the Director 

06/86 2pp 


0007230113 Foruards IE Bulletin 00-16. "Potential Mi sopp 1 Icaliorv of 
flosamount Inc Models 1191 b 1193 Freasurc Transmitters 
H/Either A or D Output Codes " Uritten response required 
IE Circular 00-16 also and No written response required 
ORIER.D H Region 1. Philadelphia. Office of the Director 
00/06/27 8pp 


0007310011 Advises of review completion in response to IE Bulletin BO- 
lO re radioactive sys contamination t. resulting uncontrolled 
release potential Doc umentation re Items 1 b 2 responsive 
actiens available at station 
DUNN.C N Duquesne Light Co 80/07/01 Ip 


0007230140 Ack receipt of 000610 Ur Informing NRC of steps taken to 
correct violation noted in IE Insp Rept 50-334/80-06 
BRUNNGRiE J Region 1. Philadelphia. Reactor Operations Nuclear 
Bupport Branch SO/07/01 Ip 


— B007230150 Responds to NRC 800531 Ur re violation noted in IE Insp 
Rept S0-334/B0-06 Corrective actions maint work requeet 
initiated to repair identified fire doors Closure linkage 
adjusted b replaced w/heavy-duty mechanisms 
DUNN.C N Duquesne Light Co BO/06/lB 3pp 


—8007330157 Forwards IE Insp Rept 90-334/80-11 on B0021 1-0307 b notice 
of violation 

BRUNNER. E J Region 1. Philadelphia. Reactor Gperatlone Nuclear 
Bupport Branch 00/09/21 3pp 


— 8007S30162 Notice of violation from insp on 000311-0307. 

• Region 1. Phi ladulp h la. □ffice of the Director 00/09/16 Ip 


—8007330174 IE Insp Rept 90-334/00-06 on 800211-0307 NoncompUanee 
noted failure to maintain fire protection barrier Integrity. 
OECKHANi D A . HEONER. J, D Region 1. Philadelphia. Office of the 
Dlrsctor MCCABE. E C Region 1. Philadelphia. Reactor Dperations 
Nuclear Support Branch 80/09/16 23pp 


0OO7ODO276 Responds to NRC 800403 Ur re violations noted in IE Insp 
Rept 90-334/00-03 Corrective actions option of station 
euperlntendent to waive formal housekeeping tours will be 
deleted from housekeeping procedure 
DUNN.C N Duquesne Light Co 80/07/02 2pp 


8007080424 Submits oddl info ro insp b maint of lA U ID inside 
recirculation spray pumps In response to NRC request 
Includes Info re modal analysis of pump column. mating faces 
of pump coupling b pump alignment Sbkl diagrems end 
OUNNi C N Duquesne Light Co 80/07/03 lOp P 


8007190643 Advises that documentation in response to IE Bulletin 00-10 
re contamination of nonradloac tive sys.wlll be available at 
fac 1 1 i ty 

DUNN.C N Duquesne Light Co 80/07/07 Ip 


8007160599 Notifies that date was emitted on Ur sent 000707 re 
completion of review of IE Bulletin 00-10 
DUNN.C N Duquesne Light Co 00/07/09 Ip 


8007160647 Requents that date 000707 be added to response to IE 
Bulletin 00-11. previously submitted u/o date Enel response 
includes date b may replace original 
DUNN.C N Duquesne Light Co 00/07/09 2pp 


—0007160694 Responds t'O IE Bulletin 80-11 re mesonry wall design 
Replaces original respO'nsB w/o end 
DUNN.C N Duquesne Light Co BO/07/07 Ip 


8007180483 Forwards "Final Rept IE Bulletin 79-02 Beaver Valley Power 
Station - Unit 1 “ Rept available in Central Files only 
DUNN.C N Duquesne Light Co 00/07/10 Ip 


B007I909A7 Forwards final rapt In response to IE Dulletin 79-08. "Pipe 
Support Base Plate Designs Using Concrete Expansion Anchor 
Bolts " Rept summsrlies analytical insp b testing programs b 
incorporates applicable info previously submitted 
DUNN.C N Duquesne Light Co 00/07/10 IROpp 


0007220908 Responds to IE BvIIetin 00-00 Fluod head design for 
penetration connections w/butt weld between penetration 
sleeve b process pipe were used Lists pipe penetrations 
utillxlng flued butt head weld const 
DUNN.C N Duquesne Light Co 00/07/19 3pp 


0007170946 Forwards "Rept for 60-Day Response to IE Bulletin 80-11. 
Masonry Hall Design." in response to bulletin Items 1.2a 
3 Response available in Central Files only 
DUNN.C N Duquesne Light Co 00/07/17 Ip 
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0007230894 ForuaMlo reply to IE CulletlTi BO-ll re masonry uall design 
U/o end 

DONMtC N Ouquesne Ulght Co 00/07/84 Ip 


SOO72906B0 Updates 790910 1 tr that responded to IED-79~18, "Temp 
Effects on Level Moasuroiiient " Revision of etnergency 
procedures completedi steam generator lou-lou trip setpoint 
set at 13X insulation applied to ref leg uater columns 
DUMNiC N Duaueene Light Co 00/07/84 8pp 


R Periodic operating reports t< related correspondence 


0007080346 Forwards NPDE8 monthly rapt for May 1900 
MOORE* 0 W Duquesne Light Co 00/06/88 Spp 


“—8007020347 NPDE0 monthly rept for May 1900 No flow from Discharge 108 
during May 1900 

MOORE. 0 W Duquesne Light Co 80/06/83 ISpp 


BOO718O410 Forwards monthly operating rept for Juno 1900 
OUNN.C N Duquesne Light Co 00/07/11 Ip 


—8007100422 Monthly operating rept for Juno 1900 
TIMKO. D fl Duquesne Light Co 80/07/11 4pp 


8 Reportable occurrences. LERs S< related correspondence 


8007010376 Forwerds LERs 00-039/03L-0 «< 0O-O42/O3L-O 
UERLIND.J A Duquesne Light Co 80/06/84 2pp 


— B007010400 LCR 0O-O42/O3L-O on 000619, contrac tor notified util that 
river water lines grouted u/four inch space between 
adjacent bldg walls Lines could be severed during seismic 
event Oroutlng will be replaced w/suitable fire seal 
UERLINO. J A Duquesne Light Co 00/06/24 Ip 


— 0007010456 LER BO-039/03U-0 on 000524, u/plant in Mode 3, power lost to 
vital' bus inverter 3, due to blown main power supply fuse 
Fuse replaced t< inverter returned to svc 
UenLINO. J A Duquesne Light Co 00/06/24 tp 


0007140613 PNO-I-BO-016 on 000625, watchman observed individual Inside 
protected area Search was completed w/no suspect Identified 
OEVELIN.J N , MARTIN, Id 0 > ORUNNER Region 1, Philadelphia, Office of 
the Director 00/06/28 ip 


0007010326 Forwards LCR 00-04 1/03L-0 

HCRLINO, J A Duquesne Light Co 00/06/26 8pp 


—0007010336 LER 0O-O4i/O3L-O. on 800502, during tost, suppl ementary leak 
collection l< exhaust fan tripped Apparently caused by loose 
lead Motor load reconditioned 

WERLIMO. J A Duquesne Light Co 80/06/26 Ip 


8007070896 no 80-044/0tT design for steam generator snubber 
embedment found not to reflect as-constructed condition, 
resulting In nonconservatl ve loads for anchors Caused by 
assumption that load was applied to normal surface 
VIERLINO.J A Duquesne Light Co 80/06/30 8pp 


8007090334 Forwards LER a0-043/03L-0 

HERLINO, J A Duquesne Light Co 00/07/08 2pp 


— 0007090330 LER 0O-O43/O3L-O on 800605, one source range channel was 
lost Caused by high voltage power supply failure New power 
supply installed & tested successfully 
LACCy.W S Duquesne Light Co 80/07/02 Ip 


0007090340 Forwards LER 00-037/01 T-0 

UERLINO. J. A Duquesne Light Co 00/07/02 Spp 


— 0007090340 LER 0O-O37/O1T-O on 800620, one of original radiographs made 
by vendor of reactor containment seal welds found 
cod* Tojortable Cause unknown Four rndiographs w/ 
questionable indications under evaluation 
LACEV. M B Duquesne Light Co 80/07/02 ip 


0OO718O317 Forwards LER 80-044/017-0 

WERLINO. J A Duquesne Light Co 00/07/11 2pp 


—8007100388 LER 60-044/017-0 on 000600, revl ew showed existing steam 
generator snubber embedment design does not reflect as- 
constructed embedmont condition Cause not yet determined 
LACEY. U J Duquesne Light Co 00/07/11 Spp 


8007220h06 Forwards " Investigati iin of Graver Records of Field Erected 
Tanks <DYC-196> t< Realtor Containment Liner (OVC-63)," as 
followup to LERs 00-025 80-037 Rept available In Central 

Files only 

DUNN, C N Duquesne Light Co 30/07/14 3pp 


0007820430 Forwards L .R 00-033/03L-0 

WERLINO, J A Duquesne Light Co 00/07/13 Spp 


— 0007280434 LER B0-033/03L-0 on 3006 1 7, d I es e 1 generator 1 governor 
control motor failed Caused hy lycllng of governor while 
attempting to shut down diesel w/fast start signal still 
applied Motor replaced 

LACEV.W S Duquesne Light Co 80/07/15 Ip 


8007850315 Forwards LERs 60-049/01 T-D !< 00-050/017-0 
UERLINQ, J A Duquesne Light Co 30/07/21 2pp 


— 0007250324 LER B0-049/01T-0 on 0007 10, dur i ng investigation per IE 
Bulletin 79-14, determined that support on enmponent cooling 
water supply line to lA residual heat removal heat eichanger 
has high probability of failure during seismic event 
LACEY, W S Duquesne Light Co 80/07/81 Ip 


—0007830331 LER 00-050/01T-0 on 00071 0, d ur ing Investigation per IE 
Bulletin 79-14, found undersiied snubber was Installed on 
recirculation spray line from lA eichanger to 160 degree 
spray header Snubber to be replaced 
LACEV, U B Duquesne Light Cu 00/07/21 Ip 


8007300303 Forwards LER B0-O31/O1T-0 

WERLlNOiJ A Duquesne Light Co 00/07/24 2pp 


—8007300300 LER 00-05i/01T-0 on 000724, per IE Bulletin 79-14 review, 
found significant overstress condition would eilst during 
seismic event on D tew head safety Injection pump 
recirculation line Cause unknown 
LACEY, N S Duquesne Light Co 80/07/24 Ip 
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F Security, medical, emergency t fire protection plans 


0007010379 Forwards DNL fire protection review re upgrading eilstltig 
fire pumps, cable spreading room, fire tamer , smok e 
de tec tors, reactor coolant pump oil cnllection sys U 
automatic sprinkler syS for facility 

HALL.R E Qrookhaven National Laboratory 00/06/24 6pp 


B0078D0647 Advises that evacuation time estimates were submitted in 
000717 Itr per 000702 request 

UHRtO.R E Florida Power l< Light Co (30/07/22 Ip 


6007290684 ForwardD proposed levislon to emergency plan Apps will be 
forwarded under separate cover Complete Implementation will 
depend on availability of essential resources End 040 
pages) ovailable in Central Files only 
UHRIOiR C Florida Power {. Light Cn 60/07/23 Ip 


0 Ad jud 1 catory iui respond en re 


0007310243 Forwards Commission 800327 memorandum t. order containing 
decisions on UC8 700502 petition for reronsideratlon of 
700413 memorandum V order UCb 771104 petition sought action 
re fire protection fur electrical cables 
EISENHUT.D 0 Division of Licensing 00/06/25 09pp 


H Ooncral correspondence 


0007110306 Responds to 000512 Itr re end L Bt.irr Itr concerning plant 
problems Nuclear plant safety design approach involves use 
of multiple physical barriers to prevent release of 
radioactivity to environ 

DIRCK0, W J Offire of the Cierutivc Director for Operations 
00/06/30 5pp 


— 8Q07U03I4 Requests response tn L Starr Iti eitnrorning plant problems 
CHILES.L J Senate 00/05/12 Ip 


8007240444 Responds to R00S21 Itr re B Corbin Inquiry about plant 
safety aspects Safety design rippruuch involves use nf 
multiple phgsiiul barriers to prpvont release of 
rad loac ti VI ty to environ 

DIRCK8, H J Office of the Cierutivo Director for Operations 
60/07/15 3pp 
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00073-40460 Kequosts respona-p to end S Corbin inquiry about plant 
safoii| aapptto 

STONE, n Ocn.-lto QO/OD/Sl 2pp 


M Antltmet c i»rro»piinden t o 


0007150719 riesponae atatliig no objeetlnn to Orlando Utils CommlSBion 
000630 uithdrawal of i n tervont inn FI, Cities 000707 comments 
r* equal trcntmeiil ui t 1 be -addressed in Unit 3 antitrust 
proceeding Certificate 3vc one 1 
DEWEV.L G Antitrust Division RO/07/n -Ipp 


P Operatlrig license stage documents !i cnrrespandence 


0007330099 Requests subfuittal of pruposed Tech Spec changes providing 
fni redundancij in deray heat removal capability in all modes 
of operation Model Tech 0pecs uhicfi unuld provide acceptable 
rosolution end foi guidiante 

EISENHUT. I) 0 Division nf Licensing 00/06/11 63pp 


B0071D01JP Foruords Amend 33 to License DPR-67, safety evaluation ti 
notice of issuciiice U availability 

CLARK. R A Operating Reactors Branch 3 00/06/13 3pp 


— “Q007100136 Amond 39 to License DPR-67. al lowing Unit 1 to proceed from 
Mode 4 to Hnde 3 to alloui steam turbine driven auiillary 
feedwater pump oiirve i 1 lane e to be postponed 
CLARK, n A Operating Reactors Branch 3 00/06/13 Spp 


-“000/100130 Gafety ovaluotifin supporting Amend 33 to License DPn-67 
* OfPlco of Nuclear Reactor Regulation. Director 60/06/13 3pp 


—0007100141 ttotiio af issuance it availability of Amend 35 to License 
DPR -67 

CLARK. F) A Opor.ittng Reactors Branch 3 00/06/13 Spp 


0007100161 Duminary of 000650 meeting w/utll t. C-E in Oethesda. MD re 
000611 reactor trip h cooldown on natural circulation 
NELSON. C C Uper.it Ing Reactors Branch 3 0U/O6/S5 Slpp 


G0070303SI Requests NRC approval of end plans to implement 610101 
requirements of Lodsoiis Learned Task Force Item 5 10b 
l.icenseo will install four EiPIN8-4 samplers by 010101 to 
monitor nurmal 6 high range noble gas at vent stack 
UltnlO.R E rinilda Power I, Light Co 00/06/37 3pp 


0007110199 Advisws NRC that NUREO-0370 requirement to measure chlorides 
U dissotved gnoes In RCS fill lowing accident Is oicesslve 1. 
involves unnornssarg porsonnol eiposurc to radiation 
Requests that NRC reconsider position 
UIIRIO.H r Florida Power !( Light Co 00/06/27 Ip 


0007350001 Wequonts Kubmlttal of application for omend to license 
consisting of Tuch Gpuc changes !. license conditions PNR 
node) Tarli Gpets Model license conditions for TMI-3 
Lessons Learned Category A items end for guidance 
BIBEMIIUTiO 0 Division of licensing 00/07/02, 69pp 


0007090306 Forwards explanation of selection of undervoltage relay t 
setpainta in respnnse to NRC 000559 request for addl Info 
re grid voltage Dlncusslon of consequences of spurious 
actuation of relays also cm. 1 

UHRIO. n E Florida Power «i Light Co 00/07/03 Spp 


0007340300 nequVBts that response tu Item I of end request for addl 
info ru probable steam bubble created In reactor vessel on 
□00611 bn subffllttud uiltbln .10 dags of receipt of Itr 
Rasponse to Items 3-5 shuuld be submitted within 60 days 
NOVAK. T H Assislont Oiroctor for Operating Reactors 00/07/00 
4pp 


000734-0330 Advises uf NRC reorgani i at ion on 0OO4S0 which resulted In 
number of changes in ofc 1 1 1 Ics. pus! t Ions 6 assignments of 
porsonnol Also submits Info fur eCTR 

NOVAK I T M Assistant Director for Operating Reactors 00/07/00 
3pp 


0007820374 Advises that Henry Pratt Co torque U stress analyses re 
containment purge have been delayed Upon completion ti 
receipt of analysoe-. uti 1 will review 6 prepare response 
demonstrating valve ability to close during DBA-LOCA 
KHHIO. R E Florida Power 1. Light Co 00/07/15 Ip 


0 Inspection reports. IE Bulletins & correspondence 


8007240206 Forwards IE Info Notice 00-20. "Loss of Decay Heat Removal 
Capability at Davls-Dcsse Unit 1 Hhlle In Refueling Mode " 

No response required 

O'REILLY.J P Region 2. Atlanta. Office of the Director 00/05/00 

2pp 


0007020231 Forwards IE Info Notice 80-22. "Breakdowns In Contamination 
Control Programs " No written response required 

O'REILLY.J P Region 2. Atlanta. Office of the Director 80/09/20 

Ip 


0007210490 Forwards IE Circular 80-13. "Orid Strap Damage in 
Hestinghouse Fuel Assemblies " No written response required 
O'REILLY.J P Region 2. Atlanta. Office of the Director 80/09/28 
Ip 


0007010206 Forwards IE Info Notice 00-23. "Loss of Suction to Emergency 
Feedwater Pumps " No written response required 

O'REILLY.J P Region 2. Atlanta, Office of the Director 80/09/29 

ip 


0007100099 Forwards IE Insp Rapt 50-339/00-12 on 800429-0502 No 
noncomp 1 lance noted 

LENI8. R C Region 2- Atlanta, Reactor Operations Nucliar Support 
Branch 00/09/29 2pp 


—0007100061 IE Insp Rept 50 335/00-12 on 800429-0902 No noncOMpIianca 
noted Major areas inspeceted pipe support tt restraint sys 
including surveillance it test results 

UPRlOilT.C N Region 2, Atlanta. Reactor Operations NucUar Support 
Branch JOHNSON, A H Region 2, Atlanta, Office of the Director 
□0/09/29 4pp 


0007020381 "Environ Ouali f ication of Electrical Equipment In Harsh 
Environ Which Is Required for Accident Mitigation/ 

Moni toring " 

* Florida Power t. Light Co 00/06/01 20pp 


—0007020326 ”6alnt Lucie Unit I NRC IE Bulletin 79-OtB, Phase 1," master 
list 6 component evaluation sheets 

» Ebasco Services, Inc (sobs of Enserch Corp ) 00/06/01 

400 pp 


0007220062 Forwards IE Info Notice 00-26. "Evaluation of Contractor 
QA Programs " No written response required. 

O'REILLY.J P Region 2, Atlanta. Office of the Director 80/06/10 

2pp 


0007160269 Forwards IE Info Notice 00-27, Degradation of Reactor 
Coolant Pump Studs " No specific action or response 
required 

O'REILLY.J P Region 2. Atlanta, Office of the Director 80/06/11 

ip 

0007020792 Forwards IE Bulletin 80-19. "Possible Loss of Emergency 
Notification Sys (CN3) W/Loss of Offsita Power " Written 
response required 

O'REILLY.J P Region 2, Atlanta. Office of the Director 80/06/10 

Ip 

0007110108 Forwards IE Insp Rept 90-339/80-16 on 000603-09 No 
noncomp 1 iance noted 

KENNA.W B Region 2, Atlanta, Safeguards Branch 00/06/19 Ip 

— 00071 101 IT IE Imp Rept 50-335/00-16 on 000603-05 No noncompliance 
noted Major areas inspected security ti health physics 
control Details withheld Iref 10CFR2 7901 

TOBIN, W J . TILLMAN, A Region 2. Atlanta. Office of the Director. 
OILLEBPIE. F P Region 2, Atlanta. Safeguards Branch 80/06/10 
IP 

0007290369 Forwards IE Investigation Rept 90-335/80-15 on 000410-0914 
No noncompl lance noted 

LONO.F J Region 2, Atlanta. Office of the Director 00/06/19 

2pp 

—0007290380 IE Investigation Rept 50-335/80-19 on 800410-0914, No 
noncnmpllance noted Major areas Investigated' allegations re 
ASHE code requirements for valves li installation of 
containment penetrations 

LDNO.r J . HARBH, fl J Region 2. Atlanta, Office of the Director. 
HERDT. A fi Region 2. Atlanta. Reactor Construction <c Engineering 
Support Branch 00/06/19 lOpp 
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H007020494 Forward* IE Circular 80-15. "Lots of Reactor Coolant Pump 
Cooling (< Natural Circulation Cooldown " No written respona* 
roquirvd 

O'REILLV.J P Region 3. Atlanta. Office of the Director 80/06/30 

Ip 


8007100021 Reipond* to IE Bulletin 80-06. "Engineered Safetg Feature 
Reset Control* “ Sg* identified a* returning to normal 
position after reset Safetg Injection tank isolation & check 
valve l*ak“Dff valve* returned to normal position 
UHRIO. R E Florida Power 6 Light Co 80/06/20 3pp 


8007070097 Ack receipt of 800611 Itr informing NRC of itaps taken to 
correct violations noted in IE Insp Hept 50-333/B0-10 
MURPHY* C E Region 2. Atlanta. Reactor Construction 6 Engineering 
Support Branch 80/06/24 ip 


— 0007070100 Responds to NRC 000913 Itr re violations noted in IE Insp 
Rept 90-333/00-10 Corrective actions esaminer passed tge 
exam It schedule for recertification of vision tests 
established 

UHRIO. n E Florida Power (< Light Co 80/06/11 Spp 


— 8007070102 Forwards IE Insp Rapt 50-339/80-10 on 800408-11 «< 
notice of violation 

MURPHY. C E Region 2. Atlanta. Reactor Construction 6 Engineering 
Support Branch 80/09/12 2pp 


—8007160817 Forw.^rds IE Insp Rept 50-333/80-14 on 800430-0502 8. notice 
of violation 

LEUIS. R C Region 3. Atlanta. Reactor Operations Nuclear Support 
Branch 80/05/16 2pp 


— 8007160826 Notice of violation from insp on 000430-0502 

a Region 2. Atlanta. Office of the Director 80/05/16 Ip 


— 8007160830 IE Insp Rept 90-335/80-14 on 800430-0502 Noncomp 1 1 ance 
noted failure to rept emergeneg diesel generator load 
sequence timers that did not meet Tech Spec* during routine 
surveillance besting 

MESEITT. D R Region 3, Atlanta. Office of the Director 

OPniGHT.-C M Region 2. Atlanta. Reactor Opurations Nuclear Support 

Branch aO/O‘i/16 5pp 


O0O72S03I2 Forwards response to IE Oulletin 80-00. "Exam of Containment 
Liner Penetration Helds " Cnntaitimeni boundary butt welds 
identified Fiold welds were made during const Shop welds 
wore made bg penetration assemblg fabricator 
UHRIC.R E Florida Power t. Light Co 80/07/08 12pp 


B007290272 Responds to IE Bulletin 80-10. "Contaminatiiin of 
Nonradioact I ve Sgs & Resulting Potential for Unmonl tor ed. 
Uncontrolled Release of Radinaclivi ty to Environ " No addl 
routine sampling or monitoring program# are required 
UHRIO. R E Florida Power R Light Co 80/07/09 Ip 


— 8007070103 Notice of violation from insp on 800400-1 i 

• Region 2. Atlanta. Office of tho Director 80/04/30 Ip 


■8007070107 IE Insp Rept 90-339/80-10 on 800400-11 Noncompllance noted 
examiner failed to meet ege exam requirements 

HERDT.A R Region 2. Atlanta. Reactor Construction 6 Engineering 
Support Branch CHOHELV. B R Region 2. Atlanta. Office of tho 
Director 80/04/30 8pp 


8007220379 Responds to IE Bulletin 80-11. "Nasonrij Nall Design " Info 
is incomplete doe to identification work still in progress 
Safety-related walls have been identified & evaluation 
program developed Rept will be provided by 800723 
UHRIO. n E Florida Powet !. Light Co 80/07/16 Ip 


R PoTiodic operating reports h related correspondence 


8007170109 Forwards IE Circular 80-14. “Radioactive Contamination of 
Plant Dsmineral 1 ted Uatar 8gs t. Resultant Internal 
Contamination of Personnel *' No written response required 
O'REILLY. vl P Region 2. Atlanta. Office of the Director 80/06/24 

tP 


E3007220099 Ack receipt of 800612 Itr informing NRC of steps taken to 
correct violation* noted in IE Insp Rept 50-339/80-07 
LEUIB. R C Region 2. Atlanta. Reactor □peratlons Nuclear Support 
Branch 80/06/27 ip 


60070BO330 Forwards "Semiannual Redioociive Effluent Rolsase Rept for 
Jul-Doc 1978 " 

UHRIO.R E Florida Power 5. Light Co 79/03/01 Ip 


— '8007080333 "Semiaonuai Radioactive Effluent Release Rept for 
Jul-Dec 1978 " 

» Florida Power J< Light Co 79/03/01 27PP 


B Reportable occurrences. LERs 6 related correspondence 


— 8007220069 Responds to NRC 80091B Itr re violations noted in IE Insp 
Rept 90-339/80-07 Corrective actions procedures will be 
changed to require signatures for disconnected lead 6 
teaiporarg jumper log reviews 

UHRIO.R E Florida Power «< Light Co 80/06/12 3pp 


— 8007220079 Forwards IE Insp Rept 90-339/80-07 on B00419-IB 6 ncitice of 
violation 

LEHI8. R C Region 2. Atlanta. Reactor Operations Nuclear Support 
Branch 80/05/16 2pp 


—8007220079 Notice Of violation from insp on 0OO4I9-IB 

• Region 2. Atlanta. Reactor Operations Nuclear Support Branch 
80/09/19 Ip 


—8007220088 IE Insp Rept 90-339/80-07 on 800419-10 Noncompllance 
noted disconnected lead h temporary jumper log not reviewed 
by operations superintendent prior to refueling 6 response 
to joint util mgt audit not received within 30 dags 
UPRICHT, C H . RUHLHAN. U A / BELISLE. 0 A Region 2. Atlanta, Office 
of the Director 80/09/19 19pp 


B0070104B3 Forwards LER 80-022/03L-0 

SCHMIDT. A D Florida Powei 6 Light Co 80/06/19 Ip 


— 8007010491 LER 80-0.}2/03L-0 on 800520. d ig i tal data processing sys 
malfunctioned during power operation Caused bg computer 
programing error Sys ropaited !. returned to sve Program 
will be revised tP correct software problem 
BCHDPPHAN, M A Florida Power 6 Light Co 80/06/20 Ip 


8007000284 Forwards LER BO-O29/O1T-0 

SCHMIDT, A B Florida Power t< Light To 80/06/29 Ip 


— 8007000290 LEW BO-0S9/0IT-0 on 800611. st lOOX power, ground occurred in 
circuit of valve HVC-i4-6 causing valve to fall closed 
Caused by steam condensing on valve solenoid w/moisture 
invading terminal box Solenoid 6 terminal board replaced 
fiCHDPPMAN. M A Florida Power 6 Light Co 00/06/25 2pp 


6007140302 Forwards LER a0-026/O3L-0 

fiCHMIDT.A D Florida Power & l.lght Co 80/06/29 Ip 


8007230243 Forwards IE Bulletin 80-16, "Potential Misapplication of 
Roiemount Inc Models lJ9t 6 tl52 Pressure Transmitters 
H/Elther A or D Output Cedes " Written response required 
IE Circular 80-16 also enci No written response required 
O'REILLY. J P Region 2, Atlanta, Office of the Director 00/06/27 
Ip 


B007160797 Ack receipt of 800612 Itr informing NRC of steps taken to 
correct Violation noted in IE Insp Rept 90-339/80-14 
LEWIS, R C Region 2. Atlanta. Reactor Operations Nuclear Support 
Branch 80/06/30 Ip 


—8007160810 Responds to NflC 800916 Itr re violation noted in IE Insp 
Rept 30-339/80-14 Corrective actions LER being prepared to 
report results of integrated test of engineered safetg 

features 

UHRIO.R E Florida Power t< Light Co 80/06/12 2pp 


— 900714038? LER BO-026/03L-0 on D00330. during normal power operations, 
noted that Bl-day fire station mop required bg Tech Spec 
had been cicooded Caused by persannel inadvei tently 
overlooking insp 

CCHDPPMAN. M A Florida Puupt $< Light Co 80/06/29 ip 


0007140364 Forwards LER OO-OSB/OTL-O 

SCHMIDT. A 0 Florida Power J. Light Co 80/06/30 Ip 


— 8007140373 LER 80-026/031-0 on 800531. dui ing normal operations, channel 
A of lA steam generator 1 mu pressure trip failed Caused by 
failure of power supply associated u/channel A Vendor 
contacted It now power supply installed 6 tested 
SCKOPF'MAN. M A Florida l>ower I, Light Co 80/06/30 Ip 


8007 150627 Forwards LER 80-030/03 L-0 

SCHMIDT. A D Florida Power & Light Co 00/07/03 Ip 



-B007l3O63fc LEfi BO-0a07O3U-O on 800603- during full power operation. CRT 
rod position displaij Imetra&cope) mas trlefly de-energlied 
to permit replacement of falling power supply Control 
element assembly bloclc circuit .ilao disabled 
SCHDPPMAN. 11 A Florida Power »< Light Co 80/07/03 Ip 


1007150332 Forwards LER 80-023 /09X-1 
SCHHIDT. A D Florida Power *. Light Co 80/07/07 Ip 


-8007150336 LER B0-023/0VX-1 on 800312, during planned secondary plant 
shutdown for turbine malnt.maln steam header would not 
depressuri I e following steam stop closure Cause unknown 
Valve stems were replaced t< verified operable 
HCHOPPMAN.H A Florida Power b Light Co 80/07/07 2pp 


•OCKET 30-336 MlLLBTOME NUCLFAR POWER STATION. UNIT 2 


Security, modlcal. emergency ti fire protection plans 


I0071Q0196 Forwards NRC 80D423 1 tr to all power reactor licensees, in 
response to BOO'529 1 tr re emergencg response facilities at 
reactor sites Bites u/approval to use closed-circuit 
television link u/technical support ctr listed 
CRUTCHFIELD, D M Operating Reactors Branch 5 80/07/07 3pp 


007010337 Co'minents on proposed rule 1OCFR50 regulation for fire 
protection excessiveig specific U unjustifiably restrictive 
Suggested revisions to App fl w/ just i f Ications end 
COUNBILaW 0 Northeast Nuclear Energy Co (subs of Northaast 
Utilities) C0UM91L. H O Connecticut Yankee Atomic Power Co 
CaUNSIL.U 0 Northeast Utilities 80/06/16 3lpp 


0D7030336 Comments on proposed rule IDCFRSO requirements far exceed 
those necessary to resolve generic issues 6 are excessively 
specific b restrictive Forwards alternative App R 
fire protection program 

COUNSIL, H 0 Connecticut Yankee Atomic Power Co COUNSIL.W 0 
Northeast Nuclear Energy Co (subs of Northeast Utilities) 
80/06/16 16pp 


Q0709O231 Forwards responses to NUREO-0654 criteria tt facilities 
emergency plans per NRC BOOSia 6 791010 Itrs Ends available 
In Central Files only Emergency plans withheld (raf 
lOCFHS 790) 

COUNSIL. U 0 Connecticut Yankee Atomic Power Co COUNSIL. W. 0 
Northeast Nuclear Energy Co (subs of Northeast Utilities) 
80/06/30 2pp 


107170429 Confirms position discussed in 800624 telcon re safeguards 
contingency plans NRC requested revisions are ill-advised 1. 
unnecessary ’Spoclflcn of plan implementation can be 
detailed in procedures 

COUNBIL.M 0 Connecticut Yankee Atomic Power Co COUNSIL. U 0 
Northeast Nuclear Energy Co (sobs af Northeast Utilities) 
80/07/01 8pp 


All judicatory correspondence 


)07310243 Fopuards Commission 800327 memorandum h order containing 
decisions on UC8 780302 petition far reconsideration of 
780413 memorandum t< order UC8 771104 petition sought action 
re fire protection for electrical cables 
EI8ENHUT, D 0 Division nf Licensing 80/06/23 e9pp 


Financial Information 


107190622 Forwards 1980 cash flow estimates for CT Light tc Power Co, 
Hartford Electric Light Co 6 Uestern HA Electric Co Cash 
flows are adequate to meet potential premium requirements 
for 1975 amends to Pri c e-Anders on Act 
□ 'CONNOR. L A Northeast Utilities 80/07/03 2pp 


Operating license stage documruts h correspondence 


107230099 Requests submittal of proposed Tech Spec changes providing 
far rsdund.-incy in decay heat removal capability in alt modes 
of operation Model Tech Bpers which would provide acceptable 
rasolutton end for guidance 

E18ENHUT,D 0 Division of Licensing eO/06/lt 62pp 


07140027 Summary of 800604 mepting u/uti) in Dethesda, HD re Cycle 4 
reload at Facility w/Westlnghouse fuel List of attendees h 
agenda end 

CONNERS. E U Operating Reactui a Branch 3 HO/06/16 3pp 


8007030362 Requests response to end questions re fuel design h physics 
calculations to complete review of basic safety ropt 
supporting Cycle 4 reload Requests that addl info be 
provided by 800630 to meet review schedule 
CLARK, R A Operating Reactors Branch 3 00/06/20 9pp 


8007020369 Clarifies 800306 response to NRC 791030 request for Info 
concerning Lessons Learned Task Force Item 2 18 a. Improved 
post-nccldsnt sampling capability Info ensures accurate NRC 
understanding of design philosophy t. Intent 

COUNBIL.M 0 Connecticut Yankee Atomic Power Co COUNBIL.M 0 
Northeast Nuclear Energy Co (subs of Northeast Utilltias) 
80/06/23 3pp 


8007110541 Fot wards request for addl info re adequacy of station 
electric distribution sys voltagos.per review of 791119 
submittal Response requested within 60 days 

NQVAK, T M Assistant Director for Licensing 80/06/29 9pp 


60070B0164 Application to amend License OPR-69, consisting of proposed 
revisions to Tech Specs re containment electrical 
penetrations Procedure for fuel handling accident inside 
containment end 

COUNSIL. M B Nortlieast Nuclear Energy Co (subs of Northeast 
Utilities) 80/06/26 6pp 


— 8007080169 Proposed revisions to Tech Specs 394t(494 re 
containment electrical penetrations 

a Northeast Nuclear Energy Co (subs of Northeast Utilities) 
80/06/06 2pp 


— 8007080176 Procedure for Fuel hendllng accident Inside containment 
« Northeast Nuclear Energy Co (subs of Northeast Utilities) 
77/06/08 4pp 


8007020997 Forwards "RCS Asymmetric Loads Evaluation Program. " final 
rept in response to NRC 7B0t2S Itr to PMR llcsnsses re 
asymmetric LOCA loads C-E affidavit for withholding end 
Proprietary version of App A withheld (ref 10CFn2 790) 

LUNDUALL. A E C-E Operating Plants Owners Oroup 80/06/30 Spp 


— 0007020374 "RCS Asymmetric Loads Evaluation Program. " final rapt. 
Vol I 

a C-E Power Bystems 80/06/30 20pp 


— 8007020581 "RCS Asymmetric Loads Evaluation Program. '* final rept. 
Vol 2 

* C-E Power Systems 80/06/30 300pp 


— 8007020388 "RCS Asymmotric Loads Evaluation Program." final rept. Vol 
3 

• C-E Power Systems 80/06/30 SOOpp 


— 8007020393 "RCB Asymmetric Loads Evaluation Program," final rept, App A. 
numerical results, evaluation of C-E fuel Non proprietary 
version App D, Palisades fuel analysis, end 
a C-E Power Systems 80/06/30 26pp 


— 8007020600 "RCS Asymmetric Loads Evaluation Program," App E, ECC8 
analysis approach u/reduced area coolant channels in 
peripheral aseemb I les. Fine 1 rept 
• C-E Power Systems 80/06/30 9pp 


8007290001 Requests submittal of application for amend to license 
consisting of Tech Spec changes it license conditions PMR 
Model Tech Specs (< Modal license conditions for TMI-2 
Lessons Learned Category A items end for guidance 
EIBENHUT, D 0 Division of Licensing 80/07/02 69pp 


8007100200 Forwards response to NRC 8000907 requests for addl Info 
re propsed revisions to ETB State of CT Dept Environ 
Protection 800611 Itr approving Thermal Plume Study Rept 
encl 

CaUNSIL.M O Nortlieast Utilities 80/07/03 27pp 


8007140344 Forwards addl info re Pool design fc physics calculations 
per RA Clark 000620 request Response to Question 10 wltliheld 
(ref 10CFR2 790) 

COUNSIL, U 0 Northeast Utilities. 80/07/07 t4pp 


8007240350 Advises of NRC raorgant latlon on 800428 which resulted in 
number of changes in ofc titles, positions !< assignments of 
personnel Also submits info for OETR 

NOVAK, T M Assistant Director for Operating Reactors 00/07/08 

2pp 


DOCKETED ITEMS 
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80072102349 Application for antond to License DPR-&3> revising Tech Spec 
door numbers in Table 3 9-1 it position of certain doors in 
auslliaru bldg during Fuel maveinent in spent fuel area or 
crane operation over spent fuel pool 

CCXiNSILi M 0 • FEE« H F Northeast Nuclear Energg Co (subs of 
Northeast Utilities) 80/07/10 3pp 


— 8007210249 Proposed revisions to Tech Specs Table 3 9-1 revising door 
numbers Ic position of certain doors in auiillary bldg during 
fuel movesient in fuel storage areas or crane operation over 
spent fuel pool 

« Northeast Nuclear Energg Co (subs of Northeast Utilities) 
00/07/31 2pp 


8007220497 Application for amend to Licenses DPn-21 t< DPn-69 to 
incorporate changes to Tech Specs re organ! lational title 

Class I fee encl 

COUNSILi H. 0 * FEE> U F Northeast Nuclear Energu Co (subs of 
North eaet Utilities) 00/07/14 3pp 


■8007220467 Proposed revised Tech 9pecsi incorporating organl latlonal 
tltla changes 

e Northeost Nuclear Energy Co (subs of Northeast Utilities) 
BO/07/14 lOpp 


0007290300 Application to amend Licenses OPR-Sl it DPR-69i clarifying 
Tach Specs to reflect recent organ! lational title changes 
License fee transmitted 000714 Affidavit end 
C0UN81L>M 0 Northeast Nuclear Energy Co (subs of Northeast 
Utlliilas) BO/07/19, 2pp 


"8007290303 Proposed revisions to ETBi Pages 5 1-2 ft S 1-5. reflecting 
recent organi lational title changes 

a Northoast Nuclear Energy Co (subs of Northeast Utilities) 
00/07/ IS 3np 


0007200673 Requests eitenslon of comment period re NURE(}-0977i 
’’Potential for Lois Fracture Toughness h Lamellar Tearing on 
PUR Dtaam Oenerator It Raactor Coolant Pump Supports. " until 
800919, 

COUNBXL.M 0 N(Jrtheast Utilities BO/07/21 Spp 


B Inspection reportsi IE Bulletins l< correspondence 


8007020146 Foruards IE Info Notice 00-22. "Breakdouna In Conta/iilnatian 
Control Programs ” No written response required 
ORIER.B H Region 1. Philadelphia. Office of the Director 
80/09/29 Ip 


8007010312 Forwards IE Info Notice 00-23. "Loss of Suction to Emergency 
Feedwater Pumps. " No written response required 
BRIERiB H Region 1< Phlladelphlai Office of the Director 
00/09/29. Ip 


B007D20039 Advises that full response to IE Bulletin 80-12. "Decay Heat 
Removal 6ys Operab i 1 i ty. ’’ will be submitted by B0070t Delay 
necessitated by current heavy demand on operations 
personnel 

COUNSILtU 0 Northeast Nuclear Energy Co (subs of Northoast 
Utilities) 80/06/04 2pp 


B0O721D9B0 Forwards IE Info Notice 00-26. "Evaluation of Contractor 
OA Programs " No writtan response required 
ORIER.B H Region 1. Philadelphia. Office of the Director 
80/06/10 Ip 


8007160397 Forwards IE Info Notice B0~27. "Degradation of Reactor 
Coolant pump Studs " No specific action or response 
required 

CRIERiB. H Region 1. Philadelphia. Office of the Director 
80/06/11. Ip. 


8007170320 Responds to IE flullstln 80-06, "Engineered Safety Feature 
<E8F) Reset Controls " Three facilltiee will have completed 
mode per IE Bulletin 80-06 by 010101 List of equipment (i 
status of criteria encl, 

CQUNBILfU. 0, Connecticut Vantee Atomic Power Co CDUNSIL.U 0 
Northeast Utilities 00/06/13 43pp 


8007020700 Forwards IE Bulletin 80-19, "Possible Loss of Emergency 
Notification 8ys (ENB) W/Loss of Offsite Power " Written 
retponee required 

ORIER.B H Region 1, Philadelphia. Office of the Director 
80/06/10, tp 


80071B0137 Submits reply to IE Bulletin 00-00 re ssamination of 
containment liner penetration welds Doe to abssnce of 
abnorsMl conditione.no further action planned 
C0UN8IL, H.O. Northeast Util i bias 00/06/19 llpp 


6007310.161 Forwards IE Insp Repta S0-245/8Q-07 *< 50-336/80-05 on 
800501-31 No noncnmp 1 lance noted 

BRUNNER. E J Region 1. Philadelphia, Reactor Operations Nuclear 
Support Bronch BO/06/19 2pp 


— 0007310363 IE Insp Ropts 50-245/00-07 I. 50-336/50-03 on 800501-31 No 
noncompliance noted Major areas inspected control rooms & 
accessible portions of Unit I reac tor. tor b i no. raduas t e. ga s 
turbine generator t. Intake bldgs 

SHEDLBSKV. J T . ZIMMERMAN, R P Region 1. Philadelphia' Office of 
the Director REIMIO.R R Region 1. Ph 1 1 ade 1 ph i a. Reactor 
Operations Nuclear Support Branch 80/06/18 9pp 


0007020494 Forwards IE Circular 80-19. "Loss of Reactor Coolant Pump 
Cooling & Natural Circulation Cooldhuin " Nu uirittsn response 
required 

CRIERiB H Region 1, Philadelphia. Office of the Director 
80/06/20 Ip 


B007160714 Forwards IE Circular 00-14. "Radioactive Contamination of 
Plant Deminerol 1 led Water Oys it Resultant Internal 
Contamination of Personnel " No written response roquired 
ORIER.B H Region 1, Philadelphia. Office of the Director 
80/06/24 Ip 


0007210207 Forwards IE Info Notice 80-24. "Lou Level Radwaste Burial 
Criteria " No written response required 

ORIER.B H Region 1. Philadelphia. Office of the Director 
00/06/25 Ip 


0007230146 Forwards IE Bulletin 00-16. "Potential Misapplication of 
fiosemount Inc Hndels 1151 !i 1153 Pressure Trnnstni tters 
U/Eibhnr A or 0 Output Codes " Written i esponse required 
IE Circular 00-16 .ilso end No written response required 
CRIERiB kl Region 1. Ph i 1 ad e I p h i <i. Office of the Director 
BO/06/27 2pp 


R Periodic operating reports I. rel.ited con uspondence 


0007210374 Foruerris monthly operating rept fur dime 1900 

MfiOeZKA, E J Northeast Nuclear Energy Co (nubs of Northeast 
Ulllities) BO/07/11 Ip 


— 0007210375 Monthly operating npt for Uune 1700 

MDWLETTjQ H Northeast Nuclear Energy Co (subs of Northeast 
Dtilltics) BO/07/02 3pp 


0 Reportable occurrences. LFRs !. related correspondence 


0003230131 PNO-I-BO-071 on 800305, s 1 g n 1 f i c ant number of security force 
personnel, contr.icted from interstote Security Svts. Inc. began 
taking leave at start of mid-shift Security supervisors 
working 12-h shifts will malntoln full coverage 

ZIHMERMAN.R P . KEIMIO. R R > DEVLIN, 3 W Region 1, Philadelphia, 
Office of the Director 80/03/05 Ip 


0007010443 Forwards updated l-ER 00-0U/03L-? 

MfiOCZKAi E J Northeast Nuclear Energy Co (subs of Northoast 
Utilities) BO/06/24 Ip 


--8007010490 Updated LER 00 -01 1 /03L-2 on 000313, fo i 1 owi ng two plant trips 
it shutdown, dadd le clamp bolts for two hang.irs were found 
broken Doth hangers are hydraulic snubbers Failures caused 
by combination of f.itiguc it high impact loading 
CLEMENT. C Northeast Nuclear Energy Co (subs of Northeast 
Ut 1 1 i 1 1 es ) 60/06/24 2pp 


0007070310 Forwards revised LER aO-010/OlX-l 

MRQCZKA. E J Northeast Nuclear Energy Co (subs of Northeast 
Utilities) 00/06/27 ip 


—8007070324 Revised LER ao-OlG/OlX-l on 000503, during ongoing hangor 
base-plate anal y sis, both sve water headers declared 
inoperable Caused bg supports not providing factor of 
safety greater tlian two Redesign mods completed 000621 
e Northeast Nuclear Energy Co (subs of Northeast Utilities) 
00/06/27 2pp 


B007O70361 Forwards LER 80-022/03L-0 

HROCZKAj E J Northeast Nuclear Energy Co (subs of Northeast 
Utilities) 00/06/27 ip 


— 0007070372 LER BO-022/03L •(/ on 000529. dun ng engineered safeguards 
actuation sys test. lA actuating modulo placed in tripped 
condition Fans did not shift tn low speed Cause suspected 
to be sticking of module output relay KfilSA 

CLEMENT, C Northeast Nuclear Energy fo (subs of Northeast 
Utilities) 00/06/27 ip 



188 


DOCKETED ITE^S 


0007M035t PNO-3-S0-O96 on 000701.72 new fuel bundles discovered 
fabricated u/deslgn error Iti one diirensioii Ceuse unstated 
Neu Pud bundles being prepared For shipment back to 
Uedtingbouse for mod Press release uill be issued 
• 'Office of Inspection t< Enforcement. OFficc of the Director 
80/07/02 Ip 


B0072S0409 Torijards LER 80'023/03L-0 

MROCZKA.E J Mortheast tiuclear Energy Co (subs of Northeast 
Utilities) 80/07/10 Ip 


— 8007250410 LER QO-OSO/OOU-O on 000625. tore barrel menitor declared 
inoperative uben computer uould not respond to input 
cneunands Caused by natural end of life of tuo circuit 
boards Circuit boards replaced 

CRISCtDNE. J L Nos thoast Nuclear Energy Co Isubs of Northeast 
Utilitiesl 00/07/10 Ip 


0007110339 Order granting eitension until 000723 for Coswlleeion to 
elect whether to review decision taken under 10CR12 206 on 
request for enforcement action. DD-0O''23 

HOYLE. J C Office of the Eeeretary of the Coismisslon 00/07/09 

Ip 


B0073004I2 Advises that effective BODSOl. address for coalition will bei 
1105-C Olive 8t. Oreeneboro. NC 27401 Related correspondenca. 

ALLEN. J North Anna Environmental Coalition 80/07/13 ip 


H Oeneral correspondence 


0OO7JSOO47 Responds to 000327 1 tr to President Carter re granting VKPCO 
authority to build another nuclear plant Discusses util 
plants, operating If under const Ic relative costs of coal vs 
nuclear energy 

VOUNOOLOOD.e J Operating Reactors Branch 1 80/03/13 Spp 


D'OCKET S0-33& NOflTH ANNA POWER STATION. UNIT 1 

E. NRC 'Safoty Evaluation Report (SER). suppls 6 correspondence 


B007300297 roruards discussion of util 800711 b 18 responses to 
deficiencies listed in SER Full-pouier operation should he 
authorliod upon obtaining EEITA opprovoble of state b local 
emergency plans 

0RIHE8. D H Ecnorgancy Preparedness Task Force 00/07/22 3pp 


F Security, medical, emergency b fire protection plana 


B00724000S Forwards amended physical security plan F'lan withheld 
(ref iOCFR2 790) 

SYLVIA. B n Virginia Electric b Pouer Co 80/06/03 Ip 


B007170601 Forwards revised nuclear security personnel training 
qua 1 if ica tium program b response to NRC 0DO519 1 tr Program b 
response witliAeld (rof 10CFR2 790) 

BVLVIAjD R Virginia Electric b Power Co 80/07/14 tp 


8007070059 Forwards 800620 Director's Decision DD-BO-23. denying 
800218.22.0423 b 0323 requests for action FR notice end 
DENTONtH R Office of Nuclear Reactor Regulatiom Director 

□0/06/20 2pp 


“8007070064 Decision DD-00-23, deny Ing 80021B. 22. 28. 0423 b 0523 requests 
by North Anna Environ coalition for action 

DENTON. H R Office Of Nuclear Reactor Regulation, Director 
80/06/20 2SPP 


— 8007070069 FR notice of issuance of 800620 Director's Decision 00-80-23 
denying 800218.22.28,0423 b 0323 requests by North Anna 
Environ Coalition for action 

DENTON.H R Office of Nuclear Raactor Regulation, Director 

80/06/20 2pp 


— BD07070073 Requests amend to B0D21B Itr following discovery of eddl 
problems in steam generator. Fac i 1 ity should bo kept shut 
down pending resolution of noise, secondary chemistry, turbine 
cracks b demineral i ler problems 

ALLEN, 0 North Anna Environmental Coalition 80/02/22 Ip 


B00724009P Forwards security info ra 800609 Itr Info withheld 
(ref 10CFR2 7901 

SYLVIA. D R Virginia Electric b Power Co 00/07/18 ip 


8007220979 Forwards amergBufy plan Hevlsipri 4 in response to request 
made duri'ng B00715 meeting w/FEMA S, State nf VA, to support 
Full power license request 

DAUM.E A Virginia Clectili f. Power Co 0O/O7/S2 22pp 


— B007070079 Requests action concerning defective danineral i ler design, 
related corrosion b cracking In steam ganerators h turbine 
discs Commends NRC decision to require £18 re eaperinental 
replacement of steam generators 

ALLEN, J North Anna Environmental Coalition 80/02/18 4pp 


J Insurance b indemnity Information 


— B007220SB2 Facility emergency p Ian, Rev i s 1 on 4 

a Virginia Electric b Power Co 80/07/19 I3pp 


0007130490 Forwards Endorsements 28 b 29 to NELIA Policy NF“a40 
PIERCE, D A Marsh b McLennan, Inc , H b M Nuclear Consultants, Inc 
Olv 80/07/10 3pp 


80072801 36 Forwards emergency prepaiedness requirements for full power 
llcensB per review of 800419.0606.20 b 25 submittals 
Requests schedule for meeting requirements 

TEDEBCO.H L Assistant Director for Licensing 80/07/22 4pp 


000/28043S Forwards revised emergency plan implementing procedures 
Procedures .ivallable in Central nlos only 
BAUMiE A Viralnia Electric b Power Co 00/07/22 Ip 


0007300297 Forwards discussion of util 000711 b 18 responses to 
deficiencies listed in HER Full-power operation should be 
authoriied upon obtaining FFHA opprovable of state b local 
emergency plans 

ORIMEB. 8 K Emorocnrij Prep .,1 edness Task Force 80/07/22 Spp 


8007310193 Requests that Itepsimilui to end draft Itr. bn forwarded to 
util re end review of emergency action levels for facility 
emaroency plan 

PAOANQ, F 0 Emergency Preparedness licensing (Iranch 80/07/22 
llpp 

8007850383 Forwards Revision 5 tu station emergency p Ian, completing 
response to RK Crimes 0007(5 comments 

BAlfll, E A Virginia electric f. Power Cn 80/07/24 2pp 


—0007250385 Einoraency p 1 an. Rev > s i nn 5 

a Virginia Electric b Power Co BO/07/24 2pp 


8 Adjudicatory e urrespondme e 


0OO731OP43 Forwords Commission BOOR37 memorandum b order containing 
dO'Cislans on UCB 700502 eBtltlnri for reconsideration of 
780413 memorandum b order Vi'S V7H04 petition sought action 
ro fire protection for elertrlcal cobles 
EI8ENHUT. D 0 Division of Licenslnfl 80/06/25 a9pp 


P Operating llcenso stage documents b correspondence 


8007230099 Requests submittal of proposed Tech Spec changes providing 
For redundancy in decay heat removal capability in all modos 
of operation Model Tech Spues which would provide acceptable 
resolution enci for guidance 

EIBENHliT.D 0 Division of Licensing 80/06/11 62pp 


8D0710007B Forwards request for addl info re adequacy of station 
electric distribution sys voltages per review of 791009 b 
791128 submittols Requests response within 43 days 
CLARK. R A Operating Reactors Branch 3 80/06/25 Spp 


8007010422 Responds to NRC 800307 Itr re loss of offsite power. Review 
of history reveals two partial losses of offsite power 
occurred, 

SVLVIA.n R Vlrglnlo Electric b Power Co 80/06/26 3pp 


8007010430 Confirms agreement w/NRC ro review criteria to ba usad to 
evaluate results of rod swap tests b administration of 
physics test program should deviations occur 
THOMAS.H N Virginia Electric b Power Co 80/06/26 App 


8007020456 Forwards addl info re corrective actions for steam 
generator Chemistry b corrosion, per NRC 800408 request 
SYLVIA. 0 R Virginia Electric b Power Co 80/06/30 19pp 


8007020392 Forwards ''North Anna Unit 1, Cycle 2 Startup Physics Test 
Rept " 

THOHAB.H N Virginia Electric b Power Co 80/06/30 Ip 


--0OO7O2O39B “North Anna Unit 1. Cycle 2 Startup Physics Test Kept " 
KUN8IT19. T J , LE0ER8TIEN, J H , L02ITD, E J Virginia Electric b 
Power Co VEP-FRD-33 80/06/30 llOpp 



DOCKETED ITEMS 


B007070368 FPiru«rd» renunt for info re bypass ti reset of engineered 
safety features Reyuest revised per Q0032B discussions 
W/MtC 

CARFAONQ. 8 P Franklin Instltute/Fraiiklln Research Center 
NRC-Oa-??-! IB BO/06/30 3pp 


8007SB016V Advises of 800428 reorgani lation of Ofc of Nuclear Reactor 
Regulation Lists personnel responsible for facility 
NOVAKt T M Assistant Director fur Operating Reactors 80/07/OB 

2pp 


&007890001 Requests submittal of application for amend to license 
consisting of Tech Spec changes t> license conditions PUR 
Model Tech Specs fc Model license conditions for 7Ml-a 
Lessons Learned Category A Items end for guidance 
EI8FNHUT.D 0 Division of Licensing 80/07/02 A9pp 


BOQ70800&9 Appllcatiun for amend to License NPF~4> adding requirement 
that ECC8 subsystems be demonstrated operable by verifying 
that manual valves In Tech Spec 4 9 2 g 2 are locked t< 
tagged in proper position follouilng maint Fee end 
FEROUSON, J H Virginia Electric «< Pouier Co 80/07/03 3pp 


— 8007080072 Proposed revised Tech Spec 452 gi adding requirements that 
ECCB subsystems be demonstrated operable by verifying that 
manual valves are locked ti tagged in proper position 
following maint 

e Virginia Eloctrlc ti Power Co 80/07/03 2pp 


8007140393 Application to amend License NPF-7 consisting of changes to 
Tech Spec setpoints h allowable values 

FCR0U80N. J H Virginia Electric t, Power Co G0/07/H 3pp 


— 8007140400 Revised Tech Spers Table 2 2-1 for i eaCtor trip sys 
instrumentation trip setpoints h Table 3 3-4 for engineered 
safety feature actuation sys instrumentation trip setpoints 
e Virginia Electric t< Power Co 80/07/11 6pp 


B007150969 Notifies that util is using dual sys of notification for 
Bito t< general emergencies in cooperation w/local counties 
at insistence of VA State Ofc of Emergency h Energy Bves 
Tentative implementation schedule for NUREO-0654 end 
BAUM.E A Virginia Electric h Power Co 00/07/11 20pp 


8007210102 Notification of 800724 meeting u/util in Bcthe3da>MD to 
discuss analysis of quadrant tilt 

CHATTERTON. M Core Performance Branch 80/07/11 2pp 


B007100280 "Bump Pump Discharge Piping Auxiliary Dldg to Containment 
a Stone tt Webster Engineering Corp 77/10/24 ip 


— 8007100884 "Flow Diagram Boron Recovery Sys " Sheet 1 
e Qtone It Webster Engineering Corp 80/07/07 Ip 


— B007100S6B "Flow Diagram. Containment Atmosphere Cleanup Sys *' 
e Stqne It Webster Engineering Corp 77/10/22 lip 


8007840204 Notification of 800724 meeting u/util in DetbesdaiHD to 
discuss quadrant tilt in plant 

CHATTERTON, M Core Performance Branch 80/07/11 2pp 


8007310421 Comments on NUREO-09/7, "Pntential for Low Fracture 
Toughness It Lamellar Tearing on PUR Steam Oenerator (< 

Reactor Coolant Pump Supports '' Requests extension of review 
period to 000919 to review stress corrosion cracking 
BROUN, 8 C Virginia Electric t< Power Co 80/07/21 2pp 


—8007100293 "Flow Diagram Waste Disposal Bys •• Shoot 2 
e Stone It Webster Engineering Corp 80/07/07 Ip 


—8007100898 "Flow Diagram. Waste Disposal Sys " Sheet 1 
e Stone ■$( Webster Engineorlng Corp 80/07/07 ip 


8007830419 Requests time eitonsion to replace Barton Transmitters to 
third refueling outage of Unit liLot 1 Replacement of 
Unit u/rofuellng consistent w/current tiansmitter 
availability as previously discussed 

SYLVIA, B n Virginia Electric h Power Co 80/07/22 2pp 


—8007100303 "Ventilation Thermal Recombiner " 

e Stone l< Webster Engineering Corp 80/04/07 Ip 


—8007100309 "PlilD Liquid Bampling " Sheet 1 of 9 
e NU8 Corp 80/09/09 Ip 


8007280691 Provides summary of results of Phase I of multiple structure 
advance record sys evaluation of piping sys design Final 
detailed rept will be submitted upon completion of Phase II 
effort Category listing attached 

SYLVIA, B R Virginia Electric J< Power Co BO/07/25 3pp 


—8007100311 "PhIO Liquid Bampling " Sbeot 2 of 9 
e NU8 Corp 60/02/19. Ip 


—8007100319 "PMD Liquid Sampling Coolers " Sheet 3 of 9 
* NUS Corp. 80/03/09 ip 


8007290700 Bummariies results of Phase I of multiple structure 
amplified response spectra evaluation of North Anna 1 piping 
sys design as described in 000606 Itr Final detailed rept 
will be submitted upon completion of Phase 11 effort 
8YLVIA,8 R Virginia Electric (. Power Co 80/07/25 Spp 


0 Inspection reports, IE Bulletins x, correspondence 


—8007100321 "PliID Liquid Sampling Panel " Sheet 4 of 3 
* NUS Corp 80/09/09 ip 


—8007100323 "PblO* Liquid Bampling " 9 of 9 
W NUS Corp 80/09/09 Ip 


8007240230 Forwards IE Info Notice QO-SO, "Loss of Decay Heat Removal 
Capability at Davis-Desse Unit 1 While in Refueling Hods '' 

No response required 

O'REILLY, U P Region 2, Atlanta, Office of the Director 80/03/08 
app 


—0007100329 "PI(ID Containment t. Air Bampling Sys Sheet 1 of I 
a NUS Corp 80/09/09 Ip 


—8007100339 "Procass Flow Diagram. Liquid Sampling " Sheet i of 2 
» NUB Corp 80/09/22 ip 


— 8007100330 "Process Flow Diagram' Hqui d Bampling " Sheet 2 of 2 
« NUB Corp 80/09/22 ip 


—8007100347 "ProcosB Flow Diagram Containment Air Sampling ” 
e NUS Corp 80/04/14. Ip 


— 8007X00391 "Oeneral Arrangement Auxiliary B1 dg, Drumming Room Plan, 
Elevation 274 Ft " Sheet 1 
e NUa Corp 80/09/29 Ip 


—0007100399 "Oeneral Arrangement Auxiliary Dldg. Drumming Room. Section 
It Details. » Sheet S 
• NUB Carp. 80/05/29 Ip 


—8007100369 "Oeneral Arrangement High Radiation Sampling Sys Waste Tank 
It PunpStPlan Elevation 244 Ft, 6 InchOb It Section ■' Sheet 1 
« NUS Corp 00/09/29 Ip 


0007020200 Forwards IE Info Notice 80-22, ''Breakdowns In Contamination 
control Programs " No written response required 

O'REILLY, J P Region 2, Atlanta, nflice of the Director 80/05/28 

ip 


8007210477 Forwards IE ClrcuLir 80-13, "Orid Strap Damagu in 
Westinghouse Fuel Assemblies " No written response required 
O'REILLY, J P Region 2, Atlanta, Office of the Director 80/09/28 
ip 


BOD7010239 Forwards IE Info Notice 00-23, “Loss of Suction to Emergency 
Feedwater Pumps " No written rosponse required 

O'REILLY. J P Region 2. Atlanta. Office of the Director 80/09/29 
If 


8007160732 FOTwards IE Insp Repts 'iO-.3OB/0O-?.? x, 50-339/80-23 on 
800912-15 No noiicomplianco noted 

MURPHY, C E Region 2, Atlanta, Reactor Construction I, Engineering 
Support Branch 80/06/05 app 


— 8007160/42 IE Insp Repts 90-338/80-23 I, 90-339/80-23 on 800912-19 No 
lioncomp I iance noted Major areas inspected seismic analysis 
for as-built safety-relatod piping sys t, licenbeo actions 
on licensee identified items 

COMPTON, R M Region 2. Allonto, Office of the Director 

HERDT, A R Region S, Atliinto, Reat toi Construction h Engineering 

Support Branch 80/06/04 Spp 



DOCKETED ITE^S 


Foruictrd!! lb Info Entire "ETvol iia 1 1 un of Contractor 

OIKS " No urittoo Tofapoiiso icqiMroil 

.J P Kegioii 3< iStlniitfl; Office of the Director BO/Ob/ iO 


rorwaids IE Info Notice 80”S7< "DogrniJa 1 1 ori of Reactor 
Pump Btudi " No opeclflc actiuti or rosponoc 

iJ P Rogion 3> Atlanta, flpfico uf the Dlroctar QO/Ob/ ii 


forwards rewition to IJag o J of 800A1 I rosponeo to IE 
00-13. "Decag Ifltst lirmoval fly b Dpernbllltij '' 

II Ifirginl.a Electric fi Poieer Co 00/06/16 Spp 


Responds to It Uullotln 7V-01I!. "fciwlroTl C 1 a s s t f 1 c a 1 1 o n of 
nent " Clasn IE eloctricci] eiiulpmunt rovleued to 
■nctisnlng during postulated accldoiit RevieOf of 
ems 1.2 '} provided in enr 1 repta W/o onel repts 

R Vlroinl.i Electric U Flower Co flO/06/16 Dpp 


roruiarda IE Rolletln 110 -ISj "Fimlblc l.uso of Ecnargunci| 

<oij 81)3 tEN"!) W/Lobs of rlffslte Piiuior “ Nritteo 
roi)uiTed 

J P negiui) 2> Atl.mta. Office of the Director (IO/06/le 


PerunrilB IE Circular 80-11. “I.oos of Reactor Coolant Pump 
N.itural Circulation CDiildnun) " Mo yritton response 

J P Region P. Atlnnto* DfflLo of the Director 00/06/20 


Forieards IE Circuloi (JO-l'i. "Rad i o n L 1 1 v c Contamination of 

tncioltfvd Noter Rgt U ReBiiltont Internal 

tioii of Pnrsnniicl " No uiltton lor.polise required 

J P Hoplpn 2, Atlanta^ OPfico nP tho Dlroctor 60/06/24 


lesponds to IE Oiillotln '/9-I4. "Oolgmiu Anplysls far 
Snfotg-nuliitad Plpinn lii)s " Cant t uori romplote iin 
lisiited completion dote for Unit I Id fllKIFEIl 

Ulr#lnifl Electric 8. Pouior Co no/(J6/H7 DpP 


'orionrds It' Rlillotiii UD -16. "F^o t » lit 1 o 1 Misapplication of 
Inc Nodvls IISI 6 11S2 Prousiire Tranomi 1 1 er s 
i or 11 Output Codet " Ifrilten rpopuoao roqi/lrbd 
r fiO-Ui also one 1 No uritton ■ esponc.e roqutrsd 
I P Region 2. Atlonta. Office of tho Director 80/06/27 


OTUorda It; Insp lluptu 3 O-’ nil/ 80-24 & SO -an'/ZaD-Sri on 
No nuricomp I lane c anted Detdlls ulthhold 
2 790J 

Region 2. Atlanta. Dll f oaiiar d s IJranch {)0/0//01 Ip 


It losp Rents ‘J(1-'{'I13/D0-.M »i SO- :3:i9/BD-24 on 800611-12 No 
lAnce noted Major nreds Inspectod vital oron 
• ooarchoK f« vital area aicoss [latnlls uitliheld 
”112 /WJ 

-i r (’ Region 2. Atlonta. fio f eg on r il s Dranch rODlNfW J 

. Atliiiito. Ufflce of tho IMi'ottor UD/O/ZOl Ip 


uruari)!i response to vlolotlan nutod In IE Insp Hepto 
V f( SO-.IHV/lltl ‘III torri'ctlvo actions rovlow 
if test control iirogipm h iitntloil mgt uill 
Itr re poriiidii: tost srhoduling roqulremonts 
Virginia Etoctric fi Pouinr Co KO/07/O2 SpR 


iruards "IF Uullptlii AO-Dny Rnvieu. " in response to action 

1 Item 4 of lb Llullotin (10-1 1< "M.isonry tin I 1 
■pt aval I Ohio in tentral fileu only 

Virginia l.lcrtrlc f. Power (‘o 80/07/07 Ip 

iiuhfiIs renpan.se in IF- Uiilletin 110-00, "Esam of Containment 
ration Maids " F’enobroF i on onsembHes of PluocI 
g design uvre used for p piip Irati ons listed In 

2 for North Anna 

Vtrjlnln Electrl, Hi Psuor Co, FF(3/07/07 7pp 


sponds to 1C diilletiii (ID-lO ra cantaml nation of 
jvs bys Lists ays ronstdorod nuiira tf loac t i vB hut 
radiOAclive through ihloi'foceb ui/radi oac t i ve 
chaige paths am sninplpd or monitored 

Virginia Rlectric 6 Power IJn HD/07/07 3pp 


spends to Items ;• ». .Id of if BuUwlin 77-27, "Loss of Non- 
strumentation 1. Control Power 3gs Dus During 
Unit I inverter trip unt not mlataif to failure 
tb«d III hullotlii 

Virginia Clectrir t< Powpr Co D0/O7/OV Spp 


0007230447 Foruiards response to notice uf violation item reportsd in 
IE Insp Repts g0-33B/B0-25 U 30-339/80-26 Infraction is not 
correct as stated Point-by-point rebuttal provided Insf 
repts contain no proprietary Info 

SVLVIA. B n Virginia Electric 6 Power Cn 00/07/18 2pp 


R Periodic operating reports & related cerrespondsnee 


8007220431 FciTidariis monttily operating repts for dun* 1900 
gVLVIAiB R Virginia Electric S, Power Co 00/07/13 Ip 


— 8007220436 Monthly operating repts for June 1900 

HAD I a ON, W R Virginia Elect) ic A Power Co 80/07/09 9pp 


S Reportable occurrences, LERs *< related correspondence 


D0D703D269 Forwards LEH 80-032/O3L-0 

CARTlffllGHTiH R Virginia Electric t Power Co 80/06/30 Ip 


— R0070J0269 LER 80-032/031.-0 on 0OO93O, pr o I imlnery analysis rasults of 
turblno first stage pressure input to interlock P-7 
indicated that setpoints eiceeded Tech Spec limits, Cause 
undetermined Changes to callbr procedures will be made 
•* Virginia Electric 6 Power Co 00/06/30 2pp 


0007030270 Foiieards LER B0-0S0/03L-0 

CARTWRIOHTpH R Virginia Electric ft Powsr Co 00/06/30 tp 


— 0007030271 LER 0O-OSO/D3L-O on BDD33I . dur i ng steam generator lA channel 
3 narrow range level transnitter rntalibr, determined that 
transmitter had drifted 3A high Caused by normal instrument 
drift, Trans mi tte r rec a 1 i br 1 mne d iat e 1 y 

CARTWRIGHT, M R Virginia Electric *r Power Co HO/06/30 2pp 


B00709034S Forwards LER B0-046/03L -0 

CARTMRIOIIT, H H Virginia Electric *i Power Co 00/07/02 ip 


— 8007070353 LEH a0-046/03L-D on 800612, Mode 1 level ind i caVor, Ul-1474, 
on A eteem generatar read SK higher than other Indicators 
Caused by steam leak on upper transmitter isolation root 
valve 8team leak treated w/furmanlts 

CAHTWRIDHT, W fl Virginln Electric & fower Co 00/07/02 2pp, 


□007210092 Part 21 rep t re Dsistcnce of nonconsarvatlvo assumption in 
cold shutdnun design basis boron dilution accident analysis 
In FSAR Caused by usa of Incorrect sys vn t Revleu will be 
performed to Identify & analyze add) accidents 
BVUVIApB R Virginia Electric & Power Co 80/07/02 4pp 


0007070373 Forwards LER 00-034/031.-0 

CARTWRIOFtT, N R Virginia Electric ti Power Co 80/07/03 Ip 


— 0007070301 LER 0a-D54/03L-O on 000603, L un taindient IntornPl air partial 
pressure eieeoded Tech Spec limit Caused by etr leakage past 
containment purge supply valve Valve subsequently verified 
closed 6 leak tested 

CAnTWRIGHT,W FI Virginia Electric t. Power Co 00/07/03 Spp 


B007IS06D6 Forwards LER BO-O37/03L-Q 

CARTtFRIOHT, W R Vlrqlnia Electric ti Puuier Co 80/07/07 Ip 


— 0007150701 LER B0-OR7/O3L-0 on G006 10. d urin g Mode 2 operation, greater 
than tuinlvc step di aagraement was noted betwoen Individual 
t, group position indication for rod 0-9 Caused hy voltage 
drift in signal conditioning card 

CARTMRIOMT.W R Virginia Electric ti Pouer Co 00/07/07 2pp 


B007190767 Forwards LFR DO-OSS/OIT-O 

CAHTWRIQHT.H R Virginia Electrii, 6 Power Co 80/07/10 ip 


— 0007150777 LER B0-OS9/01T-0 on 000626, revi ow of F8AR safetg analyses 
far boron dilution accidents determined that nanconservative 
RCS vols were used for cold shutdown cendltion Cause 
uiidoternlned 0oliitiz>n pending further evaluation 
CARTMRIOHT.N R Virginia Electric 6 Power Co 00/07/10 Spp. 


0007110300 RO BO-35/aiT-O during review of FSAR Safety analyses for 
boron dilution accident potential, noncenservatism in cold 
shutdown analysis determined Cause unknown Accident analysis 
review initiated 

a Virginia Electric 6 Powor Co DO/07/11 tp 


8007220579 Forwards LER BO-O50/O3L-O 

CARTHRlOHF.H R Virginia Electric 6 Power Co 00707/16 Ip 



DOCKETED ITERflS 


191 


— aOOraSQ^BO LER 80-05B/03L-0 on QOOftl^.uhlle in Mode 1 , poB t-acc Ident 
(igdrogon analgisr dvclared inopurable aftar surveillanca 
tovtlng p»r#orBBd Caused bg dlNgdrogen analgier T/C bridge 
failure to energlio due to sample line 1 did back presBure 
CAHTURIOHT. U R Virginia Electric 8< Power Co 00/07/16 Bpp 


6007320907 Forward* LER 00-056/03L-0 

CViHTWRIOHT. U n Virginia Electric t, Power Co 00/07/17 Ip 


0007240098 Forwards seruritg info re 000609 !tr Info withheld 
<ref lOCFRa 790) 

SYLVIA, 0 R Virginia Electric 6 Power Co BO/O//10 Ip 


8007320579 Forwards emorgencg plan Revision 4 in response to request 
made during B0071S meeting w/FEMA ti State of VA> to support 
full power license request 

BAVM, E A Virginia Electric t< Power Co 60/07/22 22pp 


— 4^0/)i'''i)913 LER 00-096/03L~0 on 6D0626, after trip caused bg false 
Dvs, .esvp delta T signal, false delta T output discavered In 
channel II DELTA T/TAVO protection sys Caused bg summing amp 
card t> loud/log derivative card Cards replaced 
CARrURIOHr, U R Virginia Electric fc Power Co 00/07/17 3pp 


8007330493 Forward s LER B0-061/01T-0 

CARTWRIOHl.tl R Virginia Electric t< Power Co 80/07/17 Ip 


— SOD/230497 LER BO-OAl /»1T~0 on B0070B, 8t<U review d etermi ned . under 
certain accident conditions, aux 1 1 iarg Peeduater pump 1-FH-P- 
3B nay be unable to supplg 340 gpm Cause unknown Pump 
recirculation flow of 20 gpm secured 

CAniVRIOHT, U R Virginia Electric I, Power Co BO/07/17 2pp 


8007290838 Forwards LEH 00-099/031,-0 

CAflTWRIOHT. M R Virginia Electric 8< Power Co 0O/O7/2S Ip 


--80072309B2 Facilttg emergency p 1 an. Rev i s 1 on 4 

* Virginia Electric !, Power Co 80/07/15 13pp 


B0O728O156 Forwards emergency preparedness i equircmonts for full power 
license per review of 300419,0606,20 ?, 25 submittals 
Requests schedule for meeting requirements 

TEDE8C0, R L Assistant Director for Licensing 60/07/22 4pp 


8007260432 Forwards revised emergency plan implementing procedures 
Procedures available In Central Files only 
BAUM, E A Virginia Electric t< Power Co BQ/07/22 Ip 


U007310193 Requests that Itr, similar to encl draft Itribe forwarded to 
util re end review of emergency action levels for facility 
emergency plan 

PAOANO, F O Emergency Preparedness Licensing Branch 80/07/32 
llpp 


>*-8007290043 LER 0O-O99/O3L-O on B00633, during periodii; test on low head 
safety InjcetlDn sys, rec irculat 1 on valve failed to reopen on 
dasiand resulting in blocked rec Irculation flow path Caused 
by defective electrical swltcli Locking ring replaced 
CARTWRIOHT, H, n Virginia Electric J< Power Co BO/07/32 2pp 


V Operator Examinetiono 


0QO717O34B Forwards revised, "Licensed Operator Rcqual i f ication 
Frograei, " in response to NRC 800326 request Al^ training 
Instructors are required to participate in program to 
eulntaln proficiency 

8VLVIA, B R Virginia Electric t, Power Co 60/07/lS ip 


— B0071703SO Revised, "Licensed Operator Requnl 1 f ication Program 
e Virginia Electi ic h Power Co BO/07/31 lipp 


DOCKET 80-339 NORTH ANNA POWER STATION, UNIT 2 


A, Appllcatlon/cpnstruction stage documents t< correspondence 


B007840049 Responds to NRC 800710 request for addl Info re OA list Air 
Mkoup for control room air conditioning sys is provided 
fey vent fans No makeup fan motors exist in sys Diesel 
generator bldg ventilation is provided by normal Intake air 
BAUfl.E A Virginia Electric & Power Co 60/07/23 Ip 


80072903B3 Forwards Revision 9 to station emergency p Ian, completing 
response to BK Orlmes 000715 comments 

BAUH. E A Virginia Electric t< Power Ce 00/07/34 Bpp 


— 0OO72SO3B5 Emergency p Ian, Revi sion 5 

* Virginia Electric !, Power Co 00/07/24 3pp 


0007250308 Advises tliat 800630 Hr contained error in describing date 
of most recent exercise of emergency plan Ltr stated that 
exercise conducted In Oct 1979 Correct history of emergency 
plan drills contained in 800711 ltr 

SYLVIA, D R Virginia Electric U Power Co 00/07/34 Ip 


8D072B044D Submits schedule for completion of fire protection mods 
Smoke detections sys & reactor coolant pump oil collection 
sys will be completed during 801101 outage Charging pump 
cross-t ennec t will be completed during 600401 outage 
SYLVIA, D R Virginia Electric 6 Power Co 80/07/35 Ip 


Q Adjudicatory correspondence 


8007310343 Forwards Commission 600937 memorandum & order containing 
decisions on UCB 780902 petition for reconsideration of 
700413 memorandum order UCS 771104 petition sought action 
re fire protection for electrical cables 
EI8ENHUT,D 0 Division of Licensing 60/06/25 B9pp 


C. NRC Safety Evaluation Report (BERl, supple correspondence 


B00707D200 Responds to SER Suppl lOi Section 19 2 request for commitment 
re questions on analysis of postulated steam line t, 
feedwater line breaks Westinghouse will provide requested 
info which is not directly applicable to facility 
OVLVIA, D. R Virginia Elactrlc fc Power Co 00/07/01 Ip 


BOD7110339 Order granting eitension until 800723 for Commission to 
elect whether to review decision taken under tOCFRS 206 on 
request for enforcement action, DO-00-33 

HOYLE, J C Office of the Secretary of the Commission SQ/07/09 

IP ^ 

6D07300412 Advises that effective BoOQOl, address for coalition will be 
I109~C Olive Bt, Oreensbord, NC 27401 Related correspondenco 
ALLEN, J North Anna Environmental Coalition 60/07/15 Ip 


8007300297 Forward* discussion of util 600711 I, 16 responsos to 
deficiencies listed in SER Full-power operation should be 
authoriied upon obtaining FCMA epprovable of state b local 
•mergonoy plana. 

ORIMEB, B K Emergency Prtporedness Task Force 00/07/22 5pp 


B0072B0444 Forwards supplemental info re full power SER Evidence of 
aofety it relief valve capability from tests performed in 
^RI/NSAC safety b relief valve test program will be 
forwerded by 810701 

8VUVIA,B R Virginia Electric b Power Co 80/07/29 2pp 


F, Security, medical, emergency b fire protection plans 


8007240009 Forwards amended physical security plan, Plan withheld 
<ref 10CFR2 7901 

SYLVIA, D.R Virginia Electric b Power Co 00/06/03 Ip 


8007170601 Forwards revised nuclear security personnel training 
qualification program b response to NRC 000519 ltr Program b 
reaponaa withheld <ref 10CFR2 790) 

SYLVIA,!) R. Virginia Electric b Power Co 60/07/14 ip 


H Oeneral correspondence 


0007190047 Responds to 600337 ltr to President Cartev re granting VEPCO 
authority to build another nuclear plant Discusses util 
plants, operating b under const b relative costs of coal vs 
nuclear energy 

YOUNOBLOOD, D J Operating Reactor* Branch 1 60/05/13 5pp 


8007100490 Responds to 791S03 ltr re licensing new nuclear power 
plants Licensing of new plants stopped after TMI until 
criteria for improved safety could be developed Three units 
have been authorised to begin low level power testing 
DENTON, H R Office of Nuclear Reactor Regulation, Director 
80/05/14 >p 


— 6007180464 Forwards misdirected 791203 Hr re licensing of new nuclear 
power plants 

RATHKOPF, C Energy, Dept of 80/01/21 2pp 


8007070099 Forwards 800620 Director's Decision DD-60-23i denying 
800218,23,0429 b 0925 requests for action FR notice end 
DENTON, H R Office of Nuclear Reactor Regulation, Director 

80/06/20 2pp 



DOCKETED ITEIVIS 


8007070064 
tiy North 
DENTON. H 
Boxot/ao 


Dcclalco DD-HO-23 denying 000318.23,38.0428 tt 0528 requests 
Anna Environ coalition For action 

R Office of Nuclear Reactor Regulation. Director 

aspp 


B0071B0039 Requests addl info re addition of IS snubbers Info needed to 
complete review of F9AR 

VOUNODLDDU.B J Uicenslng Branch t 80/07/02 4pp 


8007070069 FF notice of issuance of 800620 Director's Decision DD-BO-23 
denying. 800318, SS. 28, 0425 t. 0325 requests by North Anna 
Environ Coalition for action 

DENTQN. H R Office of Nuclear Reactor Regulation, Director 

Bo/ 06 /ao app 


8007070079 Requests action concerning defective denunera 1 1 ler design, 
related corrosion St cracking in steam generators Si turbine 
discs Comisends NFC decision to require EI8 re experimental 
replacement of steam generators 

ALLENi J North Anna Environmental Coalition BO/02/IB 4pp 


10702O6QB Responds to HB NcOonald 1 tr directed to DOE North Anna full 
pouer license issuance will be discussed ui/Commission in 
Jul-Aug 1980 Surry is in shutdown condition due to seismic 
piping supports mods 6 uii 1 1 return to power in Aug 1980 
VOUNODLaDD. D J Licensing Branch 1 B0/D6/25 Ip 


8007170439 Forwards Amend I to License NPF-7, safety eveluation Si notice 
of issuance Si availability 

DENTON, H R Office of Nuclear Reactor Regulation, Director 
QO/07/03 app 


—8007170443 Amend t to License NPF-?, author 1 1 Ing special low power teat 
program 

DENTON, H R Office of Nuclear Reactor Regulation, Director 
80/07/03 3pp 


— 8D07I7O44S Safety evaluation supporting Amend 1 to License NFF-? 
* Office of Nuclear Reactor Regulation. Diractor 80/07/02 
40pp 


— S007I70449 Notice of issuance Si avellahllity of Amend 1 to License 
NPF-7 

VOUNOBLOaD.B J Licensing Branch 1 SO/07/03 2pp 


B007O20693 Forwards MB McDonald I tr expressing concerns re continued 
operation of facilities 

BETANCOURT. B Energy, Dept of 80/06/06 2pp 


Insurance Si indemnity information 


071SO490 Forwards Endoraemoots 28 & 29 to NELIA Policy NF'240 
PIERCE, D A Harsh Ti McLennan, Inc > M Si M Nuclear Consul tan ts, 1 nc 
i.Uv S0/O7/1O 3pp 


Operating license stage documents Si correspondence 


07090053 Notification of 800627 site visit to perform seismic design 
nargin evaluation of safety-related equipment 
DROMEFICK.A U Licensing Branch 1 BO/06/23 4pp 


17100140 Discusses S00609 site visit NRC personnel found no visual 
uall cracks resulting from uneven settlements or shrinkage 
luring tours of svc bldg, turbine b ldg> auxi 1 1 ary bldg li fuel 
bldg 

ROTHBEflO, O , CHOKSfir, N , ROMNEY, N Structural Engineering Branch 
aO/06/24 Spp 


17070203 Forwards request for addl info re F8AR Info is required to 
omplete NRC evaluation of QA list InfP requested by S0D702 
OUNBBLaaO,B J Licensing Branch 1 60/06/23 7pp 


17030371 Lists topical repts for which responses to outstanding 
(uestions will be provided to allaw 8SR to proceed ti to 
ivoid delays in approval of full power operation Includes 
«AP-9a26, -9230 ti -9236 

INOERSONiT M Hesttnghouse Electric Corp 80/06/25 Ip 


>7010430 Confirms agreement w/NRC re review criteria to be used to 

ivaluate results of rod swap tests b administration of 

ihysics tesbjmrogram should deviations occur. 

mOMAS.U N ^Virginia Electric h Pouer Co BO/06/26 6pp. 

>7230001 Forwards statement of policy re requirements to be met for 
urrent OL appl Ications, as derived from NUffEO-0660 ti found 
n NUREQ-0694 

18ENHUT.D Q Division of Licensing 80/06/26 2pp 


>7030156 Responds to request for addl Info re revision to Tech Bpec 
7-4 Low head safety injection sys piping mods on Unit 2 
»rc different from mods on Unit 1 as result of experience 
ained during reanalysis of Unit 1 

VI VIA. 0 R Virginia Electric b Power Co 60/06/27 3pp, 


17030151 Forwards summary of response to NVREQ-0660 full power b 

980 requirements Items which apply to operator training b 

Icenslng have been imp lamented Uork is proceeding tn 

omplete items u/BlOlDl implementation dates 

VLVlArB R Virginia Electric *i Power Co 80/06/30 12pp 


•7070368 Forwards request for Info re bypass N reset of engineered 

afety features Request revised per 800928 discussions 

/NRC 

ARFAQNOr S P Franklin Inst 1 tute/Frank 1 in Research Center 
RC-03-79-I1B 80/06/30 3pp 


8007100273 Submits addl Info re imp lementot ion of short-term Leeeoni 
Learned requirements Status of remaining Category A Item*, 
mid-yr status of design 6 installation of Category Q mods b 
schedule for implementation end Forwards drewlngs 
SYLVIA, B R Virginia Electric T, Power Co 80/07/07 IBOpp 


— 8007100277 “Sump Pump Discharge Piping Auxiliary Bldg to Contalnfient * 
» Stone 6 Webster Engineering Carp 79/05/15 Ip 


— 8007100280 "Sump Pump Discharge Piping Auxiliary Bldg to Centalnisent “ 
* Stone b Webster Engineering Corp 77/10/24 Ip 


— 8007100284 "Flow Diagram Boron flocoverij Sya " Sheet 1 
» Stone b Webster Engineering Corp 00/07/07 Ip 


'—8007100266 "Flow Diagram Containment Atmosphere Cleanup Sys." 
» Btono b Webster Engineering Corp 77/10/22 lip 


—8007100293 “Flow Diagram Waste Disposal Sys " Sheet 2 
* Stone b Webster Engineering Corp 80/07/07 Ip 


— 8007100298 "Flow Diagram Waste Disposal Sys " Sheet 1 
* Stone b Webster Engineering Corp 80/07/07 Ip 


—8007100303 "Ventilation Thermal Recombiner " 

• Stone b Webster Engineering Corp 60/04/07 Ip 


—8007100315 "PbID Liquid Sampling Coolers " Sheet 3 of 5 
e NUa Corp 80/03/05 Ip 


— 8007100321 "PbID Liquid Sampling Panel " Shoet 4 of 5 
e NUa Corp 00/03/09 Ip 


— 0007100323 "PbID Liquid Sampling " 5 of 9 
e NU9 Corp BO/03/09 Ip 


—8007100329 "PbID Containment b Air 9ampHng 8ye " Sheet 1 of 1 
« NUS Corp 00/09/09 Ip 


--6007100338 "Process Flow Diagram Liquid Sampling " Sheet 2 of 2 
« NUB Corp. 80/05/22 ip 


—8007100347 "Process Flow Diagram' Containment Air Sampling " 
» NUS Corp 80/04/14 ip 


—8007100351 "General Arrangement Auxiliary Bldg, Drumming Room Plan, 
Elevation 274 Ft '* Sheet t 
e NUS Corp 80/05/29 Ip 


—8007100359 "Oeneral Arrangement Auxltiariy Bldg, Drumming Room, Section 
b Detail s " Sheet 2 
* NUS Corp 80/05/29 Ip 


— G007100365 "Oeneral Arrangement High Radiation Sampling Sys Wasta Tank 
b PumpSaPlan Elevation 244 Ft, 6 Inches b Section " Sheet 1 
• NUS Corp 80/09/29, ip 


7070201 Forwards response to NRC S00625 request for info re QA list. 
AUH,£ A Virginia EJectrxl b Power Co BO/07/02 31pp 


6007110202 Provldos. summary of results, of control room habitability 
review, in accordance w/NUREe-D694 b in response to NRC 
800702 request Control room meets specs set forth tn 
applicable 8RP sections b peg guides 

SYLVIA, B R Virginia Electric b Power Co 80/07/07 ip 



DOCKETED ITEMS 


B007100159 NotiMe« that UB&tinghouse a002>16 comments on pouior 
ascension procedures have been incorporated into procedures 
Action satisfies NURBO-06tO» I tern I C 7 requirements 
8VLVIA. 0 R Virginia Electric (< Power Co BO/07/OQ Ip 


B0O7110364 Forwards "Steam Oenerator Bator Hammer Oomonstration Testi *' 
per Tech Spec 0 1 

FER0U80N. J H Virginia Electric & Power Co BO/07/09 4pp 


■0007110369 "Steam Oenerator Hater Hammer Demonstration Test 
s Virginia Electric t< Power Co B0/O6/S4 S3pp 


0007110399 Forwards response to NRC B00310 request for info re 
auxiliary feedwater sijs design bacis info It pump flow 
varlflcationi for Unit 2 Unit t info will follow shortly 
BVLVIAi B R Virginia Electric tt Power Co 80/07/10 19pp 


00071 10361 Forwards descriptive Info for Action Item 11 0 1 ro quested 
by NRC for full-power licensing review Response to NRC 
B00701 request for addl info re RCS vents will be provided 
a* soon as possible 

SVLVIAt D R Virginia Electric it Power Co 80/07/10 6pp 


0007140190 Forwards addl info requested in NRC 0DO6J9 Hr re use of 
safety-grade equipment to achieve cold shutdown 
SVLVIAt D R Virginia Electric It Power Co BO/07/10 16pp 


6007140107 Lists addl TMI— related requirements which will bo completed 
by SlOlOli In response to NRC request 

SVLVIAt D R Virginia Electric It Power Co 00/07/10 2pp 


0007140393 Application to amend License NPF-7 consisting of changes to 
Tech Spec setpoints It allowable values 

FEROUBONiU H Virginia Electric t< Power Co 60/07/11 3pp 


•B007140400 Revised Tech Bpecs Table 2 2-1 for f'pactor trip sifs 
instrumentation trip setpoints h Table 3 3-4 for engineered 
safety feature actuation sys instrumentation trip setpoints 
• Virginia Electric It Power Co 00/07/1 1 6pp 


0007140406 Responds to NRC 79iSi4 Itr It forwards. "Summary of Unit S 
Motor Driven Auxiliary Feedwater Pump Endurance Test " 

SVLVIAt B R Virginia Electric It Power Co 00/07/1 i Ip 


■0007140411 "Summary of Unit 2 Motor Driven Auxiliary Feedwater 
Endurance Tests *' 

* Virginia Electric It Power Co BO/07/1J 9pp 


B007190969 Notifies that util is using dual eys of notl f icatio'n for 
»lte It general emergencies in cooperation w/local counties 
at insistence of VA State Ofc of Emergency It Energy Sves 
Tentative imp tomentallon schedule for NUREO-0694 end 
BAUMi E A Virginia Electric It Power Co 00/07/11 aOpp 


6007210244 Forwards revised Table 2-1 of tiOO/10 respciTiso to NHt roquosi 
for info re auxiliary feedwater sys requiTements Info 
available in Section 19 4 2 2 uf FSAR dues nut include 
Mestinghouep analysis of limited Feedwater break 
SYLVIAi 0 R Virginia Electrlr l< Power ( o fI0/O//J6 17pp 


0007200006 Notification of BOO /2J meeting w/utils in tiethusda.MD to 
discuss motteis re TI1I-2 dated i e qu 1 1 eniuiit s 
DflOMERlCKiA W Llrenolng Branch 1 00/07/16 6pp 


S007300099 Summary of 0006,30 site visit lii observe special low power 
test program 

ANUERSON, N R Pracedures It lest fteviow Urariih 110/07/16 7pp 


0007210377 Provides preliminary summary of Ufn lal tests intondeil to 
chorocteriie plartt parameters during n.itural ciiculation 
cmiditiO'na info will Improve operator training (irogram L 
upgrade simiiiator facility Test rapt tii he fiirwarduil 
SVLVIAt n R Virginia Electric ft Power Co 0(1/07/17 3pp 


000721034/ Responds tp NUC 800701 request for addl info rt full pouiei 
licensing approval Ketnilori info t< drawings re RCS vents 
anc 1 

SYLVIA, 31 R Virginia Electric !< Power Co 60/07/17 6pp 


QOO732O304 Forwards odd I info to util 600714 Itr re RHR sys Sieiuiat i on 
of use of prossiiriiei power -cip ernt cd relief valve to 
depressuriio RCG porfiirmod satisfactorily <in 000717 l< 
demonstrates altartiote method of sys cneliroun 
aVLVIAiB R Virginia Electric ft Power Co flD/07/ira 2pp 


0DO731O421 Comments on NURrQ-0'377, "P (i teirt i o I for t ou rracturo 
Toughnoss ft lamellar Tearing on PWR fituars Ounerater ft 
Reactor Coolant Pump Supports " Roriuesls extcniion of review 
pBrind to 000919 to review stress torrosion ci'ocblng 
BROWN, S C VlrQinifl Electric I, Power Co 60/07/21 2pp 


0007340115 Forwards suggested Tc>rh 0pof rhangps for aitmiiii str at t Ve 
r ontrol B, eatab 1 1 nil pd iis progrtini tu I d eiit i f y . i oc orrt l« ropt 
failures of nr rhal lunges to power operated relief valves 
Program outli'nerf In util Q()06'10 respnnao to Nl/REe-06AO 
SYLVIA, D R Vlrginlrt Electric ft (>owor To fl0/0//?a Ip 


— 0007340116 SuggBBtod Tech Sper chtingco Foi adm t ii i strat Ivu controls 
* Virginia Electric f« Power Co nO/(J4/Il Opp 


0007240149 Forwards add] Info le ileuign d.ila for 1 uw tiend safety 
injection pump dincharge piping Ovei s i i a drawings cncl 
SYLVIA, 0 S Virgin! ti Electric !i Power Co 60/07/22 I4pp 


•8007340196 "lOitlxlO Number 9350- 1 DDAfiA Sorlea iliOO, Wo 1 ding Encln 
Outside Screw It Volte Ooto V,ilvo W/l ip fSuo 1 ft Sf1D-?-60 
Limitorque Valve Control '' 

* Darling Valve b Mfg /.J/OR/05 ip 


0OO716OSO7 Submits addl info requested by NRC re util 800610 request 
for amend of Tech Specs to Include addl safely-pelatet) 
snubbers Design It const of safoty injection sys where 
snubbers added is discusse'd One oversliu drawing one! 

SVLVIAt D R Virginia Electric It Power Ce 00/07/11 34pp 


8007160671 Responds to NRC request for addl info re residual heat 
removal sys Addresses use of pressuri rei power— operated 
relief valve for pressure reduction of RCS It advises of 
blown rupture discs Precaution will bo added 
OVLVIAi R R Virginia Electric It Power Cti SO/07/14 Spp 


0007170179 Forwards Hporating Procedures 2-0P~12 I Ic 3-0P-12 S re 
Interim post-accldont sampling in response to NUREO-0660 
Action Plan Item 1103 

SVLVIAt B n Virginia Electric It Power Co 00/07/14 2pp 


— 8007170183 Operating Procedure 2~DP“12 I. Revision It "Sampling Sys " 
HARVEY. S L Virginia Electric It Powor Co B0/O7/U, 30pp 


■0007170189 Operating Procedure 2-0P-12 2, "Post-Accident Containment 
Atmospheric Sampling Sys " 

HARVEYtS L Virginia Electric It Power Co 80/07/11 Spp 


— B007340159 "lOtaxlO Number bUUO- IDDA&A anrles 3 'iOti, Hfi I (I Ing Ends 
Outside Screw f< Ynrk Onto Valve W/L i p 6e.il ft PMa-L’-6(l 
Limitorque Valve Control " 

* Darling Valve ft Mfg /a/(j3/tn ip 


•B007240161 "300 lb Cast Alloy Blool Motor Uperalod Ooto Vnivu H/Oubuld 
Screw It Yoke Spilt Hodge Di'.r It Bunnet ./olnt fin HoaJ 
Held ing-Oenero 1 Assembly It IHmenunnc " 

* Stone ft Webster, Int » Crani> Co ll/l'i /3/C)ri/0? Ip 


•B007340166 "Safety Injection Bys Seism n Mo tfiumat i c a 1 Model '■ 
e Btone f, Webster Engintieriug Corp 76/12/04 Ip 


0007290419 Requests timu oitonsinn to roplarr Dorlon Transmitters tu 
third refueling outage of Unit l,Lut I Woplarameitt (if 
Unit w/refuelintj consistent w/cuirent tronomlttoi 
availability as previously dlctuused 

SYLVIA, n R Virginia Electiit !, Power Tu 0()/O7/i:v 2pn 


0007280393 POF'uaids "N.-itural Ci rt ula tt un Tent Riipt, " C'CniduCtod 
800703-16, whicii ciimplutes i equi remeiite foi HUHf-R-O/t/jO, I tom 

BYLVIAi Q H Virgin 1.1 n cl In'! ft Power Co 00/07/f’i' Ip 


8007220407 Forwards proprietary /ersion of App A info re turbine disc 
metis properties, per NRC request Hestinghouse application 
for withholding end Turbine disc info withheld (ref 
10CFR8 790) 

SYLVIA, fl R Virginia Electric It Power Co 00/07/15 9pp 


■8007200400 "Natural flrLUlaHon Tost. RepL. 
KANNtO A Virginia Eloctru I, Power Co 


fiuirtuctGil 800703-16 
fl(//t)7/!!2 30pp 


e007«,S0379 Informs of cumpUtioii of (till powet reiiuli ofntrnfco of ShR. 
Beet I on 10-? V TMI action p ion. NUfit (j-Cj66(», I toms 110 4 
All licensed operators roccivod training fur degraded core 
condltio'ns 

SYLVIA, D R Virginia Eloctrii. f« Hcinoi <o (iO/n//.'4 Ip 


194 


DOCKETED ITEM 


E3OO7290430 Suboitte listing of tujo groups of items got to be resolved 
based on roviou of Class IC electrical equipment 
qualification using NURE0-O59Q guidance Mailed-up R Tedescn 
7B03£B memo lO facility equipment qualification cnc I 
BVLVIAp 8 R Virginia Electric fi Power Co 0O/O7i'P-4 l3pp 


BOO720O36i7 Forwards nonpropri etartj version of tdestinghouse loia pressure 
turbine disc Info Suppts proprietary info trensoiitted by 
licensee □00715 Itr 

SYLVIAi 0 R Virginia Electric l< Power Co B0/07 p^ 25 21pp 


0007200406 Forwards current installation scOedulc for NllREO-0660 Itoms 
identified in NUREO-06‘?4 Oiscossjon of Items that may bo 
delayed beyond BiOlOl end 

SYLVIA^ B R Virginia Electric S. Power Co 00/07/25 7pp 

BOO72B0423 Forwards addl info requested re periodic leal testing of 
pressure isolation valves 

SYLVIA. B R Virginia Electric h Power Co 00/07/25 2pp 


a0072B0651 Provides suirmarg of lesults of Phase I of multiple structure 
advance record sgs evaluation of piping sys design Final 
detailed rept will be submitted upon completion of Phase II 
effort Category listing attached 

3YLVIA.D R Virginia Electric J< Power Co BO/07/23 3pp 


8-007290700 Summariies results of Phase I of multiple structure 
amplified respunse spectra evaluation nf ilorth Anna 1 piping 
sys design as described in 000606 Itr Final detailed rept 
ulll be submitted upon completion of Phase II effort 
BVLVIA. B H Virginia Eloctric f< Power Co 00/07/25 3pp 


800730045B Submits list of add] desigr. data re low head safety 
injection pump discharge piping stress problrn.in response 
to NRC request info will he forwarded by 000730 
SYLVIA. 0 R Virginia Electric t. Power Co 80/07/25 2pp 


0007300103 Requests that facility be granted full-power license w/o 
final verification of remaining IIVIIIEG-O5B0 items Items ulll 
perform intended functions under accident conditions pending 
campletlon of ongoing qual if Icat i on review 

BYLVIA, n R Virginia Electric 8. Power to BO/07/2B 2pp 


6007300490 Notifies that of 46 items identified in responic to NUREO- 
OSBB.most fall into categories which are used in safeguards 
sys h 90-7 of items are located outside containment 
SYLVIA. 0 R Virginia Electric ft Power Co flO/07/20 Ip 


D007310346 Forwards info in response to NRC questions re applicable 
codes ft fracture toughness requirements for ferritic steel 
parts nf containment pressure boundary not supported by 
concrete Addl info re carbon steel plates ulll be forwarded 
SYLVIA. B R Virginia Electric ft Power Co 00/07/33 63pp 


B0073103B4 Forwards info supplementing 80072-2 design data for low head 
safety injection pump dlsch.irge piping analysis Info 
includes model of sys showing mai temp conditions within 
pipe ft seismic d i sp lac emonts for each support point 
SYLVIA. D R Virginia Electric ft Power Co 00/07/30 26pp 


Q Inspection reports. IE Bulletins ft correspond enco 


0007240230 Forwards IE Info Notice 00-20. 'Xoss of Decay Heat Removal 
Capability at Pavis-Desse Unit 1 Ifhiie in Refueling ftode “ 

No response required 

O'REILLY. J P Region 2. Atlanta. Office of the Director QO/05/06 

2pp 


B007020200 Forwards IE Info Notice 00-22. "Dreakdowno In Contamination 
Control Programs " No written response required 

O'HEIULY, JP Region 2, Atlanta. Office of the Director 00/05/28 
Ip 


8007210477 Forwards IE Circular 00-13. "Grid Btrap Damage In 
Uestinghouse Fool Assemblies " No written response required 
O'REILLY. J P Region 2. Atlant.s. Office of the Director 80/05/20 
Ip 


B007010239 Forwards IF Info Notice 90—23. "Loss of Suction to Ediergency 
Feedwater Pumps '* No written respnnse required 

O'REILLY. JP Nogion 2, Atlanta. Office of the Director 00/09/29 

>P 


0007 160732 Forutaids It Insp Repts 50-330/80-23 ft 30-339/80-23 on 
000512-15 No noncomp 1 1 ance noted 

HURPHV.C E Region 2. Atlanta. Realtor Construction ft Engineering 
Support Branch 00/06/09 2pp 


“B007160742 IE Insp Ropts 50-338/00-23 ft 50-339/80-23 On 800912-15 No 
noncompliance noted Najor areas inspected selsnls analyets 
For as-buiit saf oty-relatod piping sijo ft licensee actions 
on licensee identified items 

COMPTON. R M Region 3. Atlanta. Office of the Director 
HERDT.A R Rogion 2. Atlanta. Reactor Construction ft EnBlnverino 
Support Branch BO/06/04 5pp 


Q007220066 Forwards TE Info Notice 80-26. "Evaluation of Contractor 
<1A Programs " No written response required 

O'REILLY.U P Region 2. Atlanta. Office of the Director 00/06/10 

2pp 


8007160307 Forwards IE Info Notlco 80-27. "Degradation of Reactor 
Coolant Pump Btuds " No specific action or response 
required 

O'REILLY. J P Rogion 2, Atlanta. Qffico of the Diroctor 80/06/11 

Ip 


8007090057 Forwards revision to Page 3 of 800611 response to IE 
Bulletin BO-12. "Docay Heat Removal Bys Operability ” 

SYLVIA. 0 n Virginia Electric ft Power Co 80/06/16 2pp 


0007020757 Forwards IE Bulletin 80-15. "Possible Loss of Emergency 
Notification Qys <EN9) W/Loss of Offsite Power " Hritten 
response required 

O'nEILLY. JP Region 2. Atlanta. Office of the Director D0/06/1S 
if 


8007020434 Forwards IE Cii color 00-15. "Loss of Reactor Coolant Puisp 
Cooling -ft Natural Circulation Cooldown " No written response 
required 

U'REILLY. JP Region 2. Atlanta, Office of the Director 80/06/20 

Ip 


800717Dil9 Forwards IE Circular 00-14. “Radioactive Centamlnation Of 
Plant pcmineral I led Mater Sys ft Resultant Internal 
Contamination of Personnel " No written response required 
O'REILUV. J P Region 2, Atlanta. Office of the Director 80/06/24 
Ip 


6007010413 Responds to IE Bulletin 79-14. “Seismic Analysis for 
As-Oollt Safety-Related Piping Sys " Const work complete on 
Unit 2 Estimated cooipletion date for Unit 1 is 800031 
BROUN, a C Virginia Electric ft Power Co 00/06/27 3pp 


B007230270 Forwards IE Oulletln BO-16. "Potential Misapplication of 
Rosemount Inc Models 1151 ft 1192 Pressure Transmitters 
W/Elther A or D Output Codes " Mrltten response required 
IE Circular 80-16 also end No written response required 
O'REILLY. JP Region 2, Atlanta. Office of the Director 80/06/27 
Ip 


0007160749 Forwards IE loop Ropts S0-33B/B0-34 ft 90-339/00-24 on 
800611-12 No none omp 1 iance noted Details withheld 
(ref 10CFR2 790) 

KENNA. H B Reglen 2. Atlanta. Safeguards Branch BO/07/01 Ip 


--0007160761 IE InSp Repts 50-338/00-24 ft 30-339/80-24 on 800611-12 Ho 
noncomp 1 iance noted Major areas inspected vital area 
barriers, searches ft vital area access Details withheld 
<rof 10CFR2 790) 

OILLECPIE.F P Region 8. Atlanta. Bafeguards Branch TOBIN. H J 

Region 2. Atlanta. Office of the Director 80/07/01 Ip 


8007070283 Forwards response to violation noted In IE Insp Repts 
50-338/00-22 ft 50-339/80-13 Corrective actions review 
conducted of test control program ft station mgt will 
distribute Itr re periodic test schoduling raquirnments 
SYLVIA. B R Virginia Electric ft Power Co 80/07/02 2pp 


8007170'J34 Forwards ropts submitted in reponse to action required by 
Item 4 of IE Dullotln 00-11. "Idasonry Hal) Design " Repts 
prepared in coraplsancs w/Du)letin requirement for 
•ubmlttel of 60-dny rept 

SYLVIA. B R Virginia Electric ft Power Co 00/07/07 201pp 


8007250545 Foruerds response to IE Oulletin 80-0B. "Exdm of Containment 
Liner Penetration Melds “ Penetration assemblies of flued 
head forging design were used for penetrations listed in 
Tables i ft 2 for North Anna 

8VLVIA.B R Virginia Electric ft Power Co 80/07/07 7pp 


8007290840 Responds to IE Oulletin 00-10 re conteminati on of 
nonradioac tive sys Lists sys considered nonradioective but 
potentially radioactive through Interfaces ui/rad Inactive 
sys All discharge paths are sampled or monitored 
SYLVIA. Q R Virginia Electric ft Power Co 80/07/07 2pp 


DOCKETED ITEMS 


i 


0007110336 R**pond* to Items 2 t( 3a of IE Dulletln 79~27j "Loss of Non' 
Claes 16 Instrumentation ti Control Power Sgs Bus During 
Operation *' Unit 1 inverter trip uias not related to failure 
aodat described in bulletin 

SVLVIA.B R Virginia Electric it Power Co 00/07/09 2pp 


6007190671 Responds to 000630 tclcon re commitments tnado in response 
to IE Dulletln e0-06> "Engineered Safetg Feature <EBF) 

Reset Controls " eubnlts info re protection sgs design 
eonformenee u/Items 1<2 fc 3 criteria 

8VLV1A.B R Virginia Electric »( Power Co 00/07/i 1 5pp 


6007230447 Forwards response to notice of violation item reported in 
IE Insp Repts S0-33B/B0-25 & 90-339/00-26 Infraction is not 
correct as stated Point-bg-point rebuttal provided Insp 
repts contain no proprietarg info 

SVLVtAiB R Virginia Electric fc Power Co 00/07/18 2pp 


R Periodic operating reports k related correspondence 


6007320431 Forwards montblg operating repts for June 1900 
SYLVIA. B R Virginia Electric It Power Co 00/07/lS ip 


-6007230436 Monthig operating repts for June 1980 

MADX80N. W R Virginia Electric »< Power Co 00/07/09 9pp 


8 Reportable occurrences. LERs k related correspondence 


8007010393 Forwards LER BO-O81/O3L-0 

CARTWflIOHT.M R Virginia Electric k Power Co 00/06/24 ip 


— 8007010379 LER 60-021 /03L-0. on 800904. during Mode 3 operation, leaking 
valve on radiation monitor RM0-257 resulted in low flow to 
monitor Caused bg routine failure of valve bonnet New 
valve bonnet installed. 

CARTWRIGHT.U R Virginia Electric *< Power Cb 00/06/24 2pp 


6007010390 Forwards LER 0O-O20/99T-O 

CARTMRIOHT. M R Virginia Electric k Power Co 00/06/26 Ip 


— 60070I041S LER ao-02a/99T-0 on 000624. during beginning of core life, 
hot taro moderator temp coefficient found more positive than 
raituired Caused bg positive moderator temp coefficient 
discovered during startup phgslcs testing 
• Virginia Electric k Power Co 80/06/26 3pp 


6007110420 RD-a0-02V/01T-0. on 800627. pressuri ler power oporated rallof 
Valve PCV-2496 Inadvertentlg opened in Mode 3 fallowing 
valve malnt ac t Ivl t ies. Cerrec tlve action will be taken 
pending completion of investigation 
* Virginia Electric k Power Co 00/06/27 ip 


6007030262 Forwards LER BO-024/01T-0 

CARTURIOHTiM R Virginia Electric k Power Co 00/06/30 ip 


“B007030267 LER 80-024/017-0 on 000619, during low power phgslcs testing 
in Mode 2. discovered thet main feedwater flow transmitters 
FT-476> 477. 407, 496 ti 497 Were isolated Cause could not be 
determined. Transmi tters valved in k returned to svc 
a Virginia Electric k Power Co 80/06/30 3pp, 


6007030273 Forwards LER B0-017/03L-0 

CARTMRIOHT, U R Virginia Electric 1< Power Co 00/06/30 ip 


—6007030279 LER ao-017/03L-0 on 800601. Inner containment hatch door 
leaked air past seals during test perfornance Caused bg 
dirtg seals Beals cleaned k air lock tested sat Isfactoril g 
CARTMRIOHT. U R Virginia Electric k Power Co 00/06/30 2pp 


6007030261 Forwards LER 80-019/03U-0 

CARTHRIOHT.U R Virginia Electric 6 Power Co 80/06/30 Ip 


—6007030283 LER e0-0i9/03L-0 on 800602, radiation monitoring channel RH- 
RM6-299 was valved out as inoperable due to insufficient 
flew Caused bg pump failure Pump removed. rebul 1 t k returned 
to SVC, 

CARTHRIBHT.U R Virginia Electric k Power Co 00/06/30 2pp 


8007030289 Forwards LER eO-018/03L-0 

CARTHRZOHT.U R Virginia Electric k Power Co 80/07/01 Ip 


—6007030268 LER BO-OIB/OSL-O on 800602, loss of C reserve station svc 
transformer occurred rendering C normal otation svc tc 20 
intake structure buses inoperable Caused bg open breakers 
Emergencg buses energiied & breakers closed 

CARTMRIOHT.W R Virginia Electric 6 Power Co. 80/07/01 2pp 


0007140969 Port 21 rcpt re con tainmrn t eloctiical pone trot ions fault 
current protection devices Dcviies would nut limit current 
to valuBB below thermal limtl Uevices were chongcd or 
adjusted to protect ponetrnl i one 

MILD. P A Stone !< Matister. Inc 00/07/01 4pp 


0007140601 Part 2J ropt ne Colt Industrleo dtose) genorator batterg 
racks which do not meet seismic design criterion Inadequate 
components replaced to meet design crltorltin 
HILD. P A Stone k Uebstor. Inc 00/07/01 4pp 


0007070338 Forwards LER 00-016/031.-0 

CARTWRIGHT. W R Virginia Electrcr fi Power Co 00/07/02 Ip 


— 0007070363 LER B0-016/03L-0 on 800607. dur i iiQ hot s t oiidbg . steam ouppltj 
to steam ilrivon auiillarg ieeduater pump was loolatod 
Caused bg attempt to repair cap to body 1 oa i on uialnsteom 
check valve Valve repaired *< steam supply to pump restorod 
CARTWniOHT.W R Vliginia Electric L Power Co Ha/07/03 2pp 


0007070374 Forwards LER ao-029/OlT-O 

CARTWRIGHT, W R Virginia bloc trie 6 Power Co H0/07/02 Ip 


— 0007070379 LER 00-029/0(T-0 on 800624, du r 1 ng Mode 3 operation, power 
operated relief valve PCV-24H6 ofionetl inadvertently t< failed 
to reclose Caused by rocked bearing in valve actuator 
Up stream MDV-2n39 closed to tprtninnte relief Plow 
CAflTWRIOHT. W R Virginia Electric k Power Co BO/07/02 2pp 


000/090296 Forwards LER 0O-O27/O3L-O 

CARTMRIOHT.W R Virginia Electiie t< Power to 00/07/02 Ip 


— 8007090304 LER BO-O27/0JU-0 on 000620. u/oni t at startup cund 1 tlon, one 
main steam Tlow transmitter found Inoperable Caused lig loose 
connect ion. renu 1 ting from stripped aireui Berow TBplorod. 
connection tightened ft tronsmitter tnlibr 

CARTWRIGHT. W R Vlralnia Electric & Foupr Co U0/07/0H ip 


6007090306 Forwords LER 80-01*2 /03L-0 

CARTWRIGHT. M R Virginia Eleetrlc k Power Co 60/07/02 Ip 


— 0007090312 LER H0~022/03L-0 on 000609. w/ p Ian t in flodo 3, containment 
sump flow i ndic ator I FTO-OA-2i 5. s tripped mearttiring flrou 
correctly Caused by clogged striUnor louaterl within 
instrument . prevent 1 ng proper rotation of flow sensor 
CARTWRIGHT, H H Virginia Electric «< Power Co BO/07/02 Spp 


8007090317 FoTwariis I ER 00-026/0 11 -0 

CARTWRIGHT, H R Virginia Electric 1, Power Co 00/07/02 Ip 


— 0OO7O9OJ23 lER 60-026/03L-0 on B006PO. w/reac tor in Mode 2 6 ns part .3 
2-BU-31. clianne i F- 497 was obsorved to require adjustment in 
oriicr to lower foediuater flflw indication Caused by lero 
shift in multi p 1 1 er-d iv i dor enrri of foBcIuoter channel F-497 
CARTHRIOHT.H H Vi rg i n I a 1 1 PC tr it. I< Power Co 00/07/02 8pp 


8007090339 Forwards LER 00-014/031. -0 

CARTMRIOHT.W R Virginia Electric L Power Co 80/07/02 Ip 


— BOO'7090'342 LER B0-0l4/03t-0 on 800606, emergency tiiesel generator 
removed from svc for repiacemant of transformer Caused bg 
failed transformer Tronsformor S, relay replaced 
CARTMRIOHT.W R Virginia Electric 6 Power Lo 00/07/02 2pp 


8007210092 Par t 21 rept ro oiistencu of noncenservotivn assumption in 
cold shutdown design basis boron dilutian accident analysis 
in FBAR Caused by use of incorrect ays vol Review will he 
performed to identify t< ana lyiu add! accidents 
8VLV1A. D R Virginia Electrlr l< Power Co 00/07/02 4pp 


8007140209 Forwards LER 0t>-O3O/O3L-() 

CARTMRIOHT.W R Virginia Elertrtr i< Power Co 00/07/07 ip 


— 0007140229 LER B0-O30/O3L 0 on 000624-29. on tbrea nccos t tins, rod 
position indlration disagreed more than IS siups botwoen 
individual position 6 demnnd piisitlon Caused by instrument 
drift For each evant. sys realigned t, returned tb svc 
CARTWRIGHT. M R Virginia Electric 6 Power Co 60/07/07 2pp , 


BOO719OBO0 Forwards LER a0-023/03L-0 

CARTWRIGHT, M R Virginln Eiectric 6 Pouiet Co 80/07/07 Ip 


—0007 19081 9 LFR B0-0a3/03L 0 on 800610, A LCCQ suhsys w»s rendered 
inoperable by isolation of A LNHI pump Ciiused by need to 
repair leaking water fitting Seal water fittings reitistoDsd 
it pump returned to svc 

CARTMRIOHT.W R Virginia Electric 6 Power Co 80/07/07 2pp 


docketed items 


eoO 7 J 50 ei 0 Poruards LEfl 

CABtMRIflHt W « Viroitua Electric * P 


BO/ 07 707 Ip 


-aoonmai? ie. 

..... ...... 

»resiure »et fpoulT Cb 60707/07 3pP 

CABTUBICHT.W fi VirsJnla Electric ic Poun 

0007110300 no 0O-5S/O1T-O ...mi r.vl.o ol (Oli'’*” 

rtviru initiated ar.yr> 7 Cti lo 

• Virginia Electric t- Power Co 80/07/11 Ip 


8007220601 Forwards LEB eO'OlS/O3L-0 

CAflTMniCMT, H ft Virginia Electric Power C 


00/07/17 Ip 


-^ 6071606 T. to^7,UH7^Ur^ I^e^pr^ 

Xp rrtmSlgottV re c«« Ibr . quPH f Ua. I <>« «. record r.t.nHon 
/;SiE"n B‘'‘t.5?lci“or.u2..<.erd. ..evelope-ent. Erector 711/02/M 
Ip 

--0007160/03 «ul»elte inl.rpretat Ion oP 'Tl' ^ufir U olirr/ 
regolreeient* Oeqne"t» co.ic.irrence that funrllofi. are 

in conPormanio w/mtent oP 

CHERWCIOO'tf 0 (Jirnurnl riwctric /II » PP 

-0007160707 Oevl.lcn .3 tn norvellMnce te*l progra". P«r a.-lt-liicft B«B 

r'o'ieral riecti Ic Co 70/02/211 iWPP 


-0007220611 EEB eO-012/03L-0 on 000610 while 

tfeaantf poeition indlCatlDii noted '‘=' Si®d?lPl o" rod 

aisoclatei rod position indication Caused bg drift of ro 

position indicator channel Channel bO/07/17 SPP 

CAflTUftlGHf.M R Virginia Electric 6 Power Co B0/07/I7 *.00 


V Operator Etaninations 


B007170348 Forwards revised, “Licensed Operator neqwalificatlol' 
PrngTais,'* in response to MftC 000330 request All training 
Instructors are required to participate in program to 
nalntain proflciencg to 

BVLVlAiO n Vug ml a Electric t* Power Co 00/07/13 Ip 


— 8007170390 Revised. "Licensed Operator RequaJ i f nation Program 
* Virginia Electric t, Power Co 00/07/31 UpP 


0007250379 Informs of completion of full power requirements of CEH. 
Section 10-2 i TMI action plan. NllREG-0660. Items II B 4 
All licensed operators received training for degraded core 
conditions , 

SYLVIA. B B Virginia Electric t Power Co 00/07/34 Ip 


DOCKET 50-340 SEABROOK WCLEAR STATION. UNIT | 
e Aidudicatorg correspondence 


B0073I0243 Forwards commission 800927 memorandum 6 order containing 
decisions on UCS 780302 petition for reconsideration of 
700413 memorandum *. order UCS 771104 petition sought action 
re fire protection for electrical cahles 
EISENHUT.D 0 Division of Licensing 80/06/23 eSpp 


8007230133 Notification of HOO/29 
Oroup In Oethoeda.MO to dietuBs 
BUR - UicoPBing Review Oruiip on 
HIL0DN. JN licensing Dranrh | 


meeting w/IlMd - l.lceiieing Review 
ronLvnev* poeltloiie of 
icon open leeve* 

Hl)/ 07/16 l«PP 


0 Adfodlcotorv coi reeponileoce 

8007310243 Forwards CommlseloM 1100927 memurendiim 6 order fontainKig 
decieione on UCO 700902 petition for pecoiitideratloti 
7D04i3 moffloraniJoB 6 order UCO //1 104 petition enught ection 
VO fire protoutlon for electrical ‘•oblee 
ElOENIIUT. 0 0 Division of licoiiBing 00/06/29 llVpp 

0007100043 Joint notice of TP Wandboad appearance •< «l DUclr withdrawal 
from procoedlng Certificate of livi end . , 1 . i 

tIOOOHEAO. C P Hearing Dranch 3 111 ACH. H I ilearlng Branch 1. 

O0/07/03 2pp 


H Oeneral cOrreBpondenc# 


B007020IB9 Raqoeets conBiderollon of having Atomic ( iiergg Council of 
Taiwan visit facliltg on OOOlWH-;*'/ Council Intereeteil in 
observing waste mgt activities Cooperation ul 1 1 be major 
contribution to NflC eechanga arrangement 

LAFLCUR.J D Assistant Dlrertor for International Cooperation 
00/09/13 3pp 


8007290009 Responds t« 000.130 I tf from Lawson. HO trhuol students to 
President Carter re adeqwncg of (loaliflcatlone of pereonnel 
deelgning plant Certain design activities failed to meet 
NBC roqolremeiild Otil corrective actions under review 
DIBCKB.H J Office of the l.secutlve Director for Operations 
00/09/30 ip 


DOCKET 90-341 ENRICO FERHI ATDHIC POKER PLANT. UNIT 2 


A Application/construction stage documents 6 correspondence 


8007030339 Notification of 800702 meeting w/DKR licensing review group 
In Bethesda.HO to discuss consensus position on reactor 
SVC bldg open issue 

KIlSON. J N Licensing Branch 1 00/06/18 9pp 


8007010277 Summarg of 800613 meeting w/ut 1 1 s. KftC. Inc, GE. Occh tel, BEU tt 
Sargent i, Lundg in Bethesda.HD re consensus positions on 
reactor svc bldg 6 isolation cooling sqs bldg open issues 
from La Salle dactet Status repts end 

UlLSDN. 2 N Assistant Director for Licensing 80/06/19 46pp 


0007230001 Forwards statement of policu re requirements to be met for 
current OL appl Ications. as derived from NUREO-<I660 L found 
in NUREC-0694 

EISENHUr. D 0 Division of Licensing 80/06/26 2pp 


8007170339 Notification of rescheduling of 800702 meeting w/BVlR 
licensing review group in Qethesda. MO to discuss consensus 
positions on Reactor Sys Branch open issues Neeting 
rescheduled for 800709 

UIlSON.WN Assistant Director for Licensing 80/07/03 Ip 


— 8007170347 Noti f iccitlon of 800722 meeting w/BtIR licensing review group 
in Bethesda.HD to discuss TMI Issues required for QL 
issuance 

WILSON. 2 N Assistant Director for Licensing 60/07/03, Ip 


— 8007170391 Nolificntton of 800724 meeting w/OUR licensing revleu gmup 
IP Bethesda.HD to introduce BWfl licensing review group fe 
present consensus positions for Power Syr Branch, Containment 
9dt Branch b Equipment OiiAl I f ication Qrarch 

UjLSON. 3 N Assistant Director foi Licensing 80/07/03 9pp 


P Operating license stage dorumenls h correspondsnc* 

8007230038 Bummary of 00030? nertlng w/Har» I owners group in Betbeeda. 
HD. re revlsloitP to NflC accaptanca criteria »< outstanding 
issues reiPtlvB to Mart I i.iiritainment long-terw prograai 
0RIHE8, C T Plant Hystemt Ilranch 00/03/31 Slpp 


8 Inspection reports. IE Rullellne t< corraepondance 


80O7I409I0 Forwards IE Bull at In H0--13, "Cracblng in Cora Spray 
Spargers * No written rasponsa raqulrail 

REFPUER.JO Ragion 3. Chicago. Office of tha Director UO/09/12 
ip 


8007140987 Forwards 1C Dulletln BO-13, "CracUng in Cora Apray 
Bparpars * No written response required 

HEPPLER.J 0 Region 3 , Chicago. Office of tha Director 00/0Vi3 
Ip 


B007D10107 Forwards IR Info Notice 00-33. "I.nse of Suction to emergency 
Feedwater Pumps " No written response required. _ 

HEPPLER.J 0 Region 3. Chicago, Office of the Director 00/09/a9, 
if 


8007030001 Acb receipt of 0OOB13 1 tr Informing NIIC Of etaps taben to 
correct violation notod in IE Insp Rept 00-341/00-08 
FlORELLl.o neglon 3. Chicago. Reactor Construction li Knglneerlng 
Support Branch 00/06/09 ip 


8007830178 Forwards It Info Notice 00-36. "Eveluatlon of Contractor 
DA Progpoms " Nu written response required, 

KEPPLERij 0 Region 3i Chirago. Office of tha Director BO/Ob/lu 

Ip 



DOCKETED 1T€MS 


I 


B00714039B Faruards IE Bulletin 00-14. ''Degradation of BWR Scram 
Dlacharga Vol Capabllltij " No writtan reiponse required 
KEPPLER. J 0 Raalon 3. Chicago. Office of the Director 00/06/15 
Ip 


B007SQ0644 Forwards IE Info Notice 00-20. "Prompt Reporting of Info in 
Accordance U/10CFR50 9S<e) " No written response required 
KEPPLER. J 0 Region 3. Chicago. Office of the Director 00/06/13 
IP 


0007230039 Forwards IE Insp Rept 50-341/00-06 on 000430.0501.02 t. 
38-30 No noncompliance noted 

FIORELLI.O Region 3. Chicago. Reactor Construction ti Engineering 
Support Branch 00/06/17 2pp 


—8007230066 IE Insp Rept 90-341/00-06 on 800430.0501,02 *, SB-30 No 
noneompl iance noted Major areas inspected action on previous 
insp f ind Ings. organ! lat ion & design change control 
KNOP. R C . BARRETT. P A Region 3. Chicago. Office of the Director 

00/06/16 6pp 


B007020S5? Forwards IE Circular 80-19. "Loss of Reactor Coolant Pump 
Cooling li Natural Circulation Cooldown " No written response 
raqulred 

KEPPLER. J 0 Region 3. Chicago. Office of the Director 00/06/20 
IP 


8007170486 Forwards IE Circular 60-14. "Radioactive Contamination of 
Plant Demlneral 1 led Mater Sgs b Resultant Internal 
Contamination of Personnel " No written response required 
KEPPLER. J 0 Region 3. Chicago. Office of the Director 00/06/24 
»P 


BDO7140470 Ack receipt of 000609 Itr Informing NEC of steps taken to 
correct violations nottd in IE Insp Rept 50-341/79-29 
FIORELLI.O Region 3. Chicago. Reactor Construction & Engineering 
Support Branch, 00/06/25 Ip 


■8007140481 Responds to NRC 800324 Itr re violations noted in IE Insp 
Rept 90-341/79-25 Corrective actions controlling procedure 
to notify QC personnel of needed pipe weld repair has bean 
revised 

HINES.E Detroit Edison Co 00/06/09 Spp 


8007230333 Forwards IE Bulletin 80-16. "Potential Misapplication of 
Rosemount Inc Models 1191 & IISS Pressure Transmitters 
M/Elther A or P Output Codes " Written response required 
IE Circular 80-16 also end No written response required 
KEPPLER. J 0 Region 3, Chicago. Office of the Director 80/06/87 


6D071404S9 Forwards "Summary Rept Number EF8-49. 437 of Response to IE 
Bulletin 80-03." in response to IE Bulletin 00-00, "Eiam of 
Containment Liner Penetration Welds " 

HINES.E Detroit Edison Co 00/07/07 9pp 


0 Reportable occurrences. LERs related correspondence 


800707009S Ach receipt of 800605 Itr re final deficiency rept on 
Agastat relay base problem 

FIORELLI.O Region 3. Chicago. Reactor Construction tt Engineering 
Support Branch 80/06/17 Ip 


—8007070098 Interim deficiency rept re Agastat relay base problem 
Subsequent investigation revealed that relay base is also 
used in five addl OE panels Final rept will be forwarded by 
000906 

FAHRNER.W J Detroit Edison Co 00/06/05 Ip 


B00717049B Act receipt of 800613 final deficiency rept re defective 
WestlnghouBO switches Final rept end 

FIORELLI.O Region 3. Chicago. Reactor Construction U Engineering 
Support Branch 00/07/01 Ip 


8007810128 Ack receipt of 000612 interim deficiency rept re nonseitmlc 
equipment installed over seismic 

FIORELLI.O Region 3. Chicago. Reactor Construction b Engineering 
Support Branch 80/07/01 Ip 


—8007310136 Interim deficiency rept re nonseismlc equipment Installed 
over seismic Affected equipment includes pieces of heating, 
ventilation i< air conditioning ducts in reactor li auxiliary 
bldgs Final rept to be submitted by B009I5 
FAHRNER.W J Detroit Edison Co 80/06/18 ip 


8007140326 Final deficiency rept re damaged penatration assemblies at 
facility Problem assembly engineering evaluation completed ti 
changes made to penetration X-l'^ Bellows life not to be 
reduced below design specs Bellows have been leak tested 
FAHRNER.W J Detroit Edison Co 80/07/02 Ip 


8007170406 Final deficiency rept re problems w/terrainatlons to 
receptacles in main cnntrol room Panels 601.602 (. 603 OE 
investigation complete ProblnmR caused by improper crimping 
Pull-tests will be performed to assure satisfactory crimps 
FAHRNER.W J Detroit Edison Co BO/07/03 2pp 


0007210000 Ack receipt of 000610 final deficiency rept re seismic 
Category I instrumentation t control testing 

FIORELLI.O Region 3. Chicago. Reactor Construction t. Engineering 
Support Branch 80/07/03 Ip 


6007220345 Interim deficiency rept re notification by Comsip Of pump 
malfunction on simitar containment gas monitoring sys 
Caused by deadhead ing, resul ting in excessive pressure 
Vendor has agreed to provide kit for adding by-pass 
FAHRNER.W J Detroit Edison Co 00/07/10 Ip 


DOCKET 50-344 TROJAN NUCLEAR PLANT, PORTLAND GENERAL ELECTRIC 


P Security, medical, emergency i< fire protection plans 


0007180196 Forwards NRC 800425 Itr to all power reactor licensees, in 
response to 000929 Itr re emergency response facilities at 
reactor sites Sites u/approval to use closed-circuit 
television link u/technical support ctr listed 
CRUTCHFIELD. D H Operating Reactors Branch 5 00/07/07 Spp 


8007010334 Forwards comments on proposed rule 1QCFR50 re fire 
protection program for nuclear plants Proposed rule is far 
too vague for effective imp lementatlon. lac k ing definitions 
in particular Rule is subj to individual interpretation 
OOODWIN. C Portland General Electric Co 00/06/27 lOpp 


0007090300 Forwards draft App l-B. "Description of Public Notification 
Bys for Trojan Nuclear Plant," fur radiological emergency 
plan procodures manual Revtnw of adequacy of sirens In sys 
requested Draft (i drawings available in Central Files only 
OOODWIN, C Portland General Electric Co 00/07/01 2pp 


0007140929 Notifiration of B00788 meeting w/util In Prescott. OR to 
discuss results of NRC emergency preparedness review team 
analysis of util 000516 draft radiological emergency 
response plan t, to conduct site tour 

TRAMMELL. C M Operating Reactors Branch 3 00/07/07 2pp 


G Adjudicatory corrospnndenc e 


8007100091 Discusses Itconsee 000919 rept re inadequately connected 
wall & forwards DJ Droehl b WH White affidavits in response 
to 000602 order Issued in control bldg proceeding 
JOHNSON. H W Portland General Electric Co 00/06/16 2pp 


— 0007100058 Affidavit re LER 0O-OO7/OIT-O, describing cause of auiillary 
bldg wall inadequate connection b eitont of deficiencies at 
top-of-uall interfaces Identifies manner b schedule of 
corrective action Description of deficiency end 
DROEHL, B J Portland General Electric Co 00/06/16 9pp 


— 0007100063 Affidavit describing limited significance of auxiliary bldg 
wall connection deficiency as related to structural adequacy 
of complex. before b after completion of corrective actions 
Certificate of Sve end Related correspondence 
WHITE. W H Bechtel Power Corp (subs of Bechtel Carp I 
WHITE, W H Portland General Eloctrlc Co 00/06/16 7pp 


8007310243 Forwards Commission 00052/ memorandum b order containing 
decisions on UCB 7BO902 petition for reconsideration of 
700413 memorandum b order UCS 77U04 petition sought action 
re fire protection for electrical cables 
EISENHUT.D 0 Division of Licensing 80/06/29 B9pp 


8007020994 Affidavit in response to IE Info Notice 00-81 re control 
bldg proceeding Licensee will conduct systematic insp 
program for snfoty-rnlated eloctrical equipment supports t» 
anchorages. wi th in 12 months 

BRQEHL. D J Portland Oenernl Electric Co 80/06/87 6pp 


0007100039 Forwards licensee 8Q062S Itr to Region 5 documenting 
resolution of wall problem re control bldg proceeding Util 
program will constitute full compliance u/Region 9 600417 
Itr re action requirement Ceitificate of 8vc end 
JOHNSON, R W Portland General Electric Co 00/06/30 4pp 


8007300333 Forwards list of requests for design changes re mod program 
In "Rept on Design Mods for Control Dldg." PGE-i020 A8LD 
will be informed of activities per 790330 prehearing 
conference Certificate of Sve end Related torrcspoiidence 
MCCARnEL,3 F Portland General Electric Co 80/07/03 4pp 


8007300357 Notice of appearance & substitution of counsel in proposed 
ernond for storage pool iPOd proceeding Certificate of SvC 
ene 1 

DSTRANDCR. F 8 Oregon. State of 80/ 07/ 03 Spp 


8007100029 Forwards B Clark 000703 Itr to util transmitting IE Bulletin 
80-11 U seeking util response to Items 2 b {< 3 re masonrg 
wall design problem Action ragiflreroents are no different 
from actions stated in control bldg proceeding record 
ORAV. d B Hearing Branch 1 00/07/07 2pp 


—•800710003d Transmits IE Bulletin BO-11. r»q.UBstitig response to Items 2 b 
ti 3 re design criteria for walls & lang~tiir(o c onf irinaturg 
test progran w/associated contplation schedule Suggests 
specific items for test program 
CUARK. R A Licensing Branch 3 00/07/03 3pp 


8007290789 Initial decision modifying OL immediately Exceptions may be 
filed within lO days, briefs uithln 30 days & supporting or 
objecting briefs within 30 days of original briefs Decision 
shall constitute final action within 43 days 

rtCCOLUOM.K A , PAXTON. H C . MILLER. M E Atomic Safoty and Licensing 
Board Panel BO/07/1 1 BOpp 


8007280903 Forwards State of OR Dept of Energy rept re util issues 
related to Mount St Helens Based on rept.Enorgy Facility 
Siting Council denied petitions to revoko sito certificate 
DIXON. B Oregon. State of BO/07/14 lOpp 


30073S0428 Forwards HRC motions for estension of time to file 
exceptions to ASLB 800711 Initial decision ti Other related 
requests NBC will issue license amend per ASLO order issued 
w/lnitial decision due to desire to restore seismic margins 
BRAY. J R Hearing Branch 1 80/07/23 2pp 


•—0007250433 Motion for lO-dey extension to file exceptions to ABL8 
800711 initial decision authoriilng control bldg nods.NRC 
position re taking exceptions is dependent upon A8LD action 
on end motion for clarification Certificate of 8vc end. 

ORAY. J R Hearing Branch 1 00/07/23 4pp 


—8007250437 Motion for clarification of ASLH S007II initial decision 
authoriiing mods of control bldg Requests ASLB intent re 
Condition S C 11 concsrninB restoration of originally 
intended design margins Certificate of Sve end 
QRAV.J R Hearing Branch 1 80/07/23 7pp 


3007300481 Forwards motion far reconsideration of initial decision, 
memorandum of points & authorities in support of motion for 
reconsideration t proposed findings of feet & conclusions of 
law rr design mods for control bldg 
OBTAANOER. F U Oregon. State Of 80/07/23 Ip 


-0007300490 Motion for reconsideration of A6LB 000711 initial decision 
Decision does not provide ASLB f Indings, cone lusi ons tc 
rulings on matl issues in State of OR 800519 proposed 
findings of fact t conclusions of lau 
OSTRANDER. F M Oregon. State of 00/07/23 Ip 


•8007300494 Memorandum of points I* authorities in support of motion for 
reconsidaratl on of initial decision Decision does not 
discuss issues ralsod in State of OR proposed findings of 
fact ti conclusions of law Certificate pf Sve end 
OSTRANDER. F U Oregon. State of 00/07/23 4pp 


8007300500 Proposed findings of fact li conclusions of law re design 
mods for control bldg If ASLD will include proposed suppts l< 
additions in initial dsctslonxapfel lent wilt concur in 
licensee proposed findings t< conclusions 
OSTRANDER. F N Oregon. State of 00/07/23 5pp 


8007300306 Memorandum of points & authorities in support pf State of OR 
proposed findings of fact t. conclusions of law Findings & 
conditions proposed by appellant will increase ilkolihood 
that mods will meet Seismic s^afety stds 
OSTRANDER. F U Oregon. State of 00/07/23 4pp 


37300400 Order granting B/tension of date for filing eiccsptians to 
IBLB 000711 initial decision ra mod# to control bldg 
Uecutive Legal Director requested to remind Staff Of 
lecesslty foi cempllance w/App A requirements 

DMPKIN0. 0 A Atomic Bafaty and Licansing Board Panel. 80/07/24 
Pfi 


>7310160 Order authoriiing ASLO to act on merits Of State of DR 
“kion for reconsideration of ASLB 000711 initial -(10(15100 
tats of OR supporting brief on exceptions is toiled until 
*“» days after ABLB rules on motion 

ISHtJf. C J Atomic Safety and Licensing Appeal Panel 80/07/28 
PP 


H General correspondence 


0007300364 Advises of wlthdraiul as counsel for Btate of OR ill matteru 
re facility Requests that name ba deleted from NRC general 
■ vc list for docket b replaced (e/nam« of FU Ostrander 
8AN0V1K. R H Oregon. State of 80/07/03 Ip 


P Operating license stage documents & correspondence 


8007230099 Requests submittal of proposed Tech Spec change* providing 
for redundancy in decay h«»t removal capability in all moda* 
of opeT-atlon Model Tech Specs which iiiould provide acceptable 
resolution end for guidance 

EIBENHUT. D O Division of Licensing QO/06/11 62pp 


8007230702 Forwards plont status re motonry wall probleM li ectlvitieo 
re Mount St Helen* Meeting has been scheduled in Detheeda.HD 
for 000616 to discuss HRC position re aeceptabl 1 Ity of plant 
itartup 

NOVAK. T M Assistant Director for Operating Reactors 80/06/13 
IP 


0007020021 Notification of 800619 meeting u/utll in Bethesda.MO to 
discuss status of resolution of IE immediate action Itr re 
double uythe heavy weight block iealls (i considoratlon of 
walls not coV(Bre<l by Itr , 

TRAMMELL. C Operating Reactors Drench 3 80/06/17 2pp 


0007020288 Forwards safety evaluation re postulated fuel handling 
accident inside contalnnant Dpeclfic equlpmant mod* or 
ravisod refueling procedures arc required to assure 
potential consequences are within guidelines 
CLARK. R A Operating Reactors Branch 3 80/06/17 3pp 


— B007020290 Bafety evaluation re postulated fuel handling accident 
inside containment 

• Operating Reactors Branch 3 80/06/17 App 


"80070S0294 Suitable Tech Dpecs for installation of charcoal filters on 
purge exhaust sys 

* Operating Reactors Branch 3 00/06/17 2pp 


B0070104I8 Forward* list of design change requests for nod prograni 
dsscribed in POE-IORO. "Rept on Design Mods for Trojan 
Central Bldg ” Piping support nods will not reduce shear 
capacity of major walls by more than IX 

MCCARREL. 0 F Portland Osneral El ac trie Co 80/06/23 4pp 


8007160369 Forward* Amend 49 to Liesnea NPF-l. safety evaluation 6 
notice of Issuance 6 availability 

CLARK. R A Operating Reactors Branch 3 80/06/27 4pp. 


— 8007160372 Amend 4S to License NPA-li allowing insertion Into reactor 
core •of two fuel assemblies each containing max of three 
dummy stainless steel rods, for Cycle 3 operotioii 
CLARK. R A Operating Reactoro Branch 3 80/06/37 2pp 


—8007160376 Safety evaluation supporting Amend 48 to License W*F-1 
e Operating Reactors Branch 3 80/06/27 7pp 


—0007160379 Notice of issuance & availability of Amend 49 to License 
NPF-l 

CLARK. R A Operating Reactors Branch 3 80/06/37. 2pp 


8007170390 Summarlxes Dlv of Power Supply 6 Reliability views re 
electric power sys reliability imp.icts in Pacific Northwest 
St northern CA should fecilitij outage extend through Bept 
1960, Gensrst) on Inadequate for CA Recommends Oul review 
UEINER.R e Energy. Dept, of 80/06/27 3pp 


8007070273 Dubmlts revised criteria to be used in analysis of out-ef- 
plane behavior of heavyweight double wythe masonry walls 
Includes alt masonry walls having safety significance All 
masonry lualls will comply bi/revlsed criteria by 801031, 

BBOEHL. D J Porti<ind Oeneral Electric Co 00/06/88 22pp 


8007070340 Responds to 000914 request for addl info re adequacy of 
station eloclric distribution sys voltages Responses to 
specific questions 6 plant voltage profile tables enci 
OOODWIN. C Portland General Electric Co 00/06/30 7pp. 


8007170478 Forwards corrected Page 3/4 1-24 to Tech Spec suhmittad for 
Amend 44 to License NPF-l 

CLARK. R A Operating Reactors Branch 3 80/06/30 3pp 


—6007170403 Tech Spec 3135 for reactivity control sys 
« Portland Oenorai Electric Co 80/06/30 2pp 



DOCKETED ITEMS 


B007070227 Forward* addl Info re auxiliary feedujater sys per B005I4 

r«aue«t * 

OOODMIN< C Portland Oonoral Electric Co 0O/O7/OI lOpp 


0007210123 Foruard* evaluation of control rod guide thimble moor in 
facilities designed by Hestinghouse Baaed on review. issue Is 
resolved 

CLARK. R A Operating Reactors Branch 3 80/07701 5pp 


B007070300 Forward* License Change Application 62 requesting amend to 
Licenee NPF-1 Class III amend fee b Certificate of Sve end 
OOODMIN.C Portland General Electric Co 00/07/02 2pp 


— 0007070307 License Change Application 62 requesting amend to License 
NPF-1 to Incorporate mods in roactor coolant pump breaker 
position inputs to reactor trip logic Proposed revisions to 
Tech Spec Pages 3/4 3-2. “4 !< —7 encl 

GDODMIN. C Portland OoneraJ Etectric Co B0/07/O2 6pp 


8007290001 Requests submittal of application for amend to license 
consisting of Tech 9pac changes &. license conditions PUR 
Model Tech Specs b Model license conditions Pnr TMt-2 
Lessons Leained Categoru A items one 1 for guidance 
EI9CNHUT. D 0 Division of Licensing 80/07/02 6Vpp 


8007090360 Submits clarification of S00616 addl info re containment 
purge sys. submitted in response to 0DD318 request High 
radiation signal can be overridden manually by raising 
setpoint or holding reset on radiation monitors panel. 

OOODUIN. C Portland Ooneral Electric Co 60/07/03 2pp 


8007160608 Submits clarifying info re License Change Application 62 re 
modifying logic to reactor coolant pump trip breaker 
position trip signal Upon approva 1 . fac i 1 1 ty uill no lonijer 
be vulnerable to reactor trips from loss of vital bus 
OOODMIN.C Portland Ooneral Electric Co 80/07/07 4pp 


B007240304 Advlsos of hIRC reorganl lati on on S0042E) which resulted in 
number of changes in ofe ti ties. posit ions b assignments of 
porsonnel Also submits info for GETR 

NOVAK. T M Assistant Director for Operating Reactors BO/07/oa 
2pp 


0OO7IBO441 Forwards Amend 46 to Liconeu NPF-'l. safety evaluation b 
notice of issuance b availability Related correspondonco 
CLARK. R A Dperatlng Reactor* Branch 3 00/07/10 3pp 


— 8007180448 Amend 46 to License NPF-1. changl ng Tech Specs by delating 
from reactor protecllan sy*. reactor trip derived from 
opening of any single reactor coolant pump circuit breaker 
above 3bX power Related correspondonce 

CLARK. R A Operating Reacters Branch 3 60/07/10 6pp 


— 0007100453 Safety evaluation supporting Amend 46 to Lirense NPF-i 
« Operating Reactors Branch 3 00/07/10 3pp 


— 8007180454 Notice of issuance b availability of Amend 46 to License 
NPF-1 

CLARK. R A Operating Reactors Branch 3 BO/07/10 2pp 


B007170424 Forwards interim rept describing results of nondestructive 
etamination of U-bends removed from steam generator D Aklal 
cracks were detected in cold-leg tran si t ion. at or near 
Bstrados surface 

OOODHIN. C Portland General Electric Co 80/07/11 8pp 


B00730Q047 Forwards 800617-19 trip rept tn Portland.OR b Mount 8t 
Helens re effect of volcanic activity b related phenomena 
FEMA bulletin re volcanic haiards end 

LEFEVRE. H E ■ JUSTUS. P S Oeosciences Branch 60/07/14 21 pp 


B007220370 Forwards list of requests for design changes associated w/ 
nod program described in POE-1020 re design mods for control 
bldg Mnds involve piping supports necessary to qualify pipe 
sys for response spectra. Csrtl fica te of Sve encl 
BROEHL. D J Portland General Electric Co 80/07/17 4pp 


8007290474 Forwards License Change Application 63 requesting amend to 
License NPF-1 Certificate of 9vc end 

OOaDMlN.C Portland General Electric Co 80/07/22 3pp 


—8007290481 License Change Application 63 requesting amend to License 
NPF-1. deleting portions of ET6 covered by EPA controls, per 
A8LAB decision re juri sdlctional control for establishing 
water quality levels b monitoring requirements 
* Portland Oencra) Electric Co 80/07/22 59pp 


800730030/ rorwnrils sup|) 1 emeu t a 1 info re auxllioiy foodwater syn.tn 
response to Items D 2 5. C 6 in cncl to NllC 000014 Itr 
Submittal c omp 1 e tos util rosp onses 

OODOHIN. C Portlniid Oeiiersl Electric Co 80/(17/20 Opp 


Q Inspection reports. IE Bulletin?. U correnpuiidonc o 


0OO7O3O23J Submits .iddl response to IE Dnlletin 79-06(. Licensed 
operator aEslgned to control ruetn ii being replaced by 
unlicensed operator trained In omorgonry prucodures until 
plant is returned to operation aftei Spring 1900 outage^ 
BROEHL. D >J Portland Oonerul Electric Co 80/04/16 2pp 


8007200199 Forwards response to IE Bulletin /y-OIB. '‘Lnvlroii 
Qualification of Class IC Equipment '• Includafi revised 
(saBter list of ungliioerstJ safety feature syt. evidence of 
environ qualifications !. li&t of ou t o taiid i iiy 1 1 emo W/o end 
GUOBUIN. <’ Portl.ind Genornl Electric (.o 00/03/19 2pp 


BOG7O20234 Forwards IE Info Notice (30-22, "llreakdeunB In Contomiiiatlnn 
Control Programs " No written i espouse required 
EN0ELKEN. R H Region b. Gan Frandsco, Office of the Qirocttii 
80/09/20 Ip 


B007310472 rorwanls rea|ion»o to IF Bulletin 80-03 re loss of charcoal 
from tray ndanrhar cells Invc “.t Iga t ions condurtrd fbiind no 
evttiBiicH of carbon cell PailuroB 

ODODHIN. C Portland Uonerol EIrctiir To qO/ 06/04 4pp 


0007230330 ronuardu lusponso to IE llulletln 80- I J. “Oocay Heal Roniovnl 
Bys Operability " In.;taiicoB of tompor.iry decay heat removal 
degradation for short peilodn have been reported Procedmo 
developed to provide Hackiip lero he.it vemavol w/RES open 
GODDHIN. C Pork loud General El oi trie Co 0O/O6/OV 4pp 


8007300296 ReFiponils to IE Diitlolm 80-05 re vacuum damoge to chomical 
vol control ays t.mks All t.lnkB w/aitive v.icuur.i pietortiiin 
devices have backup Tanks w/pasBivo voruum protuition uill 
be provided u/locklng device !< engraved w.iititug 
OOODHIN, C Portland Gofiornj E I ec Lt i c Ce Ei0/O/./()'9 6pp 


8007220241 Foruards IF Info Notice HO -26. 'T value lion of Contmetor 
QA Programs " No written Tedponsa roqoired 

ENOFl HEN, R H Reg ton 3, l.nii Frauei'ico. (JfFico uf thn lliTectoi 
80/06/10 Ip 


8007180518 Rprommends that one 1 IE InPii Notlcu 80-21, "Anchornge b 
Suppnrt of Ga fety -Delated rieclrii'al Fqiii pinent, ” be 
distributed tu opproprititD Jloaids 5. parties 
EISLNHUT.D 0 Division of llconsing {10/06/12 .3pp 


— B00716053D DiscuBSoa IE liife Nolit-o 80 -21. "Anchortipo b Support of 
(la fety-itdla t ed riectrlcol Equipment " Nrtttpn raaponnn 1* 
nacousnry nines deficiencies found at other plants may have 
bearing on SDiomic qual l f t c nil on 

CLARK. R A Dpar.ttlng Dene tors Drone h .1 QO/O'./IS Ip 


000 725036(3 nespands te IE Bulletin 79-18. "Audibility Prublein 
EncDuntopcd un Evacuation of Persnnniil from High NuiKii 
Atbab " Existing bys uii 1 1 bn lepleced w/tmpruvod in-plant 
c emmunicnt i on netuiprk interim moaiures lokep 
OO0DH1N, C F'ortlnnd CIpnoro] Llectiic €ii 83/06/1/ 2pp 


0007030010 Ibiwards IE Dullebtn ilU-1‘1, “Ppnoihii. loss of Fmerguncy 
Notification Sy n (FNSk W/Loao nf Offsite I'ower ilrilieii 
response required 

ENOELKCN. R it Reg ion 5, Lun f rant 1 r.cu. Ufflco of the Olreilor 

80/06/10 ip 


0007020470 F-orwards IE Ctrculnr H0-1‘). ’loss nP Reactor Ooutant I’iimp 
Coullng b Natural Cir l ula t tun Caulduwui " Nu written, rpgpuiise 
required 

ENOELKEN. R H Region 9, Gan Iiamisco, Off ter of tho Director 
OO/06/aO Ip 


8007180390 Forwards IE firtulrar flO 14, "fl.id 1 oar 1 1 vu ('ui)taml nat 1 nn of 
Plant Demi ner ml 1 1 f d Uater F>ya b ResuttAnl Intoinnl 
Contaminatlnn of Prrsnnnul '* No written reap an se rt‘<|tiireit 
ENOFLHEN. R H Region S, Ron fiani idco. Office nf tho I 
00/06/24 Ip 


8007290889 Fol 1 nuifl up 7912’11 reap an ae 
Oual i f ica t ioi) cif CIobs U- Equipment > 
OuBl i flcat ton nf ASCfl Solenoid V.ilve' 
valves are being replaced 
GOODWIN, C - ' 
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8007S40309 Foruards le Insp Hept 50-344/80-08 on BO04Oa-J 1. 16-1 B fc 
0906-09 Ho none onip 1 1 ance noted 

SPEHCOR* 0 3 Region 3. San Franc i sc or Reactor Construction It 
Engineering Support Sranch BO/06/26 2pp 


—8007240314 IE losp Rept 90-344/00-06 on e0040B-ll. 16-18 ft 0306-09 No 
noncompi 1 anco noted Major proas inspected (caint activities 
ro pressuriier code safety vaWes & preparations for control 
bldg iiiall mods 

HA I ST. D P • ELIM, J □ Region 5. Son Francisco, Office of the 
Director DDOOS, R T Region 3, San Francisco, Reactor 

Construction f< Engineering Support Branch 80/06/26 Upp 


0007010177 Act receipt of 000604 Hr informing HRC of steps taten to 
correct violations noted in 000312 notice of violation 
NORDERHAUO, L R Region 3- Ban Francisco, Safeguards Branch 
00/06/27 Ip 


0007230390 Foro/ards IE Bulletin BO-16. “Potential Misapplication of 
Rosemount Inc Models 1151 6 1192 Pressure Transmitters 
U/Elther A or D Output Codes ** Written response required 
IE Circular 80-16 also end No written response required. 
ENGELKEN,R H Region 3, San Francisco, Office of the Director 
80/06/27 1 p 


1007090327 Forwards response to IE Bulletin 00-10 re contamination of 
nonradioactl ve sys & potential for unt ointr o 1 led releases 
Primary plant interfaces bsiucen radioactive Sc 
nonradioactl ve sys ejcamined for cross-contamination 
ODOPUtH, C Portland Oeneral Electric Co BO/07/01 9pp 


I007IS0106 Act receipt of 800612 Itr informing NRC of steps taken to 
correct violation noted in IE Insp Rept 30-344/80-07 on 
000414-18 

BOOKiH E Region 5, Ban Francisco, Fuel Facility fc Materials Safety 
Branch 80/07/02 Ip 


-0007190120 Responds to NRC 800923 Itr re violation noted In IE Insp 
Rept 90-344/80—07 on 800414-18 Corrective actions raduaste 
prograd) laill be closely oionitored to insure compliance w/ 
regulations f< procedures 

ODOOUIN'C Portland General Electric Co 00/06/iS 2pp 


-0007130134 Forwards IE Insp Rapt 30-344/80-07 on 000414-18 & notice of 
violation 

BD0K,H E Region 5, San Frantlsco, Fuel Facility *i Materials 
Safety Oranch 60/09/23 3pp 


0007190126 Notice of violation From insp on 800414-18 

» Reginn 3, San Francisco, Office of the Director, 80/09/22 Ip 


6007150130 IE Imp Rept 90-344/80-07 on B00414-1B None o«ip 1 lane e noted 
radiation effluent eiceeded Tech Spec limit U waste storage 
containers not labeled 

FISH. R F . WEHSLAMAKl.F A Region 5. Ban Francisco. Office of the 
Director BOOK. H E Region 9. San Francisco. Fuel Facility 8 
Materials Safety Branch 80/03/32 Ip 


07100482 Requests uritten response to I terns 2 b 6 3 of IE Bulletin 
00-11 ulthin 90 days Design criteria for single uythe U 
composite lenlla for consideration of all in-p lane/out-of- 
ilane loads should be provided 1. fully justified 
uLARK^R A Operating Reactors Branch 3 00/07/03 3pp 


37300293 Forwards IE Insp Rept 90-344/00-12 on 800914-16 No 
loncompliance noted 

'REMS, J I. Region 5. San Francisco. Reactor Operations Nuclear 
upport Branch 00/07/08 2pp 


)007300295 IE Insp Rept 50-344/80-12 on 800514-16 Nu noncompliance 
noted Major .ireas inspected response to IE bulletins b 
circulars •< followup on pi evious insp items 

JOHNSON, P H Region 5, Ran Francisco, Office of the Director 
STERNBERS, D M Region S. San Frantisco, Reactor Operations Nuclear 
Support Oranch 00/07/03 4pp 


/lA066t Forwards "Preliminry Rept on Trojan EQC-2 Fuel Eianinatlon 
opt documents retiills of Fnil-of Cycle 2 <EQC-3> fuel insp 
ROEHU.O J Fertinnit Oeneral Electric Co 80/07/09 7pp, 


7300518 FPTuards IE Insp Rept 50-344/80-13 on 000610-H No 
oncompliance noted 

REUR, J L Region 9, Ban Francisco, Reactor Operations Nuclear 
Jpport Branch 00/07/09 2pp 


— 8007300929 IE Insp Rept 30-344/00-13 on 000610-11 No noncompliance 
noted Major areas inspected opeciel announced Insp of 
circumstances surrounding b corrective actions taken re UERs 
80-07 b 79-19 

MORRILL, P J Region 9, San Francisco, Office of the Director 
eTERNOERO, D N Region 5, San Francisco, Reactor Operations Nuclear 
Support Branch 80/07/07 4pp 


0007290413 Responds to IE Bulletin 79-13 "Insp of Feedwater Sys 
Piping ” Eiam of feoduater U auiillary feedwater piping 
revealed no detrimental conditions Responses to remaining 
action Items In IE bulletin submitted on 790719 

CHRISTENSEN, 8 , LENTSCH, J N , OROEHL, 0 J Portland Oeneral Electric 
Co 80/07/10 Ip 


R Periodic operating reports b related correspondence 


0007140312 Forwards monthly operating rept for June 1980 
VUNDT. C P Portland Oeneral Electric Co BO/07/01 Ip 


— 0007140313 Monthly operating rept for June 1980 

DAJR.O O Portland Oeneral Electric Co 00/07/01 3pp 


8007170562 Forwards "Mount St Heleiis Biweekly Rept - 000602-19 “ 
LENTSCH,J W Portland General Electric Co 80/07/01 Ip 


— 8007170968 "Mount St Helens Diueekly Rept - 800602-19 " One oversize 
drawing available In Central Files only 
e Foundation Sciences, Inc 00/07/01 24pp 


8 Reportable occurrences, LERs b related correspondence 


0007070070 PNO-V-BO-032 on B006I9, 196 drums of low level raduaste 
received Eiamlnatlon of shipment determined that one drum 
was leaking No significant radioactive contamination found 
State af UA burial permit cancelled 

THOHABi R D Region 5, Ban Francisco, Office of the Director 
00/06/19 Ip 


0007080410 Forward# LER 0O-O1O/O3L-O 

VUNDT. C P Portland General Electric Co 80/06/27 2pp 


— B0070B0420 LER B0~010/03L-0 on 000929, fol lowing refuel ing, RC8 boron 
concentroti on dropped below Tech Specs Caused by personnel 
error In calculation rosultlng in insufficient boric acid 
being added to RCS More boric acid added 
PERRV, J C Portland Oeneral Electric Co 80/06/27 ip 


8007190581 Followup rept re residual chlorine b pH reading out of spec 
for approi 11 minutes Highest value of residual chlorine 
measured was 4 ppmi lowest pM measurement was 4 9 Caused by 
operator error 

VUNDT, C P Portland General Electric Co 00/07/09 Ip 


8007130020 Forwards LER 00-01 1/03L-0 

VUMDT.C P Portland General Electric Co 00/07/09 2pp. 


— 0007190826 LER 00-01 1/03L-0 on 80061 1, during scheduled malnt, both 
trains of emergency generators were out of sve at same time 
Caused by personnel error Equaliilng charge terminated b 
battery returned to sve 

PERRY. J C Portland Oeneral Electric Co 80/07/09 ip 


8007230203 PNa-U-00-036 on 800708. oPfluent water w/high chlorin* b low 
pH outside Tech Spec limits was released to Columbia River 
Caueed by operational error In addition of chlorine to sve 
water 

nSH.R Region 9, San Francisco. Office of the Director 80/07/09 

2pp 


8007280648 RD on 000709. residual chlorine b pH readings were out of 
•pec for approi 11 minutes Highest residual chlorine 
measuremont wes 4ppm Lowest pH measurement was 4 9 Caused by 
operator error 

VUNDT.C P Portland General Electric Co 80/07/09 ip 


8007180347 Notifies that D00417 immediate action Items re LER 79-15 
have boon coiapletod Requests ctdarance to resume power 
operation » 

BROEHL. D J Portland General Electric Co 00/07/12 Ip 


8007200943 Forwards LER B0-O12/03L~0 

VUNDT, C P Portland Oenerol Electric Co 80/07/16 2pp 
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n 


d. 


— Ei007S809S3 LER eD~D12/D3L-0 on BOO/Ot • dur Ing enginsering walkdown of 
plplngj three aeitmlc restraints were found missing from 
steam drain line on stestn turbine-driven euxllierg 
feedueter pump Caused by oversight during const 
PERRV, J C Portland Oeneral Electric Co BO/oy/lt ip 


11007280M3 Forwards RO re plant svc water effluent ph exceeding ETS 
limits on B0070e 

VUNDT.C P Portland General Electric Co 80707/16 Ip 


— BOO7S0O973 RO on 8007004 during chlorination of svc water sgS4 more 
chlorine added than required! resulting In exceeding of fhl tc 
chlorine limits of ETS Coused bg personnel error 
Chlorination stopped & dilution flow increased 
* Portland Oeneral Electric Co BO/07/16 Ip 


B007310433 Advisas that all mods to masonrg walls required prior to 
power operation resumption completed on 8D071S NRC BD0dl7 
itr approving licensee action end Power operation resumed 
800720 

OOHNBONiR M Portland Oeneral Electric Co 80707/21 ip 


-8007310437 Advises that licensee action to assure acceptable structural 
properties of masonrg walls has satisfied terms of NRC 
800417 Immediate action Itr Certificate of Svc encl 
ENOELKEN. R H Region 9, Ban Franciscoi Office of the Director 
80707712 3pp 


8007290354 Advises that all actions committed to in util 0OO6BB Itr re 
resumption of power operations now completed Summary of 
results for wall mods re haavguelght doubleuetght wgthvj 
std weight double ugthe & single wgthe walls encl 
BRDEHL.D ■J Portland Oeneral Electric Co B0707725 2pp 
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F Becuritgj medicali emergency fa fire protection plans 


B007090234 Forwards info re fire protection sgs mods scheduled for 
completion prior to entering Made 4 after current outagai to 
aid in evaluation of request for revision to License 
Condition 2t<3>h Lists commitments for interim surveillance 
CROUSE. R P Toledo Edison Co 80/07701 Sp p 


8007230083 Requests participation In stuttg of p eop lo-'related problems 
in nuclear safeguards Btudg involves collection of data on 
llcenaae securitg forces fa prac tices. NRC wishes to interview 
sccuritg mgt personnel at facllitg 

EISENHUTiD 0 Division of Licensing 80/07/11 Spp 


8007280109 Ack receipt of 800319 Itr submitting revision to fire 
haiards analgsis rept Proposed alternative to install 
overhead sprinkler sgs Is acceptable 

REID. R W Operating Reactors Branch 4 80/07717 2pp, 


G Adjudlcatorg correspondence 


8007020310 Discusses 800328 Itr proposal for meeting requirements of 
NRC B00303 order to modifg I icensB. Sec t Ion VII Recommitments 
referenced in 771206 draft ANS 3 t are acc ep table, u/ 
exception of Section 3218 

KEPPLER. J 0 Region 3. Chicago. Office of the Director 807O6/J1 

ip 


8007310243 Forwards Commission BOOS27 inBmorandum fa order containing 
decisions on UCB 780302 petition for reconsideration of 
780413 memorandum fa order UCS 771104 petition sought action 
re fire protection for electrical cables 
EIBEN8UT. D G Division of Licensing 80/06/23 B9pp 


H Oeneral correspondence 


8007290048 Responds to Inqoirg re flooding of site, Natural phenomena 
conaldered in plant design fa const Access to fa from plant 
during flood considorod in emergency plan In flood emergency 
rail, boat or DKW transportation will be utilized 

KEPPLER. J 0 Region 3. Chicago. Pffico of the Director 80/03722 
2PP 


M Antitrust correspondence 


8007140231 Forwardc Director of Nuclear Reactor Regulation order 
further modifying 800513 order u/resptfct to licenses & 
permits for facilities 

BALT2MAN.U Utility Finance Branch 80706/U Ip 


Q007J402S6 Forwards Director of Nuclear Reactor Regulation order 
further modifying B00513 order w/respect to licenses fa 
permits For facilities 

SALTZMAN.J Utility Finance Branch 80706/11 Ip 


— 8007140265 Order granting extension until 800707. for Cleveland Electrii 
Illuminating Co to file amend to tariff w/FERC as required 
by 800313 order 

DENTON. H n Office of Nuclear Reactor Regulation. Director 
SO/06/11 2pp 


8007140D7S Conditional request for hearing re Cotnaiission 800313 order 
re mod of transmission tariff Urges mod of order to bring 
consistency ui/FERC tariffs in Opinion 84 or institution of 
hearing Util protest before FERC fa Certificate of Svc encl 
ODLDBERO.R , WAGNER. T E Cleveland. OH GOLDDERO.R Goldberg. 
Fieldman fa Hjelmfelt 80/07/09 14pp 


B0D727O333 Response in pppositlon to City of ClevelendtOH 800609 
request for hearing re Director of Nuclear Reactor 
Regulation 800313 order FI 1 1 ng. re que s ti ng tariff w/FERC> 
br ingi controversy to end w/o litigous course 

REYNDL09. W 8 . ZAHLER.R E Cleveland Electric Illuminating Co 
REYNOLDS, W D Shaw. Pittman, Potts fa Trowbridge GO/07/23 9pp 


P Operating license stage documents fa correspondence 


800724020 B Forwards DfaW licensees'' responses to 790907 request for 
review of schedule far installing safety-grade anticipatory 
reactor trip for loss of feedwater fa turbine trip Review 
should be completed by 79]1]S 

CAPUA. R A TMl-2 Bulletins fa Orders 79/10/24 Ip 


BOD723009? Requests submittal of pToposed Tech Spec changes providing 
for redundancy in decay heat removal capability in all modes 
of operation Model Tech Bpecs which would provide acceptable 
resolution end for guidance 

EIEENHUT, DO DJ Vi sion of Li c wns ing aO/06/il 62pp 


8007100006 Denies 790323 Proposed Change 2 to Tech Specs to alter 
safety features actuation sys c ont a irnnen t radiation 
instrumentation requirement Forwards requests for addl info 
re bypass capabilities of engineered safety features 
HDVAK. T W Assistant Director for Operating Reactors 00/06/24 
Spp 


B0D701O464 Forwards addl Info re shift monni ng . 1 1 cons ing. test ing of 
power operated relief valve isdlation sys. automatic trip of 
reactor coolant pumps fa small break LOCA methods. In response 
to NRC 800507 Itr 

CROUSE, R P Toledo Edison Co BO/06/26 4pp 


G00718D227 Dommarg of 800610 meeting u/util fa BfaU in Bethesda.HD re 
fuel assembly holddown spring failures Vleugraphs encl 
GARNER. D Operating Reactors Branch 4 B0/O6/3D 33pp 


8007210084 Forwards questions re fuel assembly holddown spring insps fa 
safety signi f icanc e of operating w/broken springs in core 
Requests response within 60 days 

NOVAK. T H Assistant Director for Operating Reaetdrs 00/07/01 

4pp 


8D072I0033 Forwards request for ad-dl info for revteu of plant aperatio-n 
in Cycle 2 Responses should be received by 800715 to permit 
completion of review by projected startup date 

NOVAK. T M Assistant Director for Operating Reactors 60/07/01 
Spp 


8007210113 Requests response to encl questidns re Fuel assembly 
holddewn spring failures. Initial holddown spring failure uae 
identified during underwater insps of fuel in reactor vessel 
during current rofusling outage 

NOVAK. T M Assistant Director for Operating Reiictors BO/07/81 
3pp 


8007170457 Foruerds Amend 26 to Hcenso NPF-3, ElA fa notice of sssuanca 
& availability 

REID.R M Operating Reactors Branch 4 80/07/02 2pp 


— 8007170461 Amend 26 to License NFF-O. do lot 1 ng E.itlefied App 0 ETS re 
studies on fish, fish eggs fa larvae 

REID.R U Operating Reactors Branch 4 80/07/02 6pp 


--6007170467 EIA supporting Amend 26 to License NPr-O State of DH 800616 
Itr re mod of NPDE8 Permit B2H4AD end 
» Operating Reactors Branch 4 60/07/D2 DBpp 


—9007170477 Notice of issuance fa ova) lob i 1 i t y of Amend 26 to License 
NPF-3 fa negative declaration 

REIDiR M Operating Reactors Dranch 4 80/07/02 2pp 
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BCO7210329 Faruat Js Amend 26 to LJCense fiPF~3. saf e t ^ evaluation U 
notice af Itcuance tr ova 1 1 ab ) ] i tij 

AEID. R W Operating Reactors Branch A 60/07/02 2pp 


— B007210333 Amend 25 to License NPF-3- mod i f g J ng Tech Specs on 
surveillance frequency for venting ECC5 pump casings b 
discharge piping high points Also corrects tgp ograp h 1 c a 1 
error in Tab-Ie 3 7“3 

RE1D< R W Operating Reactors Branch 4 60/07/02 7pp 


—0007210335 Safetg evaluation supporting Amend 25 to License NPF-3 

e Office of llucloar Reactor Regulation, Director 60/07/02 2pp 


-'0007210340 Motice of issuance !i availability of Amend 25 to License 
WF-3 

REID.R H Operating Reactors Branch 4 S0/07/OS 2pp 


8007250001 Requests submittal of application for amend to license 
consisting oP Tech Spec changes (■ license conditions PWfi 
Hodrl Tech Specs ti Model license conditions for TMI-2 
Lessons Learned Category A items end for guidance 
EISENHUT [) 0 Division of Licensing 60/07/02 69pp 


6007100125 Forwards Amend 27 to License fJPF-3. safety evaluation i 
notice of issuance tc availability 

REJOiR U Operating Reactors Branch 4 60/07/07 2pp 


--8007160133 Amend 27 to License NPF-3, mod i fy ing Tech Specs to refloet 
changes in corporate structure of util 

REID.R U Operating Reactors Branch 4 60/07/07 14pp 


0007310330 Forwards response to NRC 000024 i equest for addl info p« 
bypass ti reset of englnoerod safety footores Design goal of 
safety features actuation sys is to automat icol 1 y prevent or 
limit fission product t energy release from core 
CROUSEiR P Toledo Edison Co 80/07/83 Spp 


6007310350 Forwards request for addl info for review of 000211 
proposed Tech Spec ehanuo to support operation during Cycle 
2 Requests response by 600727 

NOVAK. T M Assistant Director for Operating Reactors S0/07/S3 
3pp 


Q Inspection reports, IE Bulletins S. correspondence 


0007140546 Forwards IE Insp fiept 50-346/00-10 nn B0041S-17, a7-090li 
06-00 $1 12-13 No noncooipl iance noted 

HEISNMAN. R F Region 3. Chicago. Reactor Operations Nuclear Dupport 
Branch 00/05/27 2 pp 


—0007140556 IE Insp Rept SO-346/00-10 on 8004 1 5-1 7. S7. 30. 050] « 06-00 Ir 
-13 No noncompl iance noted Major areas inspected preparation 
for refueling outage. pre-fuel handling activl tes. f uel 
handling activities 6 malnt during refueling outage 
JACKIN. 1 N . 0UANS0N. E R Region 3. Chicago, Office of the 
Director 00/05/23 5pp 


0007020056 Forwards IE Info Notice 80-32. ''Breakdowns In Contaninattotl 
Control Programs " No written response requlrud 

KEPPLER.J Q Region 3. Chicago. Office of the Director 00/09/26 
ip 


— 6007100)40 Safety evaluation supporting Amend 27 to License NPF-3 
* Operating Reactors Branch 4 00/07/07 2pp 


0007210364 Forwards IE Circular 00-13. "Or id Strap Damage in 
Hestlnghouse Fuel Assomblles " No written response required. 
KEPPLER.J 0 Region 3, Chicago. Office of thu Director 00/05/20 
ip 


— 8007160149 Notice rtf issuance 6 availability of Amend 87 to Licenso 
NPF-3 

REID.R W Ope-ating Reactcns Branch 4 50/07/0/ 2pp 


600715C670 Forwards suppl to 00D21J reload rept describing info 
supporting repairs made to failed springs In fuel 
assemblies 

CRDLfSEi R P Toledo Edison Co 60/07/10 4 pp 


B0072B0353 Advises cf personnol changes resulting from rcorgani J at i on 
of Ofc of Nuclear Reactor Regulation 

NOVAK. T M Assistant Director for Licensing 60/07/10 2pp 

6007210454 Responds to 760120 request for overall asymnetric LQCA 
load svaluation 0AR-t621ire Phase II analysis of LOCA 
load mgs* provi d es acceptable demonstration of facility 
ability to maintain core coolahility 
CHOUSE.R P Toledo Edison Co BO/07/14 2 pp 


8007230501 Responds to NHL 000701 Itr requesting addl info re Cycle 2 
including design, transient analysis & startup testing Prior 
to fuel loading. insp is made to ensure assemblies are in 
proper storage location in spent fuel pool 
CROUSE, R P Toledo Edison CO BO/07/16 4pp 


8007250427 Responds to NRC 80070i Itr re fuel assembly holddown sprin 
failure per 600710 meeting w/NRC !. BI.W re proposed repair 
process Cycle 2 Reload Rept suppl on 000710 noted 
replaceaent of broien springs Detailed responses end 
CRDOSE.R P Toledo Edison Co 80/07/18 9 pp 


8007250382 Informs that util modifying current HCS flow indication 
scheme in manner similar to NRC .icceptable method Effort 
will be completed prior to startup following currant 
refueling outage 

CRQUSE.R P Toledo Edison Co 80/07/21 


Ip 


^ '‘»3'’‘s-Besse Nuclear Power Htati. 

Unit 1. Seismic Re-evaluation. " completing qualification 
79ot3o'^ltJ ^ * “Rulpment listed ,n Attachment 1 to NRC 

CROUBE, R P Toledo Edison Co 00/07/22 2 pp 


Station. Unit I 

» Toledo Edison Co 00/07/22 ISpp 


license amend request by changing 
noS"ab overpressure protection for period, ^ ® 

CROU^?R P Tn?J ajtfhate relief valve ,n Nodes 4 t, S 
oKUvnti.H p Toledo Edison Co 00/07/22 2 pp 


6007010116 Forwards IE Info Notice 00-23. "Loss uf fluctiiin to EHsrgency 
Feedwater Pumpo " No written response required 

KEPPLER.J 0 Region 3. Chicago, Office of the Director 00/09/29 

Ip 


B00721033S Forwards IE Insp Rept 50-346/00-14 on 000400-11.19-29.27-30, 
0301,02 t. 05-09 ft notices of violation 

HElfiHHAN, R F Regiun 3, Chicayo, Reoctor Conotruetion ft Cnglnoorlng 
Support Branch 00/06/05 2pp 


— 8007210323 Notice of vialotlon from insp on 000400-1 1, 13-29, 29-30, 0901 r 
02 ft 03-09 

e Region 3, Chicago, Office of the Director. 00/06/03 Ip 


—8007210327 IE Insp llopt 90-346/80-14 on 000408-11.19-29,29-30,0901,02 
ft OS-09 Honcompllanco noted • (*ai luro to establish fire watch 
patrol 

REVEO, U A , ncOREOOH.L 0 , TAMBLINO, T N Region 3, Chicann. Office 
of the Director 00/06/03 0pp 


8007010294 Notifies thot Info roqueoted by IE Bulletin 00-09. "Vacuum 
Condition Resulting In Damage to Chemical Vol Control Sya 
(CVeS) Holdup Tanks." is botng cumpiled ft evaluatad Resoonse 
will he available on 000627 

CROUSE, R P Toledo Edison Co 80/06/06 ip 


8007220218 Forwards IE Info Notice 00-26, "Evaluation of Contractor 
PrograroB No written response required 
KEPPLER.J 0 Region 3, Chicago, Office of the Director 00/06/10 


0007160191 Forwards IE Info Notice 80-27, "Degradation of 
Coolant pumps Btuds " No specific action or respotise 
required 

KEPPLER.J O Region 3, Chlcogo, Office of the Director 


neactor 


80/06/11. 


Feafn. ruaerE''” *=0 Bulletin 80-06, “Engineered Safety 

Feature (ESF) Reset Controls " fie-reviaw of all safety- 
related components oPfected by safety features actuation eye 
remove component from safe mod#. 

CROUSE, fi P Toledo Edison Co 80/06/13 3pp 




discrepancies for normally accessible saf ety-relatnd piping 
in response to Item 40 of IE Bulletin 79-14, ''Seismic 
*9-Doilt Safety-Related Piping Sys '• 

CROUSE, R P Toledo Edison Co 00/06/16, 4pp 


8007140464 Forwards IE Insp Rept 
noncompliance noted 
DAVIS, A B Region 3, Chicago, 
Branch 00/06/17 2pp 


90-346/79-34 on 791218-19 No 
Fuel Facility ft HatsriaU Safaty 



DOCKETED ITEMS 


— B007140471 IE Imp Btpt M-346/79-34 on 79’1210-19 No noneomp 1 la nc e 
notad Major artas inspuctcd actions taken in response to IE 
Bulletin 79-19 re lou level raduaste packaging For transport 
(r burial 

4RECER,L R Region 3> Chicagoi OFFice oF the Director 

PieHCRiU L Region 3> Chicago, Fuel Facilitg {• Materials Safety 

Branch 80/0d,/13 &pp 


8007030O4& Forwards IE Bulletin 80-i9, “Possible Loss of Emergency 
Notification 6gs <ENS> U/Loss of Offsite Power “ Uritten 
response required 

KEPPLERi J 0 Region 3, Chicago, Office of the Director 80/0di/18 
tp- 


B0071700&4 Forwards description of results of follouon analgticel work 
to IE Bulletin 79-14 Effect of discrepancies discovered In 
IE Bulletin 79-14 insp evaluated Conclusions in 791019 Itr 
etllL valid 

CROUSE, R P Toledo Edison Co 80/06/18 4pp 


B0071SO3JO Responds to Items 1,S tc 3 in IE Bulletin 79-03, Revision A No 
applicable piping components w/design pressure stresses 
greater than 89X of allowable code values identified 
CRDUSE.R P Toledo Edison Co 80/06/18. 2pp 


8007140237 Forwards response to IE Bulletin 60-10, “Contamination of 
Nonradioactlve Sgs fa Resulting Potential for Unmonitored, 
Uncontrolled Release of Radi oac tivi tg to Environ “ 

Unprotected sgs are regularlg sampled t< tested for tritium 
CRDUSE.R P Toledo Edison Co 80/06/19 2pp 


8007230337 Forwards IE Imp Rept 90-346/80-11 on 800410-11,21-22, 
090,6-07 fa 0604 No noncompl iance noted 

FIOREULl.O Region 3, Chicago, Reactor Construction fa Engineering 
Supp orb Branch 80/06/19 2pp . 


■8007230333 IE Insp Rept 90-346/80-11 on 800410-11,21-22.0906-07 fa 0604 
No noncompHance noted Major areas inspected OA/QC program, 
nondestructive esanlnatlon evaluations fa uark activities 
MARD.R 0 Region 3, Chicago, Office of the Director 
0ANIEL80N, D H. Region 3, Chicago, Reactor Construction fa 
Engineering Support Branch 80/06/18 7pp 


8007020971 Forwards IE Circular 80-19, “Loss of Reactor Coolant Pump 
Cooling fa Natural Circulation Cooldown ” No written response 
riRuirad 

KEPPLER. J e. Region 3, Chicago, Office of the Director 80/06/20 

ip 


8007090013 Forwards notice of violation fa notice of proposod imposition 
of civil penalties re 000430 radiation ovorejposure 
8TEE.L0,V Office of Inspection fa Enforcement, Office of the 
Director 80/06/20 3pp 


— 8007090014 Notice of violation re radiation overekpoeuro on 800430 
Noncoatp llance noted, two persons received dose greater than 3 
reals In quarter fa eiposura rate evaluations were not 
adequate to ensure dose limits would not be aiceeded 
* Office of Inspection fa Enforcement, Office of the Director 
8O/06/S0 2pp 


•0007090016 Notice of proposed imposition of civil penalties based on 
ttime of noncompliance re 800430 radiation overexposure 
• Office of Inspection fa Enforcement, Office of the Director 

80 / 06/20 Ip. 


B0O71IO214 Forwards notice of violation fa notice of proposed imposition 
of civil penalities arrising from IE 800430 insp 
STELUO, V Office of Inspection fa Enforcement, Office of the 
Director 80/06/20 3pp 


—8007110220 Notice of violation From insp on 800421-24,0802 fa 06-08 
Nonconp liance noted chem fa rad tester recsived doses 
eiceedtng 3 rens fa exposure rate evaluations made during 
sump tunnel entry were inadequate 

e Office of Inspection fa Enforcement, Office of the Director 

80/06/20 2pp 


800717091S Forwards IE Circular 80-14, “Radioactive Contamination of 
Plant Deiftineralliad Mater Sgs fa Resultant Internal 
Contamination of Personnel " No written response required 
KEPPLER.JO Region 3, Chicago, Office of the Director 80/06/24 
IP' 


8007300601 Forwards IE Insp Rept 50-346/80-18 on 800912-16,19-23,88-30, 
0602-06 fa 09-10 fa notice of violation. 

HEISHMAN, R F Region 3. Chicago, Reactor Dperatlons Nuclear Support 
Branch 80/06/29 2pp. 


—0007300604 Notice of violation from insp on 000912-16,19-23,28-3 
06 fa 09-10 

e Region 3, Chicago, Office of the Director 80/06/24 Ip 


— 8007300606 IE Insp Rept 80-346/00-15 on 800912-16.19-23,28-30.06 
09-10 Noncompliance noted Failure to notifg NRC operations 
ctr within 1-h of accidental radioactive release or ovant 
requiring initiation of emergency plan 

TAMDLINOi T H , REYCB, L A Region 3, Chicago, Office of the 
Director 80/06/24 4pp 


8007230076 Responds to IE Bulletin 79-17. Revi s ion 1. "Pip# Cracks 
Stagnant Berated Mater Sgs at PMR Plants " All welds 
eiamined fa found to be clear of recordable indications 
CRDUSE.R P raledi> Edison Co 80/06/27 ip 


8007230141 Forwards response to IE Bulletin 00-05, “Vacuum Conditl 
Resulting in Damage to Chemical Vol Control Sgs (CVCS) 

Holdup Tanks “ RdvIbw shows curroctive actions not required 
CRDUSE.R P Toledo Edison Co 00/06/27 6pp 


8007230340 Forwards IE Bulletin 80-16, “Potential Hi sapp 1 i cation « 
Rosenount Inc Models 1191 fa 1192 Proseure Transmitters 
H/Eithor A or D Output Codes '' Written response required 
IE Circular 80-16 also end No written response required. 

KEPRLER, J 0 Region 3. Chicago, Office of the Director 80/06/ 

Ip 


8007170532 Responds to IE Bulletin 79-14. "Seismic Analysis for A* 
Built Safety-Related Piping Sgs “ Insp of normally 
Inaccessible piping completed 800922 Two deviations 
affecting sgs operability will be corrected before startup 
CRDUSE.R P Toledo Edison Co 00/06/30 2pp 


8007180271 Advises that response to I terns 1,2a fa 3 of IE Bulletin 
80—11, “Hosonrg Mall Design, “ will be delayed t wk beyond 
date specified in bullotin 

CRDUSE.R P Toledo Edison Co 00/06/30 Ip 


8007210216 Responds to IE Bulletin 79-02, "Pipe Support Date Plate 
Designs Using Concrete Ekpansion Anchor Bolts " Outstanding 
items have been, completed except base plate accessibility 
which will be completud by 801101 
CRDUSE.R P Toledo Edison Co 80/07/01 Bpp 


8007240034 Act receipt of 300611 Itr informing NRC of steps tnlen 
correct violation notod in IC Insp Rept 90-346/80-13 Details 
withheld (ref iOCPRS 790) 

HIND, xi A Region 3, Chicago, Rafoguards Branch 80/07/03 2pp. 


— 0007240020 Responds to NRC 800921 Itr re violation noted In IE t 
Rept 90-346/B0-ID Corrective actions withheld 
(ref 10CFR2 790) 

CROUSE.R P Toledo Edison Co 00/06/11 tp 


6007230200 Porwards reply to IE Bulletin 80-08 re containment line 
penetration welds Repts results nf const nondestructive 
examination of penetration welds 
CROUSE.R P Toledo Edison Co 00/07/10 6pp 


8007230200 Forwards reply to IE nulletm 00-08 re containment lln$ 
penetration welds Repts results of const nondestructive 
examination of penetration welds 
CRDUSE.R P Toledo Edison Co 80/07/10 6pp 


8007240307 Forwards corrected copy of notice of violation Prom ins 
800312-16, i9-?3, 20-30,0602-06 fa 09-10 which was transmitted 
by NRC 800635 Itr 

HEI8HMAN, R F Region 3, Chicago, Reactor Dpoiattoni Nuclear 8up 
Branch 00/07/10 Ip 


— 8007240313 Corrected notice of viiilatlan from insp on 800912-16, 
28-30,0602-06 fa 09-10 

e Region 3. Chtrago, Office of the Dtroctiir 80/07/10 Ip | 

8007290972 Forwards rosponee to IE Culletin, 80-08, “l!iam of Contaii 
Liner Penetration Melds “ List of all penetratians le/ I 

containment boundary butt welds hntwoeti ponetration sleeve fa [ 
process piping as llliielrated in AlihlE code end , 

CROUiiE, R P Tolado Edison Co 80/07/10 6pp 


B00729D900 Foruiai ds niasoniy wall doeign evaluation in rosponse ts[ 
1,8a fa 3 of IE Dullotln 80-11 fTafe tg--re3ated fa nonsafety- t 

related components identified on Faces of walls Portia! , 

response to Items 2b fa 3 will be filed by 801104 ' 

CROUSE.R P Toledo Edison Co 80/07/14 9pp I 


204 


DOCKETED ITEMS 


BD0731034Q Forward a response to NRC 800620 3 tr re 800430 personnel 
overesp Qsure Correcttve actsans procedure now rei^uires Insp 
Dp cavity area surrounding reactor vessel to identiPy water 
leakage Payment oP civil penalty end 
CROUSEi n P Toledo Edison CO’ 30/07/15 5pp 


0007280429 Forwards IE Investigation Rept 5O-34&/0O-14 on B00605-06 fc 
notice of violation Notice of violation withheld <ref 
10CFR2 790) 

HEPPLERpJO Region Chicago, Office of the Director 80/07/17 

2pp 


— 8Q073B0435 IE Investigation Rept 50-346/80-18 on 800605-06 
Noncofnpl lane e noted failure to assess adequacy of access 
control & to meet security plan commitment 4pp D rept 
details withheld (ref IDCPR2 790) 

WEIL.C H , HADEDA, T J . NQRELIUS-C E Region 3, Chicago, Office of 
the Director BO/07/11 ITpp 


8007110407 Forwards LEFl 60-045/03L-0 

MURRAY, T D Toledo Edison Co BO/07/03 Ip 


— 8007110416 UER 80-045/03L-0 on 000609, uhilo preparing to porfora 8T 
5091 01,Nl-2 found partially disconnected from eguipnant In 
control room Apparently caused by personnel error Info tags 
hung on coas cables to insure proper connection 
WERNER, J Toledo Edison Co 00/07/03 8pp 


0007110418 Forwards LER 00-046/031.-0 

MURRAY. T D Toledo Edison Co 80/07/03 Ip 


—8007110433 LER 0O-O46/O3L-O on B00606, dur 1 ng performance of ST 9099 01, 
spent fuel pool level fell below Tech Qpec reguirement 
Caused by improper alarm setpoint Alarm setpoint adjusted to 
prevent roeurronte 

CECH.L M Toledo Edison Co QO/07/03 2pp 


8007310534 Ac k rereipt of 800627 1 tr informing NRC of steps taken to 
correct violation noted in IE Insp Rept S0-346/B0-14 
HETSHMAM, n F Region 3, Chicago, Reactor Operations Nuclear Support 
Branch B0/O7/22 Jp 


— 8007310936 Responds to NRC Q00605 Itr re violation noted In IE Insp 
Rept SO-346/80-14 Corrective actions appropriate personnel 
will ensure that fire watch Is established as required by 
Tech Specs 

CROUSE. R F Toledo Edison Co 80/07/08 2pp 


R Periodic operating reports *< related correspondence 


8007110440 Forwaids UER 0O-O47/O3L-O 

MURRAY,! D Toledo Edison Co 00/07/03 Ip 


— 8007110448 LER 0O-O47/O3L-O on 000600, shift supervisors dlseovared 
doors 306 h 401a blocked open Apparently caused by lack of 
administrative controls when temporary signs on doors were 
prematurely removed before all permanent signs installed 
CECH.L Toledo Edison Co SO/07/03 2pp 


Q0071S0560 Forwards LER 0O-O4B/O1T-O 

MURRAY,! n Toledo Edison Co BO/07/10 Ip 


—8007150566 LER 80-04B/01T-0 on 000627, d ur ing IE Bulletin 79-14 inep, 

B007140313 Forwards monthly operating rept for June 1900 pipe support HCB-40-B1 found not Installed & CCA-B-'llS found 

liURRAV, T D Toledo Edison Co 80/07/08 Ip mislocated Caused by initial const/instal lation error 

Supports will be installed in proper locations, 

HEKBELiC Toledo Edison Co 80/07/10 2pp 

— 8007140332 Monthly operating rept for June 1900 
SARSOURiD Toledo Edison Co 80/07/08 3pp 

8007240126 Replacement transmittal Itr for LER BO-048/01T-0 
MURRAY,! 0 Toledo Edison Co QO/07/10 Ip 

B Reportable occurrences, LERs h related correspondence 


8007010434 Forwards LER B0-043/03L-0 

MURHAV.T D Toledo Edison Co 80/06/26 Ip 


0007170441 Forwards LER Q0-049/03L-0 

MURRAY,! D Toledo Edison Co 80/07/11 Ip 


— 6007010439 LfcR eO-043/03L-U on 800520, while testing safety features 
actuation sys.vnlve 0H-11 closed i< DM pump 1-1 was stopped 
Caused by procedural inadequacy Responsible personnel were 
made aware of problem 

ISLEY.T Toledo Edison Co 60/06/26 3pp 


8007030260 Forwards LER S0~044/03L-0 

MURRAY, T D Toledo Edison Co 80/06/27 Ip 


— 0007030264 LER BO-044/03L-0- on 800531, decay heat flow indication 
FI-DH2Q dropped low off scale Caused by technician 
performing surveillance test on Inservice flow transmitter 
string w/o shift supervisor Inowledge 
tlAKATURA.L Toledo Edison Co 80/06/27 2pp 


8007150609 RO on 000627, pipe support HCB-40-41 on Component cooling 
water supply to control rod drive mechanism found not 
installed Also, lateral restraint CCA-6-H15 on pressurizer 
relief inlet located 9 inches from analyzed location 
MURRAY,! D Toledo Edison Co 80/06/27 Ip 


8007210573 Forwards questions re failure of holddown spring on fuel 
assembly Response should bo submitted in time for NRC to 
include discussion in safety evaluation for reload 
NOWAK,! M Assistant Director for Operating Reactors 80/07/01 
3pp 


—8007170450 LER B0-049/03L-0 on 00061 4, dur ing restoration of containment 
pressure inputs to safety features actuation sys cabinets, 
actuation occurred Caused by deficient procadura ST 9061.01 
App F not requiring trip bypass test 
ISLEY.T Toledo Edison Co 00/07/n 3pp 


8007220375 Forwards LER 80-050/OJL-0 

MURRAY, T D Toledo Edison Co 00/07/17 Ip 


—0007220378 LER 00-050/03L-0 on 000623. while preparing to run ST 
5051 01, inboard & outboard bearing thermocouple wells found 
broken on HP! pump 1-1, rendering motor inoperable Probably 
caused by personnel stopping on line Uells replaced 
HARTIOAN, J P Toledo Edison Co 80/07/17 2pp 


0007220458 Forwords LER 80-091/03L-0 

MURRAY,! D Toledo Edison Co 80/07/17 ]p 


—8007220465 LER 00-051/03L-0 on 800619, while performing ST 8031 07 
Phase II, sequencer logic channels 2 ti 4 did not operate as 
designed Caused by component failure of i olay SEQX t> CR~3X 
in C36IB Relay SEOK was replaced CR-3X was cleaned 
ISLEY.T Toledo Edison Co 80/07/17 2pp 


8007280596 Forwards updated LER 80-OSO/O3L-t 
MURRAY,! D Toledo Edison Co 80/07/21 ip 


0007110427 Forwards revised LER 77-2/2/01T-2 
MURRAY. TD Toledo Edison Co 80/07/02 ip 


— 8P07110434 Revised LER 77-2Z2/01T-2 on 770B05, during hot functional 
tcsti ng, pr cssun zer power operoted relief valve was opened & 
severe movement of discharge piping was observed Caused by 
loop seals allowing water slug to cause pipe movement 
QUENNDZ.S M Tnledn Edison Co 77/08/19 4pp 


0007110391 Forwards revised LER 79-126/03L-1 
MURRAY,! D Toledo Edison Co 80/07/03 Ip 


— 80-07110397 Revised LER 79-126/03L~l on 791209, during diesel generator 
te st, g enerator J-1 experienced load swings as load was 
increased Mo speiific cause determined Oain it stability on 
electric governor needed slight adjustments 
HARTICAN, J P Toledo Edison Co BO/01/05 2pp 


—800/200602 Updated LER BO-OSO/03L~t on 800623, inboard «i outboard 
bearing thermocouple wells found broken on high pressure 
injection pump 1-1 Probably caused by someone accidentally 
stopping on line Hells replaced ii oil reservoirs refilled 
HARTIOAN, JP Toledo Edison Co 00/07/17 Ip. 


8007200571 Forwards LER BO-0S3/O1T-O 

MURRAY.! D Toledo Edison Co 80/07/22 Ip 


— 0OO72BO57B LER 80-053/01T-0 on 800709, msetlng held to discuss results 
of integrated safety features actuation sys test Some of 
logic modules on sequencer steps 2,3,4 t< S tripped before 
being blocked Caused by design deficiency 
ISLEY.T Toledo Edison Co 80/07/22 3pp 


8007280630 Forwards LER B0-O92/OtT-O 

MURRAY,! D Toledo Edison Co 80/07/22 Ip 


DOCKETED ITEMS 


20S 


'&0072tt0A43 UER B0“092/01T”0 on 800709* during review oF seismic 
cal culationsi e I haust ductwork oF emergencij diesel g^enerators 
created overstressed conditions at ejhaust noiiles Caused bg 
davign deficiency Supports will be added 
HAflTIOAMi J P Toledo Edison Co 30/07/22 Spp 


0007230933 Forwards LER 80-OS4/O3L-0 

MUflRAVi T D Toledo Edison Co 80/07/33 Ip 


— 0007280309 LEB B0-054/03L-0 on e00i27, NI-1 output failed to jero during 
Fuel assembly moveeiant Assembly removed & put in support 
rack Cause unknown but may be intermittent grounding problem 
or component failure Bround problems under investigation 
WERNER* B J Toledo Edison Co 80/07/23 3pp 


800/280609 Forwards revised LER 79-084/017-1 
HURRAY. T.D Toledo Edison Co 80/07/23 ip 


— 0007280622 Revised LER 79-084/OlT-l on 790806* containment air coolers 
SVC water outlet valves failed to meet response time Caused 
by undersiied air opening on pneumatic actuators Valves 
forced full open Actuating mecbanlsms redesigned 
RUDOLPH* J P Toledo Edison Co 79/08/ 17 2pp 


DOCKET 30-348 JOSEPH H FARLEY NUCLEAR PLANT. UNIT 1 


F Security* medical, emergency t< fire protection plans 


8007280641 Responds to NRC 800703 1 tr requesting info re evacuation 
times Util BOOSD4 Itr w/State of AL tc OA officials comments 
end. 

CLAYTON. F L Alabama Power Co 80/07/21 ip 


0 Adjudicatory correspondence 


B047310243 Forwards Commission BOOSS7 memorandum tt order containing 
decisions on UCS 780902 petition for reconsideration of 
700413 momorandum 6 order UCS 771104 petition sought action 
re Fire protection For electrical cables 
EtSENHUTiQ 0 Division oF Licensing 80/06/23 BVpp 


K Utility Final Safety Analysis Report <FSAR) t* amends 


8007100261 Forwards Amend 73 to FBAR for l/njt i ti QL application for 
Unit 3 

CLAYTON. F L Alabama Power Co B0/07/0B ip 


“-80071 00267 Applicatlom for Amend 73 to FBAR for Unit 1 «< PL application 
For Unit 3 Certificate of Svc end 
s Alabama Power Co 80/07/08 4pp 


—0007100376 Amend 73 to FBAR for Unit 1 «< OL application for Unit 3 
Revises Unit 2 completion of const & commercial operating 
dates. up dat Ing section re emergency lighting sys L info 
pertaining to OA program 
» Alabama Power Co 00/07/08 400pp 


P Operating license stage documents 6 correspondence 


8007230099 Bequests submittal of proposed Tech Spec changes providing 
for redundancy in decay heat removal capability in all modes 
of operation Kodet Tech Specs which would provide acceptable 
resolution end for guidance 

EISEHdHUT. D 0 Division of Licensing 80/06/11 62pp 


8007130714 Responds tc NRC 800907 Ur re addl TMI-2 related 
requirements L submits response for Unit 1 Shift manning* 
revised scope & criteria for licensing exams St procedures 
for feedback of operating experience to plant staff end 
CLAYTON. F L Alabama Power Co 80/06/26 29pp 


8D072S0001 Requests submittal of application for amend to license 
consisting of Tech Bpec changes l< license conditions PWR 
Hodal Tech Specs t< Model license conditions for TMl-2 
Lessons Learned Category A items end for guidance 
EI8ENHUT, D 0 Division of Licensing 80/07/02 69pp 


8007210499 Con firm i 800711 agreements w/NRC re operability of auxiliary 
feedwater flow control valves at facility Commitments made 
re stroking listed valves as soon as possible 6 logging dc 
bus lA 6 IB voltages once per hr 
CLAYTON. F L Alabama Power Co 80/07/11 Ip 


8007330910 Forwards process control program for radwaste solidification 
unit* as diseussod at 800709 meeting w/NRC 
CLAYTON. F L Alabama Power Co 80/07/14 Ip 


— G0072J'05il) RadiatiiiTi Control '< F'TDtfction Proredore rNP-O-RCP-474. 
Revitsion 1 "'Mobile Solidification Unit Operation " 

MCCRACKEN. W Alobais.r Puwer Co 6)0/01/ 10 '59pp 


BO0’723055S Forwords Revisinn 1 Lbanye pdjes to ploiil offslto dose 
calibr manual 1 t*c or p ora tes iadi<itioi. cnorxltor setpoint 
calculation methodology disco used during 600/09 nee ting 
w/NRC 

CLAVTON.F L Alabama Power Co flO/07/14 6pp 


6007320934 Forwarils .luckliury fecdujutcr enduronce test data 6 test info 
requested in NRC Q0040B Itr 

•CLAVICIN.F L Alabama Power Co FfO/07/16 20pp 


8007,’3040:i Forwurds addl mfi. r i* degraded electrical power grid 
c and 1 1 1 on Si in respunso to ilOO'636 telcon Includes supp 1 
to util 790115 Itr re asseosmint of NRC Positions 1*2 6 □ 
CLAYTON. r L Alabama Power Co 00/07/17 iOpp 


8007330553 Forwaids radiological Tech Eipec into concerning hydrogcn- 
0 lygo II -n 1 1 r open nixluie rurves !< hydrogen recombiner 
ms trumen t * 1 1 ion lallbr H/o encl 
CLAYTON. F 1 Alabama Power Co UO/OV/t7 Ip 


8007300029 Forwards revised Pnges 1 V 3 to (fflC 800430 evaluation of 
util response to TMI Lessons Learned Category A items 
VAR5A* 8 A Operating RciicIots Orunch 1 60/0//B3 4pp 


0 Inspection reports* IE Dulletins c or i esp iindeiu o 


8007240109 Forwards It. Info Notite 00-20. "Lois of Decay Heat Removal 
Capability at Diivis-Dessc Unit 1 tihile In Refueling Mnde “ 

No response required 

O'REILLY. J P Heqitiii 2, Ati.inta. Uffico nf the Director 00/05/08 

3pp 


8007020180 Forwaids IF Infe Nu 1 1 1 e 00-22. "Breakdowns In Conleminol I on 
Control Progi apis " No writtnii re'.pnnte required 

O'REHLViJ P Region 2. Atliinr.!. □ffito of the Oiroctor 0O/OS/26 
ip 


8007210419 Forwaids IE Circular 80-1 J. "Oi I <1 Strap Damage in 
Ifest 1 r gh 0 u B e Feel Assemblieii "■ Nn writtun lospotise required 
O'RCILLY-JP Region 2. Atl.iiitn. Office ci f the Otrector GO/05/28 
ip 


6007010253 Forwaids 1C Info Notice 80-23. "Loss of Buition to Fmcrgency 
Feedw.atcr Pumps ’’ No written response required 

O'RElLl.ViJ P Region 2. Atlanta. Office of the Director OO/OS/29 

ip 


0007220040 Forwards IE Info Nntiie UO-26* 'Tvaluation of Contractor 
QA Programs Nn written rut.ponse required 

O'REILLY. J P llegioti 2* Allunta, Office of the Dlrottor 00/06/10 

2pp 


800/240369 Forwards IE tnsp Rept 50-.140/(ln-l 1 on flOObD? No 
noncomp liance noted 

OTGHRiJ P Flcgiori *.'. At Inn to. Fuel liirlllty !< Materials Safety 
Brancli 00/06/10 2pp 


— 8007240376 IE Insp Rept 40- JAO/OO 11 on tlODS27 No nunc amp 1 1 ant e noted 
Major areas inspected majoi r.idi<Tiian eniergcncy eiercisc 
TR0JANOHSK1.R E. ORADFCIM). H H Region 2. Atlanta. Office of the 
Director JCNKINB.G R Regiiin I’l Atlanta* Fuel Facility 6 
Materials S.hffty Drone h 80/06/09 '}pp 


8007160218 Forwards IE Info Nutice 80-2/. "Degrad ihtl an of Reactor 
Coolant Pump Studs " No speiific uclion or response 
required 

O'RFILLY, J P Region 2. .Mluiita. Uffiup uf the Oiiectur 00/06/H 

Ip 


6007020751 Forwaids IE Riilluliii 80-15. "Pusuible Loss uf Emergency 
Notification Eys fFNSI N/Lnss of [Iff'.ite Pawnr " Hritten 
response required 

O'REILLY. J P Region 2. Atlanta. Clffite Pf the Directnr SO/06/18 
IP 


B0070203D5 Forwaids IE Circul.ii 80-15. "1 nss of Reactor Coolant Pump 

Cooling V Natural C I ri u 1 at I c. n rouldown " Ho u'rltten response 
required 

O'REILLV.JH Region 2, .itlfinta. Dfflfn of tha Difectar B0/O6/2O 
IP 


6007070594 Forwards IE Insp Ilepls ‘iO-!t4tl/HC *10 h b0-J64/B0-t! on 
600331-0425 No none oinp 1 lani e noted 

LERIS* R C Region .J. Atlanta* Rhiicfi.r Opn&tiuns Nuclear Suppnrt 
Branch 00/06/21 2pp 
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— B007070379 IE Insp Repts 50-345/00-10 L 30-3A4/B0-I1 on B00331-04S9 
No none Dmpl lant e nofcod Major aroas inspected hot functional 
testing! IE bulletin follouiup (< plant security 

HARTINiR D Region 3. Atlanta. Reactor Operations Nuclear Support 
Branch DBAEFOHD.VJ H Region 2. Atlanta. Office of the Director 
80/05/21 hpp 


8007160791 Forwards IE Circular BO-14. “Radioactive Contamination of 
Plant Oemlneral 1 led Hater Sys h Resultant Internal 
Contamination of Personnel " No written response required 
O'REILLY. JP Region 2, Atlanta. Office of the Director 00/06/24 

Ip 


8007230206 Forwards IE Bulletin GO-16. “Potential Misapplication of 
Rosemount Inc Models 1151 l< 1152 Pressure Transmitters 
W/Either A or D Output Codes ” Written response required 
fE Circular 80-16 also enc 1 No written response required 
O'REILLY.J P Region 2, Atlanta. Office of the Director SO/06/27 
*P 


8007210265 Forwards response to IE Bulletin 80-00. "Eiamlnatlon of 
Containment Liner Penetration Welds " All containment butt 
welds between penetration sleeves !< process piping In Unit 1 
radiographed Unit 2 to be radiographed upon completion 
CLAYTON. F L Alabama Power Co 80/07/01 5pp 


— 0007070230 Revised monthly operating rept for Apr 1980 
HAIRSTON. W 0 Alabama Power Co 00/05/01 Ip 


— 0007070233 Revised monthly operating rept for May 1980 
HAIRBTONiW O Alabama Power Co 80/06/01 Ip 


80071S0662 Forwards monthly operating rept for June 1980 
CLAVTONiF L Alabama Power Co 00/07/11 Ip 


— 0007150660 Monthly operating rept for June 1980. 
HAIRSTON. W 0 Alabama Power Co 80/07/01 Spp 


8 Reportable occurrences. LERs b related correspondence 


B007160B61 Part 51 rept re Westlnghouse review of safety injectlan 
termination criteria following secondary side high energy 
line rupture w/potentlal for damage to centrifugal charging 
pumps Concerns are applicable to facility 
HAIRSTON. W 0 Alabama Power Co 80/06/13 2pp 


0007010444 Forwards LER e0-036/03L-0 

CLAVTONiF L Alabama Power Co 00/06/25 ip 


0007160549 Informs that requested actions re IE Bulletin 00-10 have 
been completed I. are available for review at facility 
CLAVTONiF L Alabama Power Co 00/07/07 Ip 


0007290859 Responds to IE Bulletin 80-11. "Masonry Wall Design " All 
masonry wal Is. function of each wall b relation to safety- 
related equipment are listed i< identified in end walk-down 
summary sheets Sys supports sketch will be developed 
CLAYTON. F L Alabama Power Co 80/07/07 9pp 


0007250479 flesponiis to open items noted in 000324 rept of insp on 
800226-29 re fire protection Obstructed sprinkler sys heads 
will be relocated per natl fire protection slds 
CLAYTON. F L Alabama Power Co 80/07/21 Spp 


—0007010446 LER 80-036/03L-0 on 800928. during performancp of RHR ValVPi 
Inservice test. lA RHR heat eiehanger discharge valve failed 
to stroke close Caused by cap ecrew connecting valve 
actuator to valve shaft coning out Cap screw replaced 
HAlfiaTON. W 0 Alabema Power Co 00/06/25 2pp. 


0007010406 Forwards LER 0O-O37/O1T-O 

CLAYTON. F U Alabama Power Co 00/06/27 Ip 


8007010412 LER 00-037/01 T-0' on 800613. Westlnghouse notified util of 
potential for damage to centrifugal charging pumps due to 
inadequate flow following secondary side high energy line 
rupture Caused by inadequate consideration during design. 

HAIRSTON. W 0 Alabame Power Co 80/06/27 SPP 


R Periodic operating reports 8. related correspondence 


0007070168 Forwards revised monthly operating repts for Mar 1979- 
May 1980 

CLAVTONiF L Alabama Power Co 60/06/30 Ip 


—0007070176 Revised monthly operating rept for Mar 1979 
HAIRSTON. W G Alabama Power Co 79/04/01 Ip 


DOCKET 50-352 LIMERICK GENERATING STATION. UNIT 1 
A AppI icatlon/constroctlon stage documents b correspondence 


8007020257 Forwards NRC Ofc of Nuclear Reactor Regulation B0042S 
reorganiiation chart Necessary period of transition made 
w/min disruption to ongoing activities 

TEDE8CD.R L Assistant Director for Licensing 00/06/13 2pp 


8007070180 Revised monthly operating rept for Apr 1979 
HAIRSTON. W 0 Alabama Power Co 79/05/01 Ip 


B007070190 Revised monthly operating rept for May 1979 
HAIRSTON. W 0 Alabama Power Co 79/06/01 Ip 


8007210176 Forwards NRC evaluation of OE rept. NEDE-EAOIO-P b Supple 
1-3, "Technical Basis for Use of Bquare-Root-of-8um-of~ 

Squares iSRSS) Method for Combining Dynamic Loads for Mark 
II Plants " Rept acceptable subj to certain constraints 
MATTSON, R J Division of Safety Technology 80/06/29 3pp 


•8007070194 Revised monthly operating rept for June 1979 
HAIRSTON. H 0 Alabama Power Co 79/07/01 Ip 


— B007070199 Revised monthly operating repb for July 1979 
HAIRSTON. H 0 Alabama Power Co 79/08/01 Ip 


8007070204 Revised monthly operating rept for Aug 1979 
HAIRSTON, H 0 Alabama Power Co 79/09/01 tp 


8007230001 Forwards statement of policy re requirements to be met for 
current OL appl icatlons. as derived from NUREO-0660 b found 
in NUREG-0694 

EI8ENHUT, D 0 Division of Licensing 60/06/26 2p)i 


8007160491 Responds to Itr re facility Replacement power cost reported 
in NRC 800130 Itr is for fuel to operate plant Large part of 
replacement power would come from oil Intensity of recent 
earthquake was only fraction of DBE 
6CHW6NCGR, A Licensing Branch 2 80/06/27 llpp 


—0007070208 Revised monthly operating rept for Sent 1979 
HAIRSTON, MG Alabama Power Co 79/lO/OJ Ip 


8007070214 Revised monthly operating rept for Qct 1979 
HAIRSTON, W O Alabama Power Co 79/11/01 Ip 


0007230621 Summary of 000612 meeting w/Mark II owners group in 
Bethesda. HD re lead plant closure b long-term program Mods 
should be made to generic lead plant condensation 
oscillation b chugging pool boundary loads Viawgrapha end, 
ANDERSON, C J Generic Issues Branch 80/07/03 a7pp 


-8007070217 Revised monthly operating rent for Nov 197 
HAIRSTON, M 0 Alabama Power Co 79/12/01 Jp 


0OO7L8O20S Notification of 800711 masting w/utll in OethpsdaiMO to 
discuss certain problems w/facility review 
SELLS, D Licensing Branch 2 80/07/H, 3pp 


—8007070219 Revised month 1 
HAIRSTON. W G Alabama 


y operating rept for Dec 
Power Co eO/Oi/01 tp 


1979 


~*^*HA?fiSTnw operating rept for Jan 19£ 

KaiKSTONiW C Alabama Power Co 80/02/01 Ip 


—8007070226 Revls 
HAIRSTON. W G 


ed monthly operating rept for Feb 1980 
Alabama Power Co 80/03/01 Ip 


8007070228 Revised monthly opera t 
HAIRSTON. H G Alabama Power Co 


rept for 
80/04/01 


Mar I960 
ip 


8007250471 Suggests 800904 meeting for presentation of Info 
to NRC 800506 Itr re preliminary risk analysis Lists info 
be presented 

BOVER.VS Philadelphia Eloctrie Co 80/07/21 ip. 


respond ino 

to 


0007290175 Notification of 800005 meeting w/ropresentafctves from Mmrfc 
II ownara group in Chicago, IL to discuss lead Mark II plants 
chugging b C/0 load specs 

ANDERaON, C Generic Issues Branch 00/07/23 2pp 


DOCKETED ITEMS 


4 Adjudlcatorg corre (.pondence 


80073I0S43 Forward* Commiision 0003S7 memorandum ti order containing 
deeltiona on UC8 780502 petition for reconsideration of 
700413 nenorandun b order UCS 771104 petition sought action 
r« firt protection for electrical cables 
EIBE1»MT, D 0 Division of Licensing eO/Oi/23 09pp 


H Oeneral correipondonce 


B007100372 Act receipt of Itr re const of facility Station is not 
preientlij under active review Ltr will be kept on file li 
returned when util application for OL review is initiated 
SCliUENCeR.A Licensing Qranch 2 80/06/23 Ip 


—0007100287 neiiuasts that NRC reconsider opening facility PA has not 
ieiprovsil radiation monitoring or emergency response since 
TUI Serious nuclear accidents can tt will happen Homeowner 
Insurance does not cover lose of life or damages 
CLARK. C Affiliation Unknown 80/06/23 2pp 


8007110910 Responds to 800407 ltr re const of facility Environ & safety 
reviews will begin uhen util submits application for DL Ltr 
will be kept on file (< referred to again when review 
initiated 

BCHUENCER. A Licensing Branch 2 80/06/23 2pp 


0007140029 Ack receipt of 600610 ltr b resolution re const of 
facility Resolution will be considered along w/other 
correspondence in future reviews relative to facility 
licensing 

BCHUEHCER. A Licensing Branch 2 00/06/26 tp 


0007160644 Forwards 80062B correspondence to President Carter. Oovernor 
Thornburgh. Senators Bchwelker b Heim . Representative 
Ledersr. State Senator Fumo. State Representative Rappaport b 
NHC re halting facility const 

HAWKINS. K L Pennsylvania. State of 80/06/28 7pp 


6007180349 Responds to ltr re const of facility Ltr will be kept on 
file Si referred to when NRC initiates DL review Facility 
will not be under active review until util submits DL 
application in lata 1980 or early 1781 
6CHWENCER. A Licensing Drench 2 60/07/01 ip 


8007290004 Ack receipt of ltr re const of plant Plant not under active 
rivlew Public comments will be considered during review 
8CHUENCER.A Licensing Branch 2 80/07/14 ip 


0007290479 Responds to 800630 ltr to NRC re const b operation of 
facility NRC uelcomas cltiion Itrs b takes them into 
eensld'eratlon during environ b safety reviews Facility will 
not be reviewed until OL application Is received 
SCHWENCER.A Licensing Branch 1 80/07/13 2pp 


1. Financial Information 


800701013B Responds to 800609 ltr to 0 Cunningham transmitting util 8-7 
regletratlon statemant No inaccurate statements or financial 
inconsistency identified 

CHRIBTENBURY. E Hearings Division 80/06/19 Ip 


0 Inepaction reports. IE Bulletins b correspondence 


0007140467 Forwards IE Bulletin 80-13, "Cracking in Cora Spray 
Spargers ” No written response required 

ORIER.B H Region 1. Philadelphia, Office of the Director 
80/09/12 tp 


8007010290 Forwards IE Info Notice 80-23. "Loss of Suction to Emergency 
Faadwater Pumps." No written response required 
ORIER.B H Region 1. Philadelphia. Office of the Director 
BO/09/39, tp 


8007210604 Forwards IE Info Notice 80-26. "Evaluetion of Contractor 
OA Programs " No written response required 
ORIER, B, H Region 1. Philadelphia, Sffiea of the Director 
80/06/10 ip 


8007140260 Forwards IE Bulletin 80-14. "Degradation of BNR Scram 
Discharge Voi Capability " No written response required 
ORIER.B N Region 1. Philadelphia. Office of the Director 
60/06/12 ip 


8007020516 Forwards IG Circular BO-15. "Loss of Reactor Coolant Pump 
Cooling '< Natural Circulation Cooldown " Nii uiitton response 
r equ 1 rod 

ORIER.B H Region 1. Phi lodelph i.i. Office of the Director 
80/06/20 Ip 


Q00716072B Forwards IE Cirrular BO-14. "Hadioac t kve Contamination of 
Plant Demineral 1 lot) Writer Gijs b Resultant Interna! 

Contamination of Personnel " No written response required 
ORIER.B H Region 1, Ph i lado Iph la, Office of the Director 
80/06/24 Ip 


8007210223 Forwards IE Info Notice BO-24, "Low Level Radwaste Durial 
Criteria " No written response required 

ORIER.B H Region 1, Philadelphia. Office of the Director 
80/06/2S Ip 


8007210312 Ack receipt of 800410 Ur informing NRC of steps taken to 
correct violations noted in IE Insp Ropts 50-352/79-12 b 
50-333/79-11 

ORIER.B H Region I, Phi l.idelph la. Office of the Director 

80/06/26 2pp 


—8007210321 Responds to NRC 000312 ltr re violations noted in IE Insp 
Rents 50-352/79-13 b 50-3S3/79-lt Corrective actions 
uncontrolled copies of pipe support drawing removod from 
field 

KEMPER, J S Philadolphio Electric Co BO/04/10 9p p 


—8007210326 Forwards IE Insp Repts 50-332/79-12 b 30-393/79-11 on 
791120-30 b 120.3-21 b notice of vioUtiun 

CARLSON. R T Region 1, Ph 1 ladolphla, Reactor Construction b 
Engineering Support Branch 00/03/12 2pp 


— 0007210330 Notice of violation from insp on 791120-JO b 1303-21 

* Region 1. Pli 1 1 od e 1 p h 1 a. Office of the Director 60/03/09 2pp 


— B00721033D IE Insp Repts 50-352/79-12 b 50-393/79-U on 79U 20-30 b 
1203-21 None nmpl lance noted failure tu control design 
documents for masonry walls b failure to provide QA program 
for masonry wall subcontr.ic tnri 

MATTIA.J C Region 1. Phi ladolphla, Office of the Director 
MC8AII0HV, R M Region 1. Philadelphia. Reactor Conotruc tlon b 
Engineering Support Branch 80/01/05 15pp 


8007230159 Forwards IE Bulletin 80-16, "Potential Misapplication of 
Rosemount Inc Models 1151 b 11!)2 Pressure Transmitters 
U/Either A or D Output Codes " Written rosponsc toquired 
IE Circular 80-16 also end No written responae required 
ORICR.B H Region 1. Philadelphia. Office of the Director 
60/06/27 2pp 


8007210967 Responds to IE Bulletin 90-06 Flued heads winch are butt 
welded to containment penetration sleeves used in both 
units ASME Code. Section 111.1974 through Winter 1971 
addenda. applied 

KEMPER. J S Philadelphia Electric l.o 80/07/02 7pp 


8007210206 Ack receipt of 800623 ltr infurming NRC of steps taken to 
correct violations noted in IE Insp Repts 50-352/00-03 b 
90-353/80-03 

CARLSON. R T Region I. Philadelphia. Reactor Construction b 
Engineering Support Branch 80/07/03 Ip 


— 8007210214 Responds to NRC 80D526 ltr ri> viol.itinns noted in IE Insp 
Repts 50-352/80-03 b 50-393/80-03 Corrective actions OA 
Issued stop work orders on pipe rentralcit PR-239 
KEMPER, J S Phlladotphla Eloctrir Co 80/06/23 Spp 


—8007210821 Forwards 1C Insp Ropts 50-352/80-03 l< 50-093/00-03 on 
800225-0325 b notice of viul.itlan 

CARLSON, R T Region I, Philadolphio. Reactor Dperotions Nuclear 
Support Branch 00/05/26 2pp 


—8007210230 Notlro of viola ti nil from insp nn 600285-002 5 

e Region 1, Philadelphia. Office of the Director 60/09/21 tp 


—8007210240 IE Insp Repts 30-352/60-03 b UO-35'J/OO-OO on 800825-0329 
Noncompi lance noted failure to preheat weld joint prtnr to 
welding 

MATTlA.vl C , FINKEL, A Rogloii 1. Phi ladolphla. Office of the 
Director MCOAOOHY. R W Region 1. Philadelphia, Reactor 
Construction b Fnyineoring Buppuit Branch 80/05/21 ISpp 


8007280608 Forward* IE Info Notice 80-28. "Prompt Reporting of Info In 
Accordance N/10CPR5O S5(e> " No written response required 
ORIER.B H Region 1. Philadelphia, Office of the Director 
80/06/13 tp 
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S Reportafile oLttirr i-ntes LESS '< related c orr espon il ent o 


DDCHET 50-3*33 LIMERICK GENERATINO BTATJDN, UNIT 3 


Q007030155 Foruards aueTary ot B00227 meeting ui/ntil to dlscuse 
reporting requirement', of signifitant design Ii Const 
deficiencies rlo repli; requested 

CARLSDH. R T Region 1. Ph 1 1 a d el ph la > Reactor Construction !■ 
Engineering Support Branch 00/05/3"’ Jp 


--9007020164 Summarg of 600227 meeting la/util in Region 1 ofc to discuss 
reporting requirements of sianificant design Si congt 
defic lenc les 

e Region 1 . Ph i 1 ade 1 ph i Office of the Director 60/02/37 3pp 


0007310015 Act receipt of 800606 final deficiencg rept re heating, 
ventilation 6 air conditioning damper Rept uill be revieuied 
& evaluated 

CARLStPi. P T Region 1. Ph 1 1 ad e 1 ph la. Reactoi Operations Nuclear 
Support Branch 60/06/25 Ip 


B00724D226 Part 21 rept re defective Rosemount trip/calibr units ti 
transmitters supplied bg CE Caused bg failure of essential 
Siiiitch that deterinines trip output logic Output of defective 
units \iill be corrected per GE instructions 
KEWER. J S Philadelphia Electric Co 80/07/01 Spp 


0007350152 Part 21 rept re defective CE crimp pins in electrical 
connectors Cause not slated Enel GE rebt states that QA 
procedures have been modified to preclude defective 
crimping tn future 

KEMPER J S Philadelphia Electric Co BO/07/01 7pp 


8007090265 Oeficiancg rept re Colt Industries emergency diesel 
generator heat exchangers Deviation between configuration of 
high heat exchanger stack on generator skid (, configuration 
analqxed in seismic rept detected 

KEMPER. J S Philadelphia Electric Co 80/07/03 2pp 


A Appl teat lon/coMS true tl nn stage documents tt correspondence 


8Q07Q30357 Forwards NRC OPC of Nuclear Reactor Regulation OOOAsfO 
reorganl lat 1 on chart Neenssary period of transition nede 
u/min disruption to ongoing activities 

TEDESGOi R L Assistant Oilector for Licensing QD/06/13 Spp 


8007210176 Forwards NRC evaluation of GE repti NEDE-24010-P b DuppU 
1-3. "Technical Basis for Use of aqiiaru-Root-of-Bum-of- 
Squares iSRSS) Method for Combining Dynamic Load* for Hark 
11 Plants *' Kept acceptably siihj to certain constraints 
MATTSDN. R J Division of Safety Technology SO/OA/39 3pp 


8007330D01 Forwards statement of policy re requirements to be wet for 
current OL appl ications, as derived from NUReO-0660 *< found 
in NUREO-0694 

EISENHUTiD D Division of Licensing 00/06/26 2pp 


0007160451 Responds to 1 tr re facility Replacement power Cost roported 
in NHG 0QQ13O I tr is for fuel to operate plant Large part nf 
replacement power would come from oil Intensity of recent 
■ BTthquake was only fraction of DDE 
BCHWENCERiA Licensing Branch 2 80/06/27 llpp 


8007230621 Summary of 800612 meeting w/Mark 1] auners group in 
Dethesdai MD re lead plant cloBUre 6 long-term prajirain Mods 
should be made to gennric lead plant condensation 
oscillation 6 chugging pool boundary IPads Vlouigraphs end 
ANDERSON. C J Generic Issues Branch 80/07/03 37pp 


8007100205 Notification of 000711 meeting w/util in BDthesda.HO to 
discuss certain problems w/facility review 
SELLS, D Licensing Branch 2 80/07/ 1 1 3pp 


*8007090270 Part 31 rppt re Colt emergency diesel generator heat 
exchangers Deviation between configuration of high heat 
exchanger stack on gensrator skid b configuration analyzed 
in seismic rept detected 

MDRlARTY.J M Colt Industries. Inc BD/Dl/16 Ip 


•B007090375 Part 21 rept re Colt Emergency diese] generator heat 
exchangers Units 6 J, 7 have been corrected by Pitting shims 
at bolted interface between generator skid & heat exchanger 
mounting feet 

HORIARTv.jM Colt Industries, Inc 80/06/13 Ip 


8007250471 Suggests 800904 meeting Per prosentation of info reapoxidlng 
to NRC B00506 Itr re preliminary risk analysis l,ists info to 
be preeertted 

BDVER.V 0 Philadelphia Electric to 80/07/21 Ip 


8007290175 Notification of BOOBDS meeting ui/represen tativas fraei Mark 
ir owners group in Chicago, IL to discuss lead Mark II plants 
chugging b C/0 load specs 

ANDERSON, c GoneMc Issues Branch 80/07/23 Spp 


0 Adjudicatory corrospandance 


8007250287 Act receipt of 000620 final deficiency rept re 4 iV 
switchgear circuit breaker auxiliary switch crank aasenblu 
defect 

CARLSON.R T Region i. Philadelphia. Office of the Director 
00/07/03 Ip 


B0073I0243 Forwards Commission B00927 memorandum b nriier containing 
daeisions on UCE 780502 petition for reronsideration of 
700413 memorandum b order LiCB 771104 petition sought action 
re fire protection for eloetrlcal Cobles 
EIBENHUT, D 0 Division of Licensing 80/06/25 09pp 


0007310281 Atk receipt of 800701 final 
crifwptt in conn^ctort 

CARLSON, R T Region 1. Philadelphia, 
Engineering Support Branch 00/07/11 


deficiency rept re defective 

Reactor Construction b 
Ip 


'B0073J02B6 ^IflnificAnt Deficiency Rept i4 te defective crimps in 
connectors GE rept submitted per loCFRSl provides 
detailed site insp info Rept end 

KEMPER, J S Philadelphia Electric Co 00/07/01 Spp 


y Cengressional/Executi va Correspondence 


B0042S0339 Requests .ippearance on behalf of subcommittee to testify 
on issues re emergency planning procedures b preparedness 
lung w implications of lessons learned from accident at 
• til Hearing acheduiisd for B00527 

UDALL.M K House of Rep . Interior b Insular Affairs aO/04/16 




—8007110343 Reduests that NRC seriously consider attitude., 

IS *■ hihether or not CP^ 

“/public health b safety 

K09TMAVER.P H . MaRKEV.E J House of%ep eo/06/04 3pp 


H General correspondence 

0007100278 Ack receipt of Itr re const of fac i 1 1 ty. Station i» not 
prnsentJy under active review Ltr will be kept on file b 
aPPMcAtlon for DL review is initiated. 

SCHWENCERjA Lic^naing Branch 2 BO/Oh/23 ip 

”'^°ilirnvn! tha t NRC rec on B I <1 er opening faculty PA haa rot 

improved radiation monitoring or emergency rasponed since 
a huejoor accidents can b will happen Homaowner 

rr*nu Pamagos 

GLftRKd C Affiliation Unknown 00/06/23 2pp 

6007110510 Responds to 800409 ltr re const of facility Environ b sufalu 
rev ews will begin when util submits app 1 icpUon foSi OL L^^ '* 

initiated*'’ 

SCHNENCER.a Licensing Branch 2 80/06/23 2pp 


^°?hir^hur correspondence to Pr.eldent Carter, Oovernor 

Thornburgh. Senators Bchueiker b Heinz, Representative 
Le Brer, State Senator Fumo, State Representative Rappaport b 
NRC re halting facility const n»|.paHurs 

HAWKINS, K L Pennsylvania, State of 80/06/20 7pp 

0OO71BO345 Responds to ltr re const of facility Ltr wtll be keot an 

will “ir ‘hltUtee OL review Faculty 

will not be under active review until util sub/eits DL 
application In late 1 980 or early J 98 i 
SCHWENCEBiA Lirenslng Branch 2 80 / 07/01 tp 


S0078S0004 Ack receipt of Itr re 
review Public comments will be 
SCHWeNCER, A Licensing Branch 


const of plant Plant not under 
considered during review 
a 80/07/14 ip 


active 



DOCKETED ITEMS 
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a007S90475 Responds to B00630 Itr to NRC re const t< operation of 
#acllitv NRC uelcoises citiien Itrs t( takes them Into 
consideration during environ 8< safety reviews Facility will 
not be reviewed until OL application is received 
BCHHENCER. A Licensing Branch 1 80/07/15 Spp 


I Financial information 


S00701013B Responds to 000609 I tr to 0 Cunningham transmitting util S-7 
registration statement No inaccurate statements or financial 
tncon stenry identified 

CHRISTENBURY. E Hearings Division 80/06/19 Ip 


0 Advisory Committee on Reactor Safeguards reports !< correspondence 


7904180321 Rept on Zimmer Unit 1 Requests to be informed of NRC 
acceptance criteria & vaporiiation rote lest results 
Considers NRC methodotogy of load combination acceptable 
CARBONi M M ACRE - Advisory Committee on Reactor Safeguards 
79/03/13 Gpp 


O Inspection raportsi IE Bulletins (c correspondence 


0007140469 Forwards IE Bulletin 00-13< "Cracking in Core Spray 
Spargers " No written response required 

ORIERiO H Region !■ Philadelphia. Office of the Director 
80/09/12 tp 


8007010258 Forwards IE Info Notice 00-23. “Loss of Suction to Emergency 
Feedwater Pumps " No written response required 
ORIER.B H Region 1> Philadelphia. Office of the Director 
HO/OS/29 Ip 


B007210604 Forwards IE Info Notice 80-26. "Evaluation of Contractor 
QA Programs " No written response required 
ORIER.B H Region 1. Philadelphia. Office of the Director 
90/06/ 10 ip 


0007140200 Forwards IE Bulletin 00-14. "Degradation of BUR Scram 
Discharge i/ol Capability ’’ No written response required 
ORIER.B H Region 1. Philadelphia. Office of the Director 
BO/06/ia * Ip 


8007280608 Forwards IE Info Notice 80-2B. "Prompt Reporting of Info in 
Accordance N/10CFR50 SS(e) " No written response required 
ORIER.B H Region 1. Philadelphia. Office of the Director 
80/06/ 13 Ip 


B007020916 Forwards 1C Circular 80-19. "Loss of Reactor Coolant Pump 
Cooling & Natural Circulation Cooldown " No written response 
roqulrod. 

ORIER.B H Region 1. Philadelphia. Office of the Director 
SO/06/20 ip 


8007160728 Forwards IE Circular BO-14. "Radioactive Contamination of 
Plant Demineral ii ed Hater Sys $< Resultant Internal 
Contamination of Personnel " No written response required 
ORIER.B H Region 1. Philadelphia! Office of the Director 
80/06/24 Ip 


8007210229 Forwards IE Info Notice 80-24. "Low Level Radwaste Burial 
Criteria " No written response required 

ORIER.B H Region 1. Philadelphia. Office of the Director 
00/06/29 ip 


SO07210312 Ack receipt of 800410 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 80-392/79-12 i. 
50-393/79-11 

ORIER.B H Region 1. Philadelphia. Office of the Director 
90/06/26 2pp 


-9007210321 Responds to NRC 000312 Itr re violations noted in IE Insp 
Repts 90-392/79-13 fc 50-393/79-11 Corrective actions 
uncontrolled copies of pipe support drawing removed Prom 
ftsld 

KErtPERi J S Philadelphia Electric Co 00/04/10 9pp 


9007210326 Forwards IE Insp Repts 50-352/79-12 l< 50-393/79-11 sn 
791120-30 4( 1203-31 t< notice of violation 

CARLSON. R T Region 1. Philadelphia. Reactor Construction 6 
Engineering Support Branch 00/03/12 2pp 


•9007210330 Notice of violation from insp on 791120-30 8< 1203-21 

* Region 1. Philadelphia. Office of the Director 80/03/08 2pp 


•0007210339 IE Insp Repts 50-3S2/;9-12 J, 50-393/ /9- 1 1 on 79U20-30 & 
1203-21 None ump 1 1 am e noted failure to rontrol design 
documents for masonry walls •< f.nlure to provide OA program 
for masonry wall subcontractors 

MATTIA.J C Region 1. Phi ladelph i.-j. Office of the Director 
MCOAUOHV. R W Region 1. Philadelphia. Reactoi Construction S< 
Engineering ‘jupport Branch 80/03/05 I5pp 


0007230159 Forwatds IC Dullclin 00-16. "Potential Pit sapp 1 i cation of 
Rosemount Inc Models 1151 A 1152 Pressui c Transmitters 
H/Eithor A or D Output Codes " Written response required 
IE Circular BO-16 also end No written response required 
ORIER.B H Region 1 Ph 1 1 od e I p h i . 1 . Office of the Director 
00/06/27 3pp 


0007210567 Responds to IE Bulletin 80-0S Flued heads which are butt 
welded to containment penetration sleeves used in both 
units ABPIE Code. Section 111.1974 through Winter 1974 
addenda. app lied 

KEMPER, J S Philadelphia Electric Co 80/07/02 7pp 


8007210206 Ack receipt of 000623 Itr infurmitig NRC of steps taken bo 
rorrect violations noted in 1C Insp Repts 50-352/00-03 it 
50-353/80-03 

CARLSON, n T Region 1, Philadelphia. Reactor Construction t< 
Engineering Support Branch 80/07/03 Ip 


— 0007210214 Respiinits to NRC 800526 Itr ra violations noted in IE Insp 
Repts 90 352/00-03 A 50-353/80-03 Corrective actions QA 
issued slop work orders on pipe leBlraiiit PR-239 
KEMPER.J S Philadelphia Electric Co 80/06/23 2pp 


•8007210221 Forwards IE Insp Repts 50-352/80-03 A 50-393/80-03 on. 
800225-0325 A notice of violation 

CARLSON. R T Region 1. Philadelphia. Reactor Operations Nuclear 
Support Branch 80/09/26 3pp 


— 8007210230 Notice of violation from insp on 800229-0329 

» Region 1. Philadelphia. Office of the Diiector 90/09/21 Ip 


—8007210240 IE Insp Repts 50-352/80-03 t< 50-353/90-03 on 800225-0329 
Noncompl iance noted failure to preheat weld joint prior to 
welding 

MATTIA.J C . riNKEL.A Region 1. Philadelphia, Office of the 
Director MCOAUOHV. R W Region 1, Philadelphia. Reactor 
Construction t< Engineering Support Drench 00/05/21 15pp 


8 Reportable occurrences, I.FRs A related correspondrnc e 


0007020155 Forwards summary of 000227 meeting u/util to discuss 
reporting requirements of significant design t. const 
deficiencies Nu reply requested 

CARLSQN.R T Region li Philadelphia, Reactor Construction l« 
Engineering Support Branch 0(1/05/2/ Ip 


—8007020164 Summary of Bfl0227 meeting u/iitil in Region 1 nfe to discuss 
reporting requirements of significiint design f« const 
lief ic lenc 1 es 

s Region 1. Philadelphia. Office of the Director 00/02/27 Spp 


0007210019 Ack receipt of 800606 final deficiency lept rc heating, 
ventilation t< air conditioning damper Rapt will be reviewed 
A evaluated 

CARLSON. R T Region 1. Phi 1 odel phiu. Reactor Openitions Nuclear 
Support Branch 00/06/29 Ip 


8007240226 Part 21 rept re defective Hosemotint tr ip/col itir units It 
transmitters supplied by 6E Cauunil by failure of cssacitial 
switch that determines tiip output logic. Output of defectiver 
units will be corrected per OE instructions 
KEMPER.J a Philadelphia Electric Co 00/07/01 Spp 


8007290152 Part 21 rept re defective OF crimp pine in electrical 
connectors Cause not stated Enel 6E i ep t states that OA 
procedures have been modified to preclude defective 
crimping in future 

KEMPER J S Philadelphia Flectiic Co 80/07/01 fpp 


8007090265 Deficiency rept le Colt Industrios emergency diesel 
generator heat cut hangers Deviation between configuration of 
high boat etchang.'r stack un genet alur skid A cuiif i g ura b ion 
analyied in seismic rept detected 

KEMPER.J 9 Philadelphia Electric Co 80/07/02 2pp 


■8007090270 Part 81 rept re Coll eineigciicy diesel generator heat 
eichangers Deviation between coiif igura t inn of high heat 
eichar.ger stack on generator skid !> < enfi guration analyied 
in seismic rept detected 

MORIARTV.J M Colt Industries, liic 90/01/16 Ip 
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-8007090273 Part 21 rept re Cplt emergency diesel generator heat 
eichangers Unita 6 b 7 hdve been corrected by fitting shims 
at bolted interface between generator sltid l< heat eichanger 
mountirts feet 

hORlARTV-J i1 (olt Industries! Inc BO/06/13 Ip 


B0070Q0001 Proposed findings of fact ti conclusions of law in farm of 
nenorandum & order affirming ASLD 7807i4 partial initial 
decision & advising that radon releases associated u/lf fuel 
cycle are insignificant in striking cost/beneflt balance 
OORDENICKi 0 H Hearing Branch 4 80/07/03 35pp 


BOO72S'0‘2Q7 Aek receipt of B00620 final deficiency rept re 4 kV 
switchgear circuit breaker auitlrary switch crank assembly 
defect 

CARLSONi B T Region 1. Philadelphia! Office of the Director 
BO/07/03 ip 


6007310281 Act receipt of 800701 final deficiency rept re defective 
crimps in electrical connectors 

CARLSONi R T Region 1. Philadelphia. Reactor Construction *< 
Engineering Support Branch 80/07/11 ip 


— 80073l02Bf> Significant Deficiency Rept 14 re defective crimps in 
electrical connectors OE rept submitted per tOCFR21 provides 
detailed site insp info Rept end 

KEMPER. J S Philadelphia Electric Co BO/07/01 2pp 


U Congressional /Esecutive Correspondence 


B0042SOS39 Requests appearance on behalf of subcomnl ttee to testify 
on issues re emergency planning procedures & preparedness 
along w/imp I lea tl ons of lessons learned from accident at 
TMI Hearing scheduled for 800S37 

UDALL. M K House of Rep . Interior & Insular Affairs BO/04/16 

Ip 


B007I 10338 Responds to 8006D4 Itr eipressing concerns about testimony 
of V Soyer. util Senior Vice President HR Denton will meet ui/ 

Boyer on 800630 tn discuss matter in greater detail 
DIRCKSi U J Office of the Eiecutive Director for Operations 
BO/06/30 Ip 


— -9007110343 Requests that NRC seriously consider attitudes expressed by 
util during 800S27 testimony h determine whether or not CP 
Is consistent u/public health b safety 

KOSIMAYER. P H . MARKEV.E J House of Rep 80/06/04 3pp 


DOCKET SO-354 HOPE CREEK NUCLEAR STATION. UNIT 1 


A Appt Ication/c onstruc tlon stage documents b correspondence 


SOOTOlOSbl Forwards NRC reorgani jetton chart for Ofc of Nuclear Reactor 
Regulation! effective SOO420 Considerations of activities 
should be made through assigned mgt representatives Areas of 
disagreement may be discussed through informal appeal 
TEDESCO.R L Assistant Director for Licensing 80/06/13 3pp 


8007830001 Forwards statement of policy re requirements to be met for 
current DL app 1 icatSons. as derived from NUnEe-0660 b found 
in NUREe-0694 

EISENHUT. D C Division of Licensing 80/06/86 2pp 


8007080191 Forwards dual i ficat inn Summary Repts 33-32260-QS for Hope 
Creek b 33''54237-QB for River Bend reflecting documentation 
oF electrical equipment qualification Repts withheld (ref 
lOCFRa 7701 

DUVALL. D D eould-Brobin Boveri 90/07/01 Ip 


O Adjudicatory corr espandenc e 


— 80070S0003 Proposed corrections to B008S6 transcript 
BORDENICK.B M Hearing Branch 4 80/07/03 2pp 


—0007080006 Motion to include de minimus theory of health effects in Nile 
800703 findings of fact b conclusions of law presented In 
form of memorandum b order Inclusion is consistent u/ALAB- 
309. ALAD-940 b ALAD-368 Certificate of Sve end 
BORDENIC.K Hearing Branch 4 80/07/03 7pp 


8007100256 Order granting Ecology Action of Oswego motion to file 
800620 submission re genoric radon issue 

BISHOP. C J Atomic Safety and Licensing Appeal Panel 80/07/07 

2pp 


8007310128 Response in opposition of NRC 900703 pleading asserting 
validity of Perkins record on radon releases from U mining 
b milling Objects to NRC poeitlon eliminating health effect! 
issues From consideration Supporting news articles encl 
CAPLAN. R Ecology Action of Oswugo 80/07/16 13pp 


80072S0353 Forwards revised Pages 7 b 16 to licensees reply to propoeed 
findings of fact submitted by other parties filed on B0071B 
Revised pages required to correct typographical errors 
9vc list encl 

TRAVIE60-DIAZ Shaw. Pittman. Potts b Trowbridge 80/07/81 lOpp 


H Ocneral correspondence 


8007180060 Responds to 800311 request for Info needed for fuel cost 
study Forwards excerpts of WASH-740. HASH- 1224. HASH- 1830, 
HABH-I400INUREO-0020 (Vol 4, Number I ) . NUREa-O40O> NUREO-OSIS. 
NUflB0-0317.NUnEO/CR-106O b FES 

DENTON. H R Office of Nuclear Reactor Regulation. Director 
80/08/14 133PP 


—8007180063 Requests documents containing info needed fop fuel cost 
study 

HILOER. W Affiliation Unknown 80/03/ li 8pp 


P Operating license stage documents b correspondence 


8007230028 Summary of Q00207 meeting w/Mark 1 owners group in BothesdSi 
MD. re revisions to NRC acceptance criteria b outstanding 
issues relative to Mark I contoinment long-term program 
OfllMEB. C T Plant Systems Branch 60/08/21 31pp 


0 Inspection reports. 1C Bulletins b correspondence 


8007140431 Forwards IE Bulletin 80-13, "Cracking in Core Spray 
Bpargers " No written response required 

ORIER, B H Region 1, Philadelphia. Office of the Director 
60/09/12 Ip 


8007010871 Forwards IE Info Notice 00-83, "Loss of Suction to Emergency 
rvcduati^r Pumps**' No tifrltten rosponoo ro(|uir»il 
DRIER, O.H Region 1, Philadelphia. Office of the Director 
00/09/29 tp 


B0070800B6 ProposPd findings of fact b conclusions of law responding to 
ABLAB questions on Battelle rept Findings are adopted by 
THI-8/Peachbottam Intervenors b Ecology Action Urges 
suspension of OLs Certificate of Sve end 

KEPFORD.C Environmental Coalition on Nuclear Power 80/06/16 
I8pp 


0007060046 Response to A3LAB request re Deficiency 1 Urges reversal of 
decision rejecting deficiency re correlation between U mine 
radon releases b amount of U fuel Portion of Perkins 
decision re correlation must be vacated 
CAPLAN. R Ecology Action of Oswego 60/06/20 2pp 


B007'&B004B Proposed findings Of fact endorsing Cl tl lens for Safe 
Environ filing re radiation source terms from 0 mining b 
milling Rejects Perkins rationale b urges development of 
further evidence re failure mechanisms b human factors 
CAPLAN. R Ecology Action of Oswego 80/06/20 4pp 


8007310243 Forwards Commlssioii BOOW? memorandum b order containing 
decisions on UCS 780902 petition for reconsideration of 
780413 memorandum b order UC8 771104 petition sought action 
re fire protection for electriral cables 
EISENHUT, D 0 Division of Licensing 80/06/83 S9pp 


8007170866 Forwards IB Insp Repts 50-394/80-03 b 50-399/60-03 on 
B00303-2B No noncompliance noted 

CARL60N. R T Region 1. Philadelphia. Reactor Construction b 
Engineering Support Branch 80/09/30 8pp 


»1I»P riepc* on uuu;xuiJ-i.:u. NO 

noncompiionce noted Major areas inspected weld rod control, 
stored equipment maint, structural steel welding fc electrical 
work status 

BATEMAN, H H, MCOAUOHY.R W Region I, Philadelphia, Office of the 
Director 00/05/80 app 


Forwards IE Insp Repts 50-354/80-06 b SO-399/80-06 on 
S00433-25 tt 59 No noncompl iapce notstf 

CARLSON, R T Region t. Phi ladolphia, Reactor Construction b 
Bnglnoerlng Support Branch 00/06/04 2pp 


-BQ078 10309 IE Insp Repts 50-394/80-06 b 50-399/60-06 on 800483-89 
No noncompl ianee notod Major areas inspcctod noncompliance 
*’'*"'* analysis b control of field change request! 
pnl5^?cS”a « n »' Philadelphia, Office Of the Director 

MNETER.a D Region 1, Philadelphia, Reactor Construction b 
Engineering Support Branch 00/09/23 4pp 



DOCKETED ITEMS 


2T1 


8007810612 Foruarcts IE Info Notlca &0~26> "Evaluation of Contractor 
(3A Progrant “ No urltton rasponto rociuiretl 
MIERi B H Ragion 1. P6 1 1 ad a 1 ph lai Office of the Director 
80/06/10 Ip 


8007140284 Foruardt IE Bulletin B0-14> "Degradation of DUR Scram 
Oltcharge Vol Capability " No lentton response required 
ORIERi B H Ragion l> Phi ladelph lai Office of the Director 
80/06/ 12 Ip 


8007280614 Foruardt IE Info Notice 80-28. "Prompt Reporting of Info in 
Accordance M/10CFR50 53(e> " No written retponto required 
ORIERt D H Ragion 1. Philadelphia. Offica of the Director 
80/06/13 Ip 


B007300317 Foruardt IE Intp Repts 50-354/80-00 t 50-355/80-08 on 
800512-16 No none omp I lance noted 

CARLBON. R T Ragion 1> Philadelphia. Reactor Conttructlon (< 
Engineering Support Branch 80/06/13 2pp 


—8007300321 IE Intp Reptt 50-354/80-08 «> 50-355/80-08 on 800512-16 No 
nonconpllanca noted Major areat inspected welding matl 
contrail reactor vassal non le/safa-and field change 
Uflding b taf etg-ralatad pipe welding 

REVNOLOQ.a D Region 1. Philadelphia. Offica of the Director 
TRIPP 1. E Ragion 1. Philadelphia. Reactor Construction b 
Engineering Support Branch 80/06/12 Bpp 


8007280242 Forwards IE Intp Repts 50-354/80-05 b 50-355/80-05 on 
800421-25 No noncompllanca noted 

CARI.80N. R T Region 1. Philadelphia. Reactor Construction b 
Enginearing Support Branch 80/06/16 2pp 


-8007280246 IE Intp Repts 50-354/80-05 b 50-355/80-05 on 800421-25 No 
noncoaipIiancB noted Major areas inspected reactor vessel 
nosile safe end field changes b welding of safety-related 
piping 

REYNOLOBrG D Region t> Philadelphia. Office of the Director 
TRlPPtL E Region 1. Philadelphia. Reactor Construction b 
Engineering Support Branch 80/06/12 Spp 


B007I70634 Ack receipt of 000428 Itr informing NRC of steps taken to 
correct violations noted in IE Imp Repts 50-354/80-02 b 
50-335/80-02 

CARLSON. R T Region 1. Philadelphia. Reactor Construction b 
Enginearing Support Branch 80/06/17 Ip 


■8007170665 Forwards IE Insp Repts 30-354/80-02 b 50-353/80-02 on 
800204-29 b notice of violation 

CARLSONiR T Region 1. Philadelphia. Reactor Construction b 
Engineering Support Branch 80/03/24 2pp 


“8007170670 Notice of violation from insp on 000204-29 

« Region 1. Philadelphia. Office of the Director 80/03/19 2pp 


■8007170682 IE Insp Repts 30-354/00-02 b 50-355/80-02 on 800204-29 
Noncompliance noted failure to establish measures to 
maintain claanlincss of relief valve piping stored In 
supprassion chamber b to maintain weld rod control 
BATEMAN. U H > HCOAUOHV.R U Region 1. Philadelphia, Office of the 
Director 80/03/19 9pp 


B0D7020S03 Forwards IE Circular 80-15, "Loss of Reactor Coolant Pump 
Coaling b Natural Circulation Cooldown " No written response 
raquirad 

ORIERiB H Ragion 1. Philadelphia. Office of the Director 
80/06/20 Ip 


8007160737 Forwards IE Circular 80-14. "Radioactive Contamination of 
Plant Damlnaral i zed Hater Sys b Resultant Internal 
Cantamination of Personnel ” No written response required 
ORIER. B H Ragion 1, Philadelphia. Office of the Director 
80/06/24 ip 


8007210278 Forwards IE Info Notice 00-24. "Low Level Radwaste Burial 
Criteria. •• No written response required 

BRIERiB H Region 1. Philadelphia. Office of the Director 
80/06/25 Ip 


8007210276 Ack receipt of 0OOS2B Itr informing NRC ef steps taken to 
correct violations noted in IE Insp Repts 50-354/80-02 b 
50-335/80-02 

CARLSONiR T Region li Philadelphia. Reactor Construction b 
Engineering Support Branch 80/06/27 Ip 


--B007210282 Responds to NRC 800324 Itr re violations noted in IE Insp 
Repts 60-354/80-02 b 50-355/80-02 Corrective actions 
documented intarlina cleanliness b hired OC inspector 
MARTlNiT. v) Public Service Electric b Oas Co of New Jarsay, 
80/05/28 app 


0007230170 Forwards IE Dulietin 00-16. "Putential Misapp I ica t ion of 
Rosamount Inc Mndols IISI l< 1152 Pressure Transmitters 
W/Elther A or 0 Output Codes " Written response required 
IE Circular 00-16 also enc 1 No written response required 
ORIER. D it RoglOTi 1, Philadelphia. Office of the Director 
80/06/27 2pp 


8007250299 Submits reply to !E Bulletin 80-08 re containment liner 
penetration uclds No flued heads havo been installed to 
date Joints ore considered Class II b radiography will be 
performed 

MARTIN. T J Public Service Electric b Oas Co of New Jersey 
80/07/02 app 


a Reportable occurro rices, LERs b rel.nted correspondence 


8007310269 Ack receipt of 80062S interim deficiency rept re primary 
containment rolief valves supplied by OPE Contrnls 
CARLEON. R T Region I. Philadelphia. Reactor Construction b 
Engineering Support Branch QO/07/11 ip 


--0OO731O293 Potential significant deficiency rept re primary contolnment 
relief valves supplied by GPE Controls Bechtel has completed 
review of revised stress analysis calculations Expected 
completion date of actions is 6008IS 

MARTINiT J Public Service Electric b Oa s Co of New Jersey 
80/06/25 Ip 


DOCKET 50-355 HOPE CREEK NUCLEAR STATION. UNIT 2 


A Appl icat lon/constriic tion stage documents b corre spond snee 


8007230028 Summary of 800207 meeting w/Mark I owners group in Oethosda. 
ND. re revisions to NRC acceptance criteria b outstanding 
issues relative to Nark 1 containment long-term program. 

0RIHE9.C T Plant Systems Branch 80/02/21 31pp 


8007010561 Forwards NRC reorganization chart for OPc of Nuclear Reactor 
Regulation. effective 800428 Considerations of activities 
should be made through assigned mgt representatives Areas of 
disagreement may be discussed through informal appeal 
TCDEQCO. R L Assistant Director for Licensing 80/06/13 Spp 


8007230001 Forwards statement of policy re requirements to be mot for 
current OL app I icat ions, as ilerlvud from NUnEO-0660 b found 
in NUnEO-0694 

EIBENHUT.D 0 Division of Licensing 80/06/26 3pp 


0007080191 Forwards Qualification Bummary Repts 33-S2260-0B fur Hope 
Creek b 33-54837-08 for River Bend leflectlng documentation 
of electrical equipment qualification Repts withheld (ref 
I0CFfi8 790) 

DUVALL. D D Oould-Droun Dover! 80/07/01 ip 


0 Adjudicatory correspondence 


B0070B00Q6 Proposed findings of fact t< conclusions of law responding to 
A8LAS questions on Sottetlc rept Findings arc adopted by 
TMI-2/Peathhottom Intervenors b Ecology Action Urges 
suspension of OLs Certificate of Bve end 

KEPPORD, C Environmental Coalition on Nuclear Power 80/06/18 

12pp 


B007080046 Response to A8LAU request re Deficiency 1 Urges reversal of 
decision rejecting deficiency re correlation between U mine 
radon releases {< amount of U fuel Portion of Perkins 
decision re correlation must be vacated 
CAPLAN. R Ecology Action of Oswego 80/06/20 Spp 


0007080040 Proposed findings of fact endorsing Citliens for Safe 
Environ filing to radiation source terms from U mining b 
milling Rejects Perkins rationale b urges development of 
further evidence re failure mechanisms b human foctors 
CAPLAN. R Ecology Action of Oswego 80/06/20 App 


B0073I0243 Forwards Commission 800527 memurendum b order containing 
decisions on UC0 700502 petition foi reconsideration of 
780413 memorandum b order UC8 /71104 petition sought action 
re fire pratectiun for electrical cables 
EIBENHUT.D Q Divlelcn of 1 (censing 80/06/25 B9pp 


8007080001 Proposed findings of fact b conclusions of law in form of 
memorandum b order affirming A9LU 700714 partial initial 
decision b advising that radon releases associated w/U fual 
cycle are insignificant in striking cost/bcneflt balance 
BORDENICK, D M Hearing Branch 4 00/07/03 SBpp 


--B0070B0003 Proposed corrections to 800226 transcript 
BORDENICK, B M Hearing Branch 4 80/07/03 2pp 
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— 'B0070B0006 Motion to inrludi de mmiriius theory of health effects In NRC 
600703 findings of fact t< conclusions of I presented in 

form of memorand uri & order Inclusion le consistent u/ALAB- 
507. A1.AB-5A0 ?H )ALAB“S62 Certificate of Sve ent 1 
BORDENIC, K Hearing Branch 4 60/07/03 7pp 


B00710035Q Order granting Ecology Action of Osuiego motiDn to file 
QD0620 submission re generic radon issue 

BISHOP. C J Atonic Safety and Licensing Appeal Panel B0/O7/07 

2pp 


B00731O128 Response in opposition of NRC 8C07O3 pleading asserting 
validity pf Perlins record on radon lelcases from U ninitig 
b milling Objects to NRC position e ] i ni iia 1 1 ng health effects 
issues from consideration Supporting news articles encl 
CAPLAM. R Ecology Action of □suieyo 90/07/16 13pp 


6007250353 fortuards revised Pages 7 N 16 to licensees reply to proposed 
findings of fact submitted by other parties filed on 039718 
Revised pages required to correct typographical errors 
Sve list encl 

TRAVIEBO-DI AZ Shall/. Pittman. Potts N T r enubr i d g p 00/07/21 lOPP 


H General corresppndehc e 


80071B0060 Responds to 090311 request for info heeded for fuel cost 
study Forwards eicerpts of MA5H-740. WASH - 1 224. HASH- 1 250. 
HASH-|400 ,Ni;HEG- 0020 iWol 4, Number 1 > . NUREO-OdBO. NUREO-0512. 
NUnEC-0517. MUREG/CR-I060 N FES 

DENTON. H R Office of Nucleai Reactor Regulation. Director 
BO/05/14 153pp 


— 6007109063 Requests documents contairiing info needed for fuel coot 
study 

HILGER.U Affiliation Unlmntuii 00/03/11 2pp 


0 Inspection reports. IE Dulletins A correspondence 


0007140431 Forwards IE Dulletm 69-13. "Cracking In Core Bpray 
Spargers ” No written response required 

GRIER.B H negtoii t. Philadelphia. Office of the Director 
a0/05/12 Ip 


B007010271 Forwards IE Info Notice 80-23. "Loss of Suction to Emergency 
Feedwater Punps “ No iiiritten response required 
GRIER.B H Bcgion 1. Philadelphia. Office of the Director 
80/0 V29 Ip 


8007170260 Fon/ards IE Insp Repts 50— 354/00-03 5. 50-355/00-03 on 
B09303-2B No noncoaip 1 1 a nc e noted 

CARLSON. R T Region ]■ Philadelphia. Redactor Cdti str u c 1 1 on 6 
Engineering Support Branch 00/05/30 2pp 


-8007170274 IE Insp Repts 50-354/00-03 ti 50-355/80-03 on B00303-2S No 
none oihP I lance noted Major areau inspected weld rod control, 
stored equipment mai nt, s true t ur a 1 steel welding A electrical 
work status 

BATEMAN. W H . MCOAUCHf.R W Region 1. Philadelphia. Office of the 
Director 60/03/28 Bpp 


8007210308 Forwards IE Insp Repts 50-354/80-06 & 50-355/00-06 op 
800423-25 A 27 No none omp I i anc e noted 

CARLSON. R T Region 1. Philadelphia. Reactor C onstr uc 1 1 on & 
Engineering Support Branch 80/06/04 2pp 


— 8007210307 IE Insp Repts 50-354/09-06 A 50-335/00-06 nn 000423-25 & 29 
No nunconpl iRhc e noted Major areas inspected r oncoRip 1 latic e 
control, trend analysis & control of field change request 
CHAUDHARV. S K Region 1. Ph-iladelphla. Office of the Director 
EBNETER. S D Region 1. Philadelphia. Reactor Construction A 
Engineering Support Qranch BO/OS/23 4pp 


0007210612 Forwards IE Info Notice 60-26. "Evaluation of Contractor 
OA Programs " No written response required 

GRIER.B M Region 1. Phi 1 ad e Ip h i.s. Office of the Director 
00/06/10 ip 


3007140284 Forwards IE Bulletin 80-14, "Dogradation of BWR 6crarn 
Discharge Vol Cap.ibility " Nn written response required 
GRIER.B K Region t. Philadelphia. Dfftce of the Direcler 
00/06/12 Ip 


37280614 Forwards IE Jnfh Notice 80-20, "Prompt Reportlrg Of Info in 
Accordance U/iOCPRSD 55(ei ’■ No written respatise required 
•RIER. S H Region 1, Philadelphia- Uffice of the Director. 

30/06/13 Ip 


8007300317 Forwards IE Insp Repts 90-354/80-90 & 50-355/80-06 on 
000512-16 No noncompl iance noted 

CARLSON. R T Region 1. Philadelphia, Reactor Construction ti 
Engineering Support Branch 00/06/13 2pp 


— 8007300321 IE Ihsp Repts 30-354/80-08 6 50-355/00-00 on 000512-16 No 
noncompi lance noted Ma jor areas Inspec tad ualding mat 1 
control. reactor vessel noi ile/safe-end field change 
welding 6 safety-related pipe welding 

REYNOLDS, S D Region 1. Philadelphia. Office of the Director 
TRIPP L E Region 1, Philadelphia. Reactor Construction ii 
Engineering Support Branch 80/06/12 Bpp 


00072B0242 Forwards IE Insp Repts 50-354/00-05 *. S0-36S/80-05 on 
B00421-25 No none onp I i anc e noted 

CARLSON. R T Region 1, Ph i ladel p h isi Reactor Conetructlon li 
Engineering Bupport Branch 80/06/16 2pp 


—0007200246 IE Imp Repts 50-354/80-05 t> 50-395/00-05 on 000421-25 No 
noncomp 1 i anc e noted Hajor areas inspected reactor vessel 
tiojile safe end field changes 6 welding of safety-related 
p ip Inp 

REVNaLDSiS D Region t. Philadelphia. Office of the Director 
TRIPP. U E Region i. Philadelphia. Reactor Construction 6 
Engineering Bupport Branch 00/06/12 Spp 


0097170654 Ac k receipt of 800420 1 tr informing NRC of steps taken to 
correct violations noted In IE Insp Repts 50-354/00-02 i 
90-355/80-02 

CARLSON. R T Region i. Philadelphia. Reactor Construction (■ 
Engineering Bupport Branch 80/06/17' Ip 


“8007170663 Forwards IE Inap Repts 50-354/80-02 fc 50-355/80-02 on 
000204-29 6 notice of violation 

CARLSON. R T Region 1. Phi ladelphia. Reactor Construe tion ti 
Engineering Support Branch BO/03/24 2pp 


— 0007170670 Notice of violation from Insp on B00204-2'? 

* ftegion 1. Philadelphia, Office of the Director BO/03/19 2pp. 


— 0007170602 IE Insp Repts 50-354/60-02 6 50-339/00-02 on 800204-27 
NoncDmpl lance noted failure to establish measuree to 
maintain cleanliness of relief valve piping stored in 
suppression chamber ti to maintain weld rod control 
BATEMAN, W H , MCOAUOHV. R U Region 1, Philadelphia. Office of the 
Director, 00/03/ 17 7pp 


0OO7D2D5O3 Forwards IE Circular 60—13, "Lois of Reactor Coolant Pump 
Cooling ti Npturali Circulation Cooldown " No written response 
required 

GRIER.B H Region 1. Philadelphia, Office of the Director. 
60/06/20 ip 


0007160737 Forwards IE Circular 60-14, “Radioactive Contamination of 
Plant Demineral 1 ] ed tlater Sys 6 Resultant Internal 
Contamination of Personnel " No written response required 
CRIER, 8 H Region 1. Philadelphia. Office of the Director 
69/06/24 ip 


6007210270 Forwards IE Info Notice 80-24, "Low Level Raduaste Burial 
Crlteri.s " No written response required 

GRIER, B H Region 1. Philadelphia, Office of the Director 
60/06/25 1 p 


B007210276 Ac k receipt of 800526 1 tr informing NRC of steps taken to 
correct violatinns noted ir IE Insp Repts 50-354/00-02 ti 
50-338/60-02 

CARLOON, R T Region 1 , Philadelphia, Reactor Construction (i 
Engineering Bupport Branch 80/06/87 Ip 


— 6007210262 Responds to NRC 600324 itr re violations noted in IE Insp 
Repts 50-394/80-02 & 50-395/60-02 Corrective actions 
documented Interline cleanliness h hired QC inspector 
MARTIN, T J Public Service Electric *< Oas Co, of New Jerstu 
00/05/20 2pp 


6007230170 Forwards IE Bulletin 60-16, "Potential Hi sap p I ication of 
Rosemount Inc Models 1151 h 1198 Pressure Transmitters 
M/Eithar A or D Output Codes " Uritten response required 
IE Circular 80-16 also encl No written response required 
GRIER, 6 H Region i, Philadelphia, Office of the Director 
00/06/27 2pp 


0007230877 Submits reply to IE Bulletin 80-06 re containment liner 
penetration welds No flued heads have bean installed to 
date Joints are consldeied Class II ti radiography will be 
per formed 

MARTIN, T J Public Service Electric 6 Oas Co of Flaw Jersey 
00/07/02, 8pp 
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3 Rfpprtable occurrcncps' LERs St related correspondaiice 


aOO73102B9 Ack receipt of 000625 interim deficlencg rept re prlmory 
containaent relief valves supplied by OPE Controls 
CARLSONiR T Region 1< Phi ladelph ia> Reactor Construction b 
Engineering Support Branch 00/07/11 Ip 


•0007310293 Potential eignificant deficiency rept re primary containment 
relief valves supplied by OPE Controls Bechtel has completed 
revlcie of revised stress analysis calculations Eipected 
conpletion date of actions is B00915 

MARTIN.T J Public Berviee Electric b Oas Co of New Jersey 
B0/06/2S Ip 


DOCKET 50-356 UN IV OF ILLINOIS LOPRA RESEARCH REACTOR 


0007230631 Summary i>f 000612 meetinQ u)/Mark I] owners group in 
OothosdaiHn re lead plant closure It long-term program Mods 
should be made to generic lead plant condensation 
oscillatiun b chugging pool boundary loads Vieuigrapbs end 
ANDERSONp C J Generic Issues Branch 80/07/03 5/pp 


0007260123 Summary of 000624 meeting w/util It Sargont !i Lundy In 
BethesdoiMl) rc briefing on results of investigatinii !< 
corrective actions on svl sintpr pump muse h vibration It 
silt buildup In intake sti ui ture 

PELTItll, I A Licensing Branch 2 B0/0//15 56pp 


0007230133 Notification of B007P5 meeting u/DUR - Licensing FJevieiu 
Oroup in Dethesdattll) to discuss i uncensus positiniis of 
DNR - Licensing Review Group iin ILSB open issues 
HILBONt J N Licensing Branch 1 80/0//16 lOpp 


a Inspection reports> IE Bulletins b correspondence 


0007170644 Forsiards IE Circular 0O-14i "Radioactive Contamination of 
Plant Oenineral i ted Hater Sys b Resultant Internal 
Contamination of Personnel " No written response required 
KEPPLER.U e Region 3. Chicago. Office of the Director 00/06/24 
Ip 


DOCKET 50-350 WILLIAM H ZIMMER NUCLEAR STATION, UNIT 1 


A Applleallon/construc tion stage documents b correspondence 


0007020232 Forwards NRC Ofe of Nuclear Reactor Regulation 000420 
reorsaniiation chart Necessary period of transition made 
w/«in disruption to ongoing activities 

TEDE6C0.R L Assistant Director for Licensing 00/06/13 2pp 


6007030239 Notification of 000702 meeting ui/DWR licensing revioui group 
in Bethasda. MO to discuss consensus position on reactor 
eve bldg open issue 

UILBONiJ N Licensing Branch 1 00/06/10 9pp 


6007010297 Bummary of 800613 meeting ui/u tl 1 s, KMC, Inc, GE> Bechtel, SbU b 
Sargent b Lundy in Bethesda, MO re consensus positions on 
reactor sve bldg b Isolation cooling sys bldg open Issues 
from La Salle docket Status repto end 

WILSON, J N Assistant Director for Licensing 80/06/19 46pp 


6007210176 Forwards NRC evaluation of OE rept, NEDE-24010-P b Suppls 
1-3, "Technical Basis for Use of Squarc-Root-of-Sum-of- 
Bquarei ISRSS} Method for Combining Dynamic Loads for Hark 
II Plants " Rapt acceptable subj to certain constraints 
MATTSON, R J Division of Safety Technology 00/06/25 3pp 


B007230D01 Forwards statement of policy re requirements to he met for 
current OL applications, as derived from NUREO-0660 b found 
In NUREO-0694 

EISENMUT, D 0 Division of Licensing 00/06/26 2pp 


6007170475 Summary of B00613 meeting w/Mark II load plant applicants 
re definition of T-quencher load spec following safety/ 
relief valve actuation Viewgraphs end 
BU,T M Containment Systems Branch 60/06/27 4pp 


6007230252 Summary af 600613 meeting w/Mark II lead plant applicants re 
Methodology proposed by applicants to define T-quencher load 
spec following safety relief valve actuation New methodology 
will be applicable to all Mark II lead plants 
BU, T H Oeneric Issues Branch 60/06/27 3pp 


600706031? Bubmits comments In response to NRC 800307 Itr fi NUREO-0619, 
re Mods to BWR control rod drive sys NRC position re 
cutting, capping b rerouting control rod drive not applicable 
to facility Voices concern on insp time required 
BOR«HANN,E A Cincinnati Oas b Electric Co 00/06/30 2pp 


0007220200 Foruiattts draiuings re Category I masonry walls, per NRC 
request for add) ihfu Qversiie drawings available in Central 
Files only 

FLYNNtJ 0 Cincumatl Oas f, Flectrie Co 00/07/10 Ip 


0OO72SO175 Not! f icali Dll of 000805 meeting u/i epi osentattves from Mark 
II owners group in Chicago, IL to discuss lead hark It plants 
chugging b C/D load specs 

ANDERSQN.C Oeneric Issues Drench 130/07 /23 2pp 


F Security, medical, emergeneg t< fire protection plans 


0OO7O7O25B Forwards Amend 107, llevls Ion 10 to induslnal security plan 
Plan withheld (ref lOCFRD 7901 

BORGHANN, E A Cincinnati G«s t, Electric Co 00/07/03 2pp 


0 Adjudicatory curruspondenc u 


□007110094 Contentions per dlscussiuns w/NRC t< applicant re CL 
application Alleges absence of adequate corrmunlcat inn sys 
for coordination b direction of evacuation Certificate of 
8vc end 

DENNISON, A IS Zimmer Area Citiiens - Zimmer Ai eo Cltiiens of KY 
DENNISON, A B Dennison. A t) BO/06/13 15pp 


6007310243 Forwards Commission 000527 memorandum b order containing 
decisions on UI'B 700502 petition for reconsideration of 
780413 memorandum b order UC8 771104 petition sought action 
re fire protection for electrical cables 
ElBENHUTiD 0 Division of Llrenslng 00/06/25 69pp 


0007000209 Memorandum b order gr, anting Zimmer Area Cltiiens petition to 
Intervene b subjecting contentions to LIIP-riO'14 discovery 
schedule Modifies LUP-(U)-14 re admittance 

BECHHDCFERiC Atomic Safety and Licensing Hoard Panel 90/07/02 
lOpp 


8007110330 Older granting n, tension until D00715 fnr Commission to 
elect whether to review ALA!)-‘i95 

HDYLC, J C Office of the Secretary of the Commission 00/07/09 

Ip 


8007220S60 Motion 5< memorandum sreUng admission of addl contentions 
Questions applicant financial capoblitles t, alleges errors 
in FbB, NUREG-0625 Priicess used for cast/benefit analysis is 
contrary to NEPA Certlficatp of Sve end 

HDLIVCR.J Fratikhnuser. D IJ HOLIVCR.J WoUvor. JD 00/07/16 

6pp 


K Utility Final Safety Analysis Report IFSAR) b amends 


0007140369 Forwards Revision 66 to FEAR, sobml tted as Amend 100 t(i OL 
app 1 icat Ion. in response to NR( 791312 b 2/ !, 000117 Itrs 
DQROMANNiE A Cincinnati Oas !< Eteitrlc fo BO/07/11 Spp 


SD07170339 Notification of rescheduling of 800702 meeting w/BWR 
licensing review group in Bethesda, MD to discuss consensus 
positions on Reactor Sys Branch open Issues Meeting 
resehedulad for 800709 

NIL80N, J N Assistant Director for Licensing 00/07/03 ip 


•8007170347 Notification of 000722 meeting u/BWR 
in Bethesda, MD to discuss TMI issues required 

lisuanee 

WILSON, J N Assistant Director for Licensing 


licensing review group 
for OL 

00/07/03 ip 


•0007140377 Revislun 66 to fSAR, submi tted os Amend 100 to DU 
app 1 ication 

» Cincinnati Gac *, fcleclrli Cn 00/07/11 35pp 


0007210424 Furwaids Certificate of Svi of Amend 108 to applications for 
QLs> in form of Revision 66 to FSAR 

BDROMANN.E A Clnclnnall Oas b Electdi Co 00/07/15 Spp 


Q Inspection repo r is, IE Dulletins b correspondence 


—0007170351 Notification of 000724 meeting w/BWR licensing review group 
in Bethesda, MD to introduce BWR licensing review group b 
present consensus positions for Power Sys Branch, Containment 
Bye Branch b Equipment Qual i f icatinn Branch 

WILSON, vl N Assistant Director for Licensing 00/07/03 9pp 


0007140554 Foiuarits 1C Oullctin 00-13, "Crnrking in Cope feppay 
Spargers " No wi ilten response required 

KEPPLERiJ 0 Region 3, (hicago, Office of the Director 00/05/13 
tp 
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6007110477 Fo^^>la^d9 lE Insp Rept 30-330/90-10 on 900501-02 No 
nonconpliano* noted 

FIOHELLI, 0 Hejlon Chicago. Reactor Conttruclion <• Engineering 
Support Branch 60/05/27 2pp 


' — 0007110479 IE Inap Rapt 60-358/90-10 on 600301-02 No none o/np 1 land e 
notod Major areas inspected corrective actions on previous 
iteiss of noncoAp I iance< status of prevlouslg identified 
unresolved natters ti QA records 

HAVES, D H Region 3. Chicago, Reactor Construction i Engineering 
Support Branch NAIOU. K R Region 3, Chicago, □fflce of the 
Director BD/05/21 Spp 


6007020034 Forwards IE Info Notice 60-2S, "Breakdowns In Contamination 
Control Programs " No written response required 

HEPPLERtO 0 Region 3. Chicago, Office of the Director BO/03/28 
Ip 


8007330307 Forujards IE Dulletin 80-16. "Potential tliaapp 1 ication OP 
Rosemount Inc Models 1151 & 1153 Pressure Transmitters 
H/Either A or D Output Codes " Written response required 
IE Circular SO-16 also end No written response required 
KEPPLER.J 0 Region 3, Chicago, Office Of the Director 80/06/B7. 
tp 


6007190102 Act receipt of 600A03 i tr informing NRC of steps taken to 
corract violations noted In IE Insp ftept 90-3S6/flO~-Ofl 
HEI6HHAN1 R F Region 3, Chicago, Reactor Construction Ic Engineering 
9upport Branch 80/06/30 Spp 


— 8007130106 Responds to NRC BD0313 1 tr re Violations noted in IE Inep 
Rept 90-358/00-00 Corrective actions nuclear engineering 
protadure revised requiring fuel assemtlg location 
Verification li that insp h inventory records be microfilmed 
HORSMANN.E a Cincinnati Oas k Electric Co BO/06/03. 4pp. 


8007010071 Forwards IE Info Notice 80-23, "Loss of Suction to Energencg 
Feedwater Pumps " No written response required 

KEFPLER,J 0 Region 3, Chicago, Office of the Director 80/05/29 

*P 


B0Q7320I76 Forwards IE Info Notice BO— 26, "Evaluation of Contractor 
QA Programs " No written response required 

KEPPLER, J a Region 3, Chicago, Office of the Director BO/OA/10 

ip 


6007240236 Forwards IE Insp Rept 50-358/80-12 on 000501-02, 0S“09i 12-16, 
19—23 %t 27—30 1, notice of violation 

HEISWMN, R F Region 3, Chicago, Reactor Operations Nuclear Support 
Branch 80/06/10 2pp 

— 8007240240 Notice Of violation from insp on 0OOSO1-OB, 05“09i 12-16, 
19-23 k 27-30 

* Region 3, Chicago, Office of the Director 80/06/06 Ip 

— 8007240253 IE Imp Rept 30-350/80-12 on 000501-02,09-09,12-16,19-23 It 
27-30 Nancompl lance noted failure to control cleanliness of 
c4kle trags 

DAN1ELB,F T , TAMBLINO.T N Region 3. Chicago, Office of the 
Director 80/06/06 5pp 


8007010084 Forwards info to complete response to IE Bulletin 79-02, 
“Pipe Support Base Plate Designs Using Concrete EspansJan 
Anchor Bolts " EneJ lists supports for essential k seismic 
nqnsssential piping sgs supported by eipansion anchor bolts 
BQROHANN, E A Cincinnati Gas & Electric Co 80/06/11 2pp 


a007l4040i Forwards JE Bulletin 60-14, "Degradation of BWR Scram 
Discharge Vol Capability " No written response required 
KEPPLER, J 0 Region 3. Chicago, Office of the Director 80/06/12 


8007210313 Responds to NRC Itr re violation noted In IE Insp Rept 
90-33B/BQ-1S Corrective actions debris t, rubbish removod It 
cleaning crews assigned to reactor It auiillary bldge on 
uisstly schedule 

BOROMANN, E A, Cincinnati Sas It Electric Co 80/06/30 2pp 


B0073SQ616 Suppls BOOQSl response to IE Bulletin 60-03 re lots of 
charcoal from std adsorbar cells Perforated plates connected 
to both top It bottom plates u/continuous ueld, preclud ing 
any possibility for charcoal leakage. 

BDRGMAKN, E A Cincinnati Oat It Electric Co. 60/06/30 Spp. 


8007000374 Requests exception to requirement of ASHE, Section XI, 1974 
edition, re proservice insp program. Surface exam will be 
substituted for volumetric exam on piping support shoar luge 
welded by full penetration welding to Clase 1 piping. 

BOROMANN, E A Cincinnati Oas «, Electric Co. S0/07/Q1, 3pp. 


0007250976 Responds to IE Bulletin 00-08 r# examination of containment 
liner penetration welds. Joint detail on Penetration Typos 
3B,4A-C, E li 5 does not permit meaningful radiographic inep, 
due to more complex geometry 

flORBMANN, E A Cincinnati Gas I, Electric Co B0/07/Q7 41pp. 


0007280096 Responds to IE Bulletin 79-03A, "Longl tudlnal Weld Defecto 
in A8ME SA-318, Typo 304 Stainless Steel Pipe." SA-3ia or 
A-312, Type 300 series fusion welded pipe are not need at 
^11 Basis or A-312 piping used is eeawlose 
BOROMANN, E A Cincinnati Oas It Elactrlc Co 80/07/06, Ip. 


8007210297 Aek receipt of B00630 Itr Informing NRC of steps taten to 
correct violations noted in IE Inep Rept 9O-3SB/B0-1S. 

HElSHHAN, R F Region 3, Chicago, Reactor Opvratlone Nuclear Supaprt 
Branch Bo/o?/ ti tp 


0007230072 Forwards IE Insp Rept 50-33B/80-13 on 800513, 
notice of violation 

FIDRELLI, 6 Region 3, Chicago, Reactor Construction I 
Suppo-rt Branch 80/06/12 2pp 


14 I, 23 t, 
Englnear Jng 


0007230078 Notice of violation from insp on BOOhiS, 14 (, 23 
a Region 3. Chicago, Office of the Director 80/06/11 Ip 


— 8OO723W07 IE Insp Rept S0-35B/B0-13 on 800913,14 l< 23 NonCofflP 1 i anca 
noivd inadequate design consideration for pife uihip 
restraint connection bolls 

DANIELSON, 0 H Region 3, Chicago, Reactor Construction I, 
Enginsering Support Branch VIN, I T Region 3, Chicago, Office of 
the Director 80/06/1] 4pp 


6007200657 Forwards IE Info Notice 80-28, "Prompt Report! 

" No written response requir 
K^PLERaJ Q Rpg^on 3* Chicagqi Qffica of ths Dirsetor 


Of Info ir> 
0O/OA/13 


“‘cnoMnsVS’T’'''? ‘f Reactor Coolant Pump 

Cooling $< Natural CirtuJation Cooldown '* No written r»»j»onf» ^ 
rtfRuirvd ^ 

KEPPLER, J 0 RngLon 3, Chicago, Offjeo of tha Director QO/0&/SO 

If 


"Red i o.c 1 1 Ve Contamination of 
Plant Oeminerallied Hater Ey* k Resultant Internal 

KEPPLEr"!) 0“" S'.r*'" ••espanse required 
KEPPLER, J 6 Region 3, Chicago, Office of the Director 80/06/24 


— 8007210302 Rasponds to NRC 000610 Itr re violations noted 
Rept 50-330/80-12 Corrective actions cleanup crews 
dispatched to remove cable pan debris 
flOHOMANM, E A Cincinnati Oas t. Electric Co 60/06/30. 


in IC Inep 

8pp. 


SD0723D437 Forwardf response to IE Bulletin 00-11 re Catagorv I 
conlrete masonry walls Mails are not subjected to wind. 


tornado, mtssils, pipe whip restraint or impingement loads. 
Drawings forwarded under separate cover 
BOROMANN. E A Cincinnati Cos I, Electric Co SO/07/16 


tepp. 


8 Reportable oecorreneas, LERe t, related corraepondence 


BUU/0WUJ24 Ack receipt of 800529 interim daficleneu rest r# welds 
rejected upon radiographic review. 

™t'Branch''"6S/o;/57‘'"lp' E"«in.arin» 


B007110238 Ack receipt of 000611 
CouId-flrown-Boverl motor contra 
completed during future inep 
FIORELLI.O Region 3, Chicago, 
Support Branch BO/06/19 Ip 


Itr per 10CFR90. 99(e) 
1 ctr Review wll] be 

Reactor Construction 


re fire in 


li Engineering 






Rtviou will bq tonplptcrd during futu 
FlOHELLiiO. Region 3, Chicago, Reactor Construct 
Support Branch 80/07/08 ip 


ra design 

nap 

li Engineering 
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DOCKET 90-36,1 SAN ONOFBE NUCLEAR STATION. UNIT 2 


A App 1 1 ca t i on/constructi on stage documents f, correspondence 


B007010960 Foruards NRC reorgani lati on chart for Dfc of Nuclear Reactor 
Reoulatton, effective B00428 Considerations ra activities 
should b* made through assigned mgt representative Areas 
of disagreement mag be discused through informal appeal 
TEOEBCa. R U Assistant Director for Licensing B0/06>/13 2pp 


611^70704,21 Bummarg of 00092B meeting u/NRC consul tant, Energg Technologg 
Enplnenring Ctp, ti applicant in Whittier, CA re Mechanical 
Engineering Branch open Items re FSAR Draft safety 
•valuation, agenda K< attendance list end 
ROODtH Licensing Branch 3 QO/OA/1& 24pp 


0007020S08 Notification of B00702 meeting u/util in DethesdaiMD to 
discuss control room design revleu program 
ROOD.K Licensing Bronch 2 flO/OA/23 3pp 


Q0070aOA73 Reqoests addl info to define underclad cracking potential 
in reactor vessel noiiles Ultrasonic eiams did not indicate 
•ipllcit correlation betueen observed cracking U 
pre/po st— h eat treatment Info required ulthin two weeks 
flCHMENCER, A Licensing Branch 3 60/06/24 4pp 


B007010479 Feruards affidavit ef svc attesting to completion h 
distribution of responses to NRC financial analysis 
OUBstiona 1-9 

BASKIN, K P Southern California Edison Co 00/06/29 3pp 


S007230D01 Forwards statement of policy re requirements to be met for 
current OL appl icetlons, as derived from NUREO-0660 1< found 
In NURe0-0694 

EI8ENHUT, O 0 Division of Licensing 00/06/26 2pp 


0007010358 Forwards "Prol imlnary Rept on Geologic Drilling 6 
Invest iget Ion, San Onofre Nuclear Oenerating Station Units 
B 1( 3 1, 61 geophysical maps (interpretations) prepared by 
PJ Fischer of CA State Univ ont 1 

BASKIN. K P Southern California Edison Co eo/06/27 ip 


— 0007DI0364 "Preliminary Rept on Oeolaglc Drilling fc Investigation San 
Onofro Nuclear Generating Station Units 2 t< 3 " 

BARWeiCH, J A . BRDOAN. 0 E Woodward-Cly de Consultants, Int 
B0/06/S7 47pp 


— 8007010374 Sixty-one 3 3 kHi high resolution seismic lines List of 
draulngs end 

a California State Unlv, Northridgc 00/06/09 62pp 


8007090234 Urges extension of comment period for NUREO-0977 h B00919 
amend until 600915 More stringent requirements, broader 
applicability tt EPRI study results warrant addl time 
OILMAN, D W Ban Diego Oas I, Electric Co 60/06/30 ip 


Q007230635 Forwards std order for DDE work 

MATTSON, R. J Division of Safety Technology FIN A-1121-0 
00/06/30 3pp 


'——0007230652 Std order for DOF wort "Review of Auxiliary Feedwater Sye 
Rallablllty Evaluation Studies for Diablo Canyon 1. 

HcOuire ItSummer I t< Ban Onofre 2 ?, ECCS Reliability 
Analysis of Manual vs Automatic " Issued to Bandia Labs 
ORENIER, D L Division of Safety Technology FIN A-1121-0 
60/06/27 9pp 


BQ0708OOQ1 Forwards response to NRC Ouestion 361 65 in geoscience 
area Also forwards Woodward Clyde Consultants "Preliminary 
Rept on Oeologlc Drilling t. Investigation Songs.Unlts 2 t, 3, 

Ban DnoFrsiCA *' 

BASKIN, K P Southern California Edison Co SO/07/01 IBpp 


— 6007000003 "Preliminary Rept on Oeolngic Drilling t< Investigation 
Songs, Units 2 i< 3, San Onofre, CA " 

» Wooduard-Cl yde Consultant;,. Int 80/07/01 40pp 


6007170693 Advises of NRC acreptiTnie of Amend 3 to Topical Rept. 
8CE~1-A, "OA Program “ Topical rept must be referenced in 
Chapter 17 of BAR 

HAASB, if P Ouality Assurance Branch 60/07/01 Ip 


B007210053 Notification of 600724 meeting w/util in Rosemead, CA to 
discuss results of Imperial Valley Oct 1979 earthquake 
analyci Si using Unit 1 analytical modeling technique 
ROOD. H Licensing Bi anch 3 80/07/11 n-- 


6007210463 Forwaids ‘.upp lemcntal cal Lilia*' i on (, R{ /iston 1 pages to 
original calculat > uns submitted to NR(. on 6001<.'l re design 
calculations of electrical tunnel 

BASKIN. K P Southern (all forma Ed non tc 80/07/16 33pp 


8OO72BO406 Ack receipt of NRC itsptinst* to Marine ..rview Committee 
791009 rept re facility rad l Oleg 1 1 ,Tl mcmitoring program 
evaluation Detailed response will he submitted following 
matl review 

FISCHER. M L ( al i f orni.-!. &t.,te of 80/07/10 Ip 


6007290620 Foruiards response to NRC 800624 i equest for info re 
potential for underclad cracking in react-or vessel nnilles 
Noiile base metal mat! is bA- bOe. Class II Applicable matl 
certification data sheets ent i 

DASKIN.K P Southern Colifuinia Fdison Co aO/07/23 37pp 


8007310465 Forwards NRC review of Ibirine Review Committee rept to CA 
Coastal Commis*-ion on adequacy of plant r,id ml og i c al 
monitoring program M/o anti 

CHANDLER. C J Hearing Branch 1 Q()/0//J9 ip 


F Security, medical, emergenry A fire protection plans 


8007080271 Advises that revisions to safeguards contingency plan will 
be submitted by 800710 

BABKIN. K P Southern Calitornl,! Edison Co BO/07/02 Ip 


0 Adjudicatory cnrrespundcnco 


6007030006 Responds to to 800519 1 tr *, mailgiam re NRC muetlng 
practices on geology/seismology in CM proceeding Future 
meetings will be held in convenient lociTtluns NRC unable 
to honor request that meeting similar to 800520-21 be held 
CHANDLER. L 0 Hearing Dranrh I 80/06/23 4pp 


B007310243 Forwards Fammission 800527 memorandum ti order containing 
decisions on UCS 7B0502 petitiiin for reconsideration of 
760413 memorandum 1. order UCS 7/1104 petition sought action 
re fire proterlion for elertiical cables 
ElBENKUT. D G Division of Liiensing 80/06/23 89pp 


S007090205 Proposes agenda for 800717 prchoarlng conference in ruspncise 
to A5LB B00624 order in OL prui eeding 
CHANDLER. L J Hearing Brant h 1 80/0//()/ 2pp 


6007300359 Submits i ec ornmendui i oh s. on belialf of Southern CA Edison 6 
Ban Diego Oas (< Electric, for agenda items to be considered 
at prehearing conference to begin 80071/ In San Diego.CA 
Related corresponUenci 

PIGVOTF, D R Chickering ), OroooTij 80/07/07 3pp 


8007140032 foiwaids for cons i rtc riit i on. app 1 1 r ant. NRC ), Friends of the 
Earth et al 800627 eiecutsd stipulation for i xtcndiiig 
response date to 800723 re <,p|,l ii ants motion for summary 
disposition of rontentions la h 9 per Fil proi eeding 
CHANDl ER L J Hearing Branrh I 80/0 7 'n*?. jj, 


—8007140034 Fiecuted stipul.itiDu eitrnding time to respnnd to 
applicant mutxbii for siimmai y d i spusi tio'n of dewaiering U 
fuel cost ( ont pi< 1 1 ons. un 1 1 i 8ttil72T W/pioposed aider 

PIODTT.D R Rnuthern ralif(>ini,i Cdisun Co CHANDLEH. L J fieairing 
Branch 1 WHARTON. R J 1 i lenil- of the Earth 80/06/27 2pp 


B007210436 Forwards ruygrstcd new vetsion of JA F'atterson affidavit ro 
util motion fui st<mm,irg di cposi 1 1 nn Relorn of affiduvit u/ 
signature h noiar i ^ai ion rcquei ted if ilianyes are suitable 
DAVIS, L D Hearing Branch 4 80/0// 14 7pp 


0007310470 Advises Ihot NllRl '1 -u694 ti hi.siiii t ted to pm ties on B0D7 1 6 
Extra copies will he rent to fiart,,'' when ai.iilabln Vt/n 
end rept 

CHANDLER. L 0 Hearing Hiiiiirh I H'l'(l7. .'ll Ip 


H General c orre* pondeni e 


6007020181 Requests i on- idei „> ion of bu ipg Alomit Flier gij Council nf 
Taiwan visit faiiiitii or. 01 iu[tii4-/i5 i ount i 1 intsfObied in 
observing waste mijt »iiti»i1ic' I oopei ati 0>i will ho riajrir 
contribution to tiRf eithaiiiir ><i i ana omen ( 

LAFLEUH, .J D Assistant Diiector <ui lute i naii oi<i,l Cooperation 
80/03/13 3pp 
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Q Inspection te puHetWii * c cr 7 e bp onrterrc & 


Q00753001J Noti^jpb that eOOlJS re^^pOTibe to IE Rjlletin 79- 1 3. R evi s 5 on 
SiindtceitPd iitil prcpus^.l utilwmg lOtra^onAC ^lom^natiGn 
techniiiues fri Tip«»rt:/)b)r j r;d t rn 1 1 oi>s fi& cj i tern^^t i vf to 
radiogr^pbM UtiJ u'ltbfJrdwt propo^od i^se ultrasonics 
DASK£N.l^ P Snuthern Cc^M^oinid Edison Cv QU/03/04 Jp 


8007250161 Hpsp&ndb to IE DuJJetin Sa-OJr ’’Loss of Charcoal from Btd 
Typs 1 1 j 4 ’^ iTicn. Tf «Hj Ailscrbi'r 'til*; ‘ Nn charcoal ad*>orber 
cells hd e hern rpLCiveO f 7 rn pianufor turer Charcoal adsorber 
filters to fif are dpsic/ncil to pi e>^Frit charcoal leakage 

BASKIM^K P Southern CalifuiTiia Edison Co 60^03/31 Ip 


BOO7I7O5J0 Foiu-sitUs *F Insp Neplb ^0- ^£> I / BO-05 *i SO-l^E/flO-'OG on 
0QC>324-f*7 No nnnconp 1 icjnce footed 

SPENCER/0 5 ReguM* “i Ssu PriinuiscUr Reactor Construction ^ 
Engineering buppurt Rrcjnrh 2pp 


*80071705 W IF Insp Repts tfO-Jh\/BO \ ‘-0-3A2/Q0-03 on 000324-37 No 
rvonc othpl )<in i p noted Najr<i irei^s in^ppcted previous open 
i tens. c«ibli> ms ta 1 1 a 1 1 on pipe supports !* restraints 
eCHHARPT J H . HEflNrtNDF^/0 Region ban Freiicisco. Office of the 
Director DODDS. R T Region *>. han Frapciscn. Reactor 
Construction ^ En-g nicer ing Support Branch 00/05/20 6pp 


B0072400BQ ForsisriJs response to NRC 000429 1 tr re vinlations Jc 
deviations noted during BOOIO^J-l/ ^ 3J-2S msp nf const 
activitiP' Neliiirig filler inutl renoved % d 1 sp os 1 1 1 aned 
Bechtel iijork plan RC 1 nc> tr uc 1 1 nofi revised 
PAPAV»L X Southern i-olipornia Edison Co 00/05/20 5pp 


— 8007240093 Ac k receipt of 000520 1 Ir informing NRC of steps token to 
correct i tempi in NRC 000429 J tr 

SPENCER.G S Rpgion Di Tiin PtanciscOi Reactor Construction 
Engineering «5upp{irt Branch 90^07/H Ip 


8007300303 Responds to 3E nuMetin 80“05 re vacuum damage to chemicpl 
vol control stjs trinks Tabic idf^ntifyiiig sys ^ describing 
adeqjUcjcy jusii fictiiion enc 1 Tanks not currently protected 
will be pruvidFd w/adequate protection prior to fuel load 
BASKlN<K P buiithern California Edison Co BO/06/06 3pp 


0007220249 Fortifard^: IE Info Notice 0O“36i “Evaluation of Contractor 
QA Pragrams " No written rf'‘>ponse required 

ENGELKENiR H Riaion 5 buU pTaTHi’icoi Office of the Diractor 
80/06/ to Ip 


8007160223 Foruarris JE Infn Nutice Bu-P? "Degradation of Reactor 
Cooldnt Pump ^tuds No spfi..iric action or rebpense 
required 

O'REILLV J P Hegion 2. Atiunba. Office of the Director 0D/O6/11 

Ip 


B007050131 Ac k ri-ieipt of HOO520 1 ti informing NRC of stepii taken to 
corroct violatipriv noted m IF Insp ftepts 50-361/00-06 6 
50-362/90-04 

SPENCER* 0 fi Rogion 5. San Francisco. RonCtor Cnnfi true t ion & 

Eng 1 nffcMng “Supi'crt Irancti BO'06/U1 Ip 


—*“8007020 1 gv Respiinp<i tp NRC 800429 Itr rt' violatjont nut.d in IE Insp 
Repts 50“261/B0~0i) S0”04 Cnprective actions iitBlding 

filler fliatl re/noveri 1 d i %pQ^ 1 1 1 uned 

PAPAf^l. T BouVliern Californio Edison Co 80/03/28 5pp 


— 8007 0201 38 Foriuards IE Insp Repts 30-361/80-06 fi 50-362/80-04 on 
B0030i— 31 ^ notitss of violation R deviation 

SPENCER. 0 S Region 5, San reancisco. Reactor Construction !. 
Engineering Biipport CTanch 80*04/29 2pp 

— B0070201A6 Notiie of violation from insp on 000301 “31 

* Region 3 Snn FT.4ncisci<. ilffice of the Director 80/04/24 ip 

--0007020171 Notice of dewiatitio from insp nn 800301-31 

• Region 3 San Francisco nfftcp of the Director 80/04/24 Ip 


— 80070Z019J IE (nip Repts 30 J61/B0 06 *. 50-362/00-04 on 800301-31 
Mon« ompl lance nuted failure to store high strength bolts 
in manner avoiding lOrrovion faiioie to control E7O10 
uelding elec.iu.ins at 30 c t elevation 

PATfc. n >1 Regsnn 3, San Iraiicisco, fjffne of the Director 
DODDS n i Pegion '3. Sao rrantisco. Reactor Construction R 
Engineprmg Supporf Rran n 00/04(24 5pp 


80072900811 roiwaiilv if ln<o Nome flO cQ, Prompt Reporting of Info in 
Actordanie 0 pn Ff'.o *>Vle) '■ No ciritten response reguired 
ENGECtsEM. P 8 tiiiuii 4 '.an fianci'-i.o Office of the Director 
00/06. 10 ip 


0007290409 Responds tr IE Dulletin 80-09 re potential defects in ITT 
Oenoral control hgilramotor actuators Soppl i ed actuators uere 
rune 1 1 enal 1 y tested R eiliibited no adverse operating 
defects Valves ul 1 1 perform functions as designed 
BASKIN. K P Snuthern California Edison Co SO/06/16 Ip 


8007020470 Foruards IE Circular 00-15. "Loss of Reactor Coolant Pump 
Cooling !< Natoral Circulation Cooldouin “ No uritten response 
required 

ENQEUHEN.R H Region 5. San Francisco. Office of the Director 
80/06/20 Ip 


8007180292 Foruards IE Circular 80-14. “Radioactive Contamination of 
Plant Dominer.dl 1 1 ed Water Sys !. Resultant Internal 
Contamination of Personnel " No written response required 
ENGELKBN. R H Region 3. San Francisco. Office of the Director 
80/06/24 Ip 


8007230393 Foruards IE Dulletin 80-16. "Potential Misapplication of 
Rosemount Inc Models 1151 8< 1132 Pressure Transmitters 
W/Either A or D Output Codes " Written response required 
IE Circular B0”i6 also epci No written response required 
ENOELKEN. R H Region 5. San Francisco. Office of the Director 
80/06/27 Ip 


8007310201 Responds to IE Bulletin 80-00 re containment line 
penetration uelds eiamination Utils do not utlliie Plued 
head design for penetration connections Unaecop tali le uelds 
repaired radiographed until ASME codo criteria met 
DASKIN.K P Southern California Edison Co 00/07/01 Ip 


B007300313 Forwards IE Insp Ropts 30-361/00-08 J. 30-362/00-03 on 
800407-0302 No noncomp 1 1 anc 0 noted 

SPENCER, 0 S Region 3. San Francisco, Reactor Construction t. 
Engineering Support Branch 80/07/03 2pp 


—8007300318 IE Insp Kepts 50-361/80-08 ti 50-362/80-05 on 000407-0502 No 
noncomp 1 lancB noted Major areas inspected const activities, 
including reactor pressure vessel ti internals protection l< 
piping storage 

PATE, R J Region 4, Dallas, Office of the Director DQDDB.R T 
Region 4. Dallas, Reactor Construction I< Engineering Support 
Branch 80/07/02 6pp 


R Periodic oporaling reports ti related correspondence 


0007010216 Foruards "1979 Annua] Operating Rept.San Onpfro Nuclear 
Ooncrafitig Station, “ Vol 3, Biological t, Oc oanograp h i C Data 
Analyses Includes ETS foi Unit 1, const ti preopera 1 1 onal 
monitoring programs for Units 263 

BASKIN, K P Southern California Edison Co 00/06/29 Ip 


■B0070I0226 "1979 Annual Operating ReptiSan Dnofre Nuclear Oeneratlng 
Station," Vol 3, Biological I, Oceanographic Data Analysis *' 

IncludDB ETS for Unit 1, const & preoperat ional monitorlnj 
programs for Units 2 ti 3 

* Broun !< CalduielJ * Lockheed Environmental Sciences » 

Marine Biiilogical Consultants, Inc , BO-fiD-100 00/06/29 

8Q0pp 


0007100262 Foruards "Diologlcal & Oceanographic Data Analyses ETB for 
Unit I, Const Monitoring Program for Units 2 (< 3, 

Prooperational Monitoring Program fur Units 2 6 3 *< Special 
Study re IC h thqop l,mk ton, " Vol 5 for 1979 

DTTDSON, H L Southern California Edison CO 00/06/30 2pp. 


-8007100268 "Biological t< Oceanographic Data Analyses ET0 for Unit 1, 
Const Monitoring Program for Units 2 & 3. Prooperational 
Monitoring Program for Units 2 & 3 6 Special Study ro 
Ich thy op lank ton, " Vol 5 for 1979 

AMBCRO.P J Broun 6 Calduell ANDERSON. D J Lockheed 
Environmental Scienres ABQRAD, K Marine Biological Consultants, 
Inc . 0O-RD-1OO 00/06/30 SOOpp 


S Reportable occurrences. I.ERs 6 related correspondence 


0007090330 Foruards final deficiency rept re failure oF expansion 
joints in safety-related piping sys during startup testing 
PAPAY.L T Sootlicrn California Edlsen Co 80/06/27 Ip 


— 800709033/ Final dofiriency rept re failure of expansion joints in 
safoty-relateil piping sys during startup testing Deformed 
joints will bo removed 6 returned to manufacturer for 
analysis Data sheet review Mill be completed by B00720 
» Southern ralifornla Edison Co 00/06/27 2 pp 


8007200143 Ack rmeipt of 800611 amended final deficiency rept re lack 
of qual i f i cdtinii testing documentation for repaired poster 
cable 

ENOELKEN. n H Region 5, Son Fianclsto, Office of the Director 
00/07/02 ip 
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B007210493 Confirms 000711 telcon ro eiJitoriaJ error jn 000637 
final defioienty rept re failore of expansion joints in 
safety-related piping sys during startup testing Failed 
aipansion joint uas in component cooling uater sys 
NUNNa D 0 Southern California Edison Co 00/07/11 Ip 


BO07230379 Final deficiency rept re lock of nondestructive surface 
esanination of ueld repair excavation cavities prior to 
reualding Code Cases N374 ?< 275 approved to provide 
alternate acceptance criteria to ASME> Section 3 
PAPAVa L T Southern California Cdlson Co 80/07/15 4pp 


DOCKET 50-362 SAN ONOFRE NUCLEAR STATION, UNIT 3 


A Appllcation/construciion stage documents tr cnrrespondence 


0007010560 Forwards NRC r eor gan 1 ja t i on chart for Ofc of Nuclear Reactor 
Regulati ona effective 800420 Considerations re activities 
should be made through assigned mgt i eprescntative Areas 
of disagreement may be discused through informal appeal 
TEDESCOa R L Assistant Director for Licensing BO/06/13 2pp 


0007070421 Summary of 000528 meeting w/NRC c onsol tant, Energy Technology 
Engineering Ctrala applicant in UhittieriCA re Mechanical 
Engineering Branch open items re FSAR Draft safety 
evaluatl ona agenda tt attendance list end 
RDDDa H Licensing Branch 3 80/06/16 24pp 


B00702020B Notification of 600702 meeting le/util In BethesdaaHD to 
discuss control room design review program 
RODDa H Licensing Branch 2 BO/06/23 3pp 


8007020673 Requests add) info to define underclad cracking potential 
in reactor vessel noizles Ultrasonic exams did not Indicate 
explicit correlation between observed cracking t< 
pre/post-heat treatment Info required within two weeks 
SCHUENCERaA Licensing Branch 3 80/06/24 4pp 


8007010479 Forwards affidavit of svc attesting to completion L 
distribution of responses to NRC financial analysis 
Questions i-9 

BABKlNaK P Southern California Edison Co 80/06/25 3pp 


8007230001 Forwards statement of policij re requirements to be met for 
current OL appl icatlonsi os derived Prom NUREG-0660 h found 
in NUREO-0694 

EI8ENHUT. D 0 Division of Licensing BO/06/26 2pp 


B00701035B Forwards "Prelimlnaiy Rept on Oeotogic Drilling tt 
Investigation, San Dnofre Nuclear Generating Station Units 
2 ti 3 L 61 geophysical maps (interpretations) prepared by 
PJ Fischer of CA State Univ end 

BASKIN, K P Southern California Edison Co 00/06/27 Ip 


•8007010364 "Preliminary Rept on Geologic Drilling tt Investigation San 
Onofre Nuclear Generating Station Units 2 ti 3 *' 

DARNEICH.vl A , BROGAN, 0 E Uoodward-C 1 y d e Consultants, Inc 

00/06/27 47pp 


■B007010374 Sixty-one 3 5 kHi high resolution seismic lines List of 
drawings end 

* California State Univ, Nnrthr idge BO/06/09 62pp 


0007090234 Urges extension of comment period for NyREG-0577 it 6005 19 
amend until 600915 More stringent requirements, broader 
applicability & EPRI study results warrant addl time 
OILMAN, D U San Diego Gas t< Electric Co 60/06/30 ip 


0007060081 Forwards response to NRC Question 361 65 in geoscience 
area Also forwards Noodward Clyde Consultants "Preliminary 
Rapt on Geologic Drilling ?< Investigation Songs, Units 2 ti 3, 

Ban Onofre, CA " 

DASKIN.K P Southern California Edison Co 00/07/01 lOpp 


■6007060083 "Preliminary Rept en Geologic Drilling !< Investigation 
Bongs, Units 2 3, Ban Onofre, CA " 

« Noodbiard-CI ydc Consultants, Inc 80/07/01 40pp 


8(X>7170693 Advises of NRC acceptance of Amend 3 to Topical Rept, 
8CE-1-A, "QA Program " Topical rept must be referenced in 
Chapter 17 of SAR 

HAASS, Id P Quality Assurance Branch 80/07/0! Ip 


8007210463 ((irwHids 'upplemental c„inilatiQn: Revision I pages to 

original r a 1 1 ii 1 a 1 1 d ns submitted tn rlflt I'li R00121 rt design 
calculations of electniol tunnel 

BASKIN. K P 'iniithpin Call fen nia Edison Lfi Q0/<I7/16 USpp 


0007200406 Ack meipt of NRC r puns os to Marino •Review Committee 
791009 ropt re facility rad i cl ng 1 1 al munitoriiig pragram 
evaluatinn Detailed lospiiiise wilt bt submitted fullnuiing 
matl review 

FISCHER. ML ralifonua- SUtu of 0O/O7'19 ip 


0007290620 Forwards response lo NRF 0(10624 irfinest for info re 
potential for underetad rrarkiny in reartor /essel nailles 
Noxile base metal matl to SA 'jliO (lass II Applirable matl 
certi f iLatinii data shoets oih 1 

DASKIN.K P Suollierti C.ilifoTnia Edi'on Co fii)'<)7/22 37pp 


0007310465 Forwards NRC roviow of Marine Renew C'limmitteo rept te CA 
Coastal Commission on adeqii.icy of plant radiological 
monitoring progi am U/a end 

CHANDLER, L J Hearing Brain h i 00/07/29 Ip 


F Security, medlcaj, emergency J. fire protbction plans 


00070802/1 Advises that rcvieicn. fn .,a f ciju.ir ds touting encij plan will 
bo submitted by 800718 

DASKIN.K P Southern ralifornia Edison C'O BO/07/02 ip 


0 Adjudicatory r nr ri'spund enr p 


0007030006 Responds to to BOIliil'r Iti fc mail gram re NRC meeting 
practices on gue I i,gy /solsmul oqij in 01 pt i.c eed ii.g (ufure 
meetings will he held in rinivpniont locations NRC unable 
to honor i equest (hat moot i no simllnt tu G 00520 21 be hold 
CHANDLER. L J Hearing Drsiuti 1 Sfl/OA/f-J- 4pp 


8007310243 Forwards rommission 0<)O!i27 memorandum 4< order containing 
decisions on UCS 7i’|0S02 petition tor recon.- ulcr.ition of 
760413 mpmorainliim !< otder UCS /71!C)4 petition sought attion 
re file protnction foi olocfiiial cnhli'S 
EISENHUT. D 0 Divloinn Of I iieilsiTig 00/06/25 S9pp 


0007090205 Proposes agenda tor 80071, ^ prehearing confer ence in tesponso 
to ASLB B00624 ordci in Ot pr oi red 1 iig 
CHANDLER. L J Hearing Oranch 1 E)l)'07/07 2pp 


0007300359 Submits r PC ommend.i I 1 ons . iin behalf of Eouthenn CA Edison tt 
San Diegb Gas f< El ec trie, fur .sgonda items tc be considered 
at prehearing tonfoi ence to lipcjin (100.17 in San Diego, CA 
Related correspondence 

PIGVOTTiD R Chickening h elpegory 80, £t'/G7 Jpp 


0007140032 forwards (or consiitoi'iituin, iippl 1 1 ant. NRC 6 Friends of the 
Earth pt al 000627 executed siiprlation for extending 
response dali* to B00733 re .ipp 1 1 c .ints motion ftir summary 
disposition nf Contention' I .i ' 9 per Ol proceeding 
CHANDLER, L J Hearini| Kr.iiiLl, I 00/117/(19 Ip 


-0007140094 tieinled stipulaliun extending limp tu respond to 
applicant motion foi 'omm.iry dispuoitiun of dewatering U 
fuel cost Lontentions until 000721 U/pi upused order 
PIOOIT.D R UotithPni Inlitbrnifi Fdisoji fy CHANDLCR.L 3 Hearing 
Oraiich 1 WHAR ffJN. R 3 Iriends of the Larth 0(1/06/27 2pp 


0007210436 Foriudi ds ‘ixgijesfed new .prsicn of 3A P .it ter son affidavit re 
util motion for summat y ill po-ltion F'eturu of afi’iduvit ttiJ 
stgnatoro R notaruation imiupsted if cliaiiges an* suitable 
DAVIS, L D Hesi liu| nr.mch 4 00/07/14 7pp 


8007310470 Advises that NUREN 0694 tiansmittod lu partteo O'n 000716 
Extra tuples wilt be lent to parties whnii availubto U/n 
end rept 

CHANDLER L 3 Hearing Drone h 1 00/1/7 ',.‘(1 Ip 


H Oenei at corre>-punileni e 


60070201R1 Requests i oii'i 1 dai .i ( i un of having Alumli Energy rouncsl of 
Taiwan visit fotllitg on flOiiOOA 05 f auni i t interested in 
observing uoslu mpl attivilies Coopei a+i oii will be m-ajnr 
contribution to NRC exsh.ingr ai raiignment 

LAFLEUR, J D Assiitiint Di ret I nr for Ini e mat i ona 1 (oop oration 
00/05/13 3pp 


8007210083 Notification of 800724 meeting w/util in Rosemead. CA to 
discuss results of Imperial Valley Oct 1979 earthquake 
analysi B> using Unit 1 analytiial modeling technique 
flOaO.H Licensing Branch 3 BO/07/11 ?pp 
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0 lns|iection report^; IE Eolletinb !i I. on Bsppndonc e 


0007530011 Notifies that BOOllB rasponse to JE Bulletin 79 - 13 > Ha vi si on 
5. indicated utiJ proposed utiliiing ultrasonic eiaminatlon 
techniiiues far reportable indicotionp as alternatwe to 
radiography Util ultbdrauis proposed use of ultrasonics 
OASHIN.H P Southern California Edison Co 00/03/04 Ip 


0007290361 Responds to IE Bulletin B0-03< "Loss of Charcoal from Std 
Type JIi2-Inch. Trog Adsorbei Cells " No charcoal adsorber 
cells have been ie<oived from manufacturer Charcoal adsorber 
fitters to be used are designed to prevent charcoal lealage 
BASKIW^K P Southern California Edison Co 80/03/31 tp 


8007170530 Foruards JE Insp Repts 50-361 /BO-05 6 30-365/BO-03 on 
000334-27 No nunc omp 1 i anc e noted 

SPENCER* 0 S Region 9- Son FranciscO' Reactor Construction 8< 
Engineering Support Branch 00/05/20 5pp 

— 0007170539 IE Insp Repts 50-361 /BO "05 6 50-362/B0-03 on 000324-37 No 
noncompi lancc noted Major areas inspected previous open 
items.cable installation tr pipe supports Ic restraints 
ECKHARDT. J H . HERNANDEZi G Region 5, San Francisco* Office of the 
Director DODDS- fl T Region 5, San Francisco. Reactor 
Construe t) ura f* Engineering Support Branch 00/05/20 6pp 


BOO724OO0B Foruards response to NRC 000429 itr re violations b 
deviations noted during 0OP3OJ-17 b 21-20 insp of const 
activities Melding filler matl removed h di sposi t loned 
Bechtel worl plan (1C instructions revised 

PAPAY. L T Southern California Edison Co BO/05/28 Spp 

— 8007340093 Ack receipt of 800520 Itr informing NRC of steps taten to 
correct items in NRC B0C142B Itr 

SPENCER* C B Region 5. Ban Francisco. Reactor Construction h 
Engineering Support Branch BO/07/11 Ip 

B007300303 Responds to IE Bulletin 00-05 re vacuum damage to chemical 
vol control sgs tanks Table identifying sgs h describing 
adequacy justification end ranks not currently protected 
ulll be provided u/adequate protection pi lor to fuel load 
DA5K1N.K P Sduthorn California Edison Co 00/06/06 3pp 


8007330249 Forwards IE Info Notice 00-36. "Evaloatton of Contractor 
OA Programs " No uritten response required 

ENOELKEN-R H Region 5. San Francisco. Office of the Director 

00/06/10 ]p 


0007030131 Ack riireipt nf 80053S Itr informing NRC of steps taken to 
correct violations noted in It Insp Rapts 50-361/80-06 tc 
90-363/80-04 

SPENCER. 0 S Region 5. San Frantisto Reactor Construction 6 
Engineering Support Branch 80/06/13 ip 


— BO07O2OI49 Responds to NRC 000439 Itr re violations noted in IE Insp 
Repts 50-361/00-06 b 50-362/80-04 Corrective actions welding 
filler matl removed ti disposi tinned 

PAPAY. L T Southern California Edison Co 00/05/20 3pp 


— 8007020150 Forward IE Insp Repts 50-361/80-06 b 50-362/80-04 On 
000301-31 b nuticBs of violation b deviation 
SPENCER. 0 S Hcglun 5. Sun Fr.incisco. Reactor Construction b 
Engineering Support Branch 00/04/39 2pp 


— 0007020 16o Notice of violation from insp on 800301 -SI 

► Region 5. San Frannscn. Office nf the Director 80/04/24 Ip 


— BD07020I75 Notice of deviation from insp On 800301-31 

a Region 5. Sau Francisco. Office of the Director SO/04/H4 tp 


— 0007030171 IE Insp Repts 50-361 / 8n- 06 b 50-363/80-04 on 800301-31 
Noncompl lance nnted failure to store high strength bolts 
in manner aviuding ronosion b failure tu control £7010 
tiielding elertrodes at 30 ft olevatlon 

PATE. R J Rcqinii 5. Ran (rancisco, Office of tho Director 
D(3DDH. R T Reg inn 5, 9an Francisco. Reactor Construction b 
Engineering Support Branch 80/04/24 Spp 


B0072900SB ForuiariJs JE Info Notiie 00-28. "Prompt Reporting of Info in 
Accordance H. 10CFP50 55(e* ’ No sii i tlen response required 
ENOEEKEM. R K Region 5- San Franrisco. Office Of the Director 
00/06/13 Ip 


0007290489 Responds to lE Bullotin flO-09 re potential defects In ITT 
Oeneral control hyilramotof actlialPrs Suppliod actuators were 
fwnc tloriai ly tested b eihibited no adverse operating 
defects Valves util perform functions as designed 
fiASKlN. K R '.fintliern California Edison Co 00/06/16 Ip 


0007020478 Forwards IE Circular 60-15. "Loss of Reactor Coolant Pump 
Cooling & Natural Circulation Cooldown " No written response 

ENGELKEN. R H Region 6. San Francisco. Office of the Director 
80/06/20 Ip 


0007100292 Foruards IE Circular 00-14. "Radioactive Contamination Of 
Plant Demi nera 1 1 1 ed Water Bys b Resultant Internal 
Contamination of Personnel " No written response required 
ENGELKEN. R H Region 5. San Francisco, Office of the Director 
80/06/24 ip 


B0072303V3 Forwards IE Bulletin 80-16* "Potential Misapplication of 
Posemount inc Models 1151 b 1153 pressure Transmitters 
H/Elther A or D Output Codes " Written response required 
IE Circular 80-16 also end No written response required 
ENGELKEN, R H Region 5. San Francisco. Office of the Director 
00/06/27 Ip 


8007310201 Responds to IE Bulletin 80-00 re containment Itde 
penetration welds eiaminatlon Utils do not utilii* flued 
head design for penetration connections Unacceptable welds 
repaired A radiographed until ABME edde criteria mat 
BABKIN.K P Southern California Edison Co 80/07/01 Ip 


0007300313 Forwards IE Insp Repts 50-361/80-00 b 50-363/00-09 on 
800407-0503 No noncomp 1 lance no'ted 

SPENCER. O S Region 5. San Francisco. Reactor Construction b 
Engineering Support Branch ao/07/03 3pp 

— 0007300310 IE Insp Repts 50-361/80-00 b 50-362/00-05 On 800407-0303 No 
none omp 1 lanc e noted Major areas inspected const activities. 
including reactor pressure vessel b internals protection b 
piping storage 

PATE.R J Region 4. Dallas, Office of the Director DODDB, R T 
Region 4. Dallas, Reactor Construction b Engineering Support 
Branch 00/07/02 6pp 


R Periodic operating reports b related correspondence 


0007010316 Forwards "1977 Annual Operating Rept.San Onofre Nuclear 
Generating Station. " Vol 3. Biological b Oceanographic Data 
Analyses includes ETB for Unit 1, const b preoperatlonai 
monitoring programs for Units 2 b 3 

BASKIN, K P Southern Californio Edison Co 80/06/29 ip 


—8007010326 "1979 Annual Operating Rept.San Onofre Nuclear Generating 
Station." Vol S.Blologlcal b Oceanographic Data Analysis " 

Includes ETB for Unit 1. const b preoperational monitoring 
programs for Units 3 b 3 

* Drown b Caldwell # Lockheed Environmental Sciences, * 

Narine Biological Consultants. Inc . BO-RD-tOO 80/06/83 
BODpp 


0007100263 Forwards "Biological b Oceanographic Data Analysee ETS for 
Unit 1. Const Monitoring Program for Units 2 b 3. 

Preoperational Monitoring Program for Units 2 b 3 b Special 
Study re Ich thy op 1 ank ton. " Vol 5 for 1979 

OTTOSON.il L Southern California Edison Co 00/06/30 2pp 


— 8007100268 "Biological b Oceanographic Data AnalysesiETB for Unit 1, 
Const Konttorlng Program for Units 2 b 3. Preoperational 
Monitoring Program for Units 3 b 3 b Special Study re 
Ich thyop lank ton. " Vol 3 for 1979 

AMBERO.P J Drown b Caldwell ANOERSDN, D T Lockheed 
Environmental Sciences ABORAB. K Marine Biological Consultants. 
Inc . 80-RD-100 00/06/30 0OOpp 


S Reportable occurrences. LGRs b related correspondence 


0007090330 Forwards final deficiency rept re failure of espanslon 
joints in safety-related piping sys during startup testing 
PAPAY. L T Southern California Edison Co 80/06/87 tp 


— B007090337 Final deficiency rept re failure of expansion joints in 
safety-related piping sys during startup teetlng Deformed 
joints will be removed b returned to manufacturer for 
analysis Data sheet review ulll be completed by 800720. 

* Southern California Edison Co 00/06/27 2pp 


8007280143 Ack receipt of 800611 amended final deficiency rept re tack 
of qualification testing documentation for repaired power 
cable 

ENGELKEN, R K Region 5. San Francisco, Of flee of the Director 
00/07/02 Ip 


0007210493 Confirms 800711 telcon re editorial error in S006S7 
final deficiency rept re failure of expansion joints in 
safety-related piping sys during startup testing Failed 
expansion joint was In component cooling water sys. 

NUNN. D E Southern California Edison Co 00/07/11 Ip. 
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B0072'30579 Final daPitiencij rapt re lack of nondes true 1 1 vo surface 

• lamination of lueld repair excavation cavities prior to 

• •weiding Code Cases N274 8r 275 approved to provide 
alternate acceptanco criteria to ASME, Beet i on 3 
PAPAVrL T Bouthern California Edison Co aO/07/lS 4pp 


DOCKET SO-363 FORKED RIVER NUCLEAR STATION. UNIT 1 


A Appl ieation/cons true 1 1 on stage documents t< correspondence 


8007020219 Forwards NRC Dfc of Nuclear Reactor Regulation 000428 
raorganl lati on chart Necessary period of transition made 
w/niin disruption to ongoing activities 

TEDESCD.R L Assistant Director for Licensing BO/Odi/13 2pp 


B007S30001 Forwards statoaient of policy re requirements to be mot for 
currant OL app 1 ications. as derived from NUREO~0660 {< found 
In MUREO-0694 

EIBENHUT.DO Division of Licensing BQ/Ob/36 2pp 


0 Adjudicatory correspondence 


B007310243 Forwards Commission BOOS27 memorandum h order containing 
dacislons on UCB 780502 petition for reconsideration of 
780413 memorandum i order UCB 771104 petition sought action 
ra fire protection for electrical cables 
EI8ENHUT.D 0 Division of Licensing 80/06/25 e9pp 


H Oanaral correspondence 


B007180060 Responds to 800311 request for Info needed for fuel cost 
study Forwards eicerpts of HASH-740. WASH- 1224. WASH-l 250. 
WASH-}4O0i NUREO-0020 IVol 4, Number I ) , NUREO-04BO. NUnEO-0512. 
NUReO-0517. NUREO/Cn-1060 & FES 

DENTONiH R Office of Nuclear Reactor Regulation. Director 
80/05/14 tSSpp 


■Q0071B0063 Requests documents containing info needed for fuel cost 
study 

HILOER.U Affiliation Unknown 00/03/11 2pp 


0 Inspection reports. IE Bulletins b correspondence 


8007170593 Forwards IE Insp Rept 50-363/00-01 on 000506 No 
non comp 11 ante noted 

CARLSON) R T Region li Philadelphia) Reactor Construction b 
Engineering Support Branch 0O/O5/2S 2pp 


■8007170599 IE Insp Rept 50-363/80-01 on 000506 No none omp 1 1 anc e noted 
Major areas inspected OA progriim for storage (< maint of 
equipment) mstl B U structures during suspension of const S> 
status of outstanding items 

NARROW) L Region 1> Philadelphia) Office of the Director 
MCOAUOHy> R W Region 1) Philadelphia. Reactor Construction L 
Engineering Support Branch 80/05/20 5pp 


B007010283 Forwards IE Info Notice 80-23. ‘'Loss of Suction to Emergency 
Feedwater Pumps '' No written response required 
ORIER.B H Region 1> Philadelphia) Office of the Director 
00/03/29 Ip 


8007210568 Forwards IE Info Notice 80-26, "Evaluation of Contractor 
QA Programs " No written response required 
SRIERiD H Region 1. Philadelphia. Office of the Director 
BO/06/10 Ip 


8007160346 Forwards IE Info Notice 80-27. "Degradation of Reactor 
Coolant Pump Studs No specific action or response 
required 

QRIERiD H Region 1. Philadelphia. Office of the Director 
BO/06/U Ip 


B0072BOS87 Forwards IE Info Notice 80-20. "Prompt Reporting of Info in 
Accordance M/lflCFR50 S5<e) " No written response required 
ORIER.B H Region 1, Philadelphia. Office of the Director 
BO/06/13 ip 


8007020507 Forwards IE Circular 00-15. "Loss of Reactor Coolant Pump 
Cooling & Natural Circulation Cooldown " No written response 
required 

QRIER.D H Region 1. Philadelphia. Office of the Director 
80/06/20 ip 


8007160701 Forwards IE Circular BO-14, "Radioactive Contamination of 
Plant Dominerall ted Water Sys & Resultant Internal 
Contamination of Personnel " No written response required 
ORIER.O H Region 1> Philadelphia. Office of the Director 
80/06/24 ip 


0007210192 I'BTiijaTds IF Info No 1 1 1 e 80-24, 'Low level Radwaste Burial 
Criteria ’ No wilttcn ri.sponsi* required 

ORIER.D H Region 1. I'ti 1 1 .li l I p(i i ,i, (Ifficu of Uiu Dirortor 
00/06/25 Ip 


0007230121 Forwards IE UulUtit. 80-16, -I’., tent i .i 1 It 1 sapp 1 ic at 1 on of 

Ruscmounl Inc Models 1151 h 1 15J Ri pssure Tr.insmi I ter s 
W/Either A or D Output (odes " Wilttoti rcsfionso required 
IE Circular 80 16 .ilso enc 1 No writton lerpotisc voquired 
ORIER.B H Reiiiiin 1, Ph ll ,id b 1 p h i a. Clffico of the Director 
BO/06/2; 2pp 


DOCKET 50-364 JGbLPH H FARLt r NULLtAR PLANT, UNIT 2 
A Ap p 1 1 ca 1 1 on/ L nils t rur i i on .1 .ge .luriiinents T, i or respondnne e 


0007070575 Requt'.ts assignment of reviinjor N e'hmated rompletlnn date 
for TNt-2 action plan i lart.s li, tod in .ittathed t.iblos 
Submits licensing schedule (loqucsted d.lte for s.ifety 
evaluation input is 800625 

TEDESCQ.R L AiSibt.illt DltfCtnr for Llucnsitig 00/06/09 9pp 


Q007020370 Advises iif inter i in aihKins i equit «>d for pt.int operation 
pending final resolution of ATH'i roneftns A TUb eiflergcncy 
operating prooeilutp must be submitted hy 800620 !< <ippr(ived 
prior to issu.inie nf full pout r flL 

TEDCSCO, R L Assist.siit Dll oc tor for L Kent mg 00/06/13 3p p 


0007020395 flequBhts add! info lo tindeiil.id (.lacking in reactor vessel 
noiilen for determin.ition nf i<ile of heat Ire.rtmpnts iti 
cracks retontly found by Lurupean f.ibiiiatur 
SCHHENCER. A liiensing DrunLli ? flO/06/1-1 2pp 


0007010207 Forwards leiinetf fot odd! inf'i noeded for continuing review 
of OL apptifiitinn pci 8005,13 telriin Info n.iist tip submitted 
by 000627 or NRC infiirmod nf (iintraiy in ^eveii dtiys 
aCHHCNCER.A Licensing hi, null 80/06/1/ bpp 


000/020473 Forwards request for .iridl info to ciintiiiup review of OL 
application Info should be submitted by 000630 
8CHWENCER.A Licensing Dr.ini n 00/06/19 /pp 


0007010424 Advisis lhal annual us.iiii f, it tor i oi two unit pracesaiiig 
using Unit 1 drumming sl.itiun i r. i in i o.it eel to 30/, iising 
values foi eipei t)>ii wastu vnl'i in upd.iliid f BAR fable It 5' I 
Basis for deteimininq tis.Kjf f.ii tt.i cut 1 
CLAYTON, F L Al.iham.i Power ( t. 8ll'06/2J Ipp 


B007070009 Nntifirution iif OuObJO (i/ti"i mooting u/ntil tti review 
applicant plans !. peruoniu I qu.il i f i u.-it ii.n fin oporattciii uP 
fac i 1 1 ty 

KINTNER.L llronsimi Itrum h 2 80/06/22 2pp 


8007100010 NotiTiiatlon of £!()0/<i.l mpeting w/util in llcth eoda, MD to 
discuss util response le Nfil 800321 request foi review of 
qualification iln(.umonCation 1 ui s.ifet ij-r ela tod elcttrical 
equipment to identlfij (.oniutiname to UlIRrO 0588 
K INTER. I Licensing l)r<ini.li d FJ0/<'6/.’Zl 3pp 


8007010409 Forwards info in ibspiinse t.i 800613 Itr le reactor .esse I 
nojile under clad tracking Ulti.isunn cioms not presently 
needed Cl adding rtns true 1 1 y e ci.im rci nmmeiided 
CLAYTON, FL Alaham.i Piiwer ' u R0/O6/P5 dpp 


0007230001 Forwiiids 'i.iieinent oi piilirg le r cquirenients to ho mot for 
current OL app! i r <i 1 1 ous, .is duriveil f i ii«i NUKFQ 0660 f< found 
in NURCO 0694 

EIBCNHUT, D 0 Division iif I ifensinij 80/06/26 2pp 


80070/0292 Forwaiils requesltd mlill iiilu ii •. I e tm genoi .itnr tube 
integrity 

CLAYTON. F L AJabomti Power in (J0/<6/.'/ 4pp 


0007210305 Nniifiiatinn of Hii(i; 0 /-ll mevtnm w/iitil in tfiilthan.AL to 
inspect design ikpecli .it iititeil i qiii pmuiit »i ip/iew 
seismic quol i f 1 1 ut ion rfu ni ds 

KINTNER.L Liuen'iing hr.iiirl. d 8')/'i6'27 5pp 


0007080222 Forwards .idmirmul upei at iini piuttduiu. "Lnsii nf Main 
Feedwater." umergeniy operal inp pi (.ci dm es . "'iteuni Bunuratur 
Tube Ruptuit f< ‘lua'lequali' i ..i f <cuiitig Lee to mail 
LOCA. " per NRL 000684 rcqoe I 
CLAYTON. P L Al.il.nnirt Power le 80/06/30 Ip 


•800708<122'B Abiiorni.ii otierutinti piuieUiiri* "I osf, of M.iin FoeduatBr, '• Vol 
5. Revis ien 0 

* Alabama Power r ii fld'O'i 30 Ipp 
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— 8OO70BOs;3? r»nei ijcnt. L oppratirpi) (jmcedurs; 'Loss of Hiractor Coolant;, 
Vol -5, no V1 1. 1 on O 

»■ Alabama Power Co flO'Ob/J;! ‘t«!pp 


— B0070B02 16 Etnorgertry npepating ptoctdorP, "Steam Gpnorator Tube 
flupturB," Vol I, n ev 1 s j on 0 
* AlrfbatOiJ lower Co SO/nS/M 9pp 


“-0OO7OSO2;13 fcniorgern-y operating procedorei "Anticipated TransiontP H/q 
T rip (ATWT)." neviBion 0 
• /MaPam .1 Power Co QJ, 06/04 4pp 


■ — 8007Oll0c*50 EeiprgenLy operating procnriore. "Inadequate Core Cooling Due 
to Small l.DCA ' r’ol 5, Re‘'iEion 0 
» Alabam.i Pnuei In 00/06/12 4pp 


8007070237 roroiaitle i| u a 1 1 f i c at i on Hummarg info for non-NSSS mechanical 
ti electrical enorpmenl selected bg seismic qualification 
review team f&i evdluabio’i 

CLAVTON, F L Alaham.i Power Cn SO/06/30 !14pp 


B007100135 Submitb rr,6porisee to IIRC 000616 draft questions corrcernlng 
contaifinpot purge valves Comparison of facilitg purge sgs id/ 
llranch reclinical Position CIl) 6-4 enC 1 
CLAVTDN. F L A1 abana Power Co 30/06/30 }2pp 


B007210306 Not 1 f 1 ( a 1 1 o n of 000/07 meeting ci/utll in DethesdaiMO to 
discuss r adiu 1 uy t c,i 1 lech Specs 
HINTMEn<l- Lirnnsitig llranrh 2 (30/06/30 3pp 


B0072] 0573 Notifiration of 1300^16 meeting id/util In DethesdaiMD to 
discuss respnost* to NRC position rin degraded grid voltage 
protection {• sys voltages 

KINTNLR, L U licensing llranch 2 HO/07/02 3pp 


000'7210'j78 Not 1 f 1 1 at inn of BOO710 meeting id/util in HethesdaiHD to 
discuss caotrol room rleslgn 

KlNTNFn,L I f-icorising Orancli f' 00/07/02 3pp 


8007350135 Advises that near-term OL applicants should perform 
augmented luu power startup tests similar to those proposed 
bg TVA for Sequrigahi prl or to eiceeding SI! of rated thermal 
power 

EISENHOT,D 0 Division of Licensing 30/07/14 2pp 


0007350320 Forwards info per NRC 300502 request re THI-3 dction plan 
Items IA3 1.IA23&I A31 
CLAYTON, F L Alabama Power Co 00/07/15 4pp 


8007320406 Forwards addl info re containment sump performance in 
response to NRC request 

CLAYTON, F L Alabama Power Co 30/07/16 4pp 


B007320954 Fnruai ds auilliary feedwater endurance test data b test info 
requested in NRC 000403 Itr 

CLAYTON, F L Alabama Power Co 80/07/16 3Qpp 


0007280377 Forwards request for addl Info re containment sump 
performance under post-LQCA conditions Response to Items 1,2 
b 3 due bg 800803 Item 4 info should be provided by Mar 
1781 

TEDESCO, R L Assistant Hirector for Licensing 60/07/16 8pp 


8007370302 Forwards request for addl info re 600620 response to TMl-2 
action plan 

TEDESCO, R L Assistant Director for Licensing 60/07/16 9pp 


3007320410 Forwards qualification repts b seismic specs for five pieces 
of equipment, per NRC request during 000707-10 plant site 
visit for seismic qualification revieu 
CLAYTON, F L Alabama Power Co BO/07/17 Ip 


0007220581 Responds to 800714 Itr re augmented low power startup teat 
program Submits schedule b procedure for test performance 
Util in process of writing detailed procedures t, reserves 
option of combining tests No linoun safety issue involved 
CLAVT0N,F L Alabama Power Co 00/07/17 ip 


8007100177 Foru.vrds nddL info requested by NRC QOObl? Itr re preservlce 
insp program 

CLAVTnN,F L Alabama Power Cn at)/CI7'0J 35pp 


BaCI72304D3 Forwards addl info re degraded electrical power grid 
conditions, in response to 800636 telcon Includes suppl 
to util 790115 Itr re assessment of NRC Positions 1,2 b 3, 
CLAYTON, F L Alabama Power Co 80/07/17 13pp 


0007140343 Forwards d es i. r i p 1 1 f,n r,f proposed modified startup physics 
test piogian Rrvisfd i,royrum resoJ/es NRC concerns re 
shutdown harii vr,ri f 1 1 u 1 1 on, i evi ew cribeiiu b actions needed 
should review tritenu not be met 
CLAYTnM, F L Aldbamn Power Co 00/07/07 l3pp 


0007160579 Foiuards response to 1 ontainment Bys Qraiich Question 57 for 
facility Leak ri'ductinn prngr.,m initiated to maintain 
leakage rates of sys (lutsipn rpritriinmeot to as low as 
prac tical 

CLAYTON* F L irlabama f'ower Cn (3Q/07/07 3pp 


6007100,361 Formal ds Amend 73 fp FSAR for Unit 1 b ()L application for 
Unit 2 

CLAYTON. F L Alahiim,! Power Hi 0O/O//O0 Ip 


•0007100267 Application for Amend 73 to FSAI3 for Unit I !, OL application 
for Unit 2 Certificate of ‘>vc end 
« Alabama Power Co 00/07/00 4pp 


— BO{>71002,"6 A-nonit 71 tu FSAH fr,i Unit I f. OL application for Unit 3 
Reviser Unit *’ romplBlion of const !, commercial operating 
dates, upda 1 inn section re ptnergentij lighting sys b info 
perbmntriq lo OA lirnyrrim 
» Alahama Power Co (3O/A7/,T0 'lOOpp 


8007260121 Buhmifr facility stotus rept ao of 000704 Full power 
licensing ■rrhe.tule advanii,! l-month to meet scheduled 001101 
start (»f full j,, , 1111, 1 operation Applir,int asked to formally 
request Fuel lo.iiliiig ' low pnu.'r testing license 
KIMTNFR, L Lurnsing Branch J Sil,ii//ll 2 pp 


80072S051U Foriiilrite process coiifrnl (n ngram far radw.iste solidification 
unit, as diacusseu ,it 00070'/ meeting w/NRC 
Cl AYlnM. T l A1 -ih.ima power C i> 00 07/14 Ip 


—8007220515 Rfidioti'n (ontiol h Frotuc 1 1 on Prnredurp FNP-Q“RCI‘-474, 
Re/isiiin I, "Ilnbile 5a1 id » f i ( at i nn Unit Operation " 

MCCRaCMEM K U «labam,i Power /'o S<i/Ol/I0 S9pp 


8007a2-Q559 Fnr'jJids Revision 1 -hange payee to plant offsite dos 
calibr miinUril Inc oi pot a 1 pf radii.tion monitor setpoint 
caicuLiLiun me Kuirl,, i nqy rti.tureej during 000709 meetlna 
«/NRC “ 

CtAVTON, F L Alat'ama Power Co f30/ii7/14 6pp 


60072304B9 Responds to Action Plan Item HI D 3 4 re control room 
habitability Ream meets SRP specs b guidance No mods 
required 

CLAYTON, F L Alabama Paucr Co 80/07/17 Ip 


0007230492 Forwards main control roo/n design review commitments per 
NRC main control room review team 800715 dtscuseions w/utll 
CLAYTON, F L Alabama Pawer Co 80/07/17 9pp 


8007230546 Informs that util Will participate in CPRl/NSAC power safety 
b relief valve performance verification test program 
Licensee will submit evidence re operability of installed 
safety b relief valves Evidence eipected by 820101 
CLAVTON. F L Alabama Power Co, 80/07/17 Ip 


B007P30553 Forwards radiological Tech Spec info concerning hydrogen- 
o»ygen-ni trogon miituro curves b hydrogen recomblncr 
instrumentation calibr W/o end 
CLAVTON, F L Alabama Power Co 00/07/17 Ip 


0007330567 Reqoests that 8L w/Ilmited auth or 1 1 atl on for facility be 
issued by 800901 per requirements in NRC 800626 Itr Request 
Includes fuel loading, low power testiny b power operations 
up to 5/ thermal power Full power OL requested by BOlPOt 
CLAVTDN, F L Alabama Power Co 00/07/17 Ip 


8007330593 Forwards info re sys description of core thermocouples in 
response to TMI-2 action plan Item 1 1 F 2 on inadequate 
core fooling instrumentation 

CLAYTON, r L Alabama Power Co 80/07/17 5pp 


8007240071 Notifies that util in process of finalizing plans for 
instrumentation sijo to relate reactor vessel water level to 
inadequate core uooling Provides list of commitments 
concerning instrumentation sys 
CLAVTON, F L Alabama Power Co 80/07/17 Ip 


B007280S57 Commits to guidance in Reg Guide 0 9 re establishment of 
bloassay program, w/eiLspti on of interpretation of 
measurement results Problems of interpretation ore stated in 
ICRP Publication 12, Paragraph 112 
CLAYTON. F L Alahama Power Co 80/07/18 ip 
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0007230490 Suppis ti supersedeB otll 800717 t esponsB to THl-S action 
plan tttm» Otll U participate In EPRl PWFl ssf-Bty f< relief 
valVB pBTformanCB verification test progt air ?< ui 1 1 submit 
•vldtnce of valve operabilitg bg 000701 
CLAYTON, F L Alabama Power Co 80/07/2J Ip 


0007290637 Forwards requested Info concerning TMl-2 action plan for 
facllitg Includes description of interim procedures L 
methods for qualifying high level aicidential radioactivity 
releases for noble gosi part i culates radloactivo effluents 
CLAYTON, F L Alabama Power Co 00/07/24 5pp 


000729064a Forwards requested info re core subcooling instrumentation 
Includes description of Incore thermocouple measurement 
means available at facility 

CLAYTON, F L Alabama Power Co 80/07/24 7pp 


E NRC Bafety Evaluation Report (BER>, supple (< correspondence 


0OO729O5S6 Forwards SER input re TMI Action Plan Tost 1 A 3, addressing 
revised scope t, criteria for licensing e«ams 
MOOfiEa V A Division of Human Factors Safety 00/07/16 2pp 


0 Adjudicatory correspondence 


B007310S43 Forwards Commission B00327 memorandum b order containing 
decisions on UCS 780502 petition for reconsideration of 
780413 memorandum & order UCS 771104 petition sought action 
re fire protection for electrical cables 
EISCNHUT. D 0 Division of Licensing 80/06/25 89pp 


J Insurance b Indemnity infarmatlnii 


0007080361 Forwards MAELU Encess Olnder XD-7J 

FIELDEBiJ Marsh b McLennan, Inc , M b M Nuclear Consultants, Inc 
Div eo/06/30 6pp 


Q Inspection reports, IE Oulletins b correspondence 


BOO72401DEI Forwards IE Info Notice 80-20, "Loss of Decay Heat Removal 
Capability at Davis-Desse Unit 1 Uhile in Refueling Mode " 

No response required 

D'nElLLV. J P Region 2, Atlanta, Office of the Director 60/05/08 

app 


Q0070201BO Forwards IE Info Notice 80-22, "Dreakdowns In Contamination 
Control Programs " No written response required 

O'REILLY, J P Region 2, Atlanta. Office of the Director 80/03/20 

Ip 


0OO7S1O419 Forwards IE Circular 80-13, "Grid Strap Damage In 
Westlnghouse Fuel Assemblies ’’ No written response required 
O'REILLY, J P Region 2, Atlanta, Office of the Director 00/05/28 

IP 


8007010353 Forwards IE Info Notice 80-23, "Loss of Suction to Emergency 
Feedwater Pumps " No written response required 

O'REILLY, J P Region 2. Atlanta, Office of the Director 00/05/29 

Ip 


8007220040 Forwards IE Info Notice 80-26, "Evaluation of Contractor 
QA Programs " No written response required 

O'REILLV. J P Region 2, Atlanta, Office of the Director 80/06/10 
2pp 


BD07160S1B Forwards IE Info Notice 00-27, "Degradation of Reactor 
Coolant Pump Studs " No specific action or response 
required 

O'NEILLVr J P Region 2, Atlanta, Office of the Director 00/06/11 

Ip 


800723033b Forwards IE Info Notice 80-28, "Prompt Reporting of Info In 
Accordance W/I0CFR5O 55(o> " No written response required 
O'fiEILLy. vP P Region 2. Atlanta, Office of the Director 00/06/13 

2pp 


8007020383 Forwards IE Circular 0O-!5, "Loss of Reactor Coolant Pump 
Cooling b Natural Circulation Cooldown " No written response 
required 

D*nEIL.UY>vl P Region 2, Atlanta, Offiro of the Director 80/06/20 
Ip. 


0OO729O'3Q5 Forwards IE Insp Rept 30-064/80-05 on 800604-06 Mo 
noncompl i ance noted 

KENNA, N B Region 2, Atlanta, Safeguards Branch 80/06/20 2pp 


—8007290393 IF Insp Rept 50-364/80-01; on 000604-06 Mo none nmp 1 i anc e 
noted Majur >iTea<, itispeclod mat! rulili ol !> accuunting 
(}|LLESPIE,r P , HODOES, J W Reyifin 2, ,itl«nt.i. bafeguards Branch 
80/06/20 3pp 


8007070394 Forwards IE Insp Rept* 50-348/80-10 ?< M-364/BQ-U on 
800331-0425 No none omp 1 laiic e noted 

LEWIS. R C Region 2, Atlanta. PoHctor Operations Nuclear Support 
Drench 60/06/21 2pp 


•8007070399 IE Insp Repts 50-340/00-1(1 (, 50-364/50-11 on 800331-0425 
No noncompl irincf noted Mnjo, at pat iiispected hot fonttional 
testing. IE bulletin followup 6 plant security 

MARTIN. R D Region 2. Atlantii. Reactor Oporctiqna Nuclear Support 
Branch BRADFORD. W H Mogiiin J, Atlanta, Office iif the Director 
80/05/21 6pp 


8007160791 Foruatds IE CH’culai 80-14, "Radioactive ( un luminat 1 on of 
Plant Demincra 1 1 1 od Water Rys *< Rosultant Internal 
Contamination of Personnel " No writtoi, response required 
O'REllLY.JP Region 2, Atlanta, Offirr of the Director 00/06/24 
ip 


8007230206 Forwards IE Dullelin 80-16, "Potuntial Misapplication of 
Rosemount Inc Models 1151 t ij52 Pressure Transmitters 
H/Elther A or D Output Codes " Written response required 
IE Circular 80-16 also end Mu w>ittcn response required 
O'REILLY, si P Region 2, Atlanta, Office of the Dnecttir 00/06/27 
»P 


8007210265 Forwards response to IL Bulletin 00-06, "F jamination of 
Containment Liner Penetration Welds '* All containment butt 
welds between poneiratlnn sleeves i, process |>iping in Unit I 
radiographed Unit S to be rad 1 ugi ,ip he d upon rompletiun 
CLAYTON, F L Alabama Power Co 80,07/01 5pp 


6007230510 Responds to Ifc BuHetiii 79-27, "Loss of Non-rlass IE 
Instrumentation b Control Power Sy« Bus During Dpnrntiun “ 
Prior to initial fuel loading, proi odures to ha rpvir.ort lo 
reflect annunciation b autematic control functions 
CLAYTDN.F L Alabam.i Power Co 00/07/17 ip 


8007310150 Sobmlls addl response In IF Bulletin 79-27 re loss of 
nonclass IE 1 ns tri>men tat i on ?< control power sy s bus during 
operation Procedures will bo revised to ccfloct affuctod 
annunciation b autumatic control functions 
CLAYTDN.F L Alabam.i Power Co 00/07/17 Ip 


8007310330 Forwards "Inaervlce Insp F'li'grnm for Class 1.2 b 3 
Components " 

CLAYTDN.F L Alabama F’ower fo 80/0//25 2pp 


•80073103/4 "InsBivice Insp Pi ogram for Cliiss 1 . 2 t, 3 Cnmponents 
s Alabama Power Co 80/07/25 7Rpp 


8 Reportable occoriunrps/ LERs f< related cot re spun dene o 


8007160S61 Part 21 rept re Westlnghouse review of r.ofety Injettloii 
termination criteria foHowinq Pucondsry side high energy 
line rupture u/potontial for U.im.igc to contrifugiij charging 
pumps Concerns arc applicahlf to f.irllity 
HAIRSTON, M 0 Alabama Power f ii 00'06/li 2pp 


V Operator Eianinotions 


8007290525 Fni wards SER input v* TMI Action (’Ian TasI, I A 3, ad cl res Bing 
revised scope 6 criteria foi licensing ec.ims 

MOORE. V A Division of Human rartei*', Dafoty 8O/O//I0 3pp 


DOCKET 50-366 CDWIfl I HAlCIf ftUCI E;AR F'l AMT, l/NlT 2 


F Security, modicnl, emery envy “V fire proi or 1 1 uii pi tins 


8007020400 Torwards i equost fur isildl infu ie OOOSr’R rpvised guard 
training b qualification piHi, ri,< 1 withheld 
(ref 10CFR2 790) 

REID.R W Operating Reactors Rranth i 00/06/19 2pp 


8007230104 Requests part 1 1 . ipat i on in study of pc'op 1 e-related pioblorns 
in nuclear safeguards Study involves collection ef data cm 
licensee security forces b pr.utlces MRf wishes tu Interview 
BDCurity mgt personnel at f.icilities 
EISENHUT.D 0 Division of Licensing 80/07/11 2pp 


B0072Q0514 Advisos that B00,lH imergrncy plaii Upgrading per NUREQ-0654 
will be do lay Bit until 80l'j0) F(uqui<‘ts rept frum H0O422-23 
Emergency Preparedness Team tnviou 
HIDNERi W A Ooorgia Power (o BO/07/21 Ip 
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G Ad 2U<1 icatarij corresponderic p 


6007310243 Farward^ fomnission 80052? wenorandom *i order containing 
decisions on tii 5 ?B0502 petition for reconsideration of 
760413 oiemorandum 1 order UC£> 771101 petition sought action 
re fire protection For electrical cables 
EISENMUr, D G Division of Licensing BO/Ot/25 69pp 


6007310336 Requests uiritton confirmation of Q00718 telcon r» criticol 
situation concerning electrical power genaration in region 


situation concerning 
served bg util 

NDVAKj T M Assistant Director for Operating (leactors 
2pp 


00/07/28 


Q Inspection reports. IE Bulletins & corrospondenco 


P Operating license stage documents (< correspondence 


800723002B Sumraarg of 800207 netting w/Mark I owners group in Bethesda, 
MO. re revisions to NRC acceptance criteria 1. outstanding 
issues relative to Mark I containment long-lerm program 
GRIMES C T Plant Sgstems Branch 80/02/21 31pp 

S007I4064I Advises that dates of responses to 79092/ generic I tr were 
791025 for Peach Bottom 2 h 3 1< 771115 for Hatch 1 *< 2 Rept 
on valve operability program required only for plants 
desiring to justify unlimited purging 

VERRELLI.D M Operating Reactors Branch 4 80/06/05 Ip 


0007010474 Advises that util will comply w/a00507 Itr Issuing five addl 
THI“2 related lequirements for operating reactors When 
implementation criteria is developed. WHC will be notified of 
any variation fron schedule Reserves three options 
UIONER.U A Georgia Power To 80/06/20 Ip 


6007020628 Advises that review Ftos been completed on B00513 rept of 
calibr results on seismic i ns trumenta t » on Triatial 
Time-History Act el erograph. 2LDI -ND2I was returned to vendor 
for repair as recommended 

MANHY H Georgia Power Co 00/06/25 Ip 


8007240213 Fovuiards IE Isvfo Nattc* HO-HOi "Uoss of Decay Heat ftemoval 
Cspfibility at Davis— Unit X Mhllc Hod* 

No response required 

O'REILLV. J P Region 2. Atlanta. Office of the Director 00/09/08 
2PP 


8007140490 Forwards IE Bulletin OO-iai "Cracking in Core Bprag 
Spargers " Written response requireii 

O'REILLV. J P Region 8. Atlanta. Office of the Director 80/09/18 

Ip 


8007020170 Forwards IE Info Notice 00-22. "Breakdowns In Contanination 
Control Programs ” No written response required 

O'REILLV. J P Region 2. Atlanta. Office of the Director 00/09/28. 
ip 


0007010220 Forwards IE Info Notice 80-23. "Loss of Suction to EMcrgiincg 
Feedwater Pumps " No uritton, response required 

O'REILLY, J P Region 8, Atlanta, Office of the Director 80/09/29 

Ip 


0007100064 Forwards IE Insp Repts 90-321/80-88 ti 90-366/D0-'8a on 
800412-0512 No none amp 1 iance noted 

LEWIB.R C Region 2. Atlanta. Reactor Operations Nuclear ilupfort 
Branch 80/05/29 8pp 


6007090389 Notifiiation of 800703 meeting u/util in Dethesda.liD to 
discuss util basis for delayed schedule for Installing 
T-quenchers 

VERRELLI.D Operating Reactors Branch 4 60/06/26 2pp 


8007000287 Discusses app 1 leap 1 1 1 tg of GE response to questions raised 
by C Hichplson. .n response to NRC 800507 request Automatic 
isolation mag i.rcur for breaks outside or inside 
containment depending on break siie I. location 
WIDNER.W A Oenrgia Power Co 80/06/30 2pp 


80071801 15 Forwards Amend 16 to License NPF-3, safety evaluation & 
notice of issuance h availability 

REID. R W Operating Reactors Branch 4 00/07/02 2pp 


"8007180134 Amend la ^o License NPF-05, temporari Ig revising Tech Specs 
for HPCi sys to permit startups u/inoperable HPCI, to conduct 
special test 

REIO.R M Operating Reactors Branch 4 60/07/02 Bpp 


— 8007100135 Safety evaluation supporting Amend 16 to License NPF-3 
* Operating Reactors Branch 4 80/07/02 app 

— 8007I6013B Notice of Issuance availability of Amend 16 to License 
NPF-5 

REIO.R W Operating Reactors Branch 4 80/07/02 2pp 


8007180484 Confirms iitil commitments at 800703 meeting re schedule for 
completing muds for resolution of Mark I containment long- 
term program Meeting summary end 

BEID. R W nperatiTig Reactors Branch 4 80/07/07 Spp 


■8OO7I0O4B7 Summary of B00703 meeting w/utll re licensee schedule for 
completing mods for resolotion of Mark I containment long- 
term program 

VERRELLI.D M Dperating Reactors Branch 4 80/07/07 6pp 


8007230656 Provides info re new ofe 1 1 1 1 es. pnsi t ions ti assignments of 
personnel resulting from 800428 reorgani lation of Ofc of 
Nifclsdr Reactor Regulation 

NOVAK# T H Assistant Director for Operating Reactors 80/07/10 
Sop 


B007..80634 Appli.ation to amend licenses OPR-57 It NPF-5. changing Tech 
Specs re toms water temp If water temp cannot be restored 
within 24-h, reactor shall shutdown using normal shutdown 
procedures 

UlDNERfU A Grorgia Pouter Co BO/07/17 3pp 


--B0072B0642 Proposed lech Lpecs Set t Ions I 0 t. 3 7 re torus water temp 
If water temp cannot be restored within ?4-h. reactor shall 
shutdown using noraiTil shutdown procedures 
* Georgia Power Co 80 '07/ 17 9pp 


—8007100066 IE Insp Repts 90-321/00-22 It 90-366/00-22 on 000412-0912 Nb 
nunc enipl iance noted Major areas inspected Tech Bpec 
compl lance, ROs. heusekeeping. plant operations. flA practices Ci 
IE Bulletin 79-26 

DANCE. H C Region 2. Atlanta. Reactor Operatinns Nuclear Support 
Branch RQOERB, R F Region 2, Atlanta. Office of the Director 
00/05/30 3pp 


0007220072 Forwards IE Info Notice 00-26. "Evaluation of Contractor 
6A Programs " No written response required 

O'REILLV, J P Region 2, Atlanta, Office of the Director 00/06/10 

2pp 


8007140294 Forwards IE Bulletin 80-14. "Degradation of BWH Ocrem 
Discharge Vol Capability " Written response required 
□ 'REILLV, J P Region 2. Atlanta. Office Of the Director 00/06/12 

Ip 


0007020736 Foruarils IE Bulletin 00-19. "Possible Loss of Eeiergontg 
Notification Bgs (ENS) U/Loss of Offsite Power " Written 
response required 

O'REILLV. J P Region 2. Atlanta. Office of the Director 00/06/10 
«P 


8007020290 Forwards notices of violation I< proposed iMposition of civil 
penalty re IE insp on B00319 

STELUD, V Office of Inspection «< Enforcement. Office of the 
Director 00/06/19 2pp 


-8007020301 Notice of violation from insp on 000319 Noncowpl iance noted 
packages of licensed fliatls shipped on 800310 w/radlatlon 
levels In truck cab escoeding regulatory limit 
* Office of Inspection & Enforcement. Office of the Director 
00/06/19 Ip 


•0007020303 Notice of proposed imposition of civil penalty In amount of 
*4.000 re violation noted during 800319 insp 

» Office of Inspection It Enforcement. Office of the Director 
80/06/19 tp 


8007090074 Requests extension to 600710 to complete response to Items 
1 b 2 of IE Bulletin 00-10. "Contamination of Nonradioactive 
Sys 6 Resulting Potential for Unmoni tored. Uncontrol led 
Release of Radioactivity to Environ " 

WIDNER.W A Georgia Power Co 80/06/19 Ip 


8007140180 Discusses 000319 incident which revealed radiation lavels 
exceeding limits on truck cab arriving at Barnwell site 
Forwards notice of violation 6 notice of proposed imposition 
of civil penalty 

V Office of Inepectipn 8( Enforcement. Office of the 
Director 60/06/19 2pp 
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S007020490 rorwards IE Circular 80-19, "Loss of Reactor Coolant Pump 
Cooling b Natural Circulation Cooldoun " No written reoponse 
reguiroii 

O'REILLY, vl p Region 2, Atlanta, Office of the Director Bo/Oii/20 
IP- 


6007110250 Ac k receipt of BOO&04 Itr informing NRC of steps taken to 
correct violation noted in IE Insp Rcpts 50-321/B0-19 b 
90-3i!.&/8o-19 

BTOHR, J p Region 2, Atlanta, Fuel Facility b Materials Safety 
Branch eO/Ob/23 tp 


— S0C711U2S9 Responds to NRC B00SI2 Itr re violation noted In IE Insp 
Repts SO-321/80-19 «. 30-366/80-19 Corrective actions full 
avdtt uf rsiergency plan b implementing procedures completed 
HIDNER.W A Georgia Power Co aO/06/04 Ip 


— 8007110262 Foruords IE Insp Repts 50-321/80-19 b 30-366/80-19 on 
800421—23 b notice of violation 

BTOHR, J p Region 2 , Atlanta. Fuel Facility b Materials Safety 
Branch 80/03/12 2pp 


— 8007110260 Notice of violation from insp on 800421-23 

* Region 2, Atlanta, Office of the Director BO/OS/12 Ip 


— 8007110276 IE Insp Repts 50-321/00-19 b 30-366/80-19 on 800421-23 
Noncoeip 1 lance noted failure to audit emergency implementing 
proCRfluras every 2 yre under cogniiance of safety review 
hoard. 

PERRQTTI.D J . TROJANOWSKI.R Region 2. Atlanta, Office of the 
Director JENKINB, 0 R Region Atlanta, Fuel Facility b 
Materials Safety Branch 80/05/12 9pp 


B007300S76 Forwards IE insp Repts 30-321/80-14 b 50-366/B0-I4 an 
800319,0429 b 30 Enforcement action discussed in NRC B00619 
Itr. 

O'REILLY. J P Region 2. Atlanta, Office of the Director 80/06/23 
3pp. 


— B0O73OOSPO IE Insp Repts 50-321/80-14 b 50-366/DO-14 on 800319,0429 b 
30 Noiicomp 1 lancB noted radiation levels on vehicle cab In 
•icett of regulatory limits 

BTOHR. J P , WOODRUFF. R L Region 2. Atlanta, Fuel Facility b 
Materials Safety Branch LACEY. L R Region 2. Atlanta, Office of 
tha Director. BO/06/19 Bpp 


8007170115 Forwards IE circular B0-i4. "Radioactive Contamination of 
Plant Oeinlneral i led Water Bys b Resvitant Internal 
Contamination of Personnel " Mo written response required 
O'REILLY. J.P Region 2, Atlanta. Office of the Director 80/06/24 
Ip. 


8007230249 Forwards IE Bulletin 80-16, “Potential Misapplication of 
Roaemount Inc Nodols 1131 b 1132 Pressure Transmitters 
W/Either A or D Output Codes " Written response required 
IE Circular BO-16 also encl No written response required 
O'RCILLY, J P Region 2. Atlanta. Office of the Director 80/06/27 
Ip. 


B0072ZO281 Submits final response to IE Bulletin 79-18 Noise 
•valuations performed for inaccessible areas follouiing 
Installation of evacuation signals Visual warning lights 
will be Installed during Fall 1980 refueling outage 
WICNER.U A Oeorgia Power Co 60/06/30 Ip 


8007090339 Forwards info in response to Items l,2(a> b 3 required by IE 
Bulletin 80-11. "Masonry Wall Design " Item 2(b) to bo 
addressed in final rapt 

UIONER.U, A Georgia Power Co 80/07/03 IBpp 


8007140384 Responds to IE Bulletin BO-OB re containment liner 
penetration weld exam Requests 30-day extension for info 
lubMittal doe to large number of flued head containment 
liner penetrations b heavy high priority work load 
WIDNER.U A Oeorgia Power Co 00/07/07 Ip 


8007260126 Ac k receipt of 800623 Itr informing NRC of steps taken to 
correct deviations noted in IE Insp Repts 50-321/BO-02 b 
SO-366/QO-Q2 

MURPHVi C. E Region 2, Atlanta, Reactor Construction b Engineering 
Support Branch 80/07/09 Ip 


— B0072B012B Responds to NRC 800208 b 0411 Itrs re deviations noted in 
tC Insp Repts 50-321/80-02 b 30-366/B0-D2 Corrective 
actions, submitted end draft engineering review of OA fire 
protection program at NRC 600602 meeting 
NIONER, U A Oeorgia Power Co 80/06/23 42pp, 


B007340252 Ack rocoipt of BOObiT Hr i n form i tig NRC of steps taken to 
correct violations noted in IE Insp Repts 90-321/00-17 b 
50-366/80-17 

O'REILLY, J P Region S AtUiiita. tltficr of the Uircctor 00/07/11 

Ip 


— 8007240264 Responds to NRC HCKJ519 Itr re /lolations noted in IE Insp 
Repts 50-321/80-17 f, 50-366/80-17 Corrective actions new 
airlock scheme installed Actions to event f< deyiation 
reportabillty justified 

WIDNER.U A Oeorgia Power Ci. 80/06/12 4pp 


— 8007240277 Forwards IE Insp Repts 50-321/80-17 b 50-366/80-17 on 
B0030Q-0411 b notice of violation 

LEWIS, R C Region 2, Atlanta, Realtor nperalions Nuclear Support 
Branch UO/05/19 2pp 


— 0007240285 Notice of violation from insp on B-0030B-041I 

» Region 2. Atlanta, Office of the Diroctor 90/05/19 2pp 


— 0007840292 IE Insp Repts 50-321 /BO-1 7 b 50-366/90-17 on 900300-0411 
Noncompl lanc e noted failure to maintain secondary 
containment dnor integrity b to meet NRC reporting 
requirements 

ROGERS, R r Region 2. Atlanta, Office of the Director DANCE, H C 
Region 2, Atlanta, Reactor Operations Nuclear Buppcirt Branch 
BO/05/19 5pp 


0007230292 Responds to IE Dulletin 80-17, ''F.nllure of Control Rods to 
Fully Insert ” Scram discharge vol (SDV) vent t, drain 
operability verification test per formed All drain b vent 
valves Verified operable Nn residual writer found in SDV 
MIDNER, W A froorgia Power Co 00/07/11 Ip 


8007310275 Responds to HRC 900619 nntire of violation rc excessive 
radiation exposure rate inside cab of radwaste transport 
vehicle Radiation survey indicated radiation levels within 
code requirements Requests mitigation of violalion severity 
MIDNER W A Georgia Power Co 80/07/14 2pp 


— 8007310287 Responds to NRC 800619 notice of proposed imposltjun of 
civil penalty Radiation survey of vehicle indicated levelt 
within code requirements Requests mitigation of severity of 
violation b reduction of civil penalty 
WIDNER.U A Oeorgia Puuer Co 90/07/14 2pp 


8007200339 Advises of proposed compoiisatoi y measures re 2-uh 
extension for scram testing required for IE Bulletin 90-17 
Util will perPurm tests as soon as possible should critical 
load situation ease 

MIDNER, W A Oeorgia Power Co 80/07/19 Ip 


B0072B054I Advises of completion of Items 1 b 2 of IE Bulletin 00-10, 
"Contamination of Nonr adioac ti ve Sys " Complete 
documentation of affected sys /< associated monitoring 
procedures available for review during future onsite Imps 
MIDNER, W A Georgia Power Co 00/07/19 Ip 


QD072906IB Requests delay in performing scram tests required by IE 
Bulletin 80-17 due to high temps in region Removing large 
units from sve would place severe strain on electric 
generating capacity of region 

MIDNER. U A Oeorgia Power Co 80/07/19 2pp 


R Periodic operating reports 7, rclutod crirrcspondence 


9007200670 Forwards month Ig sperat-ng repts for diinu 1900 
MANRYftl Oeorgia Power Co 00/07/10 Ip 


— 80072B0686 Forwards monthly opwrating repts for June 1900 
MANR/.M Georgia Power (o 80/07/10 Ip 


— 8007260692 Monthly operating repts for June 1980 

BLACKWELL, n H Oeqrgxa Power Co 90/07/10 7pp 


B Reportable oci urrences, LLRs I related cerrespondence 


8007010494 Forwards LER 80-009/01L-0 

MANRY, M Georgia Power Co 80/06/24 Ip 


—0007010503 LER 80-OS9/03L -D on 600530, while performiny HNP— 2— 331 3, torus 
suction valves 2E41-F041 f. 2E4I-F042 failed when given open 
signal Torus valves shin tud out due l« i ondunnatlan, in HPCI 
room Cause uf condensation was hteam leakage , around seal 
NIX.R T Georgia Power Co 90/06/24 Hpp 


8007010310 Forwards revised I LH t!O-06a/O3X-l 
MANRY, M Georgia Power Co 00/06/24 Ip 
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— B007010518 ftp, I sed UER QO-Oa3'iO<-1 nn 300422, wh » 1 e performing primarg 
containment r ncoiibiner sgn fi<nctional test, ret ombiner sheath 
temp failed to lenait, uithin Teih 3pec Oauseil bg setpoint 
being set too nigh 

OAXLEV-^ X oenrgia Power ''o GO/06/24 2pp 


0007030272 Forwards t.ER BO-ORO/OjL-0 

MAtiny.M Gear gin Power Po G0//)&/24 Ip 


— 80£I70302''4 LEG 90-090/O3L'O on GU0&04, uh 1 1 e starting up Unit 2 reactor, 
HPCI auto isiilatiur, logic tor channel 0 did not reset until 
reactoT pres,-urtf was ! IB psig (aused bg calibr procedure 
w/ooerlg Crnsnrvaliee setpemt Setpoint changed 
N!X,R 1 Gefiroi,! Power ~n GO/OA/24 2pp 


a0070302>30 Forwards LFR 60'0‘/2/031,-0 

flANBV.M Oeorgii Power La P0/f)6/?'4 Ip 


— B007030292 LER H0-C"?2/03L- O opi 000611 during surveillance checks at 
steadi|-state power operaturs found Q rod block monitor 
bypassed uh i J e telectmo rods Caused by component failure 
Power supply repaired t, returned to sve 
NIX, ft T Oenrgi,! Power Co 30/06/24 2pp 


B007030261 ftO on 000522, 1 icensee reviewed Kinemetrics, Inc B00S13 calibr 
rept re seismic Instrumentation Triaiial Time-History 
Accel erograph 2L51-ND21 calibr indicates eicessivP change 
in longitudinal channel characteristics 
MANRV, M Georgia F'ower Co 30/06/25 Ip 


0007020520 ForwiU ds BD0627 M'DES rept made to State of GA re ilischarge 
op free available chloride in cooling tower blowdown 
MANHY, M Georgia Power Co 00/06/26 Ip 


— 8007020323 NPOES nnncompl lane e notification on 300619, at full power 
op era t son, Cl r c ul a t in y water chlorination sequence was 
atitumatical ly ac t ivated, 1 esul i iieq in release of free 
available chi urine in conling water blowdown 
UVERLEV, T E Georgia Power Co 00/06/27 2pp 


B007030277 Forwards LER 30-094 /()JL-0 

MANnV, M Georgia Power Co 00/06/26 tp 


— B007030277 LES SO-094/03L-0 on 800613, while performing routine 
surveillance rn torus— drywel 1 vacuum brepker valve, valve 
2T49-J2jn failed to open Cause unknown Vacuum breaker valve 
will be repaired during nest reactor cold shutdown 
N1X,R T Georgia Power Co 80/06/26 2pp 


S0071 10429 Forwards LER 80-091 /OJL-0 

MANRV, M Georgia Power Co HO/06/10 Ip 


6007110437 LER 00 -091 /03L-0 on 300605, while pulling rods to increase 
power, level lorn mas fraction of limiting power density 
Found higher than Tech Spec ,slloucd Caused hy combination 
of low feedwater J, low senoii NRC reviewed problem 
CDGCIN, C L Georgia Power Cu 30/06/30 2pp 


B007110366 RO 50 366/1980—100 on 000702, while perfur/ping surveillance 
procedures HNP-2-3i)02 6 MNP -2-Jl 72M. h i gh drywoll pressure 
switches 2C71-N002A through D fc 2E11-N0UA through D found 
out of tnleranie r.iggyd hy setpoint drift Switches recalibr 
MANRY. M Oeorgia Power Co BO/07/02 2pD 


BO071 50635 Forwaids updated LER 00-064/03X-1 
MAMRY.n Georgia Power Co 80/07/03 ip 


— 0007150642 fipdated LER 80-fif,4/03X-l on 8004 19, w/uni t in cold shutdown, 
uihile performing MSIV leakage control sys LBFT, bleed valve 
2E33-F00in Indicating lights went out Caused by defective 
torque switch Tarque switch inOS replaced 
COGGIN. C L Georgia Power Co 80/07/03 2pp 


8007200450 Forwards updated LFR B0-O45/O1X-2 
HANftV H Ooorgi,, Power v*u 80/07/03 Jp 


——800728(145 5 Upd,ited LER 00-045/01 X'2 on 000404, leakage rates found 
unacceptable during leak rate test Caused by heat damage 
from ins tal lat I cjn welding Val/es will be replaced 
COOGtN, L L Georgia Power Ce 80/07/03 2pp 


B00715067R Forwards LER 90-095/03L-0 

MANRY.M Georgia Power Co 90/07/07 Ip 


—0007150605 LER 0O-O95/O3L-O on 00061 7, d ur I ng HNP-2-31 23. 1 OOP control 
sys blower operab 1 1 1 ty, Inboard Icadkage control sys flow 
indicator A pegged upscale t< would not return to laro Caused 
by bent flow element float Float straightened cleaned 
NlXiR T Georgia Power Co 00/07/07 2pp 


0007170405 Forwards LER QO-IOO/OlT-0 

MANRV, M Georgia Power Co SO/07/0B Ip 


— 8007170410 LER 0O-1OO/O1T-O on 800702, d ur i ng performance of high 
drywell pressure surveillance pr oc ed ur e s, f oun d switches set 
above Tech Spec limit Apparently caused by setpoint drift 
Bw Itches recalibr 

NIXiR T Oeorgia Puwer Co 80/07/08 2pp 


0007170453 Forwards LER BO-096/03L-0 

MANRY, M Georgia Power Co 60/07/09 ip 


— 9007170463 LER 0O-O96/O3L~O on 000627, w/reac tor mode switch In run, 
reactor bldg to torus vacuum breaker isolation valve, 

2T48-F31 1, fai led open Caused by failure of delta pressure 
swi tchi 2T4B-N3i 1 , reac tor bldg to delta pressure switch 
NIXiR T Georgia Power Co 80/07/09 2pp 


8007210393 Forwards LCR 00-093/craL-0 

MANRV, M Georgia Power Co 80/07/11 Ip 


— 8007210397 LER 0O-O93/O3L-O on 000612, dur ing steady state power, 
KNP-2-1090 rounds procedure readings showed drywoll average 
temp high Caused by high ambient temp 3> Inadequate coaling. 
Chilled water flow incroiised 

COGGIN, C L Georgia Pouor Co DO/07/ii 3pp 


B0072I03B4 RO on 000711, Unit 1 LPCl inverter tripped i< Unit 2 4~kV but 
2F supply breaker U HPCI tripped Supply breaker trip caueed 
by jumper missing from neutral leg Motor valve on HPCI 
replaced making it operable Events submitted per lEU 00-17 
MANRY.M Georgia Power Co 00/07/14 2pp 


9007200503 Forwards LER B0-09a/03L“0 

MANRY.M Georgia Power Co 00/07/14 ip 


—0007200512 LER 0O-G9D/O3L-O on 000626, w/reac tor at 99;i steady state 
power, HPCI pump failed operability Caused by HPCI pump 
suction pressure transmitter 2E41-N0i9 drifting out of 
tolorancB causing 2E41-R606 to indicate incorructly 
NlX.n T Oeorgia Power Co 00/07/14 2pp 


0007240124 Forwards LER 0O-O97/O3L-O 

MANRY.M Ooorgl.-i Power Co 80/07/15 tp 


—0007240120 LER 80-ti97/03L-0 on 800625, uih i 1 e performing turveillance 
procedure HNP-2“3307i HPCI steam line flow FTt,C, f lawsuit ch 
2E4t-N004 setpoints eicccded Tech 0pec limits Caused by 
setpoint drift Switch was recalibr 6 returned to sve 
NIX.R T Georgia Power Co 80/07/15 2pp 


0007240163 Forwards LCR 0O-1O3/O1T-O 

MANRY.M Georgia Power Co 00/07/17 fp, 


—8007240167 UER 0O-1O3/O1T-O on 800707, determined 2E11 NOIOA through D 
high drywall pressure switches outside Tech Spec limit 
Caused by setpoint drift Switches recalibr 
NIX.R T Oeorgia Power Co 80/07/17 2pp 


0007250411 Forwards LER B0-099/03L-0 

MANRY.M Oeorgia Power Co 80/07/17 Ip 


-0007250412 LER 80-099/03L-0 on 000626, during Instrument check, found 
0 drywel] analijier giving false dioxygen reading Caused by 
personnel error Regulators marked for double check of 
reagent gas flow while chiinging reagent gas bottles 
NIX.R r Georgia Power Co 00/07/17 2pp 


0007200510 Forw.irds revised LCR GO-096/03L-1 
MANRY.M Georgia Powor Co 00/07/17 ip 


-B00728O596 Revised LER 0O-O96/O3L-1 on 800619, w/r eac tor mode switch In 
run.roiictor bldg to torus vacuum areaker Isolation valve, 

2T40-F3H, fai led Caused by failure of delta pressure switch 

2T40-N211 Micro switch replaced 

NIX.R T Georgia Power Co 00/07/17 2pp 



DOCKETED ITEMS 


225 


DOCKET 50-3A7 DAILLY OENERATINO STATION 


A Appl i catlon/coriBtruc t i an stage documents t< correspondence 


8007010478 Forwards well charts for 0OOA1 l-ia» Ba U ly wells w/o 
recorders! pond levels! pneumatic pressure transducers b water 
Meter readings for eOOtblQ & USSS wells For eOOAl? 

DOHM»H J Northern Indiana Public Service Co QO/06/24 34pp 


8007SI0176 Forwards NRC evaluation of GE rept. NEDE-24010-P h Suppls 
l“3i “Technical Basis for Use of Square-Root-of-Sum-of- 
Squares (SRS8) Method for Combining Dynamic Loads for Marl 
II Plants ■' Kept acceptable subj to certain constraints 
KATTSONi R J Division of Safety Technology 60/06/SS 3pp 


8007230001 Forwards statement of policy re requirements to bo mot for 
current OL app 1 icat ionS! as derived from NUREO-0660 8< found 
in NUnE0~0ii94 

EI8ENHUT>D 0 Division of Licensing 80/06/36 Spp 


8007230621 Summary of B0061S meeting w/Hark II owners group in 
BathaidaiHD re lead plant closure tc long-term program Hods 
should be made to generic lead plant condensation 
oiclllatlon & chugging pool boundary loads Viewgraphs end 
ANDERBONtC U Generic Issues Branch 80/07/03 S7pp 


B0072S0179 Notification of 800BOS meeting w/roprosentatl vcs from Hark 
II owners group In ChlcagoiIL to discuss lead Hark II plants 
chugglTig t< C/0 load specs 

ANDERSONi C Generic Issues Branch 00/07/23 3pp 


0 Adjudicatory correspondence 


0007140001 Response in opposition to ABLB provisional order in CP 
•■tension proceeding Urges immediate consideration of 
•VACUation alternatives prior to const 

CRABOUSKIiA H ! GRADOMSKi! 0 V Affiliation Unknown 80/06/24 4pp 


B007310243 Forwards Commission 600527 memorandum 8> order containing 
declilons on UCS 780902 petition for reconsideration of 
700413 memorandum order UC8 771104 petition sought action 
re fire protection for electrical cables 
EISENHUTiD 0 Division of Licensing 00/06/25 69pp 


80070304S3 Response to opposition to ASLD 800S30 provisional order 
ruling on interventions (< scope of CP oitcnsion proceeding 
Urgos revision or clarification re issues & stds which 
cannot abide OL proceeding Certificate of 8vc end 
SHEA. K H > FRANTZ! B P . EICHHDRN.U H Northern Indiana Public 
Service Co 80/06/30 Adpp 


B0070Q0021 Submits statement of objections on behalf of util in 
response to ASLB special prehearing conference provisional 
order Urges ruling on contentions as previously filed due to 
unsuccessful negotiations Certificate of Sve and 
SNEAiK H Lowens telni Newmani Rei S! Aiclrad t< Toll 00/06/30 4pp 


80070-00026 Response to ASLB 600930 special prehearing conference 
provisional order Urges issuance of revised order to answer 
■hort pilings questions Adopts reworded Contentions R-I 
1-15 Certificate of Bve end 

EEKULER.B N Illinois. State of 60/06/30 12pp 


6007-080059 Response in opposition to ASLD 000930 special prehearing 
conference provisional order Requests revision of reworded 
conteu'tlons urges that short pilings questions be answered 
within 10 days U/notice of appearance A Certificate of Bve 
VCLLENjR I OSANN. E N Izaak Ualton League of America. Porter 
County Chapter UOLLEN. R J Vollen. R J SO/06/30 21 pp 


0OO71SOD96 Notice of appearance in CP extension proceeding Certificate 
of ave end 

HURRAY. H J Illinois! State of 60/07/09 4pp 


H. Osneral correspondence 


8007140028 Forwards J Seed 1 tr directed to 6 Eitenstat w/RD Folsom 
B00620 response tc Uhlte House tracking worksheet re plant 
Site & design Urges return of documents to agency liaison 
after appropriate action 

BEAU. M. M President of US tc Eiecutive Offices 00/06/24 4pp 


B007100239 Protests h appeals ruling that evacuation tc other 
significant issues will not be admitted by NRC to facility 
CP hearings People must be allowed to speak at hearings 
Certificate of Sve end 

SCHULTZ. G Affiliation Unknown 80/06/29 Spp 


Q Inspection reports IE Qulletios < c orre pond eni, e 


8007140508 Forwaids IE Ujlletin UO !.)< k mg in fore Spray 

Spargers “ Nu written reeponse (Pnuired 

KEPPLCR.U G Region J. Office of the liirector 80/05/12 

Ip 


6007010132 Forwards IE Info Not lie 80-?-t "Lciss of Suction to Emergoncij 
Feedwater Pimp!. " No writton t espiinso required 

KEPPLER. J C Region 3. Chudyo. Office oF the Diipctor 80/09/29 
Ip 


8007220206 Forwaids IF Info Nolite 80-26. Evaluation of Contractor 
QA Programs " No written rffpnnst i rquired 

KEPPLERi J G Region 3. Chiiagin Office of the Director 80/06/10 

ip 


6007140323 Forwards IE Bulletin 8(1-14. “Degrcidat i on of OWR Scram 
Discharge Vol Luptiliility ' No written response i equlred 
KEPPLER, J 0 Region 1. thiiagu. Office of the Director BO/06/12 
Ip 


□0072B0635 Forweirds IE Info Notice 00-28, “Pi orapt Reporting of Info in 
Accordance W/IOCFRIO 59(e) " No written response required 
KEPPLER. J 0 Rpginn 3. Chicago Office of the Director 60/06/13 
Ip 


B007020SB7 Forwards IE C irrular 130-15. “Loss of Reactor Coolant Pump 
Cooling (< Natural Circulation ( ooldown “ No written response 
required 

KEPPLER. J G Region 3. Lhiiago. Clffice of the Director 80/06/20 

Ip 


8007170501 Forwards IE Circulai 80-14. 'Radioactive Contamination of 
Plant Demineral i ic'd Water Bys N Resultant Internal 
Con tamina 1 1 un of Persnnnel '' No written response required 
KEPPLER. J Q Region 3. Chicago. Office of the Director 80/06/24 
Ip 


8007230332 Forwards IE Bulletin 80-16. ''Potential Misapplication of 
Rosemount Inc Models 1151 Si 1152 Piessuie Transmitters 
H/Either A or D Output Codes '' Written response required 
IE Circular 00-16 also end No written response required 
KEPPLER. J Q Region 3, Chiragii, Office of the Director 80/06/27 
tp 


Q0072S0630 Informs that GE b Sargent U Lundy engineering has bean 
stopped temporari liji due tu project delays Util unable to 
obtain necessary info for tusponse tu IE Dulletiit 00-09 
Response will be submitted by D1060I 

SHORtl.E M Northern IndlariH Public Service Co 80/07/09 ip 


R Periodic openting reports 'i i elated correspondence 


6007110438 Forwards well charts for 800618-25. Bai llij Wells u/o 
recorders, pond level s, pneumat ic pressu) e trancdiii. ers !< 
water meter readings for 800625 1. USDS wells for 600624 
BOHN R J Northern Indiana Public Service Co 00/07/07 34pp 


8007280141 Forwards ''1979-1V60 Annual Rept Oailly Nuclear 1 Site. 
Encompassing Apr 1979-Mar 1980," siith annual ecological 
monitoring program rept 

PURCELL, J F Nertborn Indi.inii Public Service Co 80/07/07 ip 


— 800726014/ ''1979-(1(1 Annual Rept Bai Uy Nucleai 1 Si te. Encompassing 
Apr )979-Har 1900." si Kill annual ecnliigical mnnltorlng 
program rept 

» Texas I n s tt umcn t s, Inc 80/06/30 429pp 


8007210464 Foruards well charts tor 8{)0625“O/O2, Bat lly wells w/o 
recordet 5. pond 1 e vel f . pni.um.it i r pi es-ure transdiiceis l< water 
meter readings for 000702 !i UM.S welts for 800/01 
BOHN, R J NorlliBMi Indiana Puhlli Oervico Cn 00/07/16 39p p 


6007280118 rnrwards well c hai ts> Da 1 1 1 y wells ui/n rec orders, pond levels, 
pneumatli pros'-ure tr ansduc pi 6 wattr meter reaiJings for 
B00709 *< uses wells for 800708 

lOHN, R J Northern Indian,. Public Service Co 60/07/15 34pp 


6007280462 forwards well charts for 810709 16. Da illy wells u/o 
recordprsi pond levels, pneusirstic picshure transducers U 
water meter reading for 800716 V USDS wells fnr (300719 
BOHN, R J Norttiein Indiana Public 'ipr.ite Cn 0O/O7/P2 34pp 
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DOCKET 50-368 hRK.iNShS NUCLEAR ONE. UNIT S 
F Security! nmiral eme rg enc y fwr pTotection plans 


8007070148 Dcciimptits TJRC telcon ti approval of tetnporarij eiemptlon to 
esisting emergency planiSertion 4 3 1 1-C requiring 
decontamination shomer facilities in emcigeticy conti ol ctr 
TRIMBLE. 0 C Arkansas Poiver r, Light Co BO/06/27 2pp 


8007230073 Notification of H')07?2 meeting lj/AR Pouer !. Light Co in 
Bethesda.MD to review proposed eailg warning sys 
VISSIWO. G S Operating Reactors Branch 4 80/07/16 Bpp 


0 Adjudicatory correspondence 


0007070253 Responds to NRC 800410 Ur requesting that all llcansea* 
amend Tech Specs so that definition of term “operable" 
would be consistent w/NRC STB Revision will require at le<*t 
90 dags 

TRIMBLE. D C Arkansas Power l< Light Co 80/07/01 2pp 


8007100429 Informs that util is interested 
research program for interim reliability 
discussed in 000612 meeting 
TRIMBLE. 0 C Arkansas Power & Light Co 


in participating in NRC 
evaluation prograw* 

00/07/01 3pp. 


8007250001 Requests submittal of application for amend to license 
consisting of Tech Spec changes l< license conditions PWR 
Model Tech Spots t< Model license ronditlons for TMI-2 
Lessons Learned Category A items end for guidance 
ElfiENHUT, D 0 Division of Licensing 00/07/02 69pp 


B007310J43 Forwards Cemnission 000527 memorandum 6 order containing 
decisions on UCB 7Q0502 petition for reconsideration of 
7004 1 1 memoTandiim f< order UCS 771104 petition sought action 
re file protection for electrical cables 
EISENHUT, D G Division of Licensing 00/06/25 B9pp 


hi General correspondence 


8007110449 Requests response to end R Lacewfll 1 tr re plans to 
increase facility spent fuel storage pond site 
GETHUME.E House of Rep 00/04/30 2pp 


8007010024 SuhmitB updated info re admittante of NRC personnel to 
facility Requests that permanent nonemployee picture badges 
site orientation be provided W/u encl 
BEVFflIT, K V (legion 4, Dallas. Office of the Director 80/06/16 

2pp 


B007D70020 Requests that util pi ovide IE headquarters w/microfiche copy 
of listed PMDs 

MADSEN. G L Region 4. Dallas, Office of the Director 00/06/16 
Zpp 


BOO716O340 Submits Info re RCP oil collection sys per R Martin request 
8ys not required to be seismically qualified 
TRIMBLE. D C Arkansas Power ft Light Co 00/07/00 Ip 


8007210023 Requests info ra 000624 loss of offsite power transient at 
Unit 1 Info includes description of switchyard operation, 
process computer printouts of alarms during transient ft 
strip charts for primary ft secondary sys 

NDVAKiT M Assistant Director for Operating Reactors 80/07/00. 
Spp 


8007240311 Advises of NRC reorganl lati on on 800428 which resulted in 
number of changes in ofc t i t] es. posi t Ions ft assignments of 
p er Eonnsl . A1 so submits info for OETR 

NOVAK. T M Assistant Director for Operating Reactors 80/07/08 

2pp 


0OO71SO394 Advises of continued compliance w/current regulations re 
hydrogen production from clad-weter reaction after 
installation of RGB vents per NURE0-057B Procedural 
guidelines will he submitted 810101 

TRIMBLE. D C Arkansas Power ft Light Co 80/07/10 2pp 


8007250070 Responds to end B00504 Itr to President Carter re nuclear 
energy Use of both coal ft nuduar power necessary to free US 
of overdependence on Foreign oil President C.srter 791207 
press release ft energy plan encl 

DENTON. H B Office of Ifuclear Reactor Regulation. Director 
BO/06/27 23pp 


6007290040 Responds to memo re fuel adjustment clause provision that 
would permit passing 90X of cost of replacement powdr on to 
ratepayers NRC would present any info at formal hearing No 
investigation planned 

VOECELIi R J Office of the Executive Legal Director 8O/07/1B, 

2pp 


B00710D148 Bequests removal of TB Connei from list of correspondence 
recipients t. addition of N Reynolds Licensee has changed 
legal representation 

TRIMBLE. D C Arkansas Potiier ft Light Co 86/07/03 Ip 


80D7310331 Responds to B0D625 Itr re 000510 event at Unit 1 Forwards 
LER BO'Ol 5/01-0 ft IE Insp Repts 50-313/80-07 ft 50-360/00-07 
Discusses treatment of spilled water ft radioactive content 
of water <f/o enc 1 

EEVFRIT.H V Region 4. Dallas. Office of the Director 00/07/15 

2pp 


0007280222 Tech Bpac change request to allow continued operation of 
plant Qualified radiation monitors will not be avallabla 
in time to meet existing Tech Specs effective BOOBOl Class 
It fee end 

STEEL, C U Arkansas Pouar ft Light Co BO/07/21 4pp 


— BOO720O226 Proposed revisions to Tech Bpacs. pages 3/4 3-39 through 3/4 
3-42. cons ti tut ing Amand 7 to OL Change allows continued 
operation beyond 800731 and data for interim method of 
determining post-accident radiation levels 
* Arkansas Power ft Light Co 80/07/21, 4pp 


P Operating license stage dneumonts ft correspondence 


B007230099 Requests submittal of proposed Tech Bpoc changes providing 
for redundancy in decay heat removal capability in all modes 
of operation hridol Tech Specs which would provide acceptable 
resolution encl fur guidance 

EISENMOT.D G Division of Ltcunsing 80/06/11 62pp 


Q Inspection reports. IE Bulletins ft correspondanca 


0007020194 Rasponds to IE Bullatin BO-04, "Analysis of PWR Main Staam 
Lins Break w/Contlnued Feedwater Addition “ Sufficient 
time would exist for operator to Isolata affactad once- 
through steam generator In event of overpraisurl lation, 

TRIMBLE, D C Arkansas Power ft Light Co 80/09/27 9pp. 


6007010330 Sum-mary of 800319 meeting u/utll ft C-E in Dcthesda.MD re 
core protection caiculatloTi sys software 0ix issues 
identified for further consideration before implementation 
in plant software List of attendees ft six issues end 
MARTIN, R Operating ReoctoTS Branch 3 80/06/18 4pp 


B0070BOD66 Responds to NRC BD051S request for info re QE turbine discs 
Unit 2 turbine is impulse real tl on. 1 , 900 rpmitandem- 
C umpound. f our Flow, two-stage rehciit unit Hours of operation, 
number of turbine trips ft uverspeeds encl 
CAVANAUOH. W Arkansas Power ft Light Co 80/06/26 Bpp 


8007150409 Appliiation to amend Licenses DPR-51 Si NPF-6. de 1 e ti ng 
requirement fu< testing reactor bldg smoke detectors while 
reactors remain critical Suggested changes to Tech Spec 
pages ft Class 111 fee end 

CAVANAUGH. M Arkansas Power ft Light Co 00/06/26 2pp 


—8007150494 Buggi'sted ihanges to Tech Spec Pages 3/4 3-43 ft IlOp re 
fire dirtectiuii instrumentation 
» Arkarisav Pi's'Br ft Light Co 80/06/26 Ppp 


6007020269 Forward* IE Info Notice B0-22< "Breakdowns In Contamiriation 
Control Programs ” No written response required, 

BEYFRIT.K. V Region 4. Dallas, Office of the Director 80/09/26, 

Ip 


8007210342 Forwards IE Circular BO-13. "Grid Strap Damage in 
Uestinghouse Fuel Assemblies “ No written responee required. 
BEYFRIT.K V, Region 4. Dallas, Office of the Director 60/09/20 
Ip 


8007010040 Forwards IE Info Notice 80-23. “Loif of Suction to Emergency 
Feedwater Pumps “ No written response required 

BEYFRIT.K V Region 4, Dallas, Office of the Director. 80/09/89. 

ip 


0007220177 Forwards IE Insp Repts 90-313/B0-D7 ft 90-366/00-07 on 
000422-0921 ft notice of violation. 

MADSEN, 0 L Region 4, Dallas, Reactor Construction ft Engineering 
Support Branch 00/06/09 2pp 


— B0072201B5 Notice of violation from ln«p on 000482-0921, 

e Region 4, Dallas, Office of the Director 80/06/04 ip. 
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-007820197 IE I nap Repts 50-313/60-07 !. 50-360/00-07 trn 000428-0521 
yV None ompl tancB noted Incomplete written proceduTcs- 
/ InaufViclent adherence to piucedurea h poor houteP eep inp 
men I urea 

WEBTERMAN.T F . JOHNSON. M D - CALLAHAN. L J Region 4. Dallas. 
Office of the Director fiO/06/04 IQpp 


R Periodic operating reports !. i elated < ori c sptin(leiit.p 

Q0078103S] Foruiatiia monthly operating i cpt for June 1980 
TR1HDLE»D C Arkansas Power f. Light Lo 00/07/ Iti ip 


^7020801 Responds to IE Bulletin 00-05- “Vacuum Condition Resulting 
I^daiage to Chomtcal Vol Control Sgt ICVCSl Holdup Tanka " 
inlw Unit 1 reactor coolant make-up tank & Unit 2 vol 
l^ontrol tank could contain appieckabta amounts of hydrogen 


I^RIHSUErD C Arkansas Pouer & Light Co 80/06/ 10 Spp 


"8007210388 Monthly operatinij i ept for June 19Bt> 

PENDERQHAFT R Arkansas Power f. Light fi. 80/07/15 5pp 


B Reportable oi t urr enrua. LLRs U ■ elated c or rt spondtne e 


^7220094 Foruarda IE Info Notice 00-86- “Evaluation of Contractor 
Programs " No written response required 
^EVFRITiK V Region 4. Dallas- Office of the Director 00/06/10 

IP 


H7160381 Forwarda lE Info Notice 80-87. "Degradation of Reactor 
^^^^oolanfc PuAp Studs " No specific action or raaponse 
^•quired 

^EYFrtlT.R V Region 4- Dallas, Office of the Director B0/O6/H 


8007010527 Forwards LEH 80-038/031-0 

TRIMBLE. D C Arkanaas Power 1. Light Ci. BO/06/24 ip 


— B00701053S LER H0~032/03L-0 oi. S00525- dur ing Mode I opera t ion. p Ian t 
computer failed on three u<r.Jsinns Cause undetermined 
Computer software diagnostic loutines or backup computer ays 
will he purt hased to allrviate problems 

PENDERGRAFT. R Arkunsas Power b Light To 00/06/24 Ip 


0007010436 Forwards LER BO-Oll/UAL-O 

TRIMBLE. D C Arkansas Power h Light Co BO/OE/as Ip 


^7300349 Forwards IE Jnap Repls S0-313/B0-09 b 50-368/60-09 on 
^00587-30 b notice of violation 

|4AD3BN- 0 L Region 4. Dallas- Reactor Operations Nuclear Support 

branch ao/06/12 2pp 


^0007300353 Notice of violation from snap nn 800587-30 

• Region 4- Dallas- Reactor Operations Nuclear Bupport Branch 
&0/06/11 Ip 


^^0007300334 IE Insp Repts 50-31 3/BO-09 b 50-369/B0-O9 on 800527-30 
Noncomp 1 lance noted failure to adhere to procedures for 
handling temporary mods to jumpers it bypasses 
YANDELL.L A , WEBTERMAN, T F Region 4. Dallas. Office of the 
Director 80/06/11 9pp 


—0007010441 LER BO-031/04L-0 on 600527. during Mode I operabion. condenser 
gas sample munitur 2R1TS 0645 was found inoperabln Radiation 
levels were nornal per Tech Specs Caused by bearing failure 
on sample motor Engineering rvaluation underway 
PENDERGHAFT.R Arkansas Power f< I ight Co 60/06/83 Ip 


8007140621 PNO-IV-BO-023 on UOO/>84. all Offsite power to both units was 
lost when two tines were ti ippril by dispatcher Third linn 
was out of SVC for maint 

HUNHICUTT. D Region 4. Dallas. Of file of the Director 60/06/25 

2 pp 


0007010407 Forwards LER 80-03-1 /03L-0 

TRIMBLE- D C Arkansas Power I, Light Co BO/0'6/86 Ip 


qO 07070172 Atk receipt of 800329 Itr i'nf arming NRC of steps taken to 
correct vitiations 0.06011 In IE Insp Repts 50-313/B0-06 
t< SO-360/00-06 

flADBENi Q L Region 4- Dalles. Reactor Dperatkons Nuclear Support 
Sranch 80/06/17 Ip 


— 0007010414 LER 80-O34/03L-0 on 8(10531- during flodu I opera t ion- leak 
developed on charging pump B siicbtitn pipe at coupling for 
copped test connection line Caused by vibration Defective 
pipe spool piece will be replaced 

&HIVELY. CN Arkansas Power ?< Light < o QO/06/26 Ip 


6^7230244 Forwards. IE Investigation Repts 50-313/80-08 b 30-368/80-08 
on 000510-12 No none omp 1 1 ante noted 

BROWN . 8 D Region 4. Dallas, Fuel Facility b Materials Safety 
Branch 80/06/20 2pp 


8007230257 IE Invest Iflatlon Repts 50-313/80-08 b 50-360/80-00 on 

B00310-12 No none ompl lance noted Major areas inspected 
rAdiological conditions b environ Impact associated u/nain 
coolant pump seal failure 

BROWN. 0 D Region 4. Dallas, Fuel Facility tr Materials Safety 
Branch UILBORN.L Region 4. Dalles. Office of the Director. 
80/06/16 5pp 


®<J0784O03l Forwards IE Circular 00-15, “Loss of Reactor Coolant Pump 
Cooling fc Natural Cirsulati un Cooldown " No written response 
required 

BEVFRJT.K V Region 4. Dallas, Office of the Director 80/06/20 

ip 


^.007300320 Act receipt of B00627 Itr Informing NRC of steps taken to 
eorrnct violation noted in IE Insp Repts 50-313/80-07 f« 
8O-36B/B0-07 

MADSEN, 0 L Region 4. Dallas. Reactor Operations Nuclear Support 
Branch 80/07/22 ip 


^8007300335 Responds to NRC B00603 Itr re violation noted In IE Insp 
Repts 50-313/00-07 b 80-368/80-07 Corrective actions 
Junction boi cover replaced b door on end closed 
TRIMBLE. D C Arkansas Power t, Light Co 00/06/27 2pp 


^807300329 Ack receipt of 600702 Itr Informing NRC of steps taken to 
correct violation noted in IE Insp Repts 30-313/80-0? b 
50-368/80-09 

MADSEN. O L Region 4. Dallas, Reactor Operations Nuclear Support 
Branch 80/07/22 ip 


B0072BOS46 ROs SO-SKl/BO-E.'' 6 50-368/bl{)-042 on 800624. events occurred 
0.0 SOD kv power lines which resulted In loss of all SQO kv 
power lines It reactor trips of both units Cause not stated 
Cobh units stable Followup ri-pt will be transmitted; 

Q'HANLON, J F Arkansas Power !• Light Co 80/06/36 Spp 


BD070I0437 Forwards updated LFR BO-025 /OIX- I 

TRIHDLE, D C Arkansas Power ti Light Co 80/06/2/ Ip 


--80070 10440 Updatsd I ER 0O-O-’5/O3X-l nn Q00907. d iir ing Mode I operation, 
valve 2CV-5657 was isolated to facilitate meiiit work Ii 
alarm Indicoted volvc open when valve wof- closed Caused by 
backed out screw leaving ..witch misaligned Bwltch realigned 
PENDERGRAFT, R Arkansas Power t. light Cn BO/06/27 Ip 


6007080160 Forwards I tR BO-O3T/0JI -o 

tRIHBLE.D C Arkans.io Poiuer b Light Co 110/06/27 Ip 


—8007080166 LER QO-033/031 -0 on BC10S3(>. dur ing Mode 1 operation- plant 
protection >ys C high 8/(1 delta P trip was bypassed Caused 
by fulled power supply Un bistable card Olvtnblc sard 
replaced I. plant protection sys tc.>lod 

PENDERORAFT. R Arkansas Power U light Co 0U/O6/27 Ip 


B0070B0171 Forwards LER 80-036/031-0 

TRIMBLE. DC Arkansas Pouei f. Lighten 80/06/27 Jp 


— 8007080170 LER HO-036/OUL -0 01 . 0(lD6O2. diir trig Mode I op e ration, Steam 
driven emergency feedwatei pump 2P7A brippsU on overspeed 
following manual st.krt Cause hnb determiiieii Pump will be 
tested frequently until ti kp prubliih resolvcid 
PENDERORAFT, n Arkansas Pounr f- light Co 80/06/27 ip 


B0072B0646 Forwards UER 80-035/031-0 

'■8007300333 Responds to NRC 600612 Itr re violation noted in IE Insp TRINBLE-D C Arknrisas PVwei b Light Cn 80/06/10 Ip 

RaptS 50-313/90-09 b 50-36Q/B0-09 Corrsetive actions entries 
In jumper b bypass log were cleared Completed pages of log 

ulare forwarded to files --0007280655 LER 8(>-{J35/03L 0 Oli 600601 , r on taknmeut tump level indicator 

TRIMBLE, D C Arkansas Pouar b Light Co BO/07/02 Spp 2LI-9641 kcidicated appro c 30K. after nil WAtar l.od .bean 

drained from sump Caused by magnets being detached from 
float ball on level switch JH.S-R641 Flout hall replaced 
PENDERORAFT- R Arkansas Power b Light C-n 8U/D6/30 Ip 
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BC)070Q014-4 f-oiu>ii<is UtR B‘>-04i(/n iL- I 

TRIMBLE l> C Ai ViJiitrV, F-otiJi-r *. light Cn H0/O//OE Ip 


80O70n0IB'4 l.FR t10^040/0Bl ”0 tin (jOOiiO'i, (li'r ipg iioim^l fihutdouin operations 
in Mode n. i>mi'rai.ntg f pediuii ti i Mipply ^alvc PCV-1075 failed 
to open on cuianiond Cniispd bg liiosi cnnniLlinri on valve 
operator iinilm load Liinnoitjon (leaned '< tightened 
SHIVELY. C N Arkansas I'ouei light Co 80/07/02 ip 


S0070903SB f-orieatds I FH BCi-0 <H/OJl •) 

TRIMBLE. D C At Ltniieas t’oiaoi Light Ln 80/O//OJ Ip 


BOOTOTOlill/i I rpi 0-Cl" 03U/0 il ^0 on UU0/'07i L.ifo tg injection tank found to 
have boron 1 one (.ntriit i cm le*... than Terh ^ppi Probablij 
caused bij hmnri nt rn 1 1 f i co 1 1 nn nripiin.icg of sairpling method 
to be deter inineJ 

PENDERCnAFF. H Arkor.sd'. I'ouer r- I ight Cii 80/07/03 Ip 


3007140396 rortuarde LER 30-042/011-0 

TRIMDLE.l) C Arkansiie Piieiet •. light Co 80/07/07 Ip 


— “0007 MOACh L EH IJO 042/01 T-0 on R0070/ u/Mai; f 1 tiiijei *100 kV transcni ss i on 
lino out of SVC . llab p 1 VO 1 e noli kV tripped on ground fault 
Caused bg ornund fitul t ft resulting overload 
SHIVELY. C N Arkansas Poieei J< Light (o 80/07/07 5pp 


3007190647 Foiuards LEB BO-04 I /OJL-0 

TRIMBLE, D f Ai k.ms,l>, Powi>r U Light Cn 60/07/09 Ip 


—8007130660 LER R0~041/03L-0 on 600610. d or 1 ng Mode 1 operation, p lant 
conputor u,ib taken out of svi rendering fOLSS inoperable 
Computer was taken nut of tvi to ti oiiltl eehoot problem re CRT 
displays Bcirhup plant Lomputer ui 1 1 be installed 
I’ENDERGRAFT. R Arkans.sr Poim-r t. light Lo 60/07/09 Ip 


8007150603 Forurards LCH 8l)-0J9/0JL-0 

TRlrlDLE. D C Arkansas Poieui *< Light Cn BO/07/09 Ip 


Q0071103B3 Foruards request for add! info re reactor sys as result of 
rovieui of application for OLs 

YOUNCBLOOD, D J Licensing Branch i 80/06/30 3pp 


8007160466 Foruards TMI revieu item sc hedul e, d es i g na t 1 ng principal 
branch revieu rospons t bi 1 i t 1 es 

BIRKEL.R A Licensing Branch 1 80/06/03 4pp 


8007170696 Foruards schedule for revieu of TMI-S task force items 
including designated principle branch revieu 
responsib i 1 ities 

BIRKEL.R A Licensing Branch 1 80/06/30 4pp 


0007230633 Foruards std order for DOE work 

MATTSON. H J Division of Safety Technology FIN A-1 121-0 
00/06/30 3pp 


--8007230632 Std order for DOE uork "Revieu of Auxiliary Feeduater Sys 
Reliability Evaluation Studies for Diablo Canyon 1> 

McGuire 1 , Summer 1 b San OnoPre 2 b ECC9 Reliability 
Analysis of Manual vs Automatic " Issued to Sandia Labs 
GRENIER. D L Division of Safety Technology FIN A-li21-0 
00/06/27 9pp 


6007060345 Foruards info b drauiinys re use of Category 1 masonry 
uails for supporting piping b epmponents. in response to NRC 
800421 Itr Orauings available in Central Files only Fourteen 
illegible drawings end 

PARKER, W 0 Duke Pouer Co 80/07/02 27pp 


0OO717O60S Requests oddl info re reactor sys 

YOUNGBLOOD, D J Licensing Branch 1 80/07/02 Spp 


8007110309 Foruards Chem-Nudear "Process Control Program for CNSI 
Mobile Solidification Units Using Dow Process " 

Affidavit for withholding end Program withheld 
Iref 10CFR2 790) 

PARKER, H 0 Duke Pouer Co 00/07/00 Ip 


— 000713069J leu IJCi— 039/03L-0 On 6006 1 0, dur i ng (lode I operation, steam 
driven Dmi>rgi.ncy feedwatoT pump 2P7A would not accelerate 
above 1,000 i pm aftei successful slei't Cibused by incorrectly 
wired load friirn ramp genprslor to EOH guvernoT 
PENDERRRArr, H Arkansii^ I’ouer b Light Co 60/07/09 Ip 


8007150694 LFff 79- ItIO has been raiichlled 

COLLINS, M Arkansas Power J< Light Cn 60/07/14 Ip 


0007210396 Forwiirds updated I FR BO-OI0/OiX 1 

TRIMDLE, II C Arkiitisas Pouoi *, Light Co 00/07/14 Ip 


— fi007PI040lJ Updated LFR 80-018, <I3X-1 nil 80ti40/, fo] lowing loss of offsite 
power ti aiis 1 un t> unt'i g en c y fcoduater flow became errrstic 
Prubablij caused hij he.jting of fpedwator tiain u/n forced 
f 1 ou* a 1 1 Dw 1 ng Wiiter ti, drain bni k to londensate pump 
CLDOIIUUN, T Arkansas Power *. Light Co 00/07/14 2pp 


8007310334 OisciiSKet, 600/06 routiiio sut vul 1 lance test on cmcrgohcy 
steam driven feedwater pump during uh 1 1 h steam leak 
developed Requesin that one of five F.illed studs be 
delivered to P»i arrn'tor s. ! nc Fur anolijsos 

MADSEN, 0 L Regioii 4, Dallosi Rc.ictor Operettoi)!, Nuclear Support 
Branch 00/07/15 Bpp 


0007100069 Requests that protection sys design be reviewed to determine 
degree of conformance to listed criteria Revieu results 
should be submitted by 800004 

YOUNGBLOOD, B J Licensing Branch 1 00/07/09 Spp 


8007230127 Forwards summary of 800602-06 human factors engineering 
control room review Certain deficiencies must be corrected 
Requests meeting w/util to discuss matters before 000729 
VOUNODLOOD, B 3 licensing Branch I 80/07/10 19pp 


8007230190 Discusses augmented low pouer startup test program for near- 
term OL applicants Each applicant most perform tests similar 
to TVA proposed program for Sequoyah 
EIBENHUT,D 0 Division of Licensing 80/07/10 Spp 


0007210305 Forwards response to NRC 800623 request for add! Info re 
secondary water chemistry monitoring program Info provides 
admlnistrati ve control rept parameters 
PARKER, W D Duke Power Co 80/07/14 2pp 


8007220536 Forwards revised draft environ protection plan 
Inonrad iologlcal ) Also requests that NRC not incorporate 
document as part of OU for facility 
PARKER, W 0 Duke Power Co 80/07/17 Bpp 


DOCKET S0-J69 WILLIAM B MC&UIRh NUrLFAR SIATION, UNIT 1 


A App] I ca 1 1 on/L iinsti U( 1 1 on stiigu diicuments b correspondence 


8007110519 No t i r 1 1 a t > bh of C0l)bl4 meolinq u/util in BethesdOiMD to 
discuss iiLil d|..>iori review nl lontiol room 
DIRKEL.R A I tiensiiiij Kruiilh 1 8(>/(J4/J0 2pp 


6007010571 Advise* lhal NRC 600409 request Fur independent plant-wide 
audit of I n'.tu 1 1 ii t] iin of sul c h|-rel.ited equipment b cables 
need not be fiilfiilid.biitiit pn aihlt inFo provided in util 
000605 111 

YaUNODLOOD. B I I icpnsinp Ur inch I UO/06/20 3pp 


,007090091 Notsfication of 0OO6i'’f)“27 lueeling ui/ulil lo discuss THI-2 
action plan itrrns Ayindit ihr) 

81RKEL,n A I i<.et)t,inn Rr-itii h t On, 06/20 3pi> 


B007230001 Ftirwartls slitcmonl i,f puiity te T equii emeiits to be met for 
current DL npp 1 1 1 .etions, ,is derived from NLIRFO-0660 It found 
in NUREG-069'1 

ElSENHOr.D 0 Division ol I irensin.j 00/06/26 2pp 


8007260166 Advises that NRC has completed review of info in 800616 Itr 
re reactor vessel noities Reactor vessel fabricated using 
procedure for welding ?t pre ti post-clad heat treatments that 
increase potential underclad cracking 
VOUNODLOOD. B J Licensing Branch I 80/07/17 Spp 


0007220363 Forwards updated pages to util 800323 response to TMI 
concerns Matl addresses NUREG-0694 requirements Another 
revision scheduled for 000801 b fuel loading for mid-Sept 
1900 

PARKERiW 0 Duke Power Co 80/07/10 44pp 


6007200011 Notifiiatlon of 800700 meeting w/util In DethesdaiHO to 
discuss review of plant control room 
BIRKELiR A Licensing Branch t 60/07/18 4pp 


6007300459 Forwards addl info re justification for reducing steam 
generator low-low water level error allowance span, 
supplementing 791218 << 800507 1 trs Proprietary page withheld 
(ref 10CPR2 790) Application for withholding encT 
PARKER,!) 0 Duke Power Co 60/07/21 tSpp 



DOCKETED ITEMS 


229 


0007230101 D1scu5b»s onsite smergencg diosol generator rellabilltg 
p»r NltnEO/Cn-Oi>60 Heliabillty is sufficiently assured for 
opBTStlon through first refuel ingi however. certain design h 
procedural mods are required 

YOUNOBLOOO, B J l.icensing Branch 1 80/07/22 4pp 


8007310339 Forwards request for add) info re RCS vents for review of 
OL application 

TEDESCO. R L Assistant Director for Licensing BD/07/S3 3pp 
F. Security, medical* emergency 8 < fire protection plans 


0007010309 Forwards security plan for on site storage «< in transit 
requirements for SMM Plan withheld (ref 10CFR2 790) 

PARKER* U Q Duke Power Co 90/06/24 ip 


0007240060 Reviews state ti local emergency preparedness measures for 
facility Revisions per NOREO-OiSd/PEMA REP-1 95/. complete J< 
cpmpliance lu/NRC stds established prior to BOOlOl Completion 
scheduled for Aug 1990 

HCCOMREUl.* J H Federal Emergency Management Agency 00/07/08 Ip 


B007300077 Forwards summari) of recommendations from NRC review !t 
fl00617**lB meeting re facility emergency plan 

TEDEBCQi R L. Assistant Director for Licensing 80/07/23 16pp 


O Adjudicatory correspondence 


6<>07140461 Statement of Board of Commissioners' posttt^ln in opposition 
to radwaste transportation through Oaslon County* NC Urges 
transportation via Interstates 77 l< B5 Encourages eipending 
anargy tc money for recycling M/correspondence 
a Gaston County* NC B0/04/2B 61pp 


— 8007140473 Forwards add I comments to Gaston County Board of 

Commissioner B ' position opposing spent nuclear fuel shipment 
through county S* two proposed alternate routes Author does 
not oppose shipment if adequate safeguards are provided 
OASTON..H D Gaston County* NC 80/04/25 2 pp 


—8007140480 Forwards position of Gaston County Board of Commissioners* 
NC* apposing spent nuclear fuel shipment through county ti 
two proposed alternate routes Vt/o encl 
RHVNE>C A Gaston County* NC 90/04/15 Ip 


8007030036 Response in opposition to applicant 800S20 motion to 
tarmlnata stay of ASLB 790419 initial decision Buppl 3 to 
8 £R indicates that NRC leviewpre TMI-related requirements* Is 
not complete Intervenor 800609 Itr to util encl 
RILEY, J U Carolina Environmental Study Group 80/06/09 6 pp 


~-0OO7O3OO4O Motion to admit TMl-related new contentions fc to reopen DL 
hearing Consequences of signifirant hydrogen release in 
Uestinghouse containment* were not subj of adversary 
proceedings Contentions t* Certificate of Bve encl 
RILEY, 0 L Carolina Environmental Study Group 80/06/09 6 pp 


9007010292 Forwards BER,Suppl 3, per ASLB 790418 Initial decision* 
L8P“79-13* which stayed issuance of rept H/o end 
HETCHENiE 0 Hearing Branch 4 80/06/19 tp 


0007310243 Forwards Commission 800527 memorandum !< order containing 
dacisions on UCB 780502 petition for reconsideration Of 
780413 memorandum ti order DCS 771104 petition sought action 
T9 fire protection for electrical cables 
EI 8 ENHUT, D 0 Division of Licensing 90/06/25 B9pp 


B007020620 Order granting extension until 800707 for applicant to 
respond to intervenor 800609 motion re admission of new 
contentions h reopening of OL hearings record 

LAZO* R M Atomic Safety and Licensing Board Panel 80/06/27 Ip 


B007Q90320 Forwards* in response to 800630 request in OL proceeding* 
NUREQ-O 66 O 1 "NRC Action Plan Developed as Result of TMl-2 
Accident,'* *, 800602 "Further Commission Guidance for Power 
Reactor OLs, Statement of Policy " W/o ends 
KETCHEN.C 0 Hearing Branch 4 SO/07/02 Ip 


©007140004 Response in opposition to Carolina Environ Study Group 
notions to add new contentions ti to reopen OL hearing 
Petitioner failed to comply w/new evidence criterion 
MCOARRY. d M Consumers Power Co MCOARRY, J M Debevoise «< 
Liberman, 80/07/09 I3pp 


— 0007140007 Affidavit addressing issue of hydrogen generation t< control 
following postulated TMl-type accident Action implemented 
effectively precludes excess hydrogen generation 
CANADY* K 3 Consumers Power Co 79/07/09 5pp 


— 9007140010 Affidavit attesting thnV tC{ S meets acceptance enteria 
Hydrogen explosion will not present major damage to reactor 
vessel ChailottP Observer /911CI1 article £< Certificate of 
Sve enc I 

RASINiU H Consumers Power Co PO/0//09 Spp 


9007140019 Response m opposition tii util 000530 motion seeking 
termination of stay of ASCII ?904ia initial decision Opposes 
Carolina Environ Study Group 000607 motion to reopen record 
for add! contentions Certificate of Sve ent 1 
KETCHEN. E 0 Hearing Branch 4 80/07/10 12pp 


8007160613 Forwards re-executed Certificate nf Sivc correcting sve date 
to 800710 re NRC 900710 respense to tarolina Environ Study 
Group motion to reopen record 1* NRC 900710 response tn util 
motion to terminate stay of initial decision 
DAVIS. L D Hearing Branch 4 90/07/15 2pp 


0 Inspection repurts* IE Bulletin'* ;< cort espondenc e 


9007240122 Forwards IE Info Notice 00-20. "Loss of Decay Heat Removal 
Capability at Davis-Desse Oiitt 1 While in Refueling Mode " 

No response required 

O'REILLY* J P Region 2* Atlanta Office of the Director 80/05/09 
2PP 


9007020204 Forwards IE Info Notice 80-02. "Breakdowns In Contamtnali on 
Control Programs " No written response required 

O'REILLY. J P Region 2, Atlanta* Office of the Director 60/05/20 

ip 


9007210449 Forwards IE Circular 90-13. "Orid 9trap Damage in 
Westlnghouse Fuel Assemblies ' No written response required 
O'REILLY* J P Region 2. Atlanta. Office of the Director 80/05/28 
ip 


0007010913 Forwards IE Info Notice 00-23* "Loss of Suction to Emerjenty 
Feedwater Pumps " No written response required 

O'REILUY.J P Region 2. Atlanta. Office of the Director 00/05/29 

ip 


8007220048 Forwards IE Info Notice 00-26* "Evaluation of Contractor 
QA Programs " No written response 1 equlred 

O'REILLY.J P Region 2, Atlanta* Office of the Director 90/06/10 

2pp 


6007160255 Forwards IE Info Nutite 90-27* "Dogradation Of Reactor 
Coolant Pump Studs " No specific action or response 
required 

O'REILLV.JP Region 2. Atlanta. Office of the Diieetor BO/06/tk 
ip 


6007250344 Forwards IE Info Notice B0-2B, "Prompt Reporting of Info in 
Actordance W/10CFR50 55(o) " No written response required 
O'REILLY* J P Region 2. Atlanta, Office of the Director 90/06/13 
2 pp 


9007020763 Forwards IE Bulletin RO-IS, "Possible Loss of Emergency 
Notification Sys (EN5) H/Loss of Offsite Power " Written 
response required 

O'REILLY.J P Region 2* Atlanta. Office of the Director 90/06/lB 

ip 


9007100036 Responds to lb Dulletin 79-16 re vital area access control 
Controls will be addressed in NMS3 review of facility 
security plan. therefore specific response is unnecessary 
PARKER. W 0 Duke Power Co BO/06/19 Ip 


9007020459 Forwards IE Circular 80-15, "Loss of Reactor Coolant Pump 
Cooling (< Natural C irculotinn Cuoldnun " No written response 
required 

O'RElLLViJ P Region 3, Atlanta, Office of Hie Director 80/06/20 
ip 

8007090165 Forwards IE Insp Rept 50-169/90 14 on 90060B-04 No 
noncompliance noted 

KENNA.U B Region 2* Atlanta, Safeguards Branch 60/06/24 Ip 

— 8007070170 IE Insp Rept 50-.)69/ao~14 on 800602-04 No noncomp 1 lance 
noted Major areas inspected pro! ici'nsing physical security 
survey. vital urt a. pro tec tod are#i f< physical barriers Details 
withheld (ref 10CFfi2 770) 

GILLESPIE. F P , HDWELL.v) C Region 1. Chicago. Office of the 
Diree tnr 90/06/23 1 p 


8007170104 Forwards IE Cirruun Bu-14, 'R.jd loac t ive rontamination of 
Plant Deminei al i led Water Rys »< Resultant Internal 
Contamination of Personnel ' Hn wi liten re'.ponse lequirad 
O'REILLY.J P Region 2. Atlnnta, Office (if Ihi. Director 80/06/24 
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eOO733023& Forwards IE Bulletin no-16( "Potential Mi sapp 1 1 1 a t i on ot 
Rosediount Inc Models 1151 li 1153 Pressiii e Transmitters 
U/EIthpf A or D Output Codes " Hritten response required 
IE Circular BO-36 also enc 1 No uritten response required 
O'REH-LV. J P Region 2, rttianta, Office of the Director B0/06/S7 
Ip 

B0O72S0S9S Ack receipt of iE lti«p Repts 50-169/80- iO fc 50-370/00-06 
No proprietary info 

PARKER. H O Duke Power Co BO/06/30 Ip 


— 80072S0603 Forwards IE Insp Repts 50-369/BO- 10 h 50-370/00-06 on 
B005i4-16 No ooncodipl lance noted 

MURPHY, C E Region 2, Atianta, Reactor Construction h Engineering 
Support Branch B0/06/)0 app 


— 80072S0607 IE Insp Repts 50-367/80-10 «, 50-370/BO-06 on 800514-16 No 
nonconp 1 I ance noted Major areas inspected unresolved items, 

IE bulietins circuiare 1, licensee identified items 
HUNT.M D Region 3, Atlanta, Office of the Director RAUSCH, J K 
Region 2, AtlantfO, Reactoi Construction t, Engineering Support 
Branch 80/06/10 5pp 

B007340357 Ack receipt of IE Insp Rept 50-369/80-09 on 000506-09 No 
proprietary info 

PARKER, WO Duke Power Co 00/07/03 Ip 


— 0007240360 Forwards IE Insp Rept 50-369/00-09 on 000506-09 No 
none ompl lance rioted 

LEWIS, R C Region 2, Atlanta, Reactor Operations Nuclear Support 
Branch 00/06/13 3pp 


DOCKET 50-370 WILLIAM 8 MCGUIRE NUCLEAR STATION, UNIT 2 


A Applicat lon/constT uc t ion stage documents t, correspondence 


0007110519 Notification of S005I4 meeting lu/utll in DethesdAiMO to 
discuss util design review of control room 
BIHKEL.R A Licensing Branch 1 00/04/30 2pp 


0007010571 Advises that NRC 000409 request for Independent plant-uldo 
audit of installation of safety-related equipment & cables 
need not be f ul fi 1 led, based on addl info provided in util 
B00605 Ur 

VOUNGDLaOD.B U Licensing Branch I 00/06720 3pp 


0007090091 Notification of 800625-27 meeting u/utll to discuee THI-2 
action plan Items Agenda end 

BIRKEL.R A Licensing Branch 1 80/06/20 Spp 


0007230001 Forwards statement of policy re rsquirements to be Met far 
current OL app 1 i cations. as derived from NUREO-0660 fc found 
In NUREO-0694 

EIBENHUT.O O Division of Licensing 80/06/26 2pp 


0OO7UO5B3 Forwards request for addl Info re reactor ays as result of 
review of application for OLs ' 

VOUNGBLUDD, D J Licensing Branch 1 80/06/30 Spp 


8007160486 Forwards THI review item sc h edul e, d es 1 g nat Ing principal 
branch review responsib 1 li ties 

BIRKEL.R A Licensing Branch 1 80/06/03 App 


— 0007240377 IE Insp Rept 50-369/00-09 on 800506-09 No none omp 1 lance 
noted Major areas inspected preoperational test program, 
procedure reviews U reviews of completed prepperstional 
test pacicoges 

DONAT.T J Region 2, Atlanta, Office of the Director QUICK, D B 
Region 2. Atlanta, Reactor Clperations Nuclear Support Branch 
eO/OA/ll 6pp 


8007210114 Responds to IE Bulletin 0O-OB, "Fiamination of Containment 
Liner Penetration Welds “ Welds in 22 penetrations repaired 
per nondestructive test performed during const Summary of 
types b siies of penetrations end 
PARKER, W 0 Duke Power Co 80/07/07 9pp 


0007240469 Ack receipt of IE Insp Rept 50-369/00-09 No proprietary 
info 

PARKER, W D Duke Power Co 80/07/07 ip 


8 Reportable occurrences, LERs i, related correspondence 


0007170696 Forwards schedule for review of TMI-2 task Force itams 
including designated principle branch review 
responsibilities 

BIRKELiR A Licensing Branch 1 00/06/30 4pp 


8007080345 Forwards info b drawings re use of Category I masonry 
walls For supporting piping b components, in response to NRC 
800421 Itr Drawings available in Central Files only Fourteen 
illegible drawings end 

PARKER, HO Duke Power Co 80/07/02 27pp 


8007170689 Requests addl info re reactor sys 

YOUNOBLODD, D J Licensing Branch 1 80/07/02 9pp 


8007110309 Forwards Chem-Nudoar "Process Control Program for CNSI 
Mobile 8ot Idlf ication Units Using Dow Process " 

Affidavit for withholding end Program withheld 
(ref 10CFR2 7901 

PARKER,H Q Duke Power Co 80/07/08 Ip 


BD06090319 Forwards Significant Deficiency Repts 369/00-06 b 370/00-05 
re fire protoction sys valve misapplication 
PAPKEd.H 0 Duke Power Co 00/05/16 Ip 


S007160366 Part 21 rept re VaJeor Ualvo Model 932600-554-1 not designed 
for continuous uppratlon in energiied mode Valves installed 
in diesel geneiator control air sys 
BDRQDiG J Vale or Engineering Corp 00/06/27 2pp 


0007160657 Forwards Significant Deficiency Repts 369/80-07 b 370/00-06 
re centrifugal charging pump operation following secondary 
side high energy line ruptuie 
PARKER, W D Duke Power Co 80/07/07 Ip 


“0007160663 Significant Deficiency Repts 369/B0-07 b 370/80-06 re 
cantrifugal charging pump operatinn following secondary side 
high energy line rupture Potential eiists for inadequate min 
flaw w/damage to pumps 
a Duke Power Co 80/07/07 Ip 


0007180069 Requests that protection sys design be reviewed to determine 
degree of conformance to listed criteria Review reoults 
should be submitted by 000804 

YOUNOBLDDD, 6 J Licensing Branch 1 80/07/09 Spp 


8007230127 Forwards summary of 800602-06 human factors engineering 
control room review Certain deficiencies must be corrected 
Requests meeting w/utll to discuss matters before 000720 
YOUNOELOOD, B J Licensing Branch 1 80/07/10 19pp 


BD0723019Q Discusses augmented low pouter startup test program for near- 
term DL applicants Each applicant must perform tests similar 
to TVA proposed program for Bequoyah 

EISENHUT.D 0. Division of Licensing 00/07/10 3pp 

G007210385 Forwards response to NRC 800629 request for addl Info re 
secondary water chemistry monitoring program Info provides 
administrative control rept parameters 
PARKER, H 0 Duke Power Co 80/07/14 2pp 


0007240333 Interim Part SI rept le defective fTT actuators in dampers 
Customer notification end Jobs classified nonnuclear 
safety-related are not reportable Actuators supplied fur 
other jobs are considered purchaser responsibility 
GLOAMi D. E American Harming b Ventilating, Inc 00/07/08 50pp 


0007300330 Significant Defieisncy Repts 50-369/60-09 b 50-370/80-08 re 
Boienoid valves On 800627, di esel generator instrument fir 
pressure observed tower than normal Caused by leaking vent 
Valve stroke to be modified or coils replaced 
DONAT.T J Duke Power Co 00/07/23 2pp 


0007300395 Deficiency rept re improper weld configuration on steam 
generator end stiffener ring connections Cause not stated 
Helds have been modified to meet design drawings Personnel 
reins tructed to assure compliance w/design diawings 
PARKER.W D puke Power Co 0O/O//B5 2pp 


8007280536 Forward* revised draft environ protection plan 
Inonradiological 1 Also requests that NRC not incorporat# 
document as part of OL for facility 
PARKER, H 0 Duke Power Co 60/07/17 Spp 


0007280166 Advises that NRC has completed review of info in 000616 Itr 
re reactor vessel noijles Reactor vessel fabricated using 
procedure for welding b pre b post-clad heat treatments that 
Increase potential under clad cracking 
YOUNGBLOOD, B J Licensing Oranch t 80/07/17 Spp 


0OO722D36S Forwards updated pages to util BD0923 response to TMI 
concerns Matl addresses NUREO-0694 requirements Another 
revision scheduled for 800801 b fuel loading for mid-Sepb 
1900 

PARKER, H 0 Duke Power Co 80/07/10 44pp 
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Q007280011 NotificatlDD of BOO/JO tnefcL^ng uj/util in Bethesd^/MD to 
dl&cu&s review of plant control room 
DIfiKELiR A Licensing Dranrh I 00/07/in ^pp 


B007300459 Forwards .^dtll info ip ju 5t i f l l .it i on for reducing steam 
'generator 1 ow'* 1 oui water level prior allowance span, 
supplementing 791*^10 60050/ 1 trs Proprietary page withheld 

(ref IOCFn2 790) Application for withholding end 
PARKER* IJ 0 Duto Power Co 60/07/21 llpp 


8007250161 Discusses onsite emergency diesel generator reliability 
per NUREO/CR-0660 Reliability is sufficiently assuiod for 
Operation through first ref up 1 1 ng* however, certain design t* 
procedural mods are required 

VOUNGBLaOn>D J Licensing Branch 1 BO/07/22 4pp 

B00731033B Forwards request for addl info re RC^ verts for revieuj of 
OL application 

TEDESCOi H L fiisistant O.rettor for Licensing 30/07/23 5pp 


F Bscurlttj. medical, oniergcncy !< fire protection plans 


8007010307 Forwards security plan for on site stoiage .( in transit 
rBROlrcmaiits for SNM Plan withheld Iref 10CFR3 7701 
PAFIRER.W 0 Duke Power Co GO/06/24 tp 


S0'072400i0 Reviews state ?< local emergency preparedness measures for 
facility Revisions per NURE0-0654/FEHA REP-1 757 complete t< 
compliance ui/NRC stds established prior to 300101 Completion 
scheduled for Aug 1730 

HCCQNNELt , J R Federal Emergency Management Agency 80/07/08 Ip 


B007300077 Forwards summary of i ecommendatlons from NRC review 1, 
0006 17- IB meeting re facility emergency plan 

TEDCSCO, R L Assistant Director for Licensing 00/07/23 16pp 


3007140004 Respoiitp i r iippnsiiioii to 'ornliiia Fii.irQn Study Group 
motions to add new c oiitent i c>ris to i super OL -hearing 
Petitioner failed to comply u. tin.i tvioenrt Lrilrtinn 
MCGARHY. J M C. on' umer s Power i a lir(,«Pr<f J H Dcbevnise ?i 
Liberman 80/0 '/07 13pp 


— 000714000/ Affidavit adrtre'CiTig issue of hydrogen generation i< control 
following postulated Tldl-type «c(ident Artmr mplomented 
effectively tirecludes eicrs' hydroyen yc iier,v< i un 
Canady. H S consumers Power Co /7'')7/07 5pp 


— 3007140010 Affidavit .ittestinci that L' i 8 meets .ii Ceptance criteria 
Hydrogen explosion will iiot pi (.sent rriajur dumiaQ. to reactor 
vessel Charlotte tihservxi 7vii()i .irticle h Certificate of 
Sve encl 

RASIN, W H Consudiers Povier Co 30/0/ '07 bpp 


F007140017 Response in opposition to ntii □(10310 motion seeking 
termination of stay of ASl I< 77ii410 iiiiti,>l decision Opposes 
Carolina Envirnri Rtvidy Ct oup fclOOhO? motion to reoperi record 
for addl contentions Certific ite of encl 

KETCHEN, E & Hearing Branch 4 B0'0''/10 12pp 


8007160613 Forwards re-exccuted Lertificnto of Sul correctirvg sve date 
to B007J0 re NHC P00710 response tr (arelina Envn on Study 
Oroup motion to reopen record \ NRC ROO’IO rcspnrise to util 
motion to terminate stay Cif irutial decision 
DAVIS. L D Healing Branch 4 30/0// 11 2pp 


Q Inspection reports. IE Bullctiiis t t ox i eep oni enc e 


3007240122 Forwards IE Info Notice Bu-TO. Lose of Decay Heat Removal 
Capability .it Davis-Desse Unit 1 Uh 1 1 e in Refuel inp Mode " 

No response required 

Q'REIILY.JP Region 2. Atlant.r. Uffire i, f the Director 00/05/03 
3pp 


G Adjudicatory correspondence 


0007140461 Statement of Board of Commissioners' position in opposition 
to raduasto transportation through Oastun County, NC Urges 
transpor to t i nn via Interstates 77 Ic 35 Encourages expending 
Btiargy h money for recycling H/corrcspondenco 
* Oaston County. NC BO/04/28 6Ipp 


•0007140473 Forwards addl comments tn Gaston Founty Board of 
Commissioners' position opposing spent nuclear fuel shipment 
through county t< two proposed alternate routes Author does 
not oppose shipment if adequate safeguards are provided 
GASTON. H B Gaston County. NC 80/04/25 2pp 


3007210449 Forwarils IE rirruJur 80-13. '(".riij Strap O.image in 
Westinghouce Fuel As'emtliua ’ Nu written response lequired 
O'REILLY, JR Region 2. Atlanta. Office of the Director 80/OS/2B 
Ip 


3007010213 Foi wards IE Info Nutite 30-23. '’Loss of Suction to Emergency 
Feedwater Pumps ” No wTitli'n tesiionne requirrd 

□ 'REILLY, J P Region 2 Atlanta nfflie uf the Birector 30/05/27 

Ip 


3007220043 Forwards IE Into Notice 80-26 "Evaluation of Contractor 
OA Progr.ims ' No writteri Te'puncr riquired 

□ 'REILLY. J P Region 2, Atloiita Dffne u f tli-c Du et tor 30/06/10 

2pp 


—-0007140408 Forwards position of Oaston County Board of Commi ssi nnersi 
NC.oppnslng spent nuclear fuel shipment through county Si 
two proposed alternate routes N/o end 
RHVNC, C A Oaston County. NC 30/04/15 Ip 


0007030036 Response in opposition to applicant 3D052D mot ion to 
terminate stay of ASLB 770418 initial decision Suppl 3 to 
SER Indicates that NRC review, re TMI-rplated requirements. Is 
not complete Intervonor 800609 1 tr tn util encl 
RILEY, vJ L enrol ina Environmental Study Group 80/06/07 6pp 


0007160255 Forwards IE Info fliitice 80-2“ 'Deqra dat inn of Reactor 
Coolant Pump Slud' " No specifii uLliun or rrspotne 
requi t ed 

□ 'REILLy j P Region 2. Aflanto tJffirr uf h h r nircctor BO/06/11 

Ip 


0007250344 Ftirwaiii'v IF Info Notice 80-23, 'Piompl Reporting of Info in 
Accardiirup W/UiCFR50 BSlel " Nn written response required 
O'REILl-Y J P Region 2 AtJaut.i tlffirr nf the Director 30/06/13 
2pp 


— 6007030040 Motion to admit IMI-related new contentions t to reopen QL 
hearing Consequences of significant hydrogen release in 
Uestinghoiisu containment, were not Subj of adversary 
procoedings Contentions (< Certificate of Sve end 
RILEY. J L Carolina Environmental Study Group 60/06/07 6pp 


8007020457 Frrwaid* IE Cirrul.-.i BA-15, 'In'-* of I'uactor Coolant Pump 

Cooling f. hirituT.il Ciriulatirn (.oulduwi. " Mn wiitteii response 
required 

□ 'REILL/.J P Keg run 2. A(l.iiila, uffi e t.f the Director 00/06/20 
Ip 


QD070I0282 Forwards SER. Suppl 3. per ASLD 770410 initial decision. 
LnP-77-t3, which stayed issuance of rept M/o encl 
KETCHEN, E 0 Heating Rranch 4 80/06/17 Ip 


0007310243 roruards Commission 800527 memorandum Ji order containing 
decisions on UCB 780502 petition for reconsideration of 
700413 momoranduin h order IJCS 771104 petition sought action 
TO fire protection for electrical cables 
EIBENHUT. 0 C Division of Licensing 00/06/25 87pp 


6007020620 Order granting extension until 800707 for applicant to 
respond to intervonor 300607 motion re admission of new 
contentions !< reopening of OL hearings record 

LAZO. R M Atomic Safety and 1 i censing Board Panel 30/06/27 Ip 


B007090320 Forwards. jn response to 800630 request in OL proceeding, 
NUREQ-0660. "NRC Action Plon Developed as Result of TMl-S 
Accident," li 800602 "Further Commission Guidance for Power 
Reactor OLs. Statement of Poliry " W/o ends 
KETCHEN, E O Heorlng Branch 4 B0/O//O? Ip 


B00717Q104 Forward' IE CiiLulai HO-14 "Raflioar 1 1 vx- Contamination of 
Plant Demi nrr a 1 1 I L d Water Sys 6 Rusultai.t IriCernal 
Contam I rat 1 on uf Pprsuntiel " Nr uritten ifspunte required 
O'REIllY.J P Region Z At luoto. llffire of the Diroctur BD/06/D4 

Ip 


8007230235 Forwards IE riullttin Bii-IA 'Pri t-pii t x a 1 Tti '..ip pi 1 cat I on of 

Rosemount Ini Mudels 1151 '< 115?.’ Pin sure 1 1 ansii.i ttur s 
H/Either A nr 0 Output Cudi' ' Wrilli’n ie'pc.ns«) ruqurrei 
IE Circular 80-16 al'O nnr t in, qiritlen re-ponse required 
O'REILLY. J P Ri’jiun c Atiuut.. Cirfiie r.f the Direr tnr QO/OA/27 
Ip 


8007250570 Ac k rfieipt rf IE itup Rt-pt hu- (67 S'l lu h 50-370/BO-06 
No propnetaru infn 

PARKER, Wn Duke Piiwpr Ci M(,/''',.''0 Ip 


—8007250603 For maid* IF lo'p Rept* ‘A-J6R 'u 3»> 50- J /0/80-06 on 

000514-16 N(i noni omp 1 1 ail' p nnted 

MURPHY, C r RLijiori 2. Ail/iulrt. Riaclur t uii s t , uL 1 1 on 8< Engineering 
Support liranrti 80/06/1 i ..’pp 
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— 0OO725O()O'’ JF Insp Repts V) 3‘jV'aii-IO > 50-370/00-06 or. B005H-16 No 
noncamp 1 idiiui* notpa Major ai ta% insptcteii unrs'solved items- 
IE buDetins ' iirfular* ' l>ceiis<e identiricd itans 
HUNT.M D fit 9 ion 2 At 1 tnt a. Of H t c o f the Director RAUSCH. J K 

Region 3, Atlntiti Reatlcr C( ii" rrur 1 1 rii •. Engineering Support 
□ ranch OO/ile/Ki 5pp 


0007310114 Reoponils to IE Bulletin QO-OB. ’Eiaminotinn of Containment 
Liner Penetration Uelils ' Ur Id* in pent trot ions repaired 
per nuride s t T ut 1 1 e test pet formed rturiny const Summary of 
tgpes r< sues, of pinetratiiini eni. 1 
PARKER. W 0 Dote Pouier Co B-TO’/Q' 9pp 


S Reportable oriurtenres, Ltfis r relrjted correspondence 


B00603031fi Foriitards jignil leant Peficietiig Repts 369/00-06 I* 370/00-03 
re fire protection stjs al /r nn ►appl i cat I on 
PARKER. W 0 Duke Pouer Co Bi//0SM6 U 


0007160366 Part ?1 tept rc Valcor Val./c tlodr 1 V53600-554-1 not designed 
for continuniis operation n. eneigutd mode Valves installed 
in diesel gprteratnr control aji Sys 

BOROO. Q J Valcor Engineenny Cnrp 00/06/77 Epp 

0007160637 Foru/ards Signific.int Peficienry Repts 369/00-07 ft 370/00-06 
re centrifugal charging pump operation follnuing secondary 
side high energy line ruptoie 
PARKER. M 0 Dote Power Co 00/07/07 Ip 


— 8007160663 Significant Deficiency Repts 369/B0-O7 f< 370/B0-06 re 
centrifugal rhnroinij pomp operation folinuing secondary side 
high energy line rupture Potential eiists for inadequate mm 
flou u/damage to pumps 
a Dulte Power Co 00/07/07 Ip 


BOO7340353 Jntefim Part El rupl re detective ITT .actuators in dampers 
Customer notification eni 1 Jobs classified nonnuclear 
safety-relatf.fi are not repot table Actuators supplied for 
other jobs ate lonsidered purdiasir i espons i b 1 1 1 1 y 
SLOAN. D E Ametitan Uarmii.y 1. Ventilating. Inc 60/07/0B SOpp 


0007300330 Si 9 nifir.int Deficiency Repts 30-369/B0-O9 f. 5O-37O/0O-OB re 
sQlennid valves On B006?7. rl i e* r 1 generator instrunent air 
pressure ohsei ved louer th.in normal (aiised by leafing vent 
Valve stroke to be modified or coil* replaced 
DDNAT.T J Dulte Power Co 80/07/23 2pp 


— B 007 170347 Noti ficdt 1 on of 000732 meeting tu/HNR 
in Bethesda.riD to discuss Till issues required 
issuance 

UILSON. J N Assistant Du actor for Licensing 


licensing revieiii group 
for OL 

Q0/0?/03 Ip 


— 8007170351 Notification of 000724 meeting to/nWR licensing review group 
in BethPsda.HD to introduce HHR licensing review group ti 
present consensus positions for Power Sys Dranc h. Containment 
Sys Branch f< Equipment Qualification Branch 

UILSDN. J N Assistant Director for Licensing 80/07/03 9pp 


000723062] Summary of £500612 meeting w/Mark II ouinors group iti 
Dethesda.MD le lead plant closure ft long-term program Nods 
should be made to generic load plant condensation 
oscillatifin f. ihuqging pool boundary loads Vieuigraphs end 
ANDERSON. C J Generic Issues Rranch 00/07/03 S7pp 


8007130329 Forwai ds response to NRC 000421 request for info re masonry 
wall design Further review of masonry wall design is being 
conducted at LaSalle to complete response to IE Bulletin 
00-11 Package of 231 oversiie drawings end 
PEOPLES. D L Commonwealth Edison On 80/07/00 23pp 


— 0007150537 Package of 231 concrete masonry wall drawings to be recalled 
at later date for microfilming 
s Sargent f. Lundy. Inc 0O/O7/OB 231pp 


B007160606 Forwards "Condensation Oficillotion (CO) Load Data for 
Lasalle" 6 "Chugging Loads for Assessment of 4T CO Data " 

Repts withheld (ref 10CFR2 790) ft available in Central Files 
only 

DELGEOROE, L O Commonwealth Edison Co BO/07/11 2pp 


8007230133 Notification of B00725 mpoting w/BWR - Licensing Review 
Oroup in Bethesda.HD to discuss concensus positions of 
DWR - Licensing Review Group on ICED open issues 
UILSON. J N Licensing Branrh 1 00/07/16 lOpp 


BOO722OS10 Responds to 000522 S. 0604 info requests Info ro BUR jot 
pump holddown beam cracking will be submitted by BOOB15 St 
reactor vessel underdad ci.icking info by 000901 
PEOPLES.DL Coramonwoolth Edison Co 00/07/17 Ip 


S0072S044B Forwards facility emergency procedures Table of contents 
included 

HOLYOAK. R H Commonwealth Edison Co 00/07/10 Ip 


DOCKET SO-S^G LAliALLfc COUNTV SIATlOll- UNIT 1 


A App 1 1 ca 1 1 sTt/c uns ti uc t ion st.igr documet.ls 6 c or i espondence 


0007030239 NdtifiLation of 6nil/02 meeting w/BMR licensing review group 
in Dethesda.MD to discuss t oiicensus position on leactoi 
frve bldg open issue 

WILSON. J N Licensing Branch I 80/06/10 9pp 


0007010297 Sorraarij of B0U6IJ meeting u/u 1 1 1 s. KMC. Inc. GE. Bechtel , SLU f, 
0argent 3 Lundy in Dethesda.MD re consensus positions on 
reactor sve bldg 6 isolatiiiii cooling sys bldg open Issues 
from La Salle ducket Statu.* repts enc 1 

WILSON. J fj Assi*.tant Director for Licensing 80/06/19 46pp 


BOO7310176 ForwarOs NR( evaluation of GE rep t, NEDE'24010-P 1, Boppls 
1— J. "Terhnicol Dasie for (J* e oi 'iquare-Rnot-of-Rum-of- 
Sqi/ares (SRSSl Ncthtid for fomhining Dynamic Loads for Mark 
II Plants " Rept acceptable si'bj to certain constraints 
MATTSON. R J Division of Safety Technology B0/06/2S 3 pp 


B007230001 Forwards .-tatement of policy re requirements to be met for 
current OL app 1 i c .ttions, as derived from NunEC-0660 »< found 
in NUHEG-0694 

EISENHUT.O C Division nf licensing 80/06/26 2pp 


000717047S Summ.ii u of P0061 t meeting w/Marl II lead plant applicants 
rp definitiun of r-quenrhet load spec following safety/ 
relief val e attiiatinn Vicugiaphs end 

II Containment Byslcms Dramh 00/06/27 4pp 


ceting w.fiark II lead plant applicants re 
■rants to define T-quenchor load 
/alvp ai teat ion New methcidology 
rk II lead plants 
ch 00/06/27 3pp 


hudulinp nf BOO^OD meeting w/DUR 
thesil.! i’ll) 111 disroES consensus 
It li i.peri I'.suis Meeting 


— BD072S0455 Emergency procedures for Fac i 1 i ty. inc lud 1 ng general 
abnormal pror ediir esi general abnormal indoii & operating 
abnormal indei 

» Commonwealth Edison Co 79/05/22 82pp 


B007250175 Notification of 000003 meeting w/reprosontatl vos fPOm Mark 
11 owners group in Chicago. IL to discuss lead Mark II plants 
chugging L c/0 load specs 

ANDERBDH. C Generic Issues Branch 80/07/23 2pp 


B00729069B Forwards indok for Facility general procedures Index will 
suppl general abnormal procedures !< operating abnoraioi 
procedure Index already forwarded U/o encl 
HOLYOAK, R H Commonwealth Edison Co 00/07/23 Ip 


8007300033 Forwards request for add) info to complete review of F8AR 
TCDESCO.fl L Assistant Director for Licensing 80/07/23 3pp 


F Security, medical, cmergoncy Si fire protection plans 


0007010347 Forwards safeguards contingency plan amend Plan withheld 
I ref IOCFRB 790) 

PEOPLES. D L Commonwealth Edison Co 00/06/27 Ip 


0 Adjodicatoru corr uspondonce 


0007310243 Forwards Commission 800337 memorandum & order containing 
decisions on UCS 700302 petition for rci ons i deratl on of 
760413 memorandum I< order (ICS 771104 petition sought action 
re fire protection for electrical cables 
EISENHUT. 0 0 Division of Lirensing 00/06/25 0?pp 


K Utility Final Safety Analysis Report (ESARl 6 amends 


0007070267 Forwards 000630 affidavit re 000613 distribution of Amend 49 
to FSAR 

DFLCEDRGF. 1. 0 Commonwealth Edison Co BO/06/27 3pp 


ui for Lliensiiig 80/07/03 Ip 
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Q Inlpectlon reportsi IE Bulletins t> corresp and cncc 


G<107I40937 Foruards IE Bulletin 8D~13i "Oracling in Core Spray 
Bpargers " No written response reciuired 

WEPPLER. J e Region 3, Chicago, Office of the Director BO/OS/12 

Ip 


4007030069 Forwards IE Info Notice BO-SS, "Dreakdouns In Contaeilnati on 
Control Programs ” No written response required 

KEPP(.ER,J 0 Region 3. Chicago, Office of the Director 00/05/28 

Ip 


8007230209 Forwards IE Bulletin 30-16, "Potential Misapplication of 
Rosemount Inc Models 1151 & 1152 Fressure Transmitters 
N/Either A or D Output Codes Uritton response required 

IE Circular 80-16 also encl No written response required 
KEPPLER,J G Region 3, Chlcepo. Office of the Director 00/06/27 
IP 


6007230275 Ac k receipt of 800606 1 tr informing NRC of steps taken to 
correct violations noted In 1C Insp Rept 50-373/80-15 
KEISIIMAN, R F Region 3, Chicago, Reactor Operations Nuclear Support 
Branch 80/07/03 Ip 


80O7Ot0OB6 Forwards IE Info Notice 80-23, "Loss of Suction to Emergency 
Faeduater Pumps “ No written response required 

KEPPLERiJ 0 Region 3, Chicago, Office of the Director 00/09/29 

Ip- 


— — 30072302BI Responds to NRC BOO'>09 Itr re violations noted in IE Insp 
Rept 30-373/00-15 Corrective actions battery chargers have 
been cleaned Units 162 steam dryers require eitensive mod 
PEOPLES, 0 L Commonwealth Edison Co 00/06/06 0pp 


6007170094 Forwards IE Insp Rept 90-373/00-24 on 800401-0509 & notice 
at vloldtlon 

KEPPLER.J 0 Region 3, Chicago, Office of the Director 00/09/29 

app 


0007250638 roruiards response to IE Bulletin 80-08. "Eiaminatfon of 
Containment Liner Penetration Nelds " Dresden Unit S designs 
will be reviewed I, feasibility of performing radiographic 
e I am i n a 1 1 on s will be assessed before unit returned to sve 
PEOPLES, D L Commonwealth Edison Co 80/07/09 7pp 


—6007170096 Notice of violation from insp on 800401-0909 

» Region 3> Chicago, Office of the Director 00/03/26 Ip 


— B0O7I70I03 IE Insp Rept 90-373/00-24 on 000401-0909 None omp 11 ante 
natcd.no procedure provided for removing control rods from 
reactor vessel on 000412, resulting in potential damage to 
two control rods U drive mechanisms 

kMLKER.n D , BHEPLEY, S E , BPESSARD, R L Region 3, Chicago, Office 
of the Director 80/03/20 Bpp 


0007220196 Forwards IE Info Notice 00-26, "Evaluation of Contractor 
OA Programs ” No written response required 

KEPPLERtJ.O Region 3, Chicago, Office of the Director 00/06/10 

Ip 


8007140314 Forwards IE Bulletin 80-14, "Degradation of OHR Scram 
Discharge Vol Capability " No written response required 
REPPLERiJ e Region 3, Chicago, Office of the Director 80/06/12 
Ip 


0007280709 Forwards IE Info Notice 00-28, "Prompt Reporting of Info in 
Accordance M/10CFR80 95(e) " No written response required 
KEPPLER, J C Region 3, Chicago, Office of the Director 00/06/13 

IP 


6007100004 Forwards response to IE Duilctin 00-09, "Hydramotor Actuator 
Oeflc i enclas, " No safety-related sys or component at 
Draiden 2 t, 3 uses AH-90 or NH-90 sories hydramotor 
ac tuators 

PEOPLES, D L. Commonwealth Edison Co 00/06/16 3pp 


6007230673 Forwards IE Insp Repts 50-373/00-26 It 50-374/80-16 on 
000920-29 No noncompliance noted 

FIORELLIiO. Region 3, Chicago, Reactor Construction h Engineering 
Support Branch 80/06/19 2pp 


— 6007230700 IE Insp Repts 50-373/00-26 U 90-374/00-16 on B0052B-29 No 
noncompllance noted Major areas inspected mod in Unit 1 
suppression pool, welding on dc power panels t, calibr of 
41A0-volt It 400-volt switch gears 

NEI8LER, J 11 , MILLIAHS, C C Region 3, Chicago, Office of the 
Director 00/06/10 4pp 


600-7020989 Forwards IE Circular 00-15, "Loss of Reactor Coolant Pump 
Coolf-ng It Natural Circulation Cooldown " No written rosponie 
required 

KEPPLER, J 0 Region 3, Chicago, Office of the Director 00/06/20 

Ip- 


0007210203 Ack receipt of 600606 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-373/60-20 i 
50-374 /QO-ID 

FIORELLl.O Region 3, Chicago, Reactor Construction ?< Engineerlrig 
Support Branch 80/07/14 tp 


—6007210298 Responds to NRC 800426 Itr ro violations noted in IE Insp 
Repts 50-373/80-20 {< 90-374/R0— 13 Corrective actions design 
control program deficiencies are subj of request for ASME 
use Urges reconsideration of Item 3 Infraction 
PEOPLES, D L Commonwealth Edison Co 80/06/06 6pp 


0007250467 Submits supplemental response to IE Bulletin 80-09, 
"Hy dr,imotor Actuator Deficiencies " Util review remains 
incomplete due to necessity of consulting equipment 
suppliers Response wili be submitted by S0082? 

PEOPLES, D L Commonwealth Edison Co 00/07/15 Ip 


0007200681 Ack receipt of 000625 Itr informing NRC of steps taken to 
c-orroct violations noted in IT Insp Rept 90-373/80-24 
KEPPLER, JG Region 3, Chicago, Office of the Director BO/07/17 
Ip 


— 800-7280688 Responds to NRC 000529 1 ti re violations noted in IE Insp 
Rept 50-373/110-24 Corrective actions wrote formal equipment 
removal procedure 

PEOPLES, D L Commonwealth Edison Co 80/06/25 4pp 


B007310530 Ack receipt of 000606 6 0707 1 trs informing NRC of steps 
taken to correct violations noted in IF Insp Rept 
50-373/00-15 

HEI8HKAN, R F Region 3, Chicago, Reactor Operations Nuclear Support 
Branch 00/07/22 2pp 


— -S0O731OS33 Forwards supplemental response to NRC BOO509 Itr re 
violations n-oted in IE Insp Rept 50-373/00-15 Corrective 
actions util will perform visual insp of both dryer (k 
separator prior to final installation in reactor tessel 
PEOPLES, 0 L Commonwealth Edison Co 80/07/07 9pp 


B Reportable occurrences, LFRs li related correspondence 


8007170214 Part 2i report re installedi Tech-Si I, Inc mot! s' containing 3X 
Oe] which cannot be traced in original fqrmulation Cause not 
stated Unused mabl has been returned to vendor 
Noncompllance Rept 9 encl 

ACERRA, L 3 7ECH-SIL, Inc 80/06/20 App 


BC07S30266 Forwards IE Insp Repts 50-373/00-28 *< 50-374/00-17 on 
000610-11 No -noncompllance noted 

FlORELLIiO Region 3, Chicago, Reactor Construction 6 Engineering 
Bujiport Branch 00/06/23 2pp 


—0007230273 IE Insp Repts 50-373/00-28 f< 50-374/00-17 on 800610-11 No 
ncincomp 1 ian CO noted Major areas inspected preservice insp 
procedures, work activi-tiec & nondestructive eiamination 

test 

DANIELSON, 0. H < WARD, K D Region 3, Chicago, Office of the 
Director 60/06/20 5pp 


S007170430 Forwards IE Circular 80-14, "Radioactive Contamination of 
Plant Dejoineraliied Water Sys (< Resultant Internal 
Contaeiiiiatiotl of Personnel " No written response required 
KEPPLER, J 0 Region 3, Chicago, Office of the Director 


DOCKET 90-374 LASALLE COUNTV STATION. UNIT 3 


A Applicat lon/CQ-nsiruc 1 1 on stage documents 6 correspondence 


8007210176 Foriuar-ds NRC evaluation nf GE r ept, NEDE-24t)10-P fc Suppis 
1-3, "Technical B.isis for Use of Square-Root-of-Sum-o f~ 

Squares (SRBS) Method for Combining Dynamic Loaits for Mark 
11 Plants “ Rep I accop t abl e suti j to certain constraints 
MATTSON, R d Division of Safety Technology B0/06/2S 3pp 


6007230001 I'oruariJs statement of polity re requirements to be met for 
current OL app 1 i cations, as derived from NUREG-0660 f, found 
In NunCO-0694 

EISENHUT. D 0 Division of Llteiising BO/06/26 Spp 


BO/ 06/24 
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7I70'>7'3 Summary of 8O0f>t3 tnertiny u/flarlr II l&atJ iplant applitants 

i dDflnltton of T-quoncher load ■spot folloulTig aafrty/ 

frllcF valve actuation Vieugraphs enc I 

'•r T H Containment Systems Oranch 80/06/27 4pp 


8007010006 Poruards IE 
EeaduatoT Pomps " No 
KEPPLER. J 0 Region 
Ip 


Info Notice B0-23i "Loss of Suction 
urlbten response required 

Chicago! Dffice of the Director 


to Energt'iri 
•BO/ud/dV 


723025-2 Summary of 800613 meeting u/Harl II load plant applicants re 
ethodol ogy proposed by applicants to define T-quencher load 
pec folloulng safety relief valve actuation New methodotogy 
III be applicable to all Mort II lead plants 
Ji T H Senerlc Issues Branch 80/06/27 3pp 


8007220156 Forwards IE Info Notice 0O-26! "Evaluation of Contractor 
QA Programs “ No written response required 

KEPPLEHi J 0 Region 3t Chicago! Office of the Director BO/06/10 
Ip 


7230621 Summary of 8006)2 meeting le/Mart 11 owners group In 
ethesdaiHD re lead plant closure t< long-term program Mods 
lould be made to generic lead plant condensation 
sclllation ti ch-ugglng po-ol boundary loads Uiewgraphs anc I 
NDERSDrt! C J Oeneric Issues Branch 80/-07/03 57pp 


'I5D529 Toruards response to N.RC 800421 request for info re maionry 

•t I design Further review of masonry wall design Is being 

snductcd at LaSalle to complete response to IE Dullctin 

J~ll Package of 231 overslie drawings end 

IOPLES> D L r-ommoTiiueal th Edison Co 80/07/00 23pp 


107150537 Package of 231 concrete masonry wall drawings t-o be recalled 
at later date for microfilming 
e Sargent 8t Lundij! Inc 80/07/08 231pp 


8007140314 Forwards IE Bulletin 80-14! "Degradation of BUlt Scraa 
Discharge \/ol Capability ■' No- written response required 
KEPPLER! J 0 Region 3i. Chicago! Office of the Director 00/06/12 
ip 


0007200709 Forwards IE Inf a Notice 80-20, 
Accorrtanco tf/lOCFHSO S5(e) " No lerltten 
KEPPLERi J 6 Region 3, Chicago, Office 
ip 


■'Prompt Reporting 
response required 
of the Director 


of Infa In 
00/06/ I 3 


000710P004 Forwards response to IE Bulletin 00-09. "Hgdramotor Actuita*- 
Deficiencies!'' No safety-related sys or component at 
Dresden 263 uses AH-90 or NH-90 series hydramotor 
actuators 

PEOPLEB. D L Commonweal th Edison Co 00/06/16 3pp 


^160606 Forwards "Condensation Oscillation (COl Load Data fur 
isalle" 6 "Chugging Loads for Assessment of 47 CO Data " 
ipts withheld (ref I0CFR2 7901 6 available In Central Files 

• y 

LCEORGErL -O C-ommonweai th Edison Co 60/07/11 2pp 


'220518 Rosponds to 800522 !< 0604 Info requests Info re DHR jet 
mp holddown beam cracking will be submitted by 800815 6 
actor vessel underclad cracking Info by 800901 
OPLES, D L Cammonuna I th Edison Co 80/07/17 Ip 


8007230693 Forwards IE Insp Repts 50-373/80-26 «c 30-374/80-16 on 
B0092B-29 No nonconp 1 1 anca noted 

FIORELLI.O Region 3, Chicago, Reactor Construction b Engineering 
Support Oranch 80/06/19 2pp 


— 8007230700 IE Inap Repts 50-373/Q0-26 6 50-374/80-16 on 800528-29 Mo 
none offlp 1 lance noted Major areas inspected mod in Unit 1 
suppression p ool, uel d lug on dc power panels b calibr of 
4160-valt 6 4QO-volt switch gears 

NEISLER.J H , WILLIAMS. C C Region 3, Chicago, Office of the 
Director 80/06/18 4pp 


2904'IB Forwards facility emergency procedures Table of contents 
eluded 

LYOAK. R H Commoniuieatth Edison Co 80/07/10 Ip 


072S0493 Emergency procedures for fac i 1 1 ty, me lud Ing general 
abnormal proc eduros, general abnormal mdri A operating 
ebnor-mal Indei 

: Commonwealth Edison Cu 79/05/22 B2pp 


290696 Forwards Indei foi facility general procedures Indei will 

ipl general abnormal procedures 6 operating abnormal 

oceduro index already forwarded W/o end 

.Y-OAK, R H Cofunonuealth Edison Co 80/07/23 kp 


100033 Forwards request for addl info to complote review of FSAR 
lESCOiR 1. Assistant Director for Licensing 80/07/23 3pp 


■curityr medical, emergency A fire protection plans 


110347 Forwards safeguards contingency plan amend Plan withhel-d 
»f 10CFR2 790) 

IPLEB.D L Cnmnanueaith Edison To 80/06/27 Ip 


Ijudlcatory correspondence 


110243 Forwards Commission 800527 mom-orandum it order contelnirig 
isions on UCS 7B0502 petition f-or reconsideration of 
>413 (nertlprantfufli 6 o^rdor UCa 771104 petition sought action 
fire protection Far electrical c-ables 
-ENtHUT, 1> 0 Division of Licensing 80/06/28 B9pp 


llity Final Safety Analysis Report <P8AR> A amends 


170267 Forwards BQO630 affidavit re 800613 distribution of Amend 49 
FBAR 

Ith Edison Co 00/06/27 2pp 


rrespondenc e 


king in Core Spray 
f the Director 80/05/12 


In Contamination 


B007020SB9 Forwards ]£ Circular 80-15. "Loss of Reactor Coolant Puag 
Cooling & Natural Circulation Cooldown '' No written response 
re qulr ed 

KEPPLER, J 0 Region 3, Chicago, Office of the Director 00/06/20 
Ip 


8007230266 Forwards IE Insp Repts 50-373/B0-2G & 50-374/80-17 on 
800610-11 No none omp I lance noted 

FIORELLI.O Region 3, Chicago, Reactor Construction 6 Enginaering 
Support Branch 80/06/23 2pp 


— 0007830273 IE Insp Repts 50-373/80-20 *< 50-374/80-17 on B00610-11 Mo 
noncomp 1 lance noted Major areas inspected preservice loop 
p rocedures , war k activities 6 nondestructive eiamlnation 
tost 

DANIELSON. O H , MARD, K D Region 3, Chicago. Office of the 
Director 80/06/20 5pp 


8007170430 Forwards IE Circular 80-14, “Had 1 oacti ve Contamination of 
Plant Demlneral i I ed Mater 8ys 6 Resultant Internal 
Contamination of Personnel " No written response required 
KEPPLER. vf 0 Region 3, Chicagu. Office of the Director 80/06/24 
Ip 


8007230209 Forwards IE Bulletin 80-16, "Potential Misapplication of 
Rosomount Inc Models 1151 b 1152 pressure Transmitters 
H/Elthar A or 0 Output Codes " Uritten response required 
IE Circular BO-16 also enc I No written response required 
KEPPLER. J O Region 3, Chicago. Office of the Director 00/06/27 
Ip 


8007230638 Forwards response to IE Bulletin 80-00. "Eiamlnation of 
Cantolnment Liner Penotratlon Uelds " Dresden Unit 1 designs 
will be reviewed fc feasibility of performing radiographic 
examinations will be assessed before unit returned to sve 
PEOPLES, D L Commonueal th Edison Co 00/07/09 7pp 


8007210203 Ack rscoipt of 800606 1 tr Informing NRC of steps taken to 
correct violatio-ns noted in IE Insp Repts 50-373/00-20 6 
50-374/80-13 

FIORELLI.O Region 3. Chicago, Roactor Construction U Engineering 
Support Dranch 80/07/14 Jp 


— 8007210292 Responds to NRC 800426 1 tr re violations noted in IE Insj 
Repts 50-37.1/H0-20 A 40-3/4/BO-J1 Corrective actions design 
control pTogram deficiencies are subj of icquest for ASME 
use Urges recnnsi derat ion of Item J infraction- 
PEQPLEB. D L Lomroiinwenl th Edison Co 00/06/06 6pp 


tor 80/05/28 



DOCKETED ITEMS 


0007330167 Submits supp 1 omen tn 1 i ooponac tn IE Oo I lot in UO-OV. 
"H^drooiDtor rtrliiAtoT Def ic i enc jnn " Util rovipui vixnalns 
Inconplbto due tn ncceasitij oP coiisultlny D(|ulpmont 
supplier's nespunsu mill tie aubmittcil lig 000027 
PEOfUESi I) I- ConimonuBa 1 th CUiunfi To (10/07/15 Ip 


docket SO-373 NUC1.FAB EXAMINATION HEAETOH 


0 Inspection loporta. It Oullotina (< u iiri esponriotice 


8007190301 rorwflTiln IE (, locular 00-11. "(loti lone kl vo Coninrolnatlan of 
Plant Demi neral 1 ] Btl Unbor Sijs 1< llueill t.in t Intornol 
Cantamlna 1 1 un i>f Puraonnul " No uiiitlun roaponap ronulrod 
EKOELKENi I) H Hop ion 5. San riontnicn. Off ice of tho D1 roc tor 
00/06/SI Ip 


DOCKET aO-a /6 NOHTH COAST NUD f’LANT 


0 Ad>odlcotorij rorTPapondonen 


8007010113 Momornnilum In ruaponao to ABtAII 1100601 order r# absent o of 
aothorltij to iiivuluntar 1 Ig illsmi&a CP application duo to 
abandonment of coniit laaue must be rumanded bo AStU bo 
inquire into foe be y/apppurancu notice 6 CortlPlcato of 8 vc 
REtSit J Hoai ln« Cr.intli 3 LC13UY.il P Antifcruat Division 
aa/06/Q7 I9pp 


B007030601 floniDTnndum in rosponao to ABLAIl 000601 order Intorl ocutorg 
revlaiu of ASLII iirilor rtoiiglng 0 Purnoa patltlon to dlamiaa 
ajiplicatiun not uiorrontod unloaa logoi bnundarlea are not 
eiplorod tf/rurtl f icato of Sve 

A*ELRAD»ri Puerto Ulco Eloctril Pouor Authoiitg AXEURAD. M 

Louenotolii. Ueum.m. Hole. Axolrat! i< Toll 00/06/S7 SIpp 


6007070221 (Irder graiitlng option for opplicnnt to reaporid to NRC 000627 
isMiorandum in CP proceotl inp. bg 000710 

IIGlIOPiC J Atomic Sofetij and Uicenalng Appeal Panel 00/06/30 

Ip 


0007160301 tint ion seeking option tu roapoiid to applicant bg 000000. if 
applicant rosponda to NUC 000627 momorondum bg 000710. re 
ASLAn 000630 Older Certificate of Dve one I 

FERHOSrO Citijeria for tbo Coiiservj 1 1 on of Notural neBourena. I nc 
00/07/09 I p 


e007230SJS Iteepniiao to NRC 00062/ tnemornndum, in roplg to ASLAB D00630 
order Iiiterlurutorg rovieiu of AOI.R ardor re diamloofll of CP 
application u/fi honrino on lioalth. anfotg V environ ia not 
warranted CortI flc.'iic of Ovc nncl 

AXEURAD.tt I'uorbn lUco Electric Power Authoritg, AXEURAD. M 

Leuenstei n. Neuman. Roi r. I A>e Irad t< Toll (I0/07/i0 lipp 


6007230791 Momorondum in reap one e to ASLAB 000601 order re valid! tg of 
ASun 000329 ordei domjing petition to intervene Urges 
riveroQl of ASUn order t< ins ti lull on of hearlnga 
Caetlficote of Dve oncl 

FEHNOS.O Cltliono for tho Conaorvollon of Natural Roaotircos. Inc 
00/07/ ID llpp 


DOCKET 30-370 CAilHfitl NUCUFAR HTATltlN 


A Appllcatloii/cnnatructinit stage docirmenba l< r orreapondenee 


6007230173 Not 1 f li at 1 on of OOOflOU meeting u/rcprosontatl ves from Mark 
II ownera group in Chicago. IL to discuss load Mark II plants 
chugging h C/0 load apecs 

ANDEflaON. C Oenarlt losiies Branch tlO/O/Zan Spp 


DOCKET SO 392 WATTRPaRD OENERATINQ aTAriON, UNIT 3 


A Appllfotloii/ciirtslruetion stage documents f. correapondonee 


80070203111 Confirms disfussions w/NRC re reauraptlon of work bg 
subcontruc tor. NIHCll Work mag resume in slop uork area of A S< 

0 stops (pipn lealiaintal ins tal la t i on. p end Ing completion of 
rerealning NRC i50Cl'l(l9 prerenii J si bos 

SEVFRIT.K V Haglon 1. Dallos. Offlre of the Director 00/06/11 

Ip 


0007230001 Foruarda stiitemonb of pel leg re roquiremerits to be met for 
current OL ap pi icut ions, as derived from NUHEO-0660 1. found 
tn NUREO-0694 

EI 6 ENHUT 1 D <1 Division of Licensing 00/06/26 8 pp 


B0070S0179 Rerponrts to NRC requests fol addl Info l.lconsee will 
provide amend to FEAR an 800731 

ASMELL. B L Louisiana Power t< Light Co 00/07/03 ip 


F SBcurity. medical, emergency 6 fire protection plans 


8007010341 Forwards evacuation tine estimate to state i Iqcal official* 
Involved In emergeneg planning for area around facility per 
NRC 791226 reguest "Evacuation Time Estimate" enc 1 
ASHELL. D L Louisiana Power *. Light Co 80/06/25 lOpp 


'0007010313 "Evacuation Time Estimate " 

* Louisiana Power t. Light Co 00/03/31 16pp 


0007100163 Foruards Amend 10 to FSAR Radiological response plan hat 
been revised 1 . ui 1 1 be forwarded upon final approval 
ASWELL.D L Louisiana Power 1. Light Co 00/06/27 Ip 


— BD0710DI66 Amend 10 to applicatian for OL re upgraded eaergeneg plana. 
ASWELL.D L Louisiana Rawer U Light Co 00/06/27 2pp. 


— 0007100166 Amend 10 to FSAR re upgraded emergency plant 
• Louisiana Power h Light Go 80/06/30 177pp 


8007220373 Forward t response to NRC 800609 coaments 6 revised papal to 
safeguards contingency plan Response L revised pages 
withhold (rof 10CFR2 7901 

ASWELL.D L Louisiana Power Sc Light Co 80/07/15 ip 


0007250399 Forwards Atwell to Grleies 800623 1 tr 

ASWELL.D L Louisiana Power tt Light Co 80/07/21 Ip 


S Adjudicatory correspondence 


6007310243 Forwards Commission 800927 memorandum 6 order centatnlng 
decisions on UCS 760902 petition for reconsideration of 
760113 memorandum 6 order DCS 771101 petition sought action 
re fire protection for electrical cables. 

EISENHUT. DO Division of Licensing 80/06/23 e9pp 


K Utility Final Eafetg Analysis Report (FSAR> & amends 


6007100163 Forwards Amend 10 to FSAR Radialaglcal response plan hat 
been revised 6 will be forwarded upon final approval. 

AGWELL.D L Louisiana Fewer & Light Co 80/06/27 Ip 


"6007100166 Amend 10 to application for OL re upgraded eaergtncy plans. 
ASWELL.D L Louisiana Power U Light Co 00/06/27 2pp. 


--800710016D Amend 10 to FBAR re upgraded emergency plant 
a Louisiana Power 6 Light Co 80/06/30 177pp 


8007160SB6 Certifies sve of Amend 10 to FSAR on 800710. upon pertias in 
proceeding Related correspondence 
• Louisiana Power ti Light Co 80/07/10 Ip 


8007160616 Certifies sve of Amend 10 to FSAR on 000710 , 

KAVANAUOH.P H Louisiana Power L Light Co 80/07/10 Ip 


0 Inspection reports. IE Bulletins 6 correspondence 


8007230323 Furuards IE Info Notice 00-12. "Instrument Failure Causes 
Opening of PDRV i. Block Valve " No specific action or 
response necessary 

BEVFRIT.K V Region 1. Dallas. Office of the Director 60/03/31. 
Ip 

B007210310 Forwards IE Info Notice BO-21. "Anchorage ti Support of 
Safotg-Relatod Electrical Equipment " No written response 
required 

SEYFRITiK V Region 4. Dallas. Office of the Director 60/09/16. 
IP 

6007110061 Forwards IE Insp Rept 50-382/00-09 on 600421-25 Ir notice* 
of violation t> deviation 

SEIDLEiW C Region 1. Dallas. Reactor Construction L Engineering 
Gupporl Branch BO/OS/21 Spp 


— 8007110063 Notice of violation from insp on 800421-25 

e Region 4. Dallas. Office of the Director 80/05/20 3pp 


— 8007110070 Notice of deviation from insp on 600421-25 

* Region 4. Dallas, Office of the Director. 00/05/20 Ip 
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DOCKETED ITEMS 


— 6007110076 IE lT)»p F?*pt 3O-302/BO-O9 on 000421-25 None omp U anc e noted 
ipjliiof*# to Po 1 1 ow pTotedores for dot umen ta tion of 06 
prof rMj Paragraph 3 3 I 

BEACH. A B, 1 HALL. R E . CROSSMAN. W A Region 4. Dallas. Reactor 
Construe t i on *i Engir«»rlna Support Branch S0/05/S0 Spp 


8007 1706BO Forwards IE Ctrtolat 80-14. "Radioarlive rontaminal ion of 
Plant Demi n era 1 w ad Ua ter Sijs !< Re suit ant Internal 
Contamination of Personnel " No un i tten response required 
6EYFRIT. K V Region 4. Dallas. Offrre of the Diioctor 80/06/24 

Ip 


•007020261 Forieerds IE Info Notice 80-23. ‘’Breakdowns In Contaminat i on 
Control Progran* " No written response requiroif 

BEYl^IT.K V flpgiorJ 4. Dallas. Office of the Director BO/05/aB 

Ip 


8007140436 Forwards IE Insp Rept 50-382/80-07 on 800402-04, Of- ( 1 t, OS02 
Cl notlca of violatian 

SEI1>LE,U. C Region 4. Dallas. Reactor Construction It Engineering 
Support Branchs 00/05/28 2pp 


— 8007140441 Notice of violation from insp on 800402-04.09-11 6 0502 
• Region 4, Dallas, Office of the Director B0/05/2B Ip 


— 8007140447 IE Insp Rept 50-3B2/80-07 on 800402-04, 09-11 6 0S02 
Noncomplianco noted failure to verlfg conformance u/ 
dcidUMented ifrawings 

STEWARTiR C Region 4, Dallas, Office of the Director. 

TOWLIMSON.D P , HALL, R E Region 4, Dallas, Reactor Construction R 
Engineering Support Branch BO/05/28 3pp 


8007210346 Forwards IE Circular 80-13. "Grid Strap Damage in 
Hestlnghouse Fuel AssenbliBs " No written response reguired 
SEYFRlTfK V Region 4. Dallas. Office of the Director' BO/05/aa 

ip. 


8007010020 Forwards IE Info Notice BO-23. "Loss of Suction to Emergency 
Feadwatar Punps. '* No written response required 

BEYFRIT.K, V Region 4, Dallas. Office of the Dlractur 80/03/29 

Ip 


BD0710O42? Responds to IE Bulletin BD-09 as applicable to tanks that 
hold radioactive liquid or gates All low pressure tanks 
containing radioactive liquids or gases either designed fur 
full vacuum or to prevent vacuum in tanks 
A8NELL, D L Louisiana Power h Light Co 00/06/09 3pp 


8007230369 Forwards IE Dul lotin tKi-16. "Potontial Misapplication of 
Hosenount Inc Models 1151 {< 1152 Prnssure Transmitters 
U/£ither A ar D Output Codes “ Hiitten i esponse required 
IE Circular B0~16 also encl No written response required 
SEYFRIT.K V Region 4. Dallas, Office of the Director 80/06/27 
IP 


8007290433 Ac k receipt Of 800620 Ibr informing NRC of steps taken tP 
co-rrect violations noted in IE Insp Rept 50-382/80-09 
SEIDLE. H C Region 4. Dallas. Ro.sctnr Construction ^ Engineering 
Support Branch 00/07/08 Ip 


— 8007290439 Responds to NRC 800521 Itr re violations noted in IE Insp 
Rept 50-382/80-09 Corrective actions NISCD housekeeping L 
Insp procedures revised for clarity 

ASWELL. D L Louisiana Power (. Light Co 80/06/20 Spp 


8007300391 Ack receipt of 000630 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-302/00-07 
SEIDLE. H C Region 4, Dallas, Reactor Construction 6 Engineering 
Support Branch 80/07/08 Ip 


— 8007300395 Responds to NRC BOD520 Itr le violations noted in IE Insp 
Rept 50-382/80-07 Corrective actions D stop repairs to be 
accomplished by grinding weld defects to sound metal 6 
visually inspecting results 

ASNELLi D L Louisiana Power R Light Co 80/06/30 3pp 


S Reportable occurrences, LERs A related correspondence 


0007290440 Part 21 rept re potential interference in full function of 
Berg en-Pater B on strut assembly w/Pncific Scientific Co 
mechanical shock .irrestor Customers will be notified of 
affected Items recommended snlution 

DECKBTED, U F Dergen-Pat t er son Pipe Support Corp 80/06/20 Spp 


0OO7SZOI13 Forwards IE Info Notico 80-26. ''Evaluation of Contractor 
SA Programs " No written response required 

SEVFRrr.K.V Region 4, Dallas. Office of the Director 80/06/10 

Ip 


B007010319 Requests that completinn date for submitting final 
dePlcieniy rept re procedur.il ti performance deficiencies in 
ultrasonic testing of structural welds performed by 
Industrial Engineering Works.be e» tended until 800731 
ASMELL.D L Louisiana Power N Light Co 80/06/27 Ip 


J007160327 Farwards IE Info Notice 80-27, "Degradation of Reacto-r 
Coolant Pump Studs “ No specific action or response 

r aguirad 

SEYFRIT, R V Region 4, Dallas, Office of the Diroctor 00/06/11 
IP 


8007020397 ForwArds Final SlgniFic.snt Const Deficiency Rapt 16 re 
Control element drive mechanism guide cones off-set 
ASMELL.D I. Louisiana Power N UigJit Lo 80/06/27 Ip 


007290068 Forwards IE Info Notice B0-2B, "Prompt Reporting of Info in 
Accordance H/i0CFR50 95 (b),'' No written response required 
SEYFRIT.K V Region 4, Dallas, Office of the Director 80/06/13 

Ip. 


— B007020405 Final Significant Const Deficiency Rept 16 re control 
elemert drive mechanism guide cone^ 6 penetration assemblies 
interface Offset condition eklsts which could produce 
interf Bronco on control assembly shaft 
« Louisiana Power it Light Co 8D/06/27 2pp 


<X)7150417 Submits IntBrisi reply to IE Rulletln 90-D9 ro liydramotor 
actuator diriclBncies ITT General Controls AH-90 6 NH-90 
BBrins hyilramotor actuators will be used in saf aty -relateit 
ayt T*Bt rept to be completed during wk of 0&D623 
A8WELL, D L Louisiana Power h Light Co BO/06/17 Ip 


1W7240045 Forwards IE Circular 80-15, "Loss of Reactor Coolant Pump 
Coaling b Natural Circulation CooldPun " No wrltton rBsponso 
raqulrad 

SEyFHTT. K V Region 4. Dallas. DffUe of the Director 80/06/20 

ip 


0007080234 Forwards intorim rept of Significant Const Deficiency 17 re 
base metal defects In main steam A feedwater containment 
penetration anchors 

ABWeUL.D L Louisiana Power 5 Light Co 80/07/03 Ip 


— B0070Q0239 Interim rept of Significant Const Dofiricncy 17 ro base 
metal defects in mam steam 6 fredwater containment 
penetration isncboi s Evaluation undrriuay to establish repair 
techniques Final rept will be furwu riled by 810301 
CRMICH, J . MILHISER.R J . HART. 3 Louisiana Power ft Light Co 
BD/07/02 .3pp 


K)720O144 Forwards IE Inop Rept 90-302/80-10 on 800602-03 S notice of 
violation 

8EIDLE.M C Region 4, Dallas. Reactor Construction 6 Engineering 
Support Branch BO/DA/20 2pp 


B(X>72aoi46 Notice of violation from insp on 000602-09 

a Region 4. Dallas. Office of the Director 00/06/18 2pp 


9007280193 IE Insp Rept 50-302/80-10 on 800602-05 N one omp 1 Salic e noted 
failura to follow procedures for control of design mods b 
FailufB to control use of callbr tool within neCBssaru 
limits ^ 

CR0B8HAN. W A Region 4. Dallas. Office of the Director 

TAPIA, J 1 I TOMLINSON. 0 P Region 4, Dallas. Reactor Construction 

b Englnaaring Support Branch B0/06/IB 5pp 


DOCKET 50-387 SUSQUEHANNA «TTEAM ELECTRIC STATION. UNIT 1 


A App 1 icatlon/c oust rue tion stage dot ument s b cDvrespondence 


8007030239 Notification of 80O/0P ,moet i ng w/BWR licensing review group 
in Dethesda. HD to discuss cniKonsus position on reactor 
SVC bldg open issue 

WILSON, J N Licensing Branch 1 90/06/10 9pp 


8007010297 Summary of 000613 meeting ui/u 1 1 1 s, KMC, Inc , OF, Bee h te 1 , SMJ b 
Sargent b Lundy in Dethesda, MD re consensus positions on 
reactor sve bldg S< isiilation (.noling sys bldg open issues 
from La Salle docket Status i cp to end 

WILSON. J N Assistant Director for Licensing 00/06/19 46pp 



DOCKETED ITEMS 
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BOOTZlOl?* Koruiords NUC evaluation oT BE rop t> NEDE- 2^0 10-P fiuppls 
l-ai "Technical Dasls for Use oP ‘3(t«Qr e-Hno t-of-Elum-of- 
e^vares (8RSB) Method Foi Corablilltnj Dynnmic Loads for Mark 
II Plants " Ropt acceptable sub j to certain < onstraitite 
HATTBOH. R O Division of Bofety Technolpgij 00/06/25 3pp 


0007090391 Notification of 000719-17 mfeting le/util/BE t< Bechtel in 
BsthefHia<H0 to rovieu open items for facility FB6R 
generated by NRC Mechanical Enu i nee r i n g Dranch 
BTARKiR M Licensing Branch 1 80/06/26 5pp 


0007230001 Foruards statement of policy re Tetjuirefnt’nts to be met for 
current OL app 1 icationoi as deravod friim NUREG-0660 6 found 
In HWlEO-0694 

EISeNllUT> D 0 Division of Licensing 00/06/26 2pp 


BOO7O9O370 forienrds renooat for addl info ro reactor sys 
VDUNOSLODD. D J Llconaing Branch 1 00/06/27 2pp 


&007170339 Notification of reschoduling of BDOVOS mooting u/IlWR 
Ifcanslns rovioio group in liothesdai MD to discuss consensus 
gneltions on Rooctor Sys Drnncti open issues Meeting 
r-eachediiled for 000709 

MXLBCINi J N Assistant Director for Licensing 00/07/03 Ip 


— B007I70397 Notificatinn of H00732 mooting u/BWfl licensing revioup group 
in QethesdaiHD to discuss TMI issues toquirod far UU 

1 ssuance 

MILSDNf*/ N Assistant Diroctor for Licensing QO/07/03 Ip 


8007170391 Notification of n00724 meeting u/DWR Itconslng revieui group 

tn BsthesdoiMD to introduce BUR Itrunslng revlsui group t< 
present consensus positions for Power Byo Branch. Con ta iriment 
Bys Branch & Equipment Oual i f 1 r a t i on Uronch 

tf ILSDN. J M Asslstnnt Dim tiir for Licensing 00/07/03 9pp 


QOO7330621 Bummory of 000612 meeting w/Marh II nuinors group in 
BatbasdaiMD re lead plant closure !< long-term pi ngram Nods 
should be oiado to generic load plant c iindcnoat ion 
aaclllation 6 chugging pool biiuniloTy loads Vicuigraphs encl 
MtOeRBON.C J Oeneric Issues Branch 00/07/03 97p p 


0 Adjudicatoi ij currespandencB 


8007010276 Responds to 000607 Itr Transcripts of NRC technical 
w/applicarts are not available due to unofficial aspect 
Summaries of mffetiTig.St availsbln in LPDRs Future Itrs on 
behalf of irt^rvenort should he sent to MRC counsel 
CUTCHINf J W Hearing Branch 3 eo/Oi>/'l6 Ip 


meeting s 


8007010273 Forwards Tenmission "Statement of Interim policy on Nuclear 
Power Plant Accident Con-s i d era t i ons under NEPA of 1969#" 
published in 00061J FR ComruissiDn dec I s i On, CL I -80-00 !< ASLAB 
decision. ALAn-5B/ encl H/o attachments 
CUTCHIN.J N Hearing Branch 3 80/06/17 2 pp 


8007310293 Forwards Commission 000027 memorandum ?, order containing 
decisions on tlCS 780502 petition For reconsideration of 
700413 inemorandum 6 order DCS 771104 petitsoii sought action 
re file protection for eJectrical cables 
EISENHUT.D 0 Division of Licensing 00/06/25 BRpp 


0007150709 Advises that FES is scheduled to be issued in Dec 1980. 
safely evaluation in Feb 1981 T< safety evaluation suppl In 
May 1981 Further significant changes will be provided per 
NRC 790139-31 prehearing commi tmen t. i f necessary 
CUTCHIN.J f 1 Hearinq Branch 3 00/07/10 2pp 


It Utility Final Knfety Analysis Report IFEAR) *< amends 


0007080240 Forwards marked-up copy of F5AR. Sub se c ti on 3 92 6 Table 
3 9-33i correcti'tl to agree u/p r cop er a 1 1 ana 1 L startup tests 
program Changes will lie discussed at draft SER meeting 
during uk of 000714 

CURTIS. N U Pennsij Ivani a Power ft Light Co 80/07/03 llpp 


0007240131 Forwards Amend 22 to application for DL consisting of 
Revision 16 to FEAR 

rURTIS. N H Pennsylvania Power l< Light Co B0/07/U Ip 


--(1007240143 Amend 23 tn applicatlan for QL consisting of Revision 16 to 
FSAR 

CURTIL.N R Pennsylvania Power !< Light Co BO/07/14 Ip 


0007230133 NatlflcetiDn of BDD725 meeting w/UNR - Licensing Review 

Oroup in DethenridiHl) td discuss ccinrensuo positions of — 0007240143 Devisten 16 to FSAR 

OWR - Ulconslng Review Ornup on IC8U open Idsuud e Petinsy 1 vjtu o Peuier f. Light Co aO/07'14 600pp 

UILGDN.J N Licensing llranch I 00/07/16 lOpp 


0007890829 Comments on 000714-16 maoting w/NRC in Dplhesde.MD to 
T-aeolve issoon !< answer questions on FSAR Sections 3 6-10 
Op«n issues were resolved fc meeting wot. productive Llconiing 
-MAnaBers should have input in suleLtlng meeting lucetlon 
CUOTIBiN W Ponnsijlvaiiio Power !< Light Co 00/07/10 2pp 


000789D019 Advises that Withholding affidavit per lOCms 79D must be 
■.u-bmitted to support BD0609 request re Revision 2 to design 
Asaeiinent ropt Affidavit must be trananlttod within 30 

daus 

YOWMBLOoa. D J Licensing Dronch 1 80/07/21 2pp 


Q Inspectioo leporls. IE Bulletins h correspondence 


(1007140466 Forwards IE Bulletin DC— 13. ‘'-Cracking in Core Spray 
Spargers " No written response required 

ORIER.B H Region 1. Philadelphia, Office of the Director 
BO/05/12 Ip 


0007170637 Forwards IE Insp Bepts 50-387/80-07 6 50-300/00-03 on 
800421-24 No «i oncomp 1 1 ance noted 

CARLSON. R T Region 1, Philadelphia. Reactor Cons true t i on & 
Engineering Suppoit Branch 80/D5/28 2pp 


0007830178 Notifiiation uf B00B05 meeting w/repr esentat Ives from Mark 
Cl ousiers gruup in ('hlcagnilL to- discuss lead Mark II plants 
chugging h C/0 load specs 

AHDEfl&ONj C Oeneric Issues Branch 00/07/23 2pp 


0OO72VDDO6 Noti f Icatlim of 0ODB21 meeting w/utl] in Dethesda. MD to 
41*ciiss responses tu Reactor 8ys Branch questions 
BTAHKtR.M Licensing Drench 1 00/07/23 3pp 


F", S*curlty, medical, emergency J, Pirp protection- plans 


0007230325 Summary of B00&16 meeting ui/utll in DothesdSiND to raceive 
Applicant questions re technical cuppnrt ctr b emergency 
op*rattons facility Applicant wishes to clarify 
tnterpretatlDn of certain NRC rnRuirements 
8TAHK.RM Licensing Branch 1 80/07/10 4pp 


-(9Q072Z0441 Feruards "Study flept for Susquehanna Steam Electric Station 
ffass Natificatlon 6 Evacuation," Part li prepared by AM 
Vurbaes b Associotes Rept in response to NRC 800702 request 
CUflTISiN W Pennsylvania Power b Light Co 80/07/17 Ip 


— 0OO7S2O448 “Btudy Rept for gusquehanna Steam Electric Station Mass 
No ti flea 1 1 an & Evacuation," Part 1 

» PRC Planning R Economics, Alan M Voorhues & Associates Dlv 
00/07/17 89pp 


—8007170649 IE Tnsp Repts S0-3B7/BO-O7 I, 50-388/80-05 on B00421-34 No 
noncompliance noted Major areas inspected site audit program 
I, outstanding items 

DURR,J F Region 1. Phi la d e tph 1 a, Office of the Dlrectar 
TRIPP, L E Region 1, Philadelphia, Reactor Construction t. 
Engineering Support Branch 80/05/23 3pp 


8007010262 Forward L IE Info Net ice 80-23, 'Loss of Suction to Emergency 
Foedwatcr Pumps '' No written response required 
QRIERiB M Region 1, Philadelphia, Office of the Director 
80/05/29 Ip 


0007170/49 Forwards IE Insp Repts 30-387/00-11 b 50-300/00-07 on 
800313-16 No nfincnmpllance nuted 

CARLSON, R T Resinn 1, Philadelphia, Reactor Construction & 
Engineering Support Drench 80/06/03 2p p 


—8007170257 IE *nsp Repts 30-387/80-11 6 50-388/80-07 on SC0513-16 No 
noncompl lanc e noted Major areas inspected site activities t, 
review of NRC insp status 

DURR. J P Region 1, Philadelphia, Qffico of t(ie Director 
HCOAl/OHV. R W Region 1. Philadelphia. Reactor Constr uc 1 1 on 6 
Engineering Support Branch BO/06/02 2pp 


0007210606 Forwards IE Info Notice 80-26. 'Evaluation of Contractor 
OA Programs " Ho written response required 

CRIER, 0 H Region 1. Philadelphia. Office of the Director 
80/06/10 ip 



238 


DOCKETED ITEMS 


8007140307 Foruards JE Pulletin 00-14. “Degradats Oh of BUR Scram 
OidCharge Vol Capatrility '' No written resoonse required 
ORlER. B H Region 1. Philadelphia. Office of the Director 
80/06/13 Ip 


8007310043 Ack receipt of 800613 Intorlra deficiency rept re 
unauthorirod weld on reactor pressure vessel 

CARLSON, fl T Region J. Phi ladelphla. Reactor Operations Ntielaar 
Support Branch 80/06/86 Ip 


8007S806I3 Forwards IE Info Notice 80-28 "Prompt Reporting of Info in 
Accordance M/i0CFR50 33Ie) " No written response required 
DRIER. B N Region 1. Phi ladelph la. Office of the Director 
80/06/13 Ip 


8007080813 Supplemental deficiency rept re Pacific check valven 
Problems u/chack valve operation in Unit I core spray punp 
discharge vertical pipe run will necessitate rework of 
bonnet stops Final rept will be provided by Bept 1980 
CURTIS. N.U Pennsylvania Power t< Light Co 00/07/03. Spp 


8007030513 Forwards IE Circular 80-15. “Loss of Reactor Coolant Pump 
Cooling & Natural Circulation Cpotdoun “ No written response 
required 

CRIER. B H Region 1. Phi ladelph la. Office of the Director 
80/06/30 ip 


8007160733 Forwards IE Circular 80-14. "Radioactive Contamination of 
Plant Demineral 1 led Water Sys l> Resultant Internal 
ContarAtnation of Personnel ” No written response required 
CRIER. B H Region I. Philadelphia. Office of the Director 
80/06/24 ip 


8007310371 Forwards IE Info Notice 30-34. "Low Level Radwaste Burial 
Criteria " No written response required 

CRIER. B H Region I Philadelphia. Office of the Director 
80/06/23 Ip 


6007810334 Acl receipt of 800613 Ur inform ing NRC of steps taken to 
correct violations noted in l£ Insp Repts 50-397/80-01 b 
50-388/80-01 

CARLBON. R T Region 1. Ph 1 ladei phia. Reactor Construction b 
Engineering Support Branch 80/06/37 Ip 


8007210341 Responds to NRC 600514 Ur re violations noted In IE Insp 
Repts 50-387/80-01 fc 50-388/80-01 Corrective actions all 
space heaters in motor control ctrs identi fied. energi led b 
checked periodically 

SABDL.A R Pennsylvania Power b Light Co 80/06/13 3pp 


-8007810345 Forwards IE Insp Repts 50-387/80-01 b 50-368/80-01 on 
800121-0301 b 0211-29 b notice of violation 
CARLSON.R T Region 1. Philadelphia. Reactor Construction fc 
Engineering Support Branch 80/05/14 3 pp 


-8007210349 Notice of violation from Insp on B00I21-0201 b 0211-89 
* Region I. Philadelphia. Office of the Director 80/04/09 3pp 


-8007210^5 IE Insp Repts 50-387/00-01 b 50-398/90-01 on 800121-0201 
0211-29 Noncompliance noted failure to follow approved 
procedures during preventive maint b to establish proper 
test program for performance of hydrostatic testing 
GALLOrR tt . RHOAOS.C C Region 1. Phi ladelph la. Office of the 
Director KCCAUGHV.fl U Region 1. Philadelphia. Reactor 
CDnstruction ^ En^lnveriog Suppcprt Dranch BO/04/09 tBpp 


OuHetin 80 - 16 . "Potential Misapplication of 
‘152 pressure Transmitters 
^ Optpot Codas Urittan rvapon^a rasuirad 
80-16 also end No written response required 
80/06/2?” 3 pp®*“" *' Office of the Director 


8007180339 Advises 
approved for use 
program 

yOONOBLOOO.B J 


that ASME Code Cases N-234 b N-235 have been 
in reactor pressure vessel preservicc Insp 

Licensing Branch i 80/06/38 2 pp 


licensing review re 

requirements b to provide commitment to 

solution IS approved Any short-term 
!:_‘!f'’P“'‘ttn 9 justification should be described 


yOUNCBLOOO, B J 


Licensing Branch 1 


be described 
80/06/30 2pp 


B Rep orta ble occurrences. LERs b related correspondence 

“0513 interim deficiency rept re pilot 
solenoid valve classification Resolution of defidoneu ^ 
pending receipt of final rept uencioncy 

E^2in«dnl '’j'* ‘^■‘'Iphii*' "eactor Construction b 

Engineering Support Branch 00/06/11 Ip 


8007140197 Interim deficiency rept re Anchor-Darling valva yofeo-o. Oracle 
discovered in four radii at yoke mounting flange/yoke 
vertical section interface on Anchor-Darling valves in 
residual heat removal sys Final rept will be foruerded 
CURTIS. N H Pennsylvania Power b Light Co 80/07/07 3pp 


8007140340 Interim deficiency ropt re Anchor-Darling valve yokes. Cracks 
discovered in four radii at yoke mounting flanga/yoke 
vertical section interface on Anchor-Darling valves In 
residual heat removal sys Final rept will be forwarded, 

CURTIS, N H Pennsylvania Power b Light Co 80/07/07 3pp 


0007140340 Interim deficiency rept per I0CFR5O 8 S<o) b Part 21 r* 
cracks in four radii at yoke mounting flange/yoke vertical 
section interface on Anchor-Darling valves in RHR sys Final 
ropt date will be provided after further review 
CURTIS, N H Pennsylvania Power b Light Co 80/07/07 3pp. 


8007140170 Forwards final deficiency rept re Insulation daaaga ti 
deficient pin crimps in power generation control complea/ 
advanced control room panel connectors 

CURTI 8 .N W Pennsylvania Power b Light Co. 80/07/08 2pp 


—8007140179 Final deficiency rept re insulation damage b deficient pin 
crimps in power generation control complex/advanced control 
room panel connec tors. Cause unidentified Visual Insp b pull 
tost initiated on Unit 1. 

• Pennsylvania Power fc Light Co 80/07/08 2 pp 


8007180434 Interim rept. per 10CFR80 55 {b) b Part 21, re premature tine 
out b drifting set points for pneumatic time delay ralays 
associated w/Agastat 7000 b OE CR 2820 relays Oechtsl b 
util analyzing safety impact 

CURTIS.N W Pennsylvania Power b Light Co 80/07/11 2 pp 


8007290863 Ack receipt of 800616 final 
motor operated valva stem nut staking 
CARL80N. R T Region I, Philadelphia. 
Engineering Support Dranch 80/07/11 


deficiency rept re Llmltorctue 

Reactor Construction b 

Ip 




.. 1 . *. . i. . — posenciai r 

"’"’[u^^UTal floor beams determined not reportable under 


iOCFRSO 55<c) 

CURTIS.N W Pennsylvania Power b Light Co 


80/07/14. 2pp. 


8007180364 Potential deficiency rept re coped structural floor beams. 
Based on results of field Insp b finite .lament analysis, 
conditions noted are nonconforming b are thsrefors not 
‘OCFBSSIe) Becht.l proc.dura. revised 
CURTIS.N U Pennsylvania Power b Light Co 80/07/14 2pp. 

8007^0487 Interim deficiency rept re status of Anchor Oarllno valve 

Make, on AnJJor 

Darling valves will be available In Aug 1980 Final rept Will 
be forwarded during Sept 1980 ' * 

CURTIS.N N Pennsylvania Power b Light Co 80/07/21 Ip. 

1-59, per IOCFRSO S3<e> b Part 21, re QC 
equipment lacking proper slope Caused by unclear design 

JeCuer*. affected dr.wtngs will be 

v.**. * as-bullts completed by 801230 , 

LUBTIB.N H Pennsylvania Power b Light Co. 80/07/21. 4 pp 

^°tuhi^n®2 deficiency rept re improper sloping of OE piping b 

tubing Bechtel Nonconformance Rept 3807 lists 41 small pipe * 
installations to CE equipment that do not meet miniop. ^ 
requirement Revised acceptance criteria developed 
Pennsylvania Powar «c Light Co 80/07/31 


8007170610 Ack receipt pf 800529 infidanfM 

^o 2/12" \p Office of the Director 


fP°vld*d In Apr 1981 
CURTIS.N N Pennsylvania Power b Light Co 






00/07/22, 2pp 


® clr!ecf *“ projected completion dole of 

CoJil " pipe support design drawings Bechtel Power 

1901 Util defective condition by Har 

CURTis*iV* B* provided by Apr 1901 “ 

C RTIS.N W Pennsylvania Power b Light Co. 80/07/22. 2 pp 
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Intfrln tt« f lei encij rept re linproper safety classification 
.5^ solenoid valves Final rept will be provided in Nov 1<9B0 
W Pennsylvania Pouer tc Light Co E0/Q7/a3 Ip 

Supplemental deficiency rept updating status of improper 
•?®*nold valve safety classification Dechtel Power Corp 
I 1-95 final rept will be available Oct 19Q0 h util final 

.,**icl«ncu rept by Nov 19BO 

'^tlS.N W Pennsylvania Power *< Light Co 00/07/23 Ip 


90-398 BUBQUEHANNA STEAM ELECTRIC STATlONr UNIT S 


IflicetlDsi/construcil on stage documents b correspondence 


'^®1017A- Forwards NflC evaluation of C£ repti NEDE-24010-P 6 Suppls 
“~*3< "Tachnlcal Basis for Use of Square-Root-of-Surn-nf- 

CSFIBQI Method for Combining Pynamic Loads for Mark 
* l*lants “ Rept acceptable subj to certain constraints 
'^TTBON.H J. Division of Safety Technology aO/Ob/SS 3pp 


'^090391 Notification of 600714-17 meeting w/irtlljOE b Bechtel In 
*^liaadaiKD to review open items for facility FSAR 
*Fi4rated by NRC Mechanical Engineering Branch 
r'AUK, R M Licensing Branch 1 eo/OA/at 9pp 


^IKJOOOl Forwards statement of policy re requirements to be mat for 
“^'Tent OL eppl Icat 1 onsi as derived from NllREO-0660 It found 
»» WimEC-Oi«74 

iBfiNHUT. D 0 Division of Licensing BO/06/Sb ?pp 


^090370 Forwards request for add! info re reactor sys 
OUMoaLQOD. B J Licensing Branch 1 0O/OA/S7 Spp 


7&306S1 Summary of B00612 meeting w/Hark II owners group In 
■ 'ftliesdaiHD re lead plant closure (t long-term program Mods 
ItoitJld be made to generic lead plant condensation 
Kcdllatton ti chugging pool boundary loads Viourgraphs end 
hfXhERSONt C J Oenorlc Issues Branch 00/07/03 57pp 


T'&taoSSS Comments on 000714-1* meeting u/NRC In BethesdeiMD to 
itBOlvu issues ft answer questions on F3AR Sections 3 *-10 
pesn Iseuas were resolved h meeting was productive Licensing 
*ri«gers should have Input in selecting meeting location 
LfRTlS. N M Pennsylvania Power & Light Co SO/07/1B 8pp. 


FSaSIOOIS Advises that withholding affidavit per lOCfWS 790 must be 
ubmltted to support 000609 request re Revision 3 to design 
BBBssment rept Affidavit must be transmitted within 30 

■ U«. 

DNUMOBLOOD, B J Licensing Branch 1 BO/07/S1 2pp 


FSS017S Notification of 000005 meeting w/repr esentatl ves from Hark 
t owners group in Chicago^ IL to discuss lead Mark II plants 
hugging fa C/a load specs 

4tMERaoN. C OenerU Issues Branch 00/07/83 2pp 


FS90a06 Notification of B0O8S1 meeting w/util in OethesdaiMD to 
Lcicuse responses to Reactor Sys Branch questions 
TAFIIi. R M Licensing Branch 1 00/07/23 3pp 


SBCUrityi medlcsli emergency fa fire protection plans 


FS230-329 Summary of 000*1* meeting u/utll in CethesdaiMD to receive 
»l>Eicant questions re technical support ctr fa emergency 
jKTatlons facility Applicant wishes to clarify 
itarpretation of certain NRC requirements 
r/hRK< R M Licensing Branch 1 00/07/10 4pp 


PSZ:2044I Forwards "Btudy Rept for Susquehanna Steam Electric Station 
• Notification fa Evacuationi '' Part ti prepared by AM 
jr-tieee fa Associates Rept in response to NRC 0DO7OP request. 

M Pennsylvania Power fa Light Co 00/07/17 ip 


)q^722044B ‘'Study Rept for Susquehanna Steam Electric Station Mass 
ation fa Evacuation)" Part i 

.le PRC Planning fa Economics, Alan M Voorhees fa Associates Dlv 
i0O/O7/i7. S9pp 


judicatory correspondence 


f^%03.7tt Responds to 800*07 Itr Transcripts of NRC technical meetings 
^ pplicants are not available due to unofficial aspect. 

of sioetings available in LPDRs Future Itrs on 
l_^lf of interveners should be sent to NRC counsel 
J M Hearing Branch 3 G0/O*/l* Ip 


3007010273 Forwards Comnisslon “'Stalerent of Interim policy on Nuclear 
Power Plant Accident Cons i derat i oiis under NEPA of 1969.” 
published in 603613 FR Commission d c r i si on. CLI -BO-OS fa ASLAD 
dec i sion. ALAD-507 encl W/o attachments 
CUTCHIN, J M Hearing Drancb 3 00/06/17 Spp 


6007310243 Forwards Commission BD05S7 nemorandum fa order containing 
decisions on LC3 7B0502 petition for reconsideration of 
700413 memorandum fa order UCS 771104 petition sought action 
re fire protection for electrirol cables 
EISENHUT.D G Division of Licensing 80/06/35 89pp 


B0071S0709 Advises that FES is scheduled to be issued in Dec }9BO> 
safety evaluation im Feb 1901 fa safety evaluation suppl in 
May 19B1 Further significant changes will be provided per 
NRC 790129-3J prehearing c ommi tment. i f necessary 
CUTCHIN. J M Hearing Branch 3 80/07/10 3pp 


K Utility Final Safety Analysis Report < FSAB ) fa amends 


B0070fi0340 Forwards marked-up copy of F8AR. Subsec t ion 3 92 fa Table 
3 9-33, corrected to agree w/preoporat ional fa startup tests 
program Changes will be discussed at draft SER meeting 
during wk. of B00714 

CURTia.N H Pennsylvania Power fa Light Co 80/07/03 llpp 


G007340131 Forwards Amend 53 to application for OL consisting of 
Revision 16 to FSAR 

CURTIS, N N Pennsylvania Power fa Light Co 00/07/11 ip 


— 8007340143 Amend 23 to application for OL consisting of Revision 16 to 
FSAR 

CURTIS.N H Pennsylvanl.-) Power fa Light Co 80/07/14 Ip 


—8007340143 Revision 16 to F9AR 

* Pennsylvania Power fa Light Co BO/07/14 600pp 


P Operating license stage documents fa correspondence 


0007100373 Submits addl info re implementation of short-term Lessons 
Learned requirements Status of remaining Category A items, 
mld-yr status of design fa installation of Category D mods fa 
schedule for implementation encl Forwards drawings 
SYLVIA, D R Virginia Electric fa Power Co 00/07/07 IBOpp 


Q Inspection reports, IE Bulletins fa correspondence 


0007140466 Forwards IE Dulletin 00-13, "Cracking in Core Spray 
Spargers " No written response required 

CRIER. 0 H Region 1. Philadelphia, Office of the Director 
00/05/12 Ip 


0007170637 Forwards IE Insp Repts •i0-3a7/30-07 fa 30-388/00-05 on 
600431-24 No noncompliance noted 

CARLSON, R T Regiun 1, Philadelphia. Reactor Construction fa 
Engineering Support Branch 60/05/36 Spp 


— 8007170649 IE Insp Repts 50-387/80-07 fa 50-388/00-05 on 600431-24 Ho 
noncompli once noted Major areas inspected site audit program 
fa outstanding items 

DURR.J P Region I. Philadelphia. Office of the Director 
TRIPP, L E Region I, Philadelphia. Reactor Cons true 1 1 on & 
Engineering Support Branch 00/09/33 3p p 


00070102*2 Forwards IE Info Notice 80-33, "Loss of Suction to Emergency 
Feedwater Pumps " No written response required 
GRlERiD H Region I. Philadelphia, Office ef the Director 
00/09/29 I p 


8007170349 Forwards IE Insp Repts 50-367/80-11 fa 90-300/00-07 on 
800513-1* No noncompl lance noted 

CARLSON, R T Region 1, Philadelphia. Reactor Construction & 
Engineering Support Branch 00/06/03 Spp 


— 6007170397 IE Insp Repts 90-307/80-11 fa 50-300/00-07 on 800913-1* No 
noncemp liance noted Major areas inspected site activities fa 
review of NRC insp status 

DURR, J P Region 1, Philadelphia, Office of the Director 
MCOAUGHV.R H Region 1. Philadelphia, Reactor Construction fa 
Engineering Support Branch 60/0&/D2 Spp 


000731060* Forwards IE Info Notice 00-86. "Evaluation of Contractor 
OA Programs " No written response required 
OR lER, B H Region 1. Philadelphia, Office of the Director 
00/06/10 Ip 
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8007140267 Forw^'Tiis IE Oulletir) BO-14 'Degradation of BWH 5cram 
Discharge Voi c'apabilitg " No uritten response required 
CntEB.S M Region I, Ph i lade 1 ph i ai Office of the Dirertor 
BO/06/ 12 Ip 


B0072S0612 Forwards IE Info Notice 00-23, 'Prompt Reporting of Info in 
Accordance W/10fFR50 S5(e) ' No i/ritten response required 

ORIER.O H Region 1, Ph 1 1 ade 1 ph 1 a< Office of the Director 
B3/06/13 Ip 


8007020513 Forwards IE Circular 80-15, "Loss of Reactor Coolant Pump 
Cooling 'i Natural Circulation Cooldown " No written response 
required 

ORIER, D H Region 1, Philadelphia, Office of the Director 
80/06/20 Ip 


3007160733 Forwards IE Circular 00-14, "Radioactive Contamination of 
Plant Oeminera 1 1 1 ed Mater Bqs 6 Resultant Internal 
Contamination of Personnel " Wd written response required 
ORIER, B H Region I Philadelphia, Office of the Director 
80/06/24 1 p 


0007210271 Forwards IE Info Notice 80-24, "Low Level Radwaste Burial 
Criteria ■' No written response required 

CRIER’B M Region 1, Philadelphia, Office of the Director 
60/06/25 Ip 


0007210334 Act receipt of 000613 1 tr informing NRC of steps tatao to 
correct violations noted in IE Insp Repts 50-337/00-01 b 
50-330/00-01 

CARLBON B T Region 1. Philadelphia, Reactor Construction it 
Engineering Support Branch 00/06/27 Ip 


0007210341 Responds to NRC 000514 Itr re violations noted In IE Insp 
Repts 50-307/00-01 b 50-3a3'a0-01 Corrective actions all 
space heaters in motor contra! ctrs Identified, enorgiied b 
checked periodicallg 

SABDLiA R Pennsql vania Power b Light Co SO/06/13 3pp 

—0007210345 Forwards IE Insp Repts 50-307/80-01 b 5O-3B0/0O-O1 on 
000121-0201 b 0211-29 b notice of violation 

CARLSON, R T Region 1. Philadelphia, Reactor Construction b 
Engineering Support Branch 80/05/14 2pp 


, 9007210349 Notice of violation from insp on 000121-0201 b 0211-29 
» Region 1 , Philadelphia, Office of the Director 80/04/09 2pp 


-0007210355 IE Insp Repts 5D-3B7/BO-01 b 50-300/00-01 on 000121-0201 b 
0211 29 Noncompliance noted failure to fallow approved 
procedures during preventive maint b to establish proper 
test program for performance of hydrostatic testing 
eALLO,R H , RHDAOS, G 0 Region 1, Ph 1 lade] ph ia. Office of the 
Director MCGAl/CHY. R VI Region 1. Philadelphia, Reactor 
Construction b Engineering Support Branch 00/04/09 18pp 


S Raportahle occurrences, LERs b rolntod correspondence 


0007170671 Ack receipt of 000513 intDrlm deflctency n*Pt Pe pilot 
solenoid valve classification Resolution of dePHloncy 
pending receipt of final ropt 

CARLaoN, R T Region 1, Ph 1 1 ado 1 p h la. Reactor Construction b 
Engineering Support Branch 80/06/11 Ip 


0007170610 Ack receipt of 000529 interim dofltiencg rept re pipe 
supports uielrfed to containment liner plate Rept mill be 
reviewed b evaluated 

CARLSON, R T Region 1, Philadelphia, Office of the Director 
00/06/13 Ip 


0007000213 Supplemental deficiency rept re Pacific check valves. 
Problems w/theck valve operation in Unit i core spray punp 
discharge vertical pipe run mil necessitate reuiork of 
bonnet stops Final rept will be provided by Sept 1980 
CURTIS, N W Pennsylvania Power b Light Co 80/07/03 Spp 


0007140170 Forwards final deficiency rept re insulation damage b 
deficient pm crimps in power goneratioii control complex/ 
advanced control room panel connectors 

CURTIS, N M Pennsylvania Power b Light Co 00/07/08 Spp 


0007140179 Final deficiency rept re insulation damage b rfeflclen't pin 
crimps in power generation control comp lox/advanced control 
room panel connectors Cause unldonUfled Visual insp b pull 
test initloted nn Unit 1 

* Pennsylvania Power b Light Co 80/07/00 3pp 


6007180434 Interim rept, per 1 0CFR50, 55 { e ) b Part 31, re premature ti«a 
out b drifting set points for pneumatic time delay relays 
associated w/Agastat 7000 b OE CR 2020 relays Bechtol b 
util analyiing safety impaeb 

CURTIBrN W Pennsylvania Power b Light Co 00/07/11 Spp 


^^87290065 Ack receipt of 000616 final deficiency rept re Linltorqua 
motor operated vslvo stem nut staking 

CARLSONi R T Region t, Philadelphia, Reactor Conitriictinn b 
Engineering Support Branch 80/07/11 ip 


8007180364 Potential deficiency rept re coped structural floor baaMb 
Based on results of field insp b finite element analysis, 
conditions noted are nonconforming b are therefore not 
reportable per 10CFR55ie) Bechtel procedures revised 
CURTIS, N W Pennsylvania Power b Light Co, 00/07/14 Spp 


0007250407 Interim deficiency rept re status of Anchor Darling 
yokes AE has advised final rept on cracked yokes on Anchor 
Darling valves will be available in Aug 1900 Final rapt will 


be forwarded during Sept 190D 
CURTIS, N U Pennsylvania Power b Light Co 


00/07/21 


valva 


0007230166 Forwards IE Bulletin 00-16, "Potential Misapplication o 
Roseaount Inc Models 1151 !, U52 Pressure Transmitters 

A or D Output Codes " Written response required 
in, Wo written response required 
aO/M/37 2^^*°" Director 


0007100339 Advises that ASHE Code Cases N-234 b N-a35 have be 
appfpved for art reactor pressure vessel preservice inse 
program ^ 

YOUMOBtDODe B J Licensinfl Branch 1 QQ/Q6/2B 3 pp 


en 


0007200315 Final Deficiency MCAR i -58, per 10CFR50 99<e) b Part 
equipment lacking proper slope Caused by unclear design 
orairfinge If const fflilurcp All affected drawitiQi uill be 
revised « Unit 1 aa-builta completed hg e0lS30 
CURTIS.N H Pennsylvania Power b Light Co 0O/O7/S1 4 pp 


Sl.r* OE 


1 . L, u ,,,,, i-u 4 nip I'd per sipping or UB pit 

tubing Bechtel Nonconformance Rept 5007 lists 4l small pine 
installations to OC equipment that do not meet min slope 
requirement Revised acceptance criteria developed 
* Pennsylvania Power b Light Co 80/07/31 4pp 


Juensing review re 

•’•Ruirements b to provide commitment to 
adopt whatever long-term solution is approved Any short-term 

Y^oSLl»n’B'’TV?'' should be described 

YUUNBDLDODxB U Licencing Branch 1 SO/06/30 2pp 

“tion taken re allegations made by former welder 
trainee R Wilson Wilson has refused to provide specif^ 

action IS planned Ltr Constitutes 
final foUouup tp f^RC B00J23 ltr * 

oI^l;c?;r BD/OT/'lS" *■ O^Mce of the 


"^'’undf^’* Describes 000125 tel con w/fi Wilson re allegations c oncer 

unqualified ind , v. dual ^on 

welding tests MUson refused to provide specific info 
Director BO/Oh/W *■ Enforcement. Office of the 


UU/2V0455 Interim deficiency rept re pipe support design drawlnd*. 
Final rept will be provided in Apr 1901 " 

CURTI3, N U Pennsylvania Power b Light Co 80/07/32 3pp 


0007290623 Bupplemonts b Updates projected completion date of 
corrections re pipe support design drawings Bechtel Power 

? 90 ? uin *>" defective condition by Mar 

ivdi util final rept mill bp providoil bg Apr 1901 
CURTlSrN U PflfJMsylvaola Pouicr it Light Co 80yo7/2» Spp 


0007390264 Interim deficiency rept re Imp 
for solenoid valves Final ropt will be 
CUHTI9, N W Pennsylvania Power b Light 


,-oper safety classification 
provided In Nov 1900, 

Co 00/07/23 Jp 


MCAR 1 55 ^ Bechtel Power Corp 

MCAR 1 55 final rept will bo available Det 1900 b util final 
deficiency rept by Nov 1980 

CURTIS.N N Pennsylvania Power b Light Co 00/07/23 ip 
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DOCKET 50-389 ST LUrlE PLANT. UNIT 2 


A App 1 icatlon/conB true t ion stage doeuments S. correspondence 


9007030175 Forwards orguniiation charts Por Gfc nP Nuclear Reactor 
Regulation effective 800428 States tneons of appeal of staff 
poe 1 tion 

TEDCSCO. 8 L Assistant Director for Licensing 80/0&/12 3pp 


<fQ07a-i>' '1 Forwards statement of policy re requirements to be met for 
curren. t)L app 1 ieat i ons. as derived from NunEQ-0i60 f< found 
In NUnFO-0694 

EISEMHUT.D G Division of Licensing 80/06/26 2pp 


F Security, medical, emergency t. fire protection plans 


. 0007010379 Forwards BNl fire protection review re upgrading eiisting 
fire pumps, cable spreading room, fire borr ler. smoke 
detectors, reactor coolant pump nil collection eye f< 

Automatic sprinklt‘1 sys for facility 

HALL, R E Qrookhsven National Laboratory 00/06/24 6pp 


8007280647 Advises that evacuation time estimates were submitted in 
000717 Itr per 000702 request 

UHRIO.R B Florida Power t Light Cu 00/07/22 Ip 


O Adjudicatory corr e spundonce 


B007310243 rorwords Commission 800527 memorandum 6 order containing 
decisions on Uca 730502 petition for reronsideration of 
7B0413 memorandum if order UCS 771104 petition sought action 
re fire protection for electrical cables 
ESSENHUT. D 0 Division of Licensing 80/06/25 SVpp 


M Oeneral Correspondence 


B007110306 Responds to 800512 Itr re end L Btarr Itr concerning plant 
problems Nuclear plant safety design approach involves use 
Of multiple physical barriers to prevent release of 
rad ioac t Ivi ty to environ 

DIRCKS. H -J Office of the Ececutive Director for Operations 
00/06/30 5pp 


—0007110314 Requests response to L Starr Itr concerning plant problems 
CHILES.L J Senate 00/05/12 Ip 


0007240444 Responds to B00S21 Itr re S Corbin Inquiry about plant 
safety aspects Safety design approach involves use of 
Multiple physical barriers to prevent release of 
radioactivity to environ 

D1RCK8. M J Office of the Eiecutivo Director for Operations 
00/07/15 3pp 


•0007240468 Requests response to end S Corbin inquiry about plant 
safety aspects 

STONE. R Senate 00/05/21 2pp 


H Antitrust correspandenco 


9007090051 Comments on Orlando Utils notice of withdrawal re order 
modifying CPs Other Intel vening cities must be given similar 
nuclear access opportunities Urges establishment of 
procedures allowing author to be heard U/Cer t i f icate of Sve 
JABLON. R A Florida Cities JABLON. R A Spiegel 6 NcDiarmid 
80/07/07 4pp 


8007190719 Response stating no objection to Orlando Utils Commission 
8006S0 withdrawal of intervention FL Cities 000707 comments 
ra equal treatment will be addressed in Unit 2 antitrust 
proceeding Certificate Sve end 
DEUEY.U S Antitrust Division 80/07/11 4pp 


B00723079S Advises of eitension until 8009)6 for FL Cities 6 util to 
respond to interrogatories NRC «< DQJ have no objection to 
extension A8LD approval requested Certificate of Sve end 
ROTH. A U Florida Cities OOUHNISHT. J A Florida Power 6 Light Co 
00/07/ 10 3pp 


B007290004 Forwards notice of receipt of add! antitrust Info which Is 
to be published In FR 

YOUNGBLOOD, n J Licensing Branch 1 80/07/21 Ip 


800729G7S3 Order granting extension until B00916 for FL Cities 8, util 
to respond to interrogatories 

SHlTKi 1 U Atomic Safety and Licensing Board Panel 80/07/23 Ip 


8007250407 Discusses util V FL cities 000718 Itr to ASLB re complotidn 
of documonl production NRL will not agree on completion 
until documents utp obtained !. leviewecl NRC is willing to 
postpone util answers to i nt ei rog u t ut 1 o s indefinitely 
DEWEY, L S Antitrust Division 80/07/25 2pp 


Q Inspection roports, IF Dullotins 6 uoi respond once 


8007240206 Foiuiard^ IE Info Notice 60-20, "Loss of Decay Heat Hemaval 
Capability ot Dav i <> -De c se Hn 1 1 1 While in Refueling hade " 

No response required 

O'REILLY, J P Region 2 Atlanta, Office of the Director 00/05/08 
Spp 


8007070165 Forwards IE Insp Rept 50-289/80-06 on 000430-0502 Mo 
noncomp 1 to lice noted 

MURPHY, C E R«>yirin 2. Atlanta, Reactor Construction f. Engineering 
Support Branch 00/05/19 2pp 


■8007070169 IE Insp Ri'p t 50-209/ 61) -06 on 800430-0502 No none amp 1 1 ante 
noted Major areas iiispBCted elnctrical t, ins ti umen tot ion 
OA implementing prorodures mvicw for Class IE coeiponents S< 
sys f, for Class IE cables N terminations 
WALTERS, B K Rrgnin 2. Atlant.i, Office nf the Director 
CQNLON, T E Region 2. Atlanta, Re.ictor Construction 6 Engineering 
Support Branch DO/05/19 5pp 


0007020231 Foiwards IE Info Notito 00-22. "Breakdowns In Contamina fc lan 
Control Programs " No written response requirfld 

O'REILLY. J p Rogion 2, Atlanta. Office of the Director 00/05/28 

Ip 


B007210450 Forwards IE Ciicul.tr RO-13. "OntJ Strap Damage in 
kfest 1 ng house Fuel Assemhlies " No written response required 
□ 'REILLY, J P Region 2, Atlanta. Dff.co of the Director 80/05/SD 
Ip 


0007010206 Forwards IE Info Notice 80-23. "Loss of fiuction to Emergency 
Feedwater Pumps " No written rospense required 

□ 'REILLY. J P Rogicn 2, Atlanta. Officu of the Director 00/05/29 

Ip 


8007220062 Forwards IE Info Notite 00-26 "Evaluation of Contractor 
OA Programs " No written response required 

O'RCILLViJ P Region 2. Atlanta, Office of the Director 00/06/10 

2pp 


8007160265 Forwards IE Info Notice 80-27, Degradation of Reactor 
Coolant Rump Studs '' No specific action or response 
requi reil 

O'REILLY. OP Region 2, Atlanta, Office of the Directer BO/06/11 

ip 


8007250372 Furwards IE Info Nutite BO-20, "Prompt Reporting of Info in 
Accordance W/10CFR50 OKc) " No written response required 
O'REILLY. J P Region 2, .itlanta, Office of the Director 00/06/13 
app 


8007020454 Forwards 1C Circular 80-15. “Loss of Reactor Coolant Pump 
Cooling t< Natural C i r uiila t ion Cuoldown " No written response 
required 

D'REILl Y, J P Region 2. Allaiita, Dffico of the Director 80/06/20 

ip 


0007170109 Forwards IC Circular 00-14. ‘'Radioactive Contamination of 
Plant Deinincral I led Plater Sys f, Result, ir>t Internal 
Contamin a t inn of Personnel " No written response required 
O'REILLY, J P Region 2, Atlanta, Office nf the Director 30/06/24 
ip 


8007230243 Forwai ds IE Dullotln B0-I6. "Potential Misapplication nf 
Rosemnunt inc Models llDl h I ri 2 Pressui s Transmitters 
U/Either A or D Output Codes ’ Written response required 
IE Circular 80-16 el su encl No written response required 
O'REILLY, JP Region 2. Atlanta. Office of the Director 80/06/87 
Ip 


0OO781OO6& Provides interim responue to IE Bulletin 00-00. “Ex ecnlnation 
of Containment Liner Penetretinn Helds " Facility utlilies 
flued head design penetration coiinec t inns Records under 
review Tables encl 

UHRIQ, R E Florida Power h Light Co 80/07/07 13pp 


6007310212 Ac h receipt of 000707 Itr informing NRC of steps taken to 
correct violation noted in IE Investigation Rept 50-389/ 

80-05 

MURPHY, C E Rpgioii 2. Atlanta, Poaclor Construction tt Engineering 
Support Branch 80/07/21 Ip 
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BOO7310220 Responds to NRC a00&D9 Itr re violation noted in IE 
Investigation Rep t 50*389/60-05 Corrective actions back of 
each individual JO badge uill be stamped u/c ert i f i cat 1 on 
held 

UHRIO. R E Florida Power I. Light Co BO/06/27 3pp 


8007310223 Forwards IE Investigation Rept 50-3B?/60'05 on Q0040B h 
31-24 b notice of violation 

□ *REILLY>'J P Region 2. Atlantai Office of the Director 

80/06/07 2 pp 


8007310228 Notice of violation from Investigation on B0D4D8 U 21-24 
s Region 3< Atlantai Office of the Director 80/06/09 ip 


B007310235 JE Investigation Rept 50-389/80-05 on B0040B & 21-24 
Noncompliance noted failure to folloui procedure reqelrement 
to use certified nondestructive e lami na ti on personnel 
LQNO.F U . MCOUIRE.D R Region 2. Atlanta. Office of the Director 
VANDDDRN. P K Region 2. Atlanta. Reactor Constfuction & 
Engineering Support Dranch 80/06/09 6 pp 


Reportable necurrences. UERs !< related correspondence 


07160599 Advises that final deficiencg rept re diesel generator 

control panels lelll be delaged until 800731 

JHRIO. R E Florida Power h Light Co 90/06/17 Ip 


Q Inspection reports. IE Dulletins t< c orrospondenc e 


8007240089 Forwards IE Info NoticO 80-20. "Loss of Decay Heat Hanoval 
Capability at Davis-Desso Unit I Hh i 1 o in Refueling Mode " 

No response re^iuired 

O'REILLY, J P Region 2. Atlanta. Office of the Director 00/03/08 
3pP 


0007020192 Forwards IE Info Notice 80-22. "Breakdowns In Contaiel nation 
Control Programs ' No written response required 

O'REILLY, JP Region 2. Atlanta. Office of the Director 00/03/28, 
Ip 


0007210488 Forwards IE Circular 00-13. "Grid Strap Damage In 
Uestinghouse Fuel Assemblies " No written response required 
O'REILLY, J P Region 2, Atlanta, Office of the Director 00/03/28 
Ip 


800701D22S Forwards IE Info Notice 80-23. "Loss of Suction to Emergency 
Feedwater Pumps “ No written response required 

O-REILLY, J P Region 2, Atlanta, Office of the Director BO/03/29 

Ip 


8007220029 Forwards IE Info Notice 80-26, "Evaluation of Contractor 
QA Programs " No written response required 

O'REILLY, J P Region 2. Atlanta) Office of the Director 00/06/10 

3pp 


•KET 50-390 HATtS BAR NUCLEAR PLANT, UNIT 1 
Application/construction stage documents 6 correspondence 


■7010148 Requests addl info tuithin two wks, needed to determine 
■ Otential for underclad cracking In reactor vessel noitles 
lltrasonic exams did not indicate explicit correlation 
etuaen observed cracking & pre/post-clad heat treatment 
iCKMENCER. A Licensing Branch 2 80/06/10 2 pp 


7020707 Forwards request for info re confirmatory piping analysis 
esponsB should be submitted to ANL by 800703 Includes Info 
piping layout h isometric drawings sufficient to model 
y» tr support drawings w/support & hanger spring rates 
CHUENCER.A Licensing Branch 2 80/06/23 3pp 


80071602B7 Forwards IE Info Notice 80-27, "Degradation of Reactor 
Coolant Pump Studs " No specific action or response 
required 

O'REILLY, J P Region 2, Atlanta, Office of the Director 00/06/11 
Ip 


60072503B4 Forwards IE Info Notice 80-28, "Prompt Reporting of Info in 
Accordance W/IOCFRSO 55io) " No written response required, 

O'REILLY, J p Region 2, Atlanta, Office of tho Director 60/06/13 
3pp 


0007270400 Forwards IE Insp Rept 90-390/80-17 on 800929 ti 30 No 
noncompl iance noted 

8 TDHR 1 J P Region 2, Atlanta, Fuel Facility ti Materials Safety 
Branch 00/06/17 2pp 


701O3B6 Advises that util has received no response to 790928 request 
or extensions until Mar 8 , Dac 1981 for VJatts Bar I & 2 Addl 
ifety requirements may result in completion by Jan 1981 
■r Sequoyah 2,May 1981 for Notts 1 b Feb 1982 for Watts 2 
ILLS.L M Tennessee Valley Authority 80/06/26 Ip 


1230001 Forwards statement of policy re requirements to be met fop 
irrent DL app 1 1 cat 10 ns, as derived from NUREO-0660 b found 
. NUREO-0694 

6 ENHUT. D 0 Division of Licensing 80/06/26 2pp 


'080253 Forwards addl request re ultrasonic exam of welds 
LLS.LH Tennessee Valley Authority 80/07/01 3pp 


300SB4 Notification of contract execution. Mod 2 to "Evaluation of 
ctUng Stress Criteria for Steel Containment at Watts 
p- " Contractor Inti Structural Engineers 

ASEBSER.C N Purchasing Section FIN B-65B1 80/07/02 Ip 


—8007290404 IE Insp Rept 50-390/80-17 on 000329 b 30 
No noncompliance noted Major areas inspected environ 
monitoring programs b environ protoction program 
JENKINS, 0 R Region 2, Atlanta, Fuel Facility b Materials Safety 
Branch CUNNINCHAM, A L Roglon 2, Atlanta. Office of the 
Director 80/06/17 3pp 


0007020391 Forwards IE Circular 80-19, "Loss of Reactor Coolant Pump 
Cooling b Natural Circulation Cooldown " No written response 
required 

O'REILLY, J P Region 2, Atlanta, Office of the Director 80/06/20. 

Ip 


8007170070 Forwards IE Circular 80-14. "Radloflctlvo Contamination of 
Plant Demineralized Hater Bys b Resultant Internal 
Contamination of Personnel " No wr 1 tten response required, 

D'REILLY, J P Region 2. Atlanta, Office of the Director 80/06/24, 


07300S87 Hod 2, changing completion date, to “Evaluation of Buckling 
Stress Criteria for Steel Containment at Watts Bar " 

International Structural Engineers, Inc PERLMAN, J 
Administrative Contracts Branch FIN Q-6S81 80/07/02 Ip 


djudicatory cerrespondente 


310243 Forwards Commission 800527 memorandum b order containing 
isions on HCB 780502 petition for reconsideration of 
>413 meitiorandum b order UCB 771104 petition sought action 
fire protection for electrical cables 
3ENHUT. D 0 Division of Licensing 80/06/25 e9pp 


8007230253 Forwards IE Bulletin 00-16, "Potential Misapplication of 
Rosemount Inc Models 1191 b 1152 Prossure Transmitters 
W/Either A or D Output Codes " Hrltten response required 
IE Circular SO- 16 also encl No written response required 
O'REILLY, JP Region 2, Atlanta, Office of the Director 80/06/27 
IP 


8007810036 Forwards response to IE Bulletin 00-00 re-examination of 
containment lioor penetration welds Penetrations at 
Sequoyah, Watts Bar b Bellefonte contain flued head design 
Design for Yellow Creek not yet completed 
MILLS, L M Tennessee Valley Authority 00/07/08, 5 pp, 


0007170278 Responds to NRC 800617 Itr re violations noted In IE Insp 
Repts 50-390/80-14 b 50—391/80*10 Corrective actions weld 
procedure changed to allow use of l/ 0 -lnch filler metal for 
root pass b inspectors instructed to follow Instructions 
MILL3,L M, Tennessee Valley Authority 00/07/10 3pp 


0007230382 Responds to NRC Itr re violation noted in IE Insp Rapt 
50-390/80-16 Corrective actions starting on 000418, i terns in 
room identified by engineering were cleaned 6 returned to 
warehouse per WBNP-QCP-1 6 

MILLS, L H Tennessee Valley Authority BO/07/15 4pp, 
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QO07270B13 Rstponds to BOO^Sfa reiiuest for addt actions to avoid further 
Tioncoaipl lance tc date full conipllonce achieved re plant areas 
sr/apan pipe ends & manwaijs left unattended QA program 
Initiated to check coverage Full compliance bg Q0O7M 
HILLB>L fi Tonneoseo Valleg Authoritg 60/07/23 Bpp 


& Aaportable occurrences, LERs tt felated correspondence 


B007020619 Fifth interim deflciencg rept re refueling iPater storage 
tank overflou) line not fabricated to ABHE code Pittsburgh- 
Des Moines Steel Co 8< TVA discussing repairs He»t rept uill 
be provided by B00?09 

HILtSiL M Tennessee Valley Authority SO/Ob/IS Ip 


B007I&057I Forwards final deficiency rept re chemical b vol control sys 
centrifugal charging pumps 

MILLB,l. M Tennessee Valley Authority BO/Ofi/lB Ip 


V Operator E«ami nations 


B0070B038D Notifies that response to. NRC 800603 I tr re operator 
training teas submitted in JJl Calhoun 800116 1 tr to P 
Colima 

MILLS, L M Tennessee Valley Authority 80/07/01 Ip 


DOCKET 30-391 WATTS DAR NUCLEAR PLANT, UNIT Z 


A App 1 i c at 1 on/ c onstr uc ti on stage documents Si correspondence 


BOo/OlOiAB Fleguests addl info within two wks. needed to determine 
potential for underclad cracking in reactor vessel noiilee 
Ultrasonic eiams did not indicate eiplicit correlation 
tetuieen observed cracking A pr e /p ost- c lad heat treatment 
aCHWENCER.A Licensing Branch 3 EO/06/18 Bpp 


— 800716>0'97B Final deficiency rept re potential for degradation of one or 
more chemical a vol control sys centrifugal charging pumps 
Design b plant emergency operating procedures uill be 
Modified, as recommended by Hestinghouse 
• Tennessee Valley Authority BO/06/16 3pp 


B007020707 Forwards request for info re confirmatory piping analysis 
Response should be submitted to ANL by 300703 Includes Info 
re piping layout A isometric drawings sufficient to modal 
sys U support drawings w/support A hanger spring rates 
BCHHENCER.A Licensing Branch 2 80/06/23 3pp 


B007170664 Part 21 final rept re Uestlnghouse chemical b vol control 
sys centrifugal charging pumps Following secondary side high 
energy line rupture fa associated reactor trip, min flow may 
net be met Emergency operating procedures modlfiad 
MILL'S, L N Tennessee Valley Authority BD/06/18 4pp 


8007010386 Advises that util has received no response to 790928 request 
for eitensioTiB until Mar fa Dec 19B1 for tlat ts Bar 1 fa 2 Addl 
safety requirements may result in completion by Jan IVOl 
for Sequoyah 2, May 19B1 for Watts 1 fa Feb 19B2 for Watts 2 
MlLLSi L M Tennessee Valley Authority 80/06/26 Ip 


8007070222 Becond interim deficiency rept re radiation qualification of 
lafety'-related cables end in conduit inside containment 
Util continuing to investigate Rept detailing results of 
evaluation fa corrective actions espected by 600717 
HILLS, L M. Tenneesee Valley Authority ao/07/01. Ip 


Q007230001 Forwards statement of policy re requiroraenbs to be met For 
current DL app 1 i c a t i cn s > as derived from NUHEO“06AO fa found 
in NUREfl-0674 

EIBENHUT.D O Division of Licensing 80/06/26 2pp 


D007140422 Forwards first interim deficiency rept re insufficient 
analysis of 3~inch fire protection lines Will submit next 
rept by 600702 

HILLS, L M Tennessee Valley Authority 80/07/03 Ip 


— D007140427 First interim deficiency ropt re insufficient analysis of 
3-lnch fire protection lines Layout drawings did not provide 
sufficient dimensions Three-inch fire protection lines will 
be rigorously analysed fa supports will be added 
• Tennessee Valley Authority 80/07/03 ip 


8007170913 Forwards first interim deficiency rept re cutting of conduit 
supports u/d cutting rslsase 

HILLSfU. H. Tennessee Valley Authority 80/07/11 ip 


6007080253 Forwards addl request re ultrasonic esam of welds 
MILLSi L M Tennessee Valley Authority 80/07/0! Gpp 


8007300SB4 Notification Of contract ejecution, Mod 2 to "Evaluation of 
Buckling Stress Criteria Per Steel Containment at Watts 
Bar " Contractor Inti Structural Engineers 

TRAOESSen.C M Purchasing Section FIN D-6301 00/07/02 Ip 


— 80073a0987 Mod 2. changing completion date, to "Evaluation of Buckling 
Btross Criteria for Steel Containment at Watts Bar “ 
e l-nterna 1 1 onal Structural Engineers, Inc PERLMAHi J 
Administrative Contracts Branch FIN D-6581 80/07/02 Ip 


O AdjudlcatoTy correspondence 


— 8007170929 First interim deficiency rept re cutting of conduit supports 
w/o cutting release Investigation underway Addl info 
•ipteted by B00827 

* Tennoisee Valley Authority. 80/07/11 ip. 

8007I70S71 Fourth interim deficiency rept re incorrect analysis of 
total ‘temp range for essential raw cooling water piping 
Incorrect analysis confined to piping in auxiliary fa reactor 
bldgs.Neu thermal analyses underway 

MILLBiL M Tennessse Valley Authority 80/07/11 2pp 


8007230487 Second intarlm deficiency rept re inadequate documentation 
for miscellaneous mechanical equipment Applicable QC 
procedures written or revised to include omitted equipment 
Available documentation to be reviewed for further action 
HILLS, L, H, Tennessee Valley Authority 80/07/15 Ip. 


8007230905 First interim deficiency rept re inability of QE breakers to 
withstand design impulse levels. Caused by possible problem 
in aisembly of breaker bushings. Circuit breakers will be 
returned to GE 

HILta, L M Tennessee Valley Authority 80/07/18 Bpp 


B0072303B7 Forwards revised Final deficiency rept re potential to 
evarluad containment cooling sys pump discharge norzles 
HILLS, L M, Tennessee Valley Authority 80/07/18 Ip. 


—8007230991 Revised final deficiency rept re potential to overload 
containment cooling sys pump discharge noix les. Design 
modified by replacing some grid supports w/snubbers Bupports 
ulll be properly installed as required by 801209 
• Tennessee Valley Authority B0/07/1B tp 


8007870610 Second interim deficiency rept re defective reactor vessel 
upper Internals guids tube support pins VIestinghouse has not 
completed evaluation of pins taken from operating plant 
, Next rept wilt be forwarded by 800911 
O'REILLV.W P Tennessee Valley Authority BO/07/24 Ip 


8007310243 Forwards Commission 600927 memorandum fa order containing 
decisions on UCS 700903 petition for reconslderatlo'n uf 
780413 memoranduin fa order UC6 771104 petition sought action 
re fire protection for electrical cables 
EIBENHUr, B G Division of Licensing 80/06/23 09pp 


II General correspondence 


6007290081 Responds to 790423 request for info ro nuclear energy 
Radietion doses From power plants is small fraction of dose 
from natural environ sources FEB excerpt fa White Wause 
8B0212 message to Congress end 

BE NT ON I H R Office of Nuclear Reactor Regulation, Director 
80/06/27 lapg 


0 Inspection reports, IE Bulletins fa correspondence 


8007240069 Forwards IE Info Notice 80-28. "Loss of Decay Heat Removal 
Capability at Davis— Besse Unit 1 While in Refueling Mode 
No response required 

O'REILLY, J P Region 2. Atlanta, Office of the Director 00/09/08 
Bpp 


B00721048B Forwards IE Circular 80-13, "Qrld Strap Damage in 
Uestinghouse Fuel Assemblies " No written response required 
O'REILLY, J P Region 2, Atlanta, Office of the Director 80/03/26 
Ip 


8007010255 Forwards IE Info Notice 80-23, “Loss of Suction to Emergency 
Feedwater Pumps " No written response required 

O'REILLY, J P Region S> Atlanta, □fflce of the Director 60/09/29 

Ip 


8007220029 Forwards IE Info Notice 00-26, "Evaluation of Contractor 
QA Programs " Nn written response required 

O'REILLY. J P Region 2, Atlanta, Offico of the Director 80/06/tO 
3pp 



44 


DOCKETED ITEMS 


0071602B7 Forward* IE Inf’O Notli* 00-27. "Degradation of Reactor 
Cooiant Pump Studs •' No specific action or response 
required 

O'BEILLV. J P Region 2. Atlanta. Office of the Director 00/06/11 

Ip 


107250364 Torwards IE Info Notice 00-28, "Prompt Reporting of Info In 
Accordance K/10CFR50 55(e> " No written response required 
O'REILDV.J P Region 3, Atlanta. Office of the Director 60/06/13 
3pp 


070303^J Foruidt'da 1£ Clrcujdr "L 09 & ff^act{>r C-oolant Puenp 

Cooling €< MattirAl Cjitrulatlon Cooldoun No u>ritton re$ponAe 
req<j i red 

O'REILLY.J P Region 2f AtJantar Office of the Director BO/06/20 

ip 


07I7D070 Forwards IE Circular 00-14. ''Radioactive Con tafnl na t i en of 
’^latil Deaiineral 1 1 ed Water Sys t Resultant Internal 
Cantamination of Personnel " No written response required 
I'REILLV.JP Region 3. Atlanta. Office of the Director BO/06/S4 
•P 


172302S3 Foriitards JE Dulletin 80-16. ''Potential Misapplication of 

lossmount tnc Nodels 1151 t 1152 Pressure Transmit tars 

f/Elther A or D Output Codes " Written response required 

IE Circular 60-16 also encl No written response required 

'•'REILLV. J P Region 3, Atlanta. Office of the Director 80/06/37 

P 


'721D036 Forwards response tP IE Oulletln 0O-OB r e-e i amina tion of 

ontalninent liner penetration welds Penetrations at 

squogah. Watts Bar ?■ DelicFonte contain flued head design 

esign for Yellow Creek not get completed 

ILLS.L M Tennessee Valley Authority 80/07/08 Spp 


7170272 Responds to NRC 000617 Itr re violations noted in IE [nsp 
epts 5D-390/B0-14 & 50-391/00-10 Corrective actions weld 
'Dcedure changed to allow use of 1/8-inch filter metal for 
rot pass it inspectors instructed to follow instructions 
ILLS.L K Tennessee Valley Authority SO/C7/10, 3pp 


leportabie occurrences. UERs f< related c errespondence 


02061? Fifth interim deficiency rept re refueling water storage 
ink overflow line not fabricated to ABME code Pittsiurgh- 
5 Moinss Steel Co f< TVA discussing repairs Next rept will 
provided by BOD9DS 

LLSiL H Tennessee Valley Authority 00/06/18 Ip 


160571 Forwards final deficiency rept re chemical £. vol control ays 
ntrlfugal charging pumps 

.L 8 .L N Tennessee Valley Authority 80/06/18 Ip 


17160576 Final deficiency rept re potential for degradation of one or 
sore chemical t> vol control sys centrifugal charging puaips 
lesign A plant emergency operating procedures will be 
sodified. as recommended by Westinghouse 

Tennessee Valley Authority ao/06/lB 2 pp 


70664 Part 21 final rept re Westinghouse chemical tt vol control 
centrifugal charging pumps Following secondary side high 
rgy line rupture b associated reactor trlp.min flow may 
be met Emergency operating procedures modified 
LE.L tt Tennessee Valley Authority B0/06/1B 4pp 


?0232 EecdPd Interim deficiency rept re radiation qualification of 

ety-related cables encl in conduit inside c on ta inmeri t 

1 continuing to investigate Rept detailing results pf 

luation f< corrective actions expected by B00?t9 

-St L K Tennessee Valloy Authority 80/07/01 Ip 


ID422 Forwards first interim deficiency rept re insufficient 
ysis of 3-lnch fere protection lines Will submit next 
by 000902 

S>L Id Tennessee Valley Authority 60/07/03 Ip 


140427 First interim deficiency rept re insufficient analysis of 
inch fire protection lines Uayout drawings did not provide 
fficient dimensions Three-inch fire protection lines will 
rigorously analyied supports will be added 
Tennessee Valley Authority 00/07/03 Ip 


)St3 Forwards first interim deficiency rept re cutting of conduit 
orts u/o cutting release 

iL H Tennessee Valley Authority 00/07/11 Ip 


--B007170525 First intfrim deficiency rept re cutting of conduit supports 
w/o cutting release Investigation underway Addl Info 
eipected by 800829 

• Tennessee Valley Authority 00/07/11 Ip 


8007170591 Fourth interim deficiency rept re incorrect analysis of 
total temp range far essential raw cooling water piping 
Incorrect analysis confined to piping In auxiliary !< reactor 
bldgs Neu thermal analyses underway 

MILLS. L H Tennessee Valley Authority BO/07/11 2pp 


0007230487 Becond interim deficiency rept re inadequate doe unintatl on 
for miscellaneous mechanical equipment Applicable QC 
procedures written or revised to Include omitted equipmant 
Available documentation to be reviewed for further action 
MILLS. L M TennesBBH Valley Authority 80/07/15 Ip 


0007230505 First intorim deficiency rept re inability of SE brpakers to 
withstand design impulse levels Caused by possible problem 
In assembly of breaker bushings Circuit breakers will be 
returned to GC 

nilLSiL M Tennessee Valley Authority 00/07/18. 2pp 


8007230397 Fnrwards revised final deficiency rept re potential to 
overload containment cooling sys pump discharge noliles 
MILLS. L M Tennessee Valley Authority 80/07/10 Ip 


——8007230591 Devised final deficiency rept rs potential to ovarload 
containment cooling sys pump discharge notiles, Design 
modified by replacing some grid supports w/snobbers Bvpportt 
will be properly installed as required by 001205 
• Tennessee Valley Authority 80/07/18 Ip 


8007290610 Second Interim deficiency rept re defective reactor vassal 
upper internals guide tube support pins Westinghouse has not 
completed evaluation of pins taken from operating plant 
Next rept will be foruarded by 000911 

□ 'REILLY, JP Tennessee Valley Authority 80/07/24 Ip 


V aperator Examinations 


8007090309 Notifies that response to NRC B006D3 Itr ra operator 
training was submitted in JR Calhoun 000416 Itr to P 
Collins 

MILLS. L M Tennessue Valley Authority 00/07/01 Ip 


POCKET 50-393 VIRGIL C 9VMMER NUCLEAR 8TAT10Nr UNIT 1 


A AppHcatlen/canstructlon stage documents b corraspandanca 


8007620D61 Summary of B00613 meeting w/util re structural & 
geotechnical engineering review w/emphasis on sve water 
intake structure 

HDUOHrON, T C Licensing Branch 3 BO/06/23 5pp 


000714022? Motif ication of 000700-10 meeting w/util in Columbia, 8 C 
to review qualifications of util to aperate plant List of 
agenda items encl 

KANEi W F Licensing Branch 2 00/06/26 9pp 


0007230001 Forwards statement of policy re requlremant* to be met for 
current OL app 1 Icat ions, as derived from 01/960-0660 (i found 
in NUREO-0694 

EIBENHUT, D G Division of Licensing 80/06/26 2pp 


9007100334 Forwards request for addl info in connection u/NRC raviaH of 
OL application Info cover* areas of mails engineering, 
seconddry water chemistry control & seismology Oeltmology 
questions replace those numbered 361 12 to 361 19 
5CH0ENCER. A Licensing Branch 3 00/06/30. 14pp 


8007230635 Forwards std order for DOE work 

MATTEON.R vT Division of Safety Technology FIN A-1 121-0 
00/06/30 3pp 


— 0OO723O6S2 Btd order for DDE work ''Review of AuxlHary Feedwater Sys 
Reliability Evaluation Studies for Diablo Canyon 1, 

HcOuire l,Summer 1 t, San Onofre 8 ti ECC9 Reliability 
Analysis of Manual vs Automatic '' Issued to Ssndla Labs 
GRENIER, B L Division of Safety Technology FIN A-llRl-O 
00/06/27 9pp 


8007090011 Notifies that tun Uestlnghouse plants u/reactor vassal 
Internals similar to Pac 1 ) 1 ty, have experienced fuel rod 
damage due to water jetting through reactor vessel lower 
Internals baffle gaps Notes Westinghouse recommendation 
CREWS, E H South Carolina Electric & Gas Co 60/07/01 3pp 
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8007000393 Notifle* of delay In response to NRC B0061Q Itr on underelad 
cracking in reactor vessel noiiles Mestinghouse In^o ulll 
not ba available for approi 3 uks 

'REUS>E H South Carolina Electric (c Oas Co 00/07/03 Ip 


60071b029S Forwards addl info re svc water intake structure in response 
to NRC B0O6S3 request All load combinations & loads 
spoeiflod for reinforced concrete strength design satisfied 
CREUSi F li South Carolina Electric ti Oas Co 80/07/03 6pp 


0007170607 Forwards response to NRC S00630 Itr u/questions re secondary 
water chemistry control program F8An amend will be filed in 
Aug 1980 

CREUSi E H South Carolina Electric t( Gas Co 80/07/14 16pp 


— S007170612 “Chemistry Procedure CHP-6l3j Out-Df-3poc Handling h 
Reporting) “ Revision 0 

LEACHt F J I CROLEVi D 6 South Carolina Electric (< Oas Co 
80/03/27 17pp 


BOO7220428 Forwards May 1980 status rept re NUREO-0660 h NUREO-0694 
CREU8< E H South Carolina Electric U Oas Co BO/07/18 70pp 


800729030S Forwards "Environ Exposure of Low Voltage Power Cabloi " to 
suppl response to FBAR Questions 31 71-73 Rept withheld 
(ref 10CFR2 790) 

CRESS) E H Sooth Carolina Electric 6 Oas Co BO/07/21 tp 


8007290491 Forward# Drawing R31E80290) Sheets 1-9) in response to FSAR 
alactrical Question 31 67> Drawings withheld 
iraf 10CFR2 790) 

CRESS) E H South Carolina Electric & Oas Co 60/07/21 ip 


C Utility Environmental Report <ER)) amends correspondence 


B0O7070269 Forwards Amend 9 to environ rept Certificate of Compliance 
an el 

CREUSi E H South Carolina Electric h Oas Co 60/07/03 4pp 


—8007070270 Amend 9 to environ rept 

• South Carolina Electric it Oas Co BO/06/30 31pp 


F Security! medical) emergency 6 fire protection plans 


GQ07090090 Notification of 800722 it 23 meetings w/util in Jenk insvil lO) 
8C to review focility emergency planning 
|{□UGHTm)TC Licensing Qranch 2 BO/06/23 3pp 


8007220390 Forwards Revision 1 to facility radiation emergency plan 
CREUBrE H South Carolina Electric It Oas Co eO/07/lB Ip 


’B007230392 Radiation emergency p lah) Revision 1 

« South Carolina Electric fc Oas Co 80/07/10 200pp 


0OO7O9O24B Requests infti to te provided within 10 days, in response to 
Commission B00630 ord or i CL 1 -0O-3B Request does not relieve 
recipients from compliance w/order Response must Include 
competitive status since Dec 1970 h latest annual rept 
CHANANlA.F D Antitrust Division 80/07/03 3pp 


8007090252 Requests info to be provided within 10 days. in response to 
Commission 8000630 ord er) CL! -00-30 Request does not relieve 
recipients from compliance w/ordor Response must include 
competitive status since Dec 1970 & latest annual rept 
CHANANIA) F D Antitrust Division 80/07/00 3pp 


B0072504BS Motion for 20-day eitenslon to file comments 

DEENV) S T Central Electric F uwcr Cooperative. Inc DEENV) S T 
Brand t, Kail 00/07/24 2pp 


— 000725050? Affidavit stating that Brand h Hall has received 100.000 
documents from BC Electric f. Oas Co Many documents relate 
to NC t) SC cases (< may include inconsistent info Certificate 
of Svc enc 15 

BRAND. W E Brand h Hall 80/07/23 4pp 


0007310424 Responds to 800708 request for info re 000630 memorandum 
{, order Discusses Bt Electric h Qas Co competitive 
relationship w/Central Electric Power Cooperative! Inc 
Correspondence one 1 

CONNER,? n Conner, Mooro 5, Corber 80/07/20 7pp 


Q Inspection reports, IE Bulletins h correspondence 


6007340220 Forwards IE Info Notice 80-20, “Loss of Decay Heat Removal 
Capability at Dsvis-Bossc Unit 1 While In Refueling Mode ” 

No response required 

O'REILLY, J P Region 2, Atlanta, Office of the Director B0/05/0D 
ip 


0007240222 Forwards IE Info Notice 00-20, "Loss of Decay Heat Romo,val 
Capability at Davis-Desse Unit 1 While in Refueling Mode " 

No response required 

O'REILLY, J P Region 2. Atlanta, Office of the Director 60/05/03 

2pp 


B007020170 Forwards IE Info Notice 00-22. "Breakdowns In Contamlna tlon 
Control Programs " No written response required 

O'REILLY) J P Region 2. Atlant.i. Office of the Director 80/05/28 

ip 


8007020171 Forwards IE Info Notice 80-22, "Breakdouins In Contamination 
Control Progi ams " No written response required 

O'REILLY, J H Region 2, Atlanta, Office of the Director 00/05/20 

ip 


6007210471 Forwards IE Circular GO-13, "Grid Strap Damage in 
Westinghouse Fuel Assemblies " No written response required 
O'REILLY, J P Region 2, Atlanta. Office of the Director 80/05/38 
ip 


G007S90636 Forwards "Evacuation Time Estimates, " in response to NRC 
000708 request 

CREU8,E H South Carolina Electric l< Gas Co 00/07/24 ip 


00072104V2 Forwards IE Circular 00-13, "Grid Strap Damage in 
Uestinghouse Fuel Assemblies " No written response required 
D'REILLViJ P Region 2. Atlanta, Office of the Dlroetor 80/OS/2B 
ip 


—•8007290637 “Evacuation Time Estimates " Lex ington, Fairfl eld fc Newberry 
Counties, SC comments end 

• South Carolina Electric t< Qas Co 80/02/26 lOpp 


0 Adjudicatory correspondence 


8007310343 Forwards CommissloT) 600SS7 memorandum fa order containing 
decisions on UCB 700902 petition for reconsideration of 
760413 aiemorandum fa order, UCB 771104 petition sought action 
re flra protection for electrical cables 
EIOENHUT, D 0 Division of Licensing 80/06/29 B9pp 


M Antitrust correspondence 


6007010242 Forwards IE Info Notice 80-23, "Loss of Suction to Emergency 
Feedwater Pumps " No written response required 

O'REILLY, J P Region 2, Atlanta. Office oF the Director 00/09/29 
JP 


0007010240 Forwards IE Info Notice 80-23, "Loss of Suction to Emergency 
Feedwater Pumps " No written response required 

O'REILLY, d P Region 2, Atlanta. Office of the Director 80/05/29 
IP 


8007220017 Forwards IE Info Notice 00-26, "Evaluation of Contractor 
QA Programs " No written response required 

O'RCILLYid P Region 2, Atlanta, Office of the Director 00/06/10 
Ip 


6007020997 Hemorandum fa order setting forth facts re General Electric 
Power Cooperative petition for significant changes 
determination under Atomic Energy Act, Requests Atty General 
assistance for final determination. 

CHILK, B d Office of the Secretary of the Commission BO/06/30 
32pp 


0007220083 Forwards IE Info Notice 00-26, "Evaluation of Contractor 
OA Programs " No written response required 

O'REILLY, J P Region 2, Atlanta, Office of the Director 80/06/10 
2pp 


B007090223 Requests info to be provided within 10 days in response to 
Commission B00630 order, CLI-B0-S8 Request does not relieve 
recipient from compliance w/order, Response must include 
competitive status since Dec 1978 fa latest annual rept 
CHANANIA.F, D Antitrust Dt vie ion. 80/07/00 2pp 


0007160281 Forwards IE Info Notice 00-27, "Degradation of Reactor 
Coolant Pump Studs " No specific action or response 
required 

O'REILLY, J P Region 2, Atlanta, Office of the Director. 80/06/ti 
Ip 
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docketed items 


B007250378 Foi-uardi IE Info Notico 60-2D. "Prompt Reporting of Info In 
Accordance H/10CFR90 55<e) " No written response required 
O'REILLY, J P Region 3, Atlanta, Office of the Director BO/06/13 
2pp 


0007010499 Supplement 3 to Part 21 rept re failed thrust bearing. lAsp 
complete Crankshaft thrust bearings on luo diesel generators 
are free of reported potential defect 

MDRJARTViJ M Colt Industries, Inc , Fairbanks Mors# Engine Oiv, 
BO/06/26 Ip 


6007990360 Forwards IE Info Notice 
Accordance M/10CFR50 55<e) " No i 
O'REILLY, J P Region 2. Atlanta, 
2pp 

8007020741 Forwards IE Bulletin 60- 
Notification 3ys 1ENS> H/Loss of 
response required 
O'REILLY, J P Region 2, Atlanta, 
ip 

8007020748 Forwards IE Bulletin 00- 
Notifi cation Sgs <ENSI W/Loss of 
response required 
O'REILLY, O P Region 2, Atlanta, 
IP 


00-20, "Prompt Reporting of Info in 
iritten response reqoired 
Office of the Director BO/OA/13 


•19, "Possible Loss of Emergency 
Offsite Power Written 

Office of the Director 00/06/16 


■15, "Possible Loss of Emergency 
Offsite Power " Written 

Office of the Director 60/06/10 


0007010397 Deficiency rept re possible improper rocker arm praXuba pwap 
operation Pump could fail to start as result of hydraulic 
lock in cylinder Instituting further review of other 
installation electrical schematics b instruction manual* 

HORIARTY,J N Colt Industries, Inc • Fairbanks Horse Engine Dlv. 
60/06/27 2pp 


8007250499 Final deficiency rept re diesel generator preluba oil pMep 
continuous operation Pump controls will be revised to 
operate for short period of tine each day Length of tin* 
to be determined by mfg 

CREWS, E H South Caroline Electric !> Oas Co 60/07/21 4pp 
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F Security, medical, emergency (i fire protection plans 

8007020381 Forwards IE Circular 80-15, “Loss of Reactor Coolant Pump — 

Cooling b Natural Circulation Cooldown " No written response 

required 8007210429 Forwards physical security plan b proposed ehango* bo Tech 

O'REILLY, J P Region 2. Atlanta, Office of the Director 00/06/20 Specs Plan withheld (ref 10CFR2 790) 

ip 8HR1VER, D L Virginia, Univ of 8d/07/19 Spp 


I 


80070203S4 Forwards IE Circular 00-15, "Loss of Reactor Coolant Pump 
Cooling b Natural Circulation Cooldown “ No written response 
required 

O'REILLY, J P Region 2, Atlanta, Office of the Director 80/06/20 

»P 

0007160701 Forwards IE Circular 00-14, "Radioactive Contamination of 
Plant pemineraliied Water Sys b Resultant Internal 
Contamination of Personnel " No written response required 
O'REILLY. J P Region 2, Atlanta, Office of the Director 80/06/24 
>P 

6007160704 Forwards IE Circular 00-14, "Radioactive Contamination of 
Plant Demineraliied Water Sys b Resultant Internal 
Contamination of Personnel “ No written response required 
O'REILLY. J P Region 2, Atlanta, Office of the Director 00/06/24 
IP 

8007180256 Ack receipt of IE Insp Rept 50-395/80-14 No proprietary 
info 

JOHNSON, H C South Carolina Electric b Gas Co 60/06/24 Ip 


— 8007180265 Forwards IB Insp Rept 90-395/80-14 on 800913-16 No 
noncompl lance noted 

MURPHY, C E Region 2. Atlanta, Reactor Construction b Engineering 
Support Branch 80/06/04 2pp 


— 8007180275 IE Insp Rept 50-395/80-14 on 800913-16 No none omp 1 1 anc B 
noted Major areas Inspected instrumentation cables 
termination work b work activi ties, termination quality 
records, e 1 ac tr ica I components b sys quality records 
CONLON, T E Region 2, Atlanta, Reactor Construction b Engineering 
Support Dranch OIBBONB, T D . MERR IWEATHER, N Region 2, Atlanta, 
Office of the Director 80/06/04 6pp 


8007230219 Forwards IE Oulletin 80-16, "Potential Ml sapp It cati on of 
Rosemount Inc Models 1151 b 1192 Pressure Transmitters 
W/Either A or D Output Codes "' Written response required 
IE Circular 80-16 also end No written response required 
O'REILLY, J P Region 2, Atlanta, Office of the Director 60/06/27 
IP 


B007230217 Forwards IE Dulletin 80-16. "Potential Misapplication of 
Rosemount Inc Models 1151 b 1152 Pressure Transmitters 
U/Elther A or D Output Codes ’" Written response required 
IE Circular BO-16 also end No written response required 
O'REILLY, J P Region 2, Atlanta, Office of the Director 00/06/27 
IP 


lonse to IE Bulletin 60-05 Action Items 1 b 
D plant atmosphere or 
1 Ines 81 ze of vsnt 
iup 

r„ 0,1 ,,.7/02 2pp 


—8007210433 Tech Specs 3 3,4 1,4 2,4 8,6.2 b 6 3 re lafety Halt*, 
limiting conditions for operation b surveillance 
requirements 

* Virginia, Unlv of 80/07/15 9pp 


Q Inspection reports, IE Bulletins b correspondence 


8007170173 Forwards IE Circular 80-14, "Radioactive Contamination of 
Plant Demineralized Water Sys b Resultant Internal 
Contamination of Personnel " No written response required. 

O'REILLY, J P Region 2, Atlanta, Office of the Director S0/06/S4. 
Ip 
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A App 1 icat loii/cons true tlon stage document* b correspondence 


8007030196 Forwards organization charts for Ofe of Nuclear Reactor 
Regulation effective 800428 States means of appeal of staff 
position 

TEDESCO, R L Assistant Dlrsctor for Licensing 80/06/12. 2pp 


8007010002 Forwards drawings In response to Round One, Sot Eight, 
Questions 03t 104 b 031 lOS Control room panels revleion 
status sheet end 

RENBEROER.D L Washington Public Power Supply System 80/06/16. 
2PP 


—8007010004 "Radwaste b Control Bldg Elevations 901 Ft b 907 Ft.Llghting 
Plan " 

• Burns b Roe Co 79/12/11 Ip 


—8007010007 “Radwaste b Control Bldg Elevations SOI Ft b 507 Ft, Power 
Conduit b Tray Plan " 
e Burns b Roe Co 80/04/16 ip 


— 8007010018 "Raduaets b Control Bldg Elevations SOI Ft b SOT Ft, 
Instrumentation b Control Conduit b Tray Plan " Sheet 1 
» Burns b Roe Co 80/06/11, Ip 


— B00701002I "'Radwaste b Control Dldg Elevations SOi Ft b SOT Ft, 
Instrumentation b Control Conduit b Tray Plan " Sheet 2, 

• Burns b Roe Co 80/06/12 Ip 


— 8007010023 "Radwaste b Control Bldg Elevations SOI Ft b 507 Ft, 
Instrumentation b Control Conduit b Tray Plan " Sheet 3 
* Burns b Roe Co 80/04/16 Ip 


— 8007010032 "Radwaste b Control Bldg' El evat 1 ons 501 Ft b 307 Ft, 
Instrumentation b Control Conduit b Tray Plan " Sheet 4. 
a Burns b Roe Co 80/03/06 ip 


—8007010033 "Radwaste b Control Bldg Cable Tab les. Inetrumentatlon b 
Control Conduit b Tray " Sheet 1 
* Burns b Roe Co 80/03/06 Ip 


— 8007010038 "Radwaste b Control Bldg Cable Tabl es, Instrumentetion b 
Control Conduit b Tray " Sheet 2 
e Burns b Roe Co 79/12/06. ip 


I 
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—8007010041 "Radupasts Control Dldg Cfiblo Tablesi Instrumentation h 
Control Conduit b Tray '* Sheet a 
* Durno b Rod Co 80/03/24 Ip 


—0007010043 ’’Raduaste b Control Qldg Cable Tablesi Instrumentation b 
Control Conduit b Tray. ” Sheet 4 
a Burns b Roe Co 00/03/24 Ip 


-^6007010049 "Raduaste b Control Dldg Cable Tabl est Instrumentation b 
Control Conduit b Tray " Sheet 3 
a Burns b Roe Co 00/03/24 Ip 


- — 0007010032 *'Radwasts b Control Oldg cable Tables* Instrumentation b 
Control Conduit b Tray " Sheet 6 
» Burns b Roe Co 00/03/24 Ip 


— ^6007010034 "Radwaste b Control Bldg Cable Tables* Instrumentation b 
Control Conduit b Tray “ Sheet 7 
a Burns b Roa Co 00/03/12 ip 


— ’B0070100SB "Raduastc b Control Bldg Cable Tab 1 es* Instrumentation b 
Control Conduit b Tray *' Sheet 0 
• Burns b Roe Co 80/03/11 Ip 


— 8007010039 "Radwaste b Control Bldg Cable Tables* Instrumentation b 
Control Conduit b Tray. " Shoot 9 
» Burns b Roe Co 00/03/11. Ip 


— 8007010061 "rtaduasta b Control Bldg Cable Tables* Instrumentation b 
Control Conduit b Tray. " Sheet 10 
a Burns b Rob Co. 80/01/03 Ip 


— 6007010064 "Radwaste b Control Bldg Cable Tables* Instrumentation b 
Control Conduit b Tray " Sheet 11 
s Burns b Roe Co 80/03/24 Ip 


— 6007010069 "Raduasttt b Control Bldg Control Room b Remote Shutdown 
RooistArrapg aments, " Shset 1 
* Burns b Roe Co. 00/01/14 Ip 


— B007010073 "Radwaste b Control Room Arrangements Elevation 467 Ft 
Shoot 2. 

o Burns b Roe Co. 00/03/24 Ip 


— 6007010076 "fialanco of Plant Ramote Shutdown Board (DD-R5> " Sheet RSI 
of RS2 

o Burns b Roe Co 73/06/00 Ip 


•"■8007010003 "Balancs of Plant Ramote Shutdown Board (DD-R8) Lsgend " 
Shoot RB2 Of Ra2 

0 Mashlngton Public Power Supply system 79/06/20 Ip 


— 8007010090 "Engraving Romotc Shutdown VD 
* Oonoral Electric Co 75/06/30 Ip 


— 0007010092 "Cable Routing Code Diagram " 
* eonoral Electric Co. 79/07/30 if. 


—0007010093 “Engraving* Remote Shutdown VB “ 
o Oeneral Electric Co 73/03/12 ip 


— 0OO7O1OO9S "Remote Shutdown VB " 

0 Oonoral Electric Co 73/12/13 Ip 


8007030239 Notification of 800702 meeting w/DWR licensing review group 
In BDthesdaiHD to discuss consensus position on reactor 
«vc bldg open Issue 

MILSON.J. N Licensing Branch 1 80 / 06 /lB 9pp 


0007010297 Summary of B0O613 meeting w/utl 1 s. HHCi Inc. GE, Bechtel* SbW b 
Sargent b Lundy In Dethes4a*HD re consensus positions on 
reactor sve bldg b isolation cooling sys bldg open issues 
from La 8alle docket. Status repts end 

UtLSONi J N Assistant Director for Licensing 80/06/19 46pp 


6007230001 Forwards statamont of policy re roq.uirements to be met for 
current OL apfl Ications* a* derived from NUREO-0660 b found 
in NUREO-0694 

EISENHOTfD 0 Division of Licensing 60/06/26 2pp 


6007160311 Forwards comments re adequacy of site archaeological 
inveetlgatlons b Bonneville Power Administration survey b 
taitlng along Asche-Slott transmission route 
CORDON. 0 0 Interior. Dept of 80/07/03 3pp 


8007170339 Notification of B0070D meeting w/DUR licensing review group 
In Dethesda.MB to discuss consensus positions on Reactor Bys 
Branch open issues Meeting rescheduled for 000709 
UILSONiJ N Assistant Director fnr Licensing 80/07/03 Ip 


— 0007170347 Notification of 000722 meeting w/DWR licensing review group 
in Dethesda.MD to discuss THI issues required for OL 
issuance 

UILSDN.J N Assistant Director for Licensing S0/07/O3 !p 


— 8007170331 Notification of B00724 meeting w/BUR licensing review group 
in Dethesda.MD to introduce BRR licensing review group b 
present consensus positions for Power Sys Branch. Conta 1 nment 
Sys Branch b Equipment Oua 1 i f lea t i on Branch 

UILB0N..1 N Assistant Director for Licensing 80/07/03 9pp 


B007230621 Summary of 800612 meeting w/Mark II owners group In 
Dethesda.MD re lead plant closure b long-term program Mods 
should be made to generic lead plant condensatiO'n 
oscillation b chugging pool boiind.irU loads VIougraphs end 
ANDEReON. C 0 Generic Issues Branch 00/07/03 37pp 


B007130680 Requests meeting w/NRC to discuss containment hydrodynamic 
loads b chugging data becoming available from 4TCO tests 
RENBEROER.D L Uashington Public Power Supply System 80/07/10 

2pp 


80072S0391 Forwards ropts referenced in NRC S00602 Question 360 005 
RENDEROER* 0 L Uashington Puhlir Power Supply System 80/07/11 
3pp 


— B007230393 “Evaluation of Faulting in Warm Spring Canyon Area Southeast 
HA*" Dec 1979 Ovcrsl/e drawings end Prepared for HA Public 
Power Supply Sys 

FAROQQUt.S M Shannon b Hi Ison* Inc 79/12/31 2app 


— B0072S0396 “Geologic Reconnaissance of Uellula Gap* HA - Blue Kountalns 
- LaOrande* OR Region*" Dec 1979 Oversiie drawings b map 
end Prepared for HA Public Power Supply Gys 
KIENLE.C F . HAMILL.K L , CLAYTON* D N Shannon b Wilson* Inc 
79/12/31 91pp 


— S007230398 “Geologic Evaluation of Selected Faults b Lineaments* Pasco, b 
Halla Hallo Basins.UA*" Hay 1900 Oversiie drawings encl 
Prepared fur HA Public Power Supply Sys 

FARQOQUI.S M < THDMA5.R E Shannon b Hi Ison* Inc 00/03/31 4Spp. 


— B007250400 “Set smol og leal Review of 360716 Ml Iton-Freewater Earthquake 
Source Region." Jan 1930 Prepared for HA Public Power Supply 
Sys 

K Uoodward-Clyde Consultants* Inc BO/OI/31 64pp 


— 8007250402 "Recent Seismicity of Hanford Region*" Teh 19B0 Prepared for 
HA Public Power Supply Sys 

* Ueodward-Clyde Consultants* Inc 80/02/29 9Bpp 


— 8007250403 “Pal oomagneti sm b Age Dating." Jul 1970 Prepared for United 
Engineers b Construe tors* Inc 

* Hoodward-Cl yde Consultants* Inc 70/07/31 53pp 


B007310409 Responds to Round One Questions* Set 9* Questions 211 049 ~ 
311 106 

RENBEROER. D L Uiishington Public Power Supply System SO/07/li 
167pp 


9007210392 Ack receipt of NRC 800430 Itr approving request to 
discontinue certain aquatic monitoring b requesting copies 
of util submittals to State of HA re water quality NRC does 
not have authority to require water quality filings 
RENBEROER* D L Uashington Public Power Supply System 80/07/14 
3pp 


0007230133 Notification of 000725 meeting u/DHR - Licensing Review 
Group in Bethesda.MD to discuss concensus positions of 
BUR - Licensing Review Group un ICSB opeo issues 
HlLSONi J N Licensing Branch 1 80/07/16 lOpp 


8007310447 Confirms BOO7I0 telcon re adequacy of work control b 
QA sys of mechanical contractor Uright Schuchart.Harbo.ri 
Doecon* OERI Licensee stop work directive will remain in 
effect until NRC has examined re-evaluation 

ENGELKEN.R H Region 5. San Francisco. Office of the Director 
30/07/18 ip 
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I73I024J Foruards Commi asion 800527 memorandum order containing 
eci&tons on UCb 7Q0902 petitxun For recons j dor ation of 
'B0413 memorandum It order UCS 771104 petition sought action 
e fjj>e protection Ppi electriral cables 
IBENHUT. D O Division of Licensing aO/06/35 B9pp 


Inspection report8> IE Bulletins !t coi respondenc c 


17250354 Responds to IE OuIJetin BO-03, "Loss of Charcoal from Std 
gpe II.2-Infh Tiag Adsorber Cells '■ Visual insp of adsorber 
ells tube installed in control room emeigencg filter units 
ot possible since delivery has not been made 

EMOERGER, D L Washington Public Pcuuer Supply System D0/03^1S 

op 


7230003 Responds to IE Hullotln 00-02 Marvin Engineering Co did not 
tipply internal foeduiater spargers or thermal sleeves for 
cactor pressure vessel at Unit 2 

ENOERGER, 0 L Washington Public Pouer Supply System BO/04/aB 


7140097 Responds to S Heyers B00314 Itr to Renator Magnuson re 
Drnun allegations dealing u/OC Results of Investigation 
evieued ui/Oroun on 000227 Since each inspector may look at 
arious code aspects. findings nay differ 

TELLOi V Office of Inspection !< Enforcement, Office of the 
Iroctor 90/05/05 ip 


00714009H Responds to DOE 900122 memo to NRC re R Drown 790821 ft 0919 
Itrs alleging faulty 30 at site Reply wilt be made directly 
to Qrouin upon completion of investigation 

STELLO. V Office of Inspection f< enforcement. Office of the 
Director B0/O2/39 ip 


•107140102 Forutarrta response to R Droiun 790919 Itr alleging faulty 
QC at site Investigation determined one allegation having 
no safety slyiiif icance, was substantiated Dthcr allegation, 
having safety s i gnt f 1 c ance. par 1 1 al ly iiubstani a ted 
DIRCKB, U J Office of the Executive Director for Operations 
aO/04/25 Bpp 


/1405B7 Foruiards IE Dvlletin 60-13, "Cracking in Core Bpray 
largers " No wcitten response required 

ISELKCN, R E Region 5, 3an Francisco, Office of the Director 
VOS/ 12 Ip 


'220252 Foruords 1C Info Notice a0-2i, "Evaluation of Contractor 
Programs " No written response required 
IGELKEN, R H Region 9. Son Francisco, Office nf the Director 
■/Ob/iO Ip 


1404J4 Forwards IE Bulletin BO-14, "Degradation of BWR Scram 
scharge Vol Capability " No writteri response required 
GELHEN. R H Region 5, Ban Francisco, Office of the Diroelor 
>/0fa/12 Ip 


300S44 Reponds to IE Diilletln 00-05 re damage to chemical vol 
ntrol sija tatiis DtiUotln 1 nnp p 1 1 cob I e since fncllity Is 
B not PWR 

NOEROER, D L Uashlngton Public Power Supply ‘lystem 00/06/12 


290090 Foruards IE Info Notice 00—29, "Prompt Reporting of Info In 
cordance U/iOCFRSO trSCeJ " No written response required 
OELKEN.R H Region S, Ban Francisco, Office of the Director 
/OA/13 ip 


020466 Foruiarils IE Circular ElO-lS, "Loss of Reactor Coolant Pump 
illng fc Natural Cinulatinn Cooldnum " No written rasponse 
quired 

6ELKEN, n M Reg Inn 5, San Francisco, Office of the Director 

/06/20 1 p 


100299 Forwards IE Circular BO-14, "Radioactive Contamination of 
int Demincralitod Water Bya '< Resultant Internal 
itamination of Personnel " No written response required 
lELKCN, R H Region 5, San Francinco. Office of the Director 
06/24 Ip 


130401 Foruards I£ Dulletin BO— 16, "Potential Misapplication of 
,emaunt Inc Hnclels 1151 f< 115? Prossure Transmitters 
1 thor A or D Output Codes " Written response required 
Circular 60-16 also end No uxitton response required 
EUKEN, R H (legion S. Son Trane i sc o. Office of the Director, 
06/27 Ip 


800723061B Ac k receipt of B00305 U 0611 Itrs informing NRC of stops 
taken to correct violations noted in IE Investigation Rept 
80-397/ 79- to 

SPENCER, 6 S Region 4, Dallas, Reactor Construction 6 Engineering 
Support Branch BO/0//09 Ip 


— BOD7230623 Forwards revised response to violations noted In IE 
Investigation Rept 50-397/79-10 Transient analysis indicates 
mail adjacent to weld 6 under heating blanket were not 
excessively overheated 

RENBERQER. D L Washington Public Pouer Supply System 80/06/11 

2pp 


—0007230629 Forwards IE Investigation Rept 50-397/79-10 on 790317,0929- 
0601.11-14 4, 0910-14 & notice of violation 

SPENCER, 0 S Region 5> San Francisco, Reactor Construction b 
Engineering Supp ort Branch QO/01/21 2pp 


—0007230632 Notice of violation from Insp on 790517. 0529-0601, 1 1-14 t< 
0910-14 

* Region 5, San Francisco, Office of the Director BO/01/21 
3pp 


—0007230639 IE Investigation Rept 50-397/79-10 on 790317,0929-0601,11-14 
0910-14 Noncompliance noted failure to qualify post-weld 
peat treatment procedure Procedures for equipment operations 
not provided 

BISHOP, T H , HERNANDEZ. 0 Region 9. Ban Francisco, Office of the 
Director DODDB,R T Region 5, San Francisco, Reactor 
Construction b Engineering Support Branch BO/01/21 Bpp 


6007310171 Forwards status of flued head containment penetration welds 
in response to IE Dulletin BO-OS Work on flued heads covered 
by ASHE code Completed welds examined radiograph leal ly 
Defects re incomplete fusion b surface porosity repaired 
RENSEROER, D L Washington Public Power Supply System BO/07/10 
3pp 


0007310490 Answers notice of proposed imposition of civil penalties dtd 
000617 Majority of findings reflect deficiencies found by 
contractor, util b NRC Region 5 Enel Exhibit A details 
protests against imposition of certain proposed penalties 
STRAND, N 0 Washington Public Pouior Supply System BO/07/11 9Bpp 


6007310502 Provides response to notice of violation b request for add! 
Info Outlines short-term, intermodiate b continuing phases of 
evaluat ions Supporting documentation end 

STRAND, N 0 Washington Public Pouer Supply System 00/07/17 36pp 


S Reportable occurrences, LERs b related correspandonee 


8007290704 Interim deficiency rept re gaps b voids in sacrificial 
shield wall Corrective action plan described In 000620 Itr 
Implementation is pending NRC concurrence 

RENSEROER, D L Washington Public Power Supply System 80/07/23 

2pp 


U Congresslonal/Executl vs Correspondence 


8007210390 Discusses NRC 000617 issuance of Escalated Enforcement Act 
in form of penalty to util Interest expressed in correlation 
between schedulo delays b cost overruns in rest of industry 
b financial anangements similar to util 
WEAVER, J House of Pep BO/0//I4 3pp 


8007300367 Submits questions re unusual financing arrangement between 
util b Uonnsvilte Power Administration Related 
correspondence 

WEAVER,J House of Rop 00/07/14 2pp 


DOCKET SO-400 SHEARON HARRIS NUCLEAR POWER PLANT, UNIT I 


A Application/construction stage documents b correspondence 


8007020427 Forwards computer magnetic taps of onsLlo meteorological 
data supporting FSAR Submitted in format described in 
DB Vassatlo 790810 Itr Format description b tape dump of 
first 65 records end Tape available in Central Files only 
MCDUFFIE, M A Carolina Power b Light Co 80/06/26 I2pp 


B00717062B Forwards FSAR, Vo Is 1-20, amended 01. application b onviron 
repfc for OL stago OL application only end 
JONES, J A Carolina Pewor b Light Co 00/06/26 Spp 


■0007170639 Application for OL Annual financial rept b prospectus end 
*■ Carolina Power b Light Co 80/06/26 99pp 


DOCKETED ITEMS 


B007S30001 Foru«Td» of policg re requlrenieTits to be met Pot 

curront OL appll ea t ionti ae derived from NUREO-0660 It Pound 
in NUnEO-(W>94. 

ElSeWHUTi D 0 Oiviaion of Licensing BO/Ob/Sb Spp 


0007190939 Requests clarification of ANSI NAS 3 10 as invoked by Reg 
Ouide 1 74. as to yhethor or not certificates of conformance, 
certificates of compliance ti certified test repts mutt 
contain longhanct signature 

MCDUFFIE. M A Carolina Power St Light Co BO/07/09 ip 


B00732045A Forwards schedules of const milestones it activities as of 
S00630 Mllestona network schedule will be affected by 800610 
revieions In schedule Fuel loading for Units I It 2 will be 
delayed 1 yr S< Units 3 It 4 delayed 3 yrs 

MCBUFFIE.M A Carolina Power l< Light Co 00/07/11 13pp 


C. Utility Environmental Report {ERi. amends l< correspondence 


8007170652 Forwards F9AR. Vols 1-20. amended OL application 1. environ 
rept for OL stage Environ rept only end 
JDfCO. U A Carolina Power S< Light Co 00/06/26 3pp 


•0007170663 Environ rept for 
» Carolina Power S> Light 


facility. Uol 1 
Co 00/06/26 


390pp 


•0007170670 Environ rept for facility. Vol 3 

« Carolina Power 6 Light Co 00/06/26 3D0pp 


^-0007170606 Environ rept for 
• Carolina Power It Light 


facility. Uol 3 
Co. 00/06/26 


300pp 


r Security, medtcat. emergency U fire protection plans 


0007010392 Forwards industrial security safeguards contingency l< 
security personnel training l< qualification plans for 
ravlew Plans withhold (raf 10CFfl2 790) 

UONES. 0 A. Carolina Power 6 Light Co 00/06/26 2pp 


0 Adjudicatory correspondence 


0007310243 Forwards Commission 000827 memorandum I. order containing 
decisions on UC8 700902 petition for reconsideration of 
700413 memorandum «c order UCS 771104 petition sought action 
re fire protection for electrical cables 
EISEMIUT. DO Division of Licensing BO/06/25 89pp. 


H Oeneral correspondence 


0007020190 Responds to B00916 Itr re Kudiu Alliance concerns about 
ability of util to safely utiliie nuclear power NRC monitors 
Bhearon Harris const to assure conformance w/requlrements 
Levels of contamination from Urunswlek no threat to public 
OIRCKS.H J Office of the Esecutlve Director for Operations 
00/06/10 3pp 


*—0007020217 Requests response to end Kudju Alliance 800912 Itr 
commenting on ability of util to safely uttliJe nuclear 
pokier 

ANDREWS. I House of Rep 8O/0S/16 2pp 
K Utility Final Safety Analysis Report (F0AR) l< amends 


8007170366 Forwards FSAR.Vols 1-20. amended OL application l< environ 
rept for OL stage Only PSAR end 

JONES. J. A. Carolina Power li Light Co 80/06/26 3pp 


•0007170367 FSAR.Vols 1-20 

* Carolina Power J< Light Co 80/06/26 7000pp 


0007170372 Chapter 1 to Bhearon Harris 1.2. 3 8. 4 FSAR, "Introduction t< 
Oeneral Description of Plant " 
e Carolina Power li Light Co 00/06/26 SOOpp 


BOO717O970 Chapter 3 to Shearon Harris !. 2. 3 f< 4 FSAR. "RCS I. Connected 
Sys " 


» Carolina Power 6 

Light Co 

80/06/26 

!75pp 


8007170394 Chapter 6 ■ 

to Bhearon 1 

Harris 1,2 

. 3 I. 4 FSAR, 

“Eng ineared 

Safety Features " 





» Carolina Power l< 

Light Co 

60/06/26 

650pp 


8007170600 Chapter 7 

to Shearon 

Harr is J . 2 

3 h 4 FSAR. 


"Instrumentation L Controls " 




• Carolina Power !< 

Light Co 

80/06/26 

SOOp p 


0007170618 Chapter 0 

to Shearon 

Harr is 1,2 

1. 3 << 4 FSAR, 

"Electric 

Power " 





» Carolina Power l< 

Light Co 

00/06/26 

12Spp 


0007170627 Chapter 9 

to Sheai on 

Harr is 1.2 

'. 3 t< 4 FSAR, 

"Auslliary Sys " 

» Carolina Power I. 

Light Cn 

80/06/26 

700pp 


0007170643 Chapter 10 

to Sheoron 

Harris 1. 

2. 3 !< 4 FSAR. 

"Steam & Power 

Conversion Sys " 





* Carolina Power 1. 

Light Cr> 

80/06/26 

150pp 


8007170650 Chapter tl 

to Shearon 

Hams 1. 

2, 3 1, 4 FSAR. 

"Raduaste Mgt " 

# Carolina Power i< 

Light Cp 

80/06/26 

175pp 


0007170699 Chapter 12 

to Shearon 

Harris t. 

2, 3 h 4 FSAR. 

"Radiation 

Protection “ 





» Carolina Power it 

Light Co 

00/06/26 

200pp 


0007170661 Chapter 13 

tu Shearon 

Harris l. 

2. 3 1. 4 FSAR, 

"Conduct of 

Operations " 





• Carolina Power l< 

Light Co 

00/06/26 

290pp 


0007170672 Chapter 14 

to Shearon 

Harris 1, 

2, 3 t< 4 FSAR. 

"Initial Test 

Program " 





* Carolina Power l< 

Light Co 

60/06/26 

75pp 


0007170677 Chapter IS 

to Bhearon 

Harris 1. 

2, 3 6 4 FSAR. 

"Accident 

Analysis " 





• Carolina Power li 

Light Co 

00/06/26 

400pp 


0007170664 Ch.ip ter 16 

to Shearon 

Harris 1> 

2,3 t. 4 FSAR. 

"Tech Specs " 

* Carolina Power 1. 

Light Co 

60/06/26 

SOOpp 


0007170607 Chapter 17 

to Shearon 

Harris 1. 

2, 3 t< 4 FSAR. 

"QA " 

• Carolina Power I. 

Light Cn 

80/06/26 

37pp 



8007170690 App 1 to Shenron Harris 1.2,3 $< 4 FSAR. "TMl 
» Carolina Power t< Light Co 60/06/26 37pp 

Q Inspection reports. IE Bulletins !< correspondence 


0007240113 Forwards IE info Notice 00-30. "Loss of Decay Heat Removal 
Capability at Davls-Dosse Unit 1 Hhlle in Refueling Mode " 

No response required 

O'REILLY. J P Region 2. Atlanta. Office of the Director 60/09/00 
3pp 


6007210423 Forwards IE Circular 60-13. "Oriel Strap Damage in 
Uestinghouse Fuel Assemblies ” No written response i squired 
0 'REILLY. J P Region 2. Atlanta, Office of the Director 80/09/E8 
IP 


B0070I0179 Forwards IE Info Notice 90-23. "Loss of Suction to Emergency 
Feedwater Pumps ’* Mo written response required 

O'REILLY. J P Region 2. Atlanta. Office of the Director 60/09/29 

Ip 


6007220043 Forwards IE Info Notice 80-26. "Evaluation oP Contractor 
OA Programs " No written response requirod 

O'REILLY. O P Renmn 2. Atlanta. Office of the Director 60/06/10 
2pp 


0007170377 Chapter 2 to Bhearon Harris 1.2. 3 li 4 FSAR. "Site 
Characteristics " 

* Carolina Power & Light Co 80/06/26 700pp 


0007170941 Chapter 3 to Bhearon Horris 1.2.3 l< 4 FSAR. "Design of 
Btructuresi Components. Equipment It 0ys ” 

# Carolina Power It Light Co 80/06/26 700pp 


0007170972 Chapter 4 to Shearon Harris 1.2.3 fc 4 FSAR. "Reactor " 
e Carolina Power »i Light Co 00/06/26 200pp 


6007160223 Forwards IE Info Notice 80-27. "Degradation of Reactor 
Coolant Pump Studo '* No specific action or response 

required ' 
O'REILLY. J P Region 2, Atlanta. Office of the Director 60/06/11 I 
Ip I 


8007250339 Forwards IE Info Notice 00-28, "Prompt Reporting of Info In 
Accordance W/10CFR50 S9(e) " No written response required 
O'REILLY. J P Region 2. Atlanta. Office of the Director 80/06/13 ' 

2pp 


50 


DOCKETED ITEMS 


iK17IOOa97 Ack receipt op JE 

5O-40a/'R0-n l< 5O--1O3/B0-1 
Info 


Jnsp Hepls 50-400/QO-1D, 90-401/80-11. 
oil 000S13-16 fJo pr opr i e tciri; 


HOWE. P H Carplina Pouer ^ Light Cu BO/Ot/16 Ip 


8007100301 Foruarifa IE Insp Ropts 50-400/80-13, SO-JJOl/aO-l 1 j 
S 0-40a/no-ll l, 50 - 403 /aO-lt on B00513-16 & net lee of 
vlDlabion 

MUDPtIV, C E Region a, Atlanto, Reoctor Construction & Engineering 
Support Branch BO/Oii/05 3 pp 


0007100303 Notice of violation from Inip on 800513-lfi 

• Region 3. Chicago, QPfico of the Director B0/0f./0S Ip 


S Reportable occurrencbs. LERe & related corrcepondence 


8007000349 Foruiards final deficieneg rept re omission of addl 
reinforcing steel in Unit 1 containment bldg exterior wall 
adjacent to const opening for equipment hatch 
CHIANOI.N J Carolina Power Light Co, 80/06/30 Ip 


— 8007000237 Final deflclcncg rept re omission of addl reinforcing oteel 
in Unit 1 containment bldg exterior wall adjacent to const 
opening for equipment hatch Design review fc mod to steel 
completod Craft work t< insp procedures revised 
* Carolina Power lb Light Co 80/06/24 3pp 


8007100313 IE Insp Repts 30-400/00-13, 90-401 /aO” 1 1. 50-4O2/B0-1 1 & 
30-403/00-11 on 800513—16 None emp 1 lance noted tack welds 
deposited over heavy rust 

IfEnUt, A R Region 2, Atlanta, Reactor Construction t< Engineering 
Support Branch KLeiflBORGE. W P Region 3. Atlanta, Office of the 
Directar 00/06/03 9pp 


107020440 Forwards IE Circular BO-15, "Lobs of Reactor Coolant Pump 
Cooling f. Natural Circulation Cooldown “ No written response 
required 

O'REILLV, J P Region 2 , Atlanta, Office of tho Director 80 / 06/20 
IP 


8007160377 Interim deficiency rept re significant failure of raactor 
protection sys following main feedline break Hestlnghouse 
bas indicated corrective action cannot be completed before 
Dec 1901 Final rept will be issued upon coispletion 
CHIANOI,N J Carolina Power 6 Light Co 80/07/08, ip 


8007230247 Part 21 rept re lack of stud base qualification for angle 
arc Shield Evaluation will be completed by BOlOOl 
CHIANOI.N J Carolina Power (< Light Co 80/07/11 Spp 


9 Operator Examinations 


07100412 Act receipt of 800603 Itr informing NHC of steps taken to 
correct violation noted in IE Insp Repts 50-400/B0-1 1. 
S0-401/B0-O8, 30-403/90-00 8« 90-403/80-08 

MUHPliy, c E Region 2, Atlanta, Reactor Construction !i Engineering 
Support Branch 00/06/23 Ip 


8007180428 Requests review & concurrence w/8tnior Reactor QpepAtor 
Certification program 6 retraining program per HR Denton 
B00328 Itr Cortif Ication program effective 000630 Retraining 
effective in 1901 Description of both programs end 
COLLINO.O n Carolina Power & Light Co 60/06/23 9pp 


8007100410 Responds to HRC 000513 Itr re violation noted in IE Insp 
Repto SO-40O/CO- II, 50-40 l/BO-08, 50-402/BO-Oa 8. 30-403/80-08 
Corroctlvo actions investigation held of collected test 
data re btickfill motl affecting Cotogory 1 piping 
HOVIE,l> U Carolina Power 6 Light Co 80/06/03 3pp 


1007100422 Act receipt of IE Insp Repts 50-400/00-11,50-401/00-08, 
30-403/00-00 & 30-403/80-00 on 800422-24 No proprietary 
info 

none, P U Corel ina Power 6 Light Co 80/05/22 ip. 


DOCKET S0-4O1 8HEAR0N HARRIS NUCLEAR POUER PLANT, UNIT 2 


A Appl Icatlon/construct ion stage docunente l< correspondence 


S007D20427 Forwards computer magnetic tape of onsite meteorological 
data supporting F8AR Submitted in format described in 
OB Vassatlo 790810 Itr. Format description ti tape dump of 
first 69 records end Tape available In Central Files only 
MCDUFFIE, M A Carolina Powor 6 Light Co 80/06/26 12pp 


8007100420 Forwards IE Insp Ropts 30-400/80-11,30-401/80-00, 
90-403/00-00 *< 50-403/80-08 on 800423-34 k, notlco of 
vlolatlpn 

HURPiiy, C E Region 2, Atlanta, Rooc tor Construction 6 Enginoering 
Oupport Branch 00/09/13 3pp 


3007100430 Notice of violation from insp on 000422-24 

* Region 2, Atlanta, Office of the Director 80/03/12 Ip 


1007100439 IE Insp Repts 90-4OO/B0-H . 30-401 /BO- 08, 90-402/80-08 fc 
50-403/00-08 on 000422-24 Noncompliance noted failure to 
consider effect of backfill settlement analysis of Category 
1 piping 

CONLON, T F Rogi on 2. Atlanta, Reactor Construction k Engineering 
Support Branch LENAHAN, J \t Region 2, Atlanta, Office of the 
Director 00/09/12 App 


7160000 Fiirwards IE Circular 80-14, “Radioactive Contamination of 
Iflnt Dcminoriil 1 led Hator Hys & Resultant internal 
alitaminatlon of Personnel “ No written response required 
'REILLV.J P Poglon S. Atlanta, Office of the Director 80/06/24 
0 


7230220 Forwords IE Bulletin 00 - 16 . “potential Misapplication of 
Dsenount Inc llodols 113) 6 1132 Pressure Transmitters 
/Either A or D Output Code® “ Written response- req-uived 
E Circular 00-16 also end No -written response required 
'REILLV.O P Healoo 2* Atlanta, Dfftee of the Director 80/06/27 


7220210 Rffponils to IE Dullotin BO-OB Revioui of containment liner 

one trfitiun wold deoigno verified by applicable drawings. 

aids not complete ao plant to undor const 

CnUFFlE.M A (.oroiina Power & light Co 80/07/02 2pp 


Periodic oporotlng reports << related 


cnrreEpondonc e 


728080/ Forwards "Oiiartorly Data Ropt.ahearon Harris Nuclear Power 
lant Noni taring Program, Api -June, 1960-'' 

CDUFFIEiH A Carolina Power fi Light Co 00/07/21 tp 


8007170628 Forwards F9AR, Volf 1-20, amended DL application *i environ 
rept for OL stage OL application only end 
JONES, J A Carolina power t< Light Co 80/06/26 Spp 


— 8007170639 Application for DL Annual financial rept E prospectus encl, 
* Carolina Power t. Light Co 80/06/26 99pp 


8007230001 Forwards Statement of policy re requirements to be Met for 
current OL appl Icatlons.as derived from NUnE0-O66O ti found 
in NUHeO-0694 

EISENHUT, D 0 Division of Licensing 80/06/26 2pp 


B007190935 Requests clarification of ANSI N49 2 10 as invoked by Rag 
fiuide 1 74, as to whether or hot certificates of conforioance, 
certificates of compliance fc certified test repts must 
contain longhand signature 

MCDUFFIE, M A Carolina Power ti Light Co 80/07/09 Ip 


8007220496 Forwards schedules of const milestones t< activities as of 
800630 Milestone network schedule will be affected by 800616 
revisions in schedule Fuel loading for Units t L 2 will be 
delayed I yr t< Units 3 tc 4 delayed 3 yrs 

MCDUFFIE, M A Carolina Power Si Light Co 80/07/11 13pp 


C Utility Environmental Report <ER), amends & correspondence 


8007170632 Forwards FSAR,Vols 1—20, amended OL application L environ 
rept for OL stage Environ rept only end 
JONES. J A Carolina power U Light Co 80/06/26 Spp 


— B00717O663 Environ rept for 
a Carolina Power u Light 


— 8007170670 Environ rept for 
«- Carolina Power 6 Light 


— B00717O6B6 Environ rept for 
a Carolina Power (< Light 


facility, Vol 1 


Co 80/06/26 

390pp 

facility, Vol 2 


Co 80/06/26 

300pp 

facility, Vol 3 


Co 80/06/26 

aoopp 


007280513 "Ouarterl!! Data Rept.aboaron Hams Muclear Power Plant 
Hon it HI' ins Program. Apr- Jun-o 1980 " 

» Caroline Power A Light Co 80/07/31 Ip 



DOCKETED ITEMS 


Saeurityt aedicali amargency b fire protection plans 


6007010393 Foruardi Induttrlal security safeguards contingency b 
Bccority personnel training b qualification plans for 
ravleu Plana withheld <r»f 10CFR2 790> 

0DNC8< J A Carolina Power b Light Co 80/06/Sdi Spp 


0 Adjudicatory correspondence 


8007310343 Poruards Comnlatlan B009S7 montorandum b ardor containing 
doclilons on UCB 780302 petition for rsconsiderntion of 
780413 nemorandua b order UCB 771104 petition sought action 
ro fire protection for electrical cables 
ElBEMlUT. D 0 Division of Licensing B0/O6/2S e9pp 


H Oeneral correepondencc 


8007020198 Responds to BOOS1& Itr re Kudiu Alliance concerns about 
ability of util to safely utiliie nuclear pouer NRC monitors 
Bhearon Harris const to assure conformance w/requirements 
Levels of contamination from Brunswick no threat to public 
OIRCKOiU J Office of the Eiecutive Director for □perations 
8O706/IS Spp 


■8007030217 Requests response to end Kudiu Alliance BOOS13 Itr 
conaentlng on ability of util to safely utiliie nuclear 
power 

ANDREUS. I House of Rep 80/05/16 Spp 


K. Utility Final Safety Analysis Report <PSAR) b amends 


6007170366 Forwards PSARiVols l-20i amended OL appliration b environ 
rapt for OL stogo Only F6AR end 

JONESi J A Carolina Power b Light Cr 80/06/S6 Spp 


— 8007 170367 FOAR. Vo la 1-20 

a Carolina Power b Light Co 00/06/86 7800pp 


8007170372 Chapter 1 to Bhoaron Morris 1.2<3 & 4 FBARi "Introduction b 
Oonarol Description of Plant " 

« Carolina Power b Light Co 80/06/26 SOOpp 


8007170377 Chapter 2 to Bhearon Harris li2.3 b 4 FBAR. "Site 
Character istlcs " 

• Carolina Power b Light Co 80/06/26 700pp 


8007170341 Chapter 3 to Bhearon Harris i < 2i 3 b 4 FSARi "Design of 
Birueturesi Conponentsi Equipment b Bys " 
a_ Carolina Power b Light Co 80/06/26 700pp 


8007170972 Chapter 4 to Bhearon Harris l»2i3 b 4 FBARi "Reactor 
0 Carolina Power b Light Co 00/06/26 200pp 


B0O717097B Chapter 3 to Bhearon Harris 1>2<3 b 4 FBARj "RfS b Connected 
Sya • 

* Carolina Power b Light Co 80/06/26 175pp 


8007170394 Chapter 6 to Bhearon Harris i . 8 j 3 b 4 FSAR. "Engineered 
Safety Featui es " 

a Carolina Petjer b Light Co 00/06/26 6S0pp 


8007170600 Chapter 7 to Bhearon Harris t,2<3 b 4 F9AR, 
" Jnstruaentation b Controls " 

• Carolina Power b Light Co 80/06/26 SOOpp 


8007170613 Chapter B to Bhearon Harris 1.2,3 b 4 FSAR, "Electric 

Power. " 

• Carolina Power b Light Co 80/06/26 12Spp 


8007170627 Chapter 9 to Bhearon Harris 1,3,3 b 4 F8AR, "Auxtljary By* 
• Carolina Power b Light Co 80/06/26 700pp 


8007170643 Chapter 10 to Bhearon Harris 1,2,3 b 4 FSAR, "Steam b Power 
Conversion Bys " 

» Carolina Power b Light Co 80/06/86 ISOpp 


8007170630 Chapter 11 to Bhearon Harris 1,2,3 b 4 FBAR, "Radwaste Mgt 
• Carolina Power b Light Co 80/06/86 173pp 


6007170699 Chapter 12 to Bhearon Harris 1,2,3 b 4 FSAR, "Radiatlan 
Protection, " 

* Carolina Power b Light Co 80/06/26 200pp 


8007170661 Chaptei 13 to Bhearon Hama 1.2,3 b 4 FSAH. "ConPuct of 
□perations " 

* Carolina Power b Light Co 80/06/26 250pp 


8007170672 Chapter 14 In Bhearon Hams 1.2,3 !< 4 TSAR, "Initial Test 
Program " 

» Carolina Power b Light Co BO/06/26 75pp 


8007170677 Chapter 11 to Bhearon Harris 1.2.3 b 4 FSAR, "Accident 
Ana lysis " 

a Carolina Power b Light Co 80/06/26 400pp 


80071706B4 Chapter 16 to Bhearon Hams 1,2,3 b 4 FSAR. "Tech Specs 
» Carolina Power b Light Co B0/O6/SA SOOpp 


8007170687 Chapter 17 to Bhearon Harris 1.2.3 b 4 FSAR, "QA 
s Carolina Power b Light Co 80/06/26 37pp 


B007170690 App i to Stiearon Harris 1,2,3 b 4 FSAR, “THI 
« Carolina Power b Light Co 80/06/36 37pp 


0 Inspection reports, IE Bulletins & c orrespandeitcc 


B007240113 Forwards IE Info Notice BO-20, "Loss of Decay Heat Removal 
Capability at Davls-Bosse Unit 1 Mhile in Refueling Hade " 

Ho response required 

O'REILLY, J P Region 2, Atlanta, Office of the Director B0/09/OB 

app 


8007210482 Forwards IE Circular B0-13i "Orld Btrap Damage In 
Mestinghouse Fuel Assemblies " No written response required, 
O'REILLY. J P Region 2, Atlanta, Office of the Diroctor R0/09/2e 
ip 


Q007010I79 Forwards IE Info Notice 80-23, "Loss nf Suction to Emergoo. 
Foedwater Pumps " No written response loqutred 

O'REILLY. JF Region 2, Atlanta. Dffieo of tho Director 60/09/29 
IP 


8007220043 Forwards IE Info Notice 80-26, "Evaluation of Contractor 
OA Programs " No written response required 

O'REILLY. J P Region 2, Atlanta, Office of the Diroctor 00/06/10 

2pp 


B007160383 Forwards IE Info Notice 80-27, "Degradation of lloactor 
Coolant Pomp Studs," No specific action or response 
required 

0 'REILLY. J P Region 2. Atlanta. Office of the Director 60/06/11 
ip 


8007290339 Forwards IE Info Notice flO-8B, "Prampt Reporting of Info { 
Accordance W/i0CFR90 09(el " Mo written responso required 
O'REILLY. J P Region 2, Atlanta. Off ice of the Director 80/06/13 
Spp 


0007100297 Act receipt of IE Inap llepts 90-400/80-13.90-401/80-11. 
SD-402/BO— 11 b 90-403/80-11 on B00513-16 Np proprietary 
info 

HONEiP H Carolina Pauier b Light Co BO/06/16 ip 


— H007100301 Forwards IE Insp Repts 50-400/80-13.50-401/60-11, 
90-402/aO-IJ b 50-403/B0-11 on 600313-16 b notice of 
violation 

MURPHY, C E Region 2, Atlanta. Reactor Construction b Englneerln 
Support Draneh BO/06/01 2pp 


— 6007100309 Notice of violation from insp on &009i3-16 

» Region 3. Chicago. Office of the Director BO/06/03 ip 


— D007100313 IE Insp Repts 90-400/60-1'!. 90-401 /BO- 1 1 , 90-402/80-1 1 b 
90-403/80-11 on 000313-16 Nonenmp 1 lance noted tack welds 
deposited over heavy rust 

HERDT, A R Region 2, Atlanta. Reactor Construction b Engineering 
Support Draneh KLEIN8OR0E, W P Region 2. Atlanta. Office of th 
Director 60/06/09 9pp 

I 

B007020440 Forwards IE Circular 00-13. "Loss of Reactoi Coolant Pump, 
Cooling b Natural Circulation Cooldown " No uirltisri response 
required 

O'REILLY. J P Region 2, Atlanta. Office of tho Director 0O/O6/2I& 

Ip 


6007100412 Ac k receipt of B0060S Itr Informing NRC of steps taken to 
correct violation noted In IE Insp Repts SO-dOO/eO— U* 
30-401/80-08. 50-402/80-00 b 50-40.1/60-00 

MURPHY. C E Region 2, Atlanta. Reactor Construction b Engineering 
Support Branch 60/06/23 1 p 


I 


32 


DOCKETED ITEMS 


—8007100416 Responds to MF1C 800SI3 1 tr re violation noted in IE Insp 
Repts SO-400/aO-ll, 50-401/60-00. 50-402/00-08 I. 50-403/B0-O8 
Corrective actions i nve s t t go t i on held of collected test 
data re backfill niatl affecting Categorg 1 piping 
HOUE.P U Carolina Pouer L Light Co eO/Od>/OS 3pp 


-800710048S Ack receipt of IE Imp Rcpts 50-400/80-1 1 , 50-401/BO-OBr 
50-402/80-08 *• 50-403/80-08 on 800422-24 No proprietary 
info 

HOUE.P U Carolina Pouer b Light Co BO/OS/32 Ip 


-0007100428 Foruards IE Insp Repts 30-400/00-11,50-401/80-08. 
50-402/60-00 I. 50-403/80-08 on BQ0422-24 t< notice of 
violation 

HURPHVtC E Region 2. Atlanta. Reactor Construction t< Engineering 
Support Dranch 00/05/13 2pp 


-B007100430 Notice of violation from insp on 800422-24 

« Region Sr Atlanta. Office of the Director BO/OS/J2 Ip 


-0007100435 IE Intp Repts 50-400/60-11.50-401/60-08.50-402/80-08 b 
50-403/B0-0B on 000422-24 Nont omp I j anc e noted failure to 
consider effect of backfill settlement analysis of Category 
I piping 

CONLON^T E Region 2. Atlanta. Reactor Construction & Engineering 
Support Branch LENAHAN, 0 J Region 2. Atlanta. Office of the 
Director 80/05/12 6pp 


007160800 Feruards IE Circular 60-14. "Radioactive Contamination df 
Plant Oemineral li cd Watei Sg s f< Resultant Intornal 
Contamination uf Personnel Nu uritten response required 
O'REILLY, J P Roginn 2. Atlanta* Office of the Director 00/06/24 
IP 


JO733022O FoTwards IE Bulletin 80-16. "Potential Ki sapp li cat! on of 
RoseniDunt Inc Models 1151 (< 1152 Pressure Transmitters 
U/Either A or D Output Codes " Written response required 
IE Circular 00-16 also encl No uiritten response required 
O'REILLY, J P Region 2. Atlanta, Office of the Director 00/06/27 
Ip 


I0722D210 Responds to IE Bulletin 80-08 Revicu of containment liner 
penetratiun lueld designs verified by applicable drauitigs 
fields not cnmplete as plant is under const 
MCDUFFIE, M A Carolina Pcnuor f< Light Co 80/07/02 2pp 


Periodii operating reports & related correspondence 


107280507 Foruards “Quarterly Data Ropt, Shearon Harris Nuclear Power 
Plant Monitoring Program. Apr-Uiine. t9'0O'' 

MCDUFFIE, M A Carolina Pouer U Light Co BO/07/21 Ip 


Q0072B0513 "Ouarterly Data Rept.Shearon Harris Nuclear Power Plant 
Monitoring Program, Apr-June 1960 " 

* Carolina Power 6 Light Co 60/07/21 Ip 


Reportable occurrences, LERs f< related coi respopdence 


>07160377 Interim dcfliloncy rept re significant failure of reactor 
protection sys following main feed! me break Nest inghouse 
has Indicated corrective action rannot be completed before 
Dec 1901 Final rept uill be issued upon completion 
CHIANflI.N J Carolina Pouer & Light Co 00/07/06 Ip 


107230247 Part 21 rept m lack of stud base qualification for angle 
arc shield Evaluation will be lompleted by 001001 
CMIANOI. N J Carolina Power f. Light Co 60/07/11 2pp 


Operator Examinations 


>07160426 Requests review I. concurronce w/Benlor Reactor Operator 
Certification program h retraining program per HR Denton 
600320 Itr Certl f 1 cat 1 an program effective B00630 Retraining 
effective in 1981 Description of both programs end 
COLLINS, JM Carotino Pouer 1, Light Co 80/06/33 5pp 


ICKET 50-402 SHEAR ON HARRIS NUCLEAR POWER PLANT, UNIT 3 


App 1 1 cat i on/construct 1 on etagr ilucuments & correspondence 


07020437 Forwards computer magnetic tape uf onsite meteorological 
data supporting FSAR Submitted in format described in 
DD Vassatlo 790810 Itr Format description ti tape dump of 
first 63 records end Tape available in Central Files only 
MCDUFFIE, M A Carolina Pouoi !» Light Co 00/06/26 I2pp 


8007170628 Forwards FSAR.Vols 1 - 20 , amend e d OL application St environ 
rept for OL stage OL application only end 
JONES, J A Carolina Power U Light Co 80/06/26 3pp 


—0007170639 Applicotion for OL Annual financial rept St proepectus end. 
• Carolina Power St Light Co 80/06/26 99pp 


8007230001 Foruards statement of policy re requirements to be met for 
current OL app 1 icat ions, as derived from NUREO-0660 St found 
in NUnC8-0694 

EIBENHUT.D 0 Division of Licensing 00/06/26 2pp 


8007150S35 Requests clarification of ANSI N43 2 10 as invokod by Reg 
Ouide 1 74. as to whether or not certificates of conformance, 
certificates of compliance Sr certified test repts must 
contain longhand signature 

MCDUFFIE, M A Carolina Power St Light Co 80/07/09 Ip 


8007 220456 Forwards schedules of const milestones ft activities as of 
800630 Milestone network schedule will be affected by 600610 
revisions in schedule Fuel loading for Units 1 S, 2 will be 
delayed 1 yr S. Units 3 Si 4 delayed 3 >yrs 

MCDUFFIE, H A Carolina Power S< Light Co 60/07/11 13pp 


C Utility Environmental Report (6R)< amends 6 correspondence 


B007170652 Forwards FSAR.Uols l-20.amanded OL application 6 environ 
rept for OL stage Environ rept only end 
JONES, d A Carolina Power S< Light Co 60/06/26 3pp 


— 8007170663 Environ rept for fodllty.Vol 1 

* Carolina Power S< Light Co 00/06/26 SSOpp 


— 8007170670 Environ rept for facility, Vol 2 

*■ Carolina Power S. Light Co 00/06/26 300pp 


— 0007170686 Environ rept for facility. Vol 3 

Carolina Pouei L Liglit Co 00/06/26 300pp 

F Security, medical, emergency Si fire protection plans 


8007010352 Forwards industrial security safeguards contingency 6 
security personnel training S< qualification plans for 
review Plans withhold <ref 10CFR2 790> 

JONES, J A Carolina Power S< Light Co 80/06/26 2pp 


0 Ad J udicatory correspondence 


8007310243 Forwards Commission 800527 memorandum 8< order containiny 
decisions on UCS 780502 petition for reconsideration of 
760413 memorandum b order UCS 771104 petition sought action 
re fire protection for electrical cables 
EISENHUT.D 0 Divisinn of Licensing 00/06/25 B9pp 


H Oenoral correspondence 


0007020190 Responds to 000516 Itr ro Kudiu Altiance concerns about 
ability of util to safely uliliie nuclear pouer NRC monitors 
Bhearon Harris const to assure conformance u/reqolrements 
Levels of contamination from Brunswick no threat to public, 
DIRCKS.U J Office of the Executive Director for Operations 
80/06/lB 2pp 


— 8007020217 Requests response to end Kudiu Alliance B00Si2 Itr 
commenting on ability of util to sifely utlltie nuclear 
power 

ANDRENS, I House of Rep BO/05/16 2pp 


K Utility Final Safety Analysis Report (FSAR) L amends 


0007170366 Forwards FEAR, Vole 1-20, amended GL application 6 environ 
rept for OL stage Only FSAR end 

JONESiJ A Carolina Power & Light Co 00/06/26 3pp 


—8007170367 FBAH.VolS 1-20 

« Carolina Power 1< Light Co 00/06/26 70OOpp 


8007170372 Chapter 1 to Shearon Hairis 1,2,3 L 4 FSAR, “Introduction 6 
Oencral Description of Plant " 
s Carolina Power t« Light Co 80/06/S6 SOOpp 


B007170377 Chapter 2 to Shearon Harris 1,2,3 !i 4 FSAR. “Site 
Cborac teristic 5 " 

« Carolina Power it Light Co 00/06/26 700pp 


DOCKETED ITEMS 
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tt86Tt7094I Chapter 3 to Shearon Harris l.2<3 h 4 F9AR< "Design oP 
Structures! Conponentst Equipment (> Sys " 

• Carolina Pomar ii Light Co Q0/06/2i 700pp 


B007170S72 Chapter 4 to Shearon Harris lia<3 1( 4 FSrtRi ''Reactor '' 
a Carolina Power fc Light Co 80/06/86 200pp 


BOO717O370 Chapter S to Shearon Harris 1,2(3 & 4 FSAfi, "RCS it Connected 

8 ye “ 

• Carolina Power it Light Co 80/06/26 I75pp 


8007170894 Chapter 6 to Shearon Harris 1,2,3 «, 4 FSAR, "Engineered 

Safety Features " 

• Carolina Power tt Light Co 80/06/86 690pp 


0007170600 Chapter 7 to Shearon Harris 1,2, 3 (< 4 FSAR, 
"Instrumentation & Controls *' 

e Carolina Power ti Light Co 60/06/26 SOOpp 


8007170619 Chapter 8 to Shearon Harris 1,2, 3 fa 4 FSAR, "Electric 

Power " 

a Carolina Power & Light Co 80/06/26 129pp 


8007170627 Chapter 9 to Shearon Harris 1,2,3 fa 4 FSAR, "Auniliary Sys " 
a Carolina Power fa Light Co BO/06/26 700pp 


8007170643 Chapter 10 to Shearon Harris 1.2, 3 fa 4 FSAR. "Steam fa Power 
Conversion Sys " 

e Carolina Power fa Light Co 80/06/26 190pp 


B007170690 Chapter 11 to Shearon Harris 1,2,3 fa 4 FSAR. "Saduaste Hgt " 
• Carolina Power fa Light Co 80/06/26 179pp 


8007170695 Chapter 12 to Shearon Harris 1,2,3 fa 4'F8AR. "Radiation 
Protection " 

e Caroline Power fa Light Co BO/ 06/26 200pp 


8007170661 Chepter 13 to Shearon Harris 1. 2, 3 fa 4 FSAR. "Conduct of 
Operations " 

* Carolina Power fa Light Co 80/06/26 290pp 


8007160223 Forwards IE Info Notn-o HO-27. " [lijgr a il a 1 1 nn of Rone toi 

Coolant Pump Studs " No sppetfic oc 1 1 nn ni renpurisD 

□ 'REILLY, J P Region 3, Atlanta. Qffxc of the Dll oo tiiT flO/OA/H 

Ip 

8007290339 Foiwards IE Info /lolifo aO-2Ui "Prompt Roporting <if InPn in 
Accordance W/10CFR90 99(oi " No wrlttuTi respniicp rOHuHed 

□ 'REILLY, J P Region 2. Atlantn, Clffiro of the tin octiir OO/tMi/l.l 

app 


8007100297 Ac It receipt of IE Inn|i Repls DO 400 / 00 “ 1 J' '10-40 1 /UO- 1 I , 
90-402/00-11 fa 90-403/80-11 on (lOOSlJ-16 Nil p r opt i fl t nry 
info 

HOWE, P W Carolina Power fa Li||ht Cii nO/Ofi/lfa I fi 

— 8007100301 Forwardt; IP Insp Hepta 50 - 400 / 80 - 1 .1, 50- 4<1 1 /fiO -I I. 
90-402/00-11 fa 50-403/80-11 on LK)05ri-16 fa no tint of 
Violation 

MURPHY, C t Region 2, Atlanta, Heoctor < oiia true 1 1 on fa ting 1 iteur iny 
Support Dranch GO/OA/OI 2pp 

—0007100309 Notice of violation from mop tin B()05KI-I6 

* Region 3, Chit<iB<i, Office of the Dlrectcir 00/06/09 Ip 


—6007100313 IE Inap Repts 50 - 40 t'/R 0- 1 I. 50 -401/llO-J 1. 50-402/(50 11 fa 
50-403/00-11 on 800513-16 Noncomp 1 1 nnce noliid talk welde 
deposited over h eavy rust 

HERDT, A R Region S, Atlont.-i. Ro.tc tor Cnniitruc tion fnolnoeftng 
Support Dranch KLE INSOROE. W P Roglon IS. Atlanta, tlfflco nf the 
Director BO/06/09 9pp 


8007020440 Forwards IE firetil.tr 110-15. "Loao of Reactor (oolont Pump 
Cooling fa Natural Circulation Cuoldown " No written respoiino 
required 

□ 'REILLY, J P Region 2, Atlurita- riff k e of the Dliectnr ll{)/06/S>0 
Ip 


B007100412 Ack receipt of 000609 Itr informing NItr of stopn tnkeiv tn 
correct violation noted in IE Inop Reptc 30-400/(10- 1 1 , 

90-401/00-0(1, 90-402/00-00 fa S0-4O3/1IO-OH 

MURPHY. C E Region 2, Atlanta. Reactor Cnnstructlon fa Englneerlna 
Support Dranch 80/06/215 Ip 


8007170672 Chapter 14 to Shearon Harris 1,2.3 fa 4 FSAR. "Initial Test 
• Carolina Power fa Light Co 80/06/26 79pp. 


S007170677 Chapter 19 to Shearon Harris 1,2, 3 fa 4 FSAR. "Accident 

Analysie. " 

a Caroline Power fa Light Co 80/06/26 400pp 


8007170684 Chapter 16 to Shearon Harris 1,2, 3 fa 4 FSAR. "Tech Specs 
a Carolina Power fa Light Co 80/06/26 SOOpp 


8007170687 Chapter 17 to Shearon Harris 1,2, 3 & 4 FSAR. "QA '< 
a Carolina Power fa Light Co 00/06/26 37pp 


8007170690 App 1 to Shearon Harris 1,2, 3 fa 4 FSAR, "TMl " 
• Carolina Power fa Light Co 80/06/26 37pp 


<1 Inspection reports, IE Bulletins fa correspondence 


8007240113 Forwards IE Info Notice 80-20, "Loss of Decag Heat Removal 
Capability at Davis-Besse Unit 1 Hhile in Refueling Mode " 

No response required 

0'REIU.Y. J P Region 2. Atlanta. Office of the Director 00/09/08 

2 pp. 


8007210422 Forwards IE Circular 80-13, "Or id Strap Damage in 
Hastingheuse Fuel Assemblies " No written response required 
□ 'REILLY. J P Region 2, Atlanta, Office of the Director 00/05/28 

»P. 


8007010179 Forwards IE Info Notice 80-23, "Loss of Suction to Emorgoncy 
FaadsMter Pumps " No written response required, 

Q'REILLY.U P Region 2, Atlanta, Office of the Director 80/09/29 

IP 


6007220043 Forwards IE Info Notice 80-26, "Evaluation of Contractor 
CM Frograms " No written response required 

O'REILLY, U. P, Region 2, Atlanta, Office of the Director 80/06/10 
2 pp. 


—8007100410 Responds to NRC (1005 1'l I Ir vo vluliiltoii nuiod tn I( Inop 
Repto 90-400/00-1 1. 50-401/(10-0(1. 5<)-40H/Hll-0a fa 50-40.1/110-0(5 
Corroelive actlone I nves I Ignt i nn held of cnllertril test 
data re backfill matl affecting CiituQury I plp-tng 
HQHE.P H Carnlliia f'ouur fa l.ight Co (10/06/05 'Ipp 


— 8007100422 Ack receipt uf I C Inop Rep tu 90-400/(10 1 1 . 5Cl-4ai/!tO (Kl, 
90-402/00-00 fa 50-403/00-00 on HOOdl'l'-I'A Nti pioprtutory 
info 

HOWE. P U Carolina Pcuor fa l.ight On (IO/«5/aR Ip 


—8007100420 Ftirwards IE Insp Reptii 50-400/0(>- 1 1 , 50- 4<U/H() 0(1. 
S0-4O2/B0-0B fa 50-403/00-0(5 nn nO«4C2-t'4 (, titiHin <if 
vi olation 

MURPHY.C C Rogtoi) 2, Atlanta, Reactov Cniis t rue t i an fa ( ng 1 near f iig 
Support Branch 0O/O5/J3 !’pp 


— 0007100430 Notice of violation from Insp on ftOOAPr’ ,'4 

e Region 2, Atlanta, Office of tlie Diroitnr fI(>/f15/lS> Ip 


— 0007100439 IE Insp Ropts 90~400/H{l-l 1 . DO 40l/H(( ON. 50- 4<(.'/lK> Oil fa 
30-403/00-00 Dll (50O42J-24 Nonenmp 1 1 anr u iKitud f<»lliiro tu 
considur effoct of liatkflll netllcmont (iiinlijptn of (aiogocy 
I piping 

CONLONi T C Region 2, Allaiitn, fU'iirtoT < on n t.i iic 1 1 un fa Eng I iieur iiig 
Support Uranrti Lt'NAllAN, .1 J Hpgloii 1'. Atlniitii, Of flic of the 
Director 00/05/ 12 6 p p 


80071600(30 Porwards IE Clriular HO-14 "find t nni 1 1 ve Coutiim mol I un (if 
Plant Demlnoral 1 2 oil Water Hijb fa Hosultiiiit Iritoinal 
CoiitominatliiTi of PeiBonncl " No utlltou reopniito iri|uii«<t 
O'REILLY. J P Reg Inn 2, Atlonl.i. tiff it. e of tbt> Diiuclni EHl/()5/.14 
Ip 


8007230220 Forwards IE Dullotin f]()-l 6 i "I’utiutial Hi uappl 1 1 attun nf 
Hosemount Inc Modols llDl fa 119?' Cresaiivc rinnomiftoTi, 

H/Eithor A or D Output (oiU'i, " Hi Itton respoiiftii requlrinl 
IE Circular 80-16 also uni 1 No written rospoiine reqiikrnd 
Q 'REILLY, J P Region (J, Atlonta, ClfPirr of the IHriiCttir tiO/Ofi/B/ 
Ip 


8007220210 Responds to HI Dullollit flU-Oll Heviow ot i. untci tnmont Ilnur 
penetration weld duslgno verified by .i|tp 1 1 ( nl, I e drnwingii 
Helds not complete as plant Is under cunuL 
MCDUFFIE, H A Carolina Power fa light (,o OO/O/'fll* L’pp 



DOCKETED ITEMS 


'orloHic ri|) si'll t lug report's !< related c nrr e spor d enco 


3(lOS07 Forwards "Quairtorly Data Hopt. Shcnron Hams Nuclear Pouer 
ant Honitunng Progromi rtpT-<.lune> 1 9D0" 

IDUFFie. H A Carolina Pouirr Light Tii 00/07/31 Ip 


}0/t2Bnt>13 “ftiinrter 1 y Data Oopti Sltearon Hairis Nuclear Power Plant 
lionitortng Programi Apr- June 19B0 " 

* Carolina Pouer f. Light Co 00/07/31 Ip 


lap 01 table iic i uti one. es> LHflo related correspondence 


ndi0'17/ Interim deficiency Tppl re significant fajluro of reactor 
'otoctiaii sys follouiing main fecdliric break Uestinghouse 
•B indicated corrective action cannot be completed before 
>c IfSl Final rept will be issued upon completion 
HANOI. N J r.trullna Poiuer ?. Light fn B0/07/O8 Ip 


/2302d7 Port 21 rept re Inch of stud base q,iia 1 i f ica t ion for angle 
c shield Cviiliiatlun ulll tie completed by 801001 
HANOI. N J Carolina I'ouier !« Light Co BO/07/11 2pp 


Iperator examinations 


1180430 Requests review toncurronco ui/Senior Reactor Operator 
irtificatinn program % retialnlng program per HR Denton 
>0830 1 tr Certification program effective B00430 Retraining 
Pfactivo in IVO) Description of both pi ogi ams end 
1LLIN8. >1 II Carol ilia Power (< Light Co 00/04/21 Spp 


,ET S0-40J BHEARnNi HARRIS NUCLEAR POUCR PLANT. UNIT 4 


ipplicatluii/c nnstruction stage dnciimontn 1. correspondence 


^1)2048/ Fnruanls computer mo&notic tape of onsite meteorological 
ta supporting FSAI! Guhmitlcd in format described in 
I V.mssatln 770SI0 Itr Format description t< tape dump of 
rst 45 rocordo end Tape ovailable in Central Files only 
'DUFFIF.M A Corfllln.-J Poieer N Light Co 30/04/24 ISpp 


1704SQ Forwards J^BAR. Vols 1-20. amended OL application t. environ 
.pt for (IL stage OL application only enci 
INEG. U A Carolina Power g< Light Co QD/04/34 3pp 


1071704;i9 Application for OL Annual financial rept 4 proapeetus end 
* Carolina Power ?. light fo ao/04/24 9'>pp 


330001 Forwards Btotoment of policy re requirements to be met for 
irrent OL app I ica 1 1 one. as derived from NUnEO-0440 fi found 
I NUHE0-O/i74 

bRNHVJT. D 0 Division of Liconsing lJO/06/34 2pp 


I905J5 Rociuests r 1 orlf 1 c.it i on nf ANSI N45 3 JO as invoked by Reg 
jldo J 74. as tn whether or not certificates of conformance. 

>r ti f XcatoB nf cnmplldncc rortlficd teat repts most 
iiitaln longhand signature 

'DUrnr.H a Carolina Power 4 Light Co 30/07/09 ip 


J3804S4 rorw.srds achodules of const milestones f. flctlvitlos as of 
10630 Mlloiitooe netuurli srhedule uitll be affected by B00610 
ivisiiiDS 111 srhedule Fuel loading fnr Unite I L 2 will be 
ilAyiiid I yr It Units 3 4 4 doloyi'd 3 yrs 

'IHJFFIF.H A enrol ino Power 4 Light To 30/07/11 13pp 


Jtility eiivlrnnmontal Report fER). amnridc N r orresponilonco 


lAR.Vols 1-20. .imonil Bd OL application tt environ 
viron rept only oncl 

er f< Light Co QO/04/84 3pp 


r fac ilitij.Uol I 

sm/fiA/mf, 390pp 


F Securi ty I medical, emergency l< fire protection plans 


3007010352 Forwards industrial security safeguards contingency tt 
security personnel training b qualification plans for 
review Plans withheld (ref lOCFRa 7901 
JONES I J A Carolina Pouer b Light Co 80/04/24 Spp 


0 Adjudicatory correspondent d 


3007310243 Forwards Commission S00527 memorandum b order containing 
decisions on UCS 730502 petition for reconsideration of 
780413 memorandum b order UCS 771104 petition sought action 
re fire protection for electrical cables 
eiSENHUT, D 0 Division of Licensing 30/04/35 S9pp 


H Oeneral correspondence 


30(17020193 Responds to 600514 Itr re Kudiu Alliance concerns about 
ability of util to safely utiliie nuclear power NRC monitors 
Shearon Hams const to assure conformance w/requirements 
Levels of contamination from Orunswick no threat to public 
D1RCKS.3 J Office of the Executive Director for Operations 
80/04/13 2pp 


— 8007020217 Requests response to one! Kudiu Alliance B00312 Itr 
commenting on ability of util to safely utillto nuclear 
power 

ANDREWS. I House of Rep 80/09/14 2pp 


K Utility Final Safety Analysis Report (FSAR) b amends 


Q007170344 Fnruards PSAR.Vols l-20i amended OL application 4 environ 
rept For OL stage Only FSAR end 

J(]NES, J A Carolina Power b Light Co BO/04/24 Spp 


—8007170367 FSAR. Vols 1-20 

* Carolina Power 4 Light Co 60/04/24 7800pp 


30071703/2 Chapter 1 to Shearon Harris 1,2.3 b 4 F8AR. “ Intorductian It 
Oeneral Description of Plant " 
e Carolina Power b Light Co QO/06/24 SOOpp 


8007170377 Chapter 2 to Sheoron Harris 1.2,3 b 4 FSAR, “Bite 
Character i sties " 

* Carolina Power b Light Co 30/04/24 700pp 


3007170541 Chapter 3 to Shearon Hams 1,2.3 4 4 FSAR, "Doolgn of 
Structures. Components. Equipment & 8ys " 
e Carolina Pouer b Light Co 30/04/24 700pp 


8007170972 Chapter 4 to Shearon Harris 1,2,3 b 4 FSAR, "Reactor 
* Carolina Power b Light Co 30/06/24 200pp 


6007170578 Chapter 5 to Shearon Harris 1.2.3 b 4 F8AR. "RC8 4 Connected 
SlJB " 

O' Carolina Pouer 4 Light Co 80/04/24 179pp 


8007170594 Chapter 4 to Shearon Harris i.2, 3 4 4 FSAR, "Engineered 
Safety Features " 

* Carolina Power 4 Light Co 60/04/24 4dDpp 


3007170600 Chapter 7 to Shearon Harris 1.2,3 4 4 FSAR, 
"Instrumentation 4 Controls " 

* Carolina Power 4 Light Co 60/06/24 500pp 


6007170619 Chapter 3 to Shearon Harris 1.2.3 4 4 FSAR. “Electric 
Power " 

» Carolina Pouer 4 Light Co 30/04/24 129pp 


8007 170427 Chapter 9 to Shearon Harris t,2, 3 4 4 FSAR, "Auxiliary Sys " 
* Carolina Pouer 4 Light Co 30/04/24 700pp 


3007170643 Chapter 10 to Shearon Harris 1.2. 3 4 4 FSAR. "Bteam 4 Pouer 
■Conversi on Sys " 

e Carolina Pouer 4 Light Co 30/06/24 ISOpp 


8007170650 Chapter 11 to Shearon Harris 1,2.3 4 4 FSAR. "Raduaste Hgt “ 
» Carolina Power & Light Co 80/06/24 175pp 


6007170655 Chapter 12 to Shearon Hams t.2. 3 4 4 FSAR. "Radiation 
Protection " 

e Carolina Power 4 Light Co 30/06/26 200pp 


DOCKETED ITEIVIS 


8(m7170&«l Chaptir 13 
Oparation* ' 

• Carolina Pouar b 


B007170678 Chaptar lA 
Presraai " 

♦ Carolina Potaar & 


B00717f>i77 Chaptar 19 
Anoluflii " 
a Cat jlina Poutar b 


BOD7t7(M>aA Chapter 16 
a Carolina Poyar b 


■ 8007170667 Chapter 17 
a Carolina Power b 


to Shearon 

Harris 1, 

2, 3 b 4 

FBAR, 

"Conduct of 

Light Co 

BO/06/36 

290pp 



to Shearon 

Harris 1. 

2, 3 b 4 

FSAR, 

"Initial Test 

Light Co 

BO/06/26 

79pp 



to Shearon 

Harris 1, 

2. 3 b 4 

FBAR, 

"Acc ident 

Light Co 

B0/06/S6 

400pp 



to 8heardn 
Light Co 

Harris 1 . 8, 3 b 4 
B0/06/B6 SODpp 

FSAR, 

"Tech Specs " 

to Bhearon 
Light Co 

Harris i > 8, 3 b 4 
60/06/26 37pp 

FBAR, 

"QA " 


— B007tD0AIS Responds to KRC 600513 ItT le violations noted in IE 
Repts 50-400/ BO-1 1- S0-4O1/B0-0B, 5O-a02/eO-OB b 50-403/30-06 
Corrective actions investigation held of collected test 
data re backfill mat! affecting Cotegorg I piping 
HOHEiP Id Carolina Pouer !< Light Co 60/06/05 3pp 


— 6007100482 Ack receipt of IE Insp Repts 5O-4OO/B0-H . 50-401/e0-0£ 
SO-402/BO-OD b 50-403/30-06 on 300422-24 No proprletarg 
Info 

HQWE.P U CamllTia Poiaer 6 Light Co 60/05/22 !p 


— 8007100428 Forwards IE Insp Repts 50-400/80-11.50-401/00-03, 
50-402/SO-OB t< 50-403/30-06 on 300422-24 b notice of 
vio 1 ation 

HURPH'i’i C E Region 8, Atlanta, Reactor Construction b Engineer 
Support Branch 80/0S/13 2p p 


— B007100430 Notice of violation from insp on 800488-24 

* Region 2. Atlanta, Office of the Director 00/05/12 Ip 


0007170690 App 1 to Bhaaron Harris 1.3, 3 b 4 FSAR, “TKl 
a Carolina Power b Light Co 60/06/86 37pp 


Q Impaction reports, IE Bulletins b correspondence 


8007240113 Forwards IE Info Notice 60-20, "Lass of Decag Heat Removal 
Capabilltg at Davis-Besse Unit 1 Hhilo in Refueling Mode " 

No response renoired 

O'REILLY, J P Region 8. Atlanta, Office of the Director 60/03/00 

8pp 


8007210422 Forwardi IE Circular QO-13, "Grid Strap Damage in 
Mestlnghouse Fuel Assemblies " No written response required 
O'REILLY, J P Region 2. Atlanta, Office of the Director B0/05/2B 
ip- 


0007010179 Forwards IE Info Notice 60-23. "Loss of Suction to Emergencg 
Feedwater Pumps " No written response required 

O'REILLY, Region 2. Atlanta, Office of the Director 60/05/29 

Ip. 


8007220043 Forwards IE Info Notice 60-26, "Evaluation of Contractor 
OA Programs " No written response required 

O'REILLY. J P. Region S, Atlanta, Office of the Director 60/06/10. 

2pp. 


— 8007100435 IE InSp Repts SO-4O0/B0-! 1, 50-401/80-03. SO-408/BO-Oa ! 
50-403/80-06 on 600482-84 None omp 1 lane e noted failure to 
consider effect uf backfill settlement analysis nf Categorg 
I piping 

CONLONi T E Region 2, Atlanta. Reactor Construction b Engineer 
Support Branch 60/05/18 6pp 


6007160800 Forwards IE Circular 80-14, "Radioactive Contamination • 
Plant Demincral 1 zed Water Sgs b Resultant Internal 
Contamination of Personnel *' No written response required 
O'REILLY, J P Region 8, Atlanta. Office of the Director 00/06, 
Ip 


3007230820 Forwards IE Bulletin 60-16. “Potential htisappl 1 cation a 
Rosemount Inc Models 1151 b 1152 Pressure Transmitters 
H/Elther A or D Output Codes " Written response required 
IE Circular 80-16 also end No urllton response required 
O'REILLY, J P Region 8. Atla.nta. Office of the Director 80/06/ 
IP 


3007820810 Responds to IE Oulletin 80-06 Review of containment 1 in 
penetration weld designs verified bij applicable drawings 
Welds not complete as plant is under const 
MCDUFFIE, H A Caroline Power b Light Co 80/07/02 2pp 


n Periodic operating reports t< related correspondence 


8007160223 Forwards IE Info Notice 60-27, "Degratfati on of Reactor 
Coolant Pump Studs." No specific action or response 
required. 

O'REILLY, J P Region 2. Atlanta, Office of the Director 60/06/11 
If 


3007280S07 Forwards "Ouartarly Data Rcpt.Shearon Harris Nuclear Poe 
Plant Monitoring Program, Apr-June, 1960 " 

MCDUFFIE, M A Carolina Power b Light Co BO/07/21 tp 


B007290339 Forwards IE Info Notice 60-26, "Prompt Reporting of Info in 
Accordance N/10CFR90 9S<e> " No written response required 
O'REILLY, J P Region 2, Atlanta. Office of the Director 60/06/13 

stpp 


8007100297 Ack receipt of IE Inop Repts 50-400/60-13.50-401/60-11, 
90-402/80-11 b 30-403/60-11 on 800613-)6 No proprletarg 
info. 

HOWE, P W. Cerellna Power b Light Co 60/06/16 kp 


—9007100301 Forwards IE Insp Repts 90-400/80-13,90-401/80-11, 
90-402/80-11 b 90-403/90-11 on 800513-16 b notice of 
violation 

HURPHYiC E Region 2, Atlanta, Reactor Construction b Engineering 
Support Branch 80/06/09 2pp 


—6007260513 "Quarter Ig Data Rept, Shearon Harris Nuclear Power Plar 
Monitoring Program, Apr-June 1980 " 
s Carolina Powei b Light Co 00/07/21 Ip 


S Reportable occurrences. LERc b related correspondence 


6007160377 Interim deficiency rept re significant failure of reactc 
protection sys following mam feritline break Uestinghouse 
has indicated corrective action c.mnot be completed before 
Dec 1961 Final rept will be issued upon completion 
CIIIANOl.N J Carolina Power I. Light Co 00/07/08 Ip 


6007830247 Part 21 rept re lack of stud base qualification for angl 
arc shield Evaluation will he cnaipleted by 801001 
CHIANOI.N J Carolina Power f< Light Co BO/07/11 Spp 


—9007100309 Notice of violation from insp on 600513-16 

• Region 3, Chicago, Office of the Director 30/06/05 Ip 


—9007100313 IE Insp Repts 90-400/80-13. 50-401/80-11,90-402/80-11 U 
90-403/80-11 on 800913-16 NoncompHance noted tack welds 
deposited over hoavg rust 

HERDT.A R, Region 3, Atlanta, Reactor Construction b Engineering 
Support Branch. 80/06/09 9pp. 


9007020440 Forwards IE Circular B0-i5, "Lots of Reactor Coolant Pump 
Cooling b Natural Circulation Cooldoun. " No written response 
roquired 

O'REILLY, U P Region 2, Atlanta, Office of the Director 60/06/80 
IP. 


B007100412 Ack receipt of 600605 Itr informing NRC of steps taken to 
correct violation noted in lE insp Repts 50-400/80-11, 
90-401/60-06,90-402/60-08 b BO-403/60-06 

MURPHY, O.E Region 2, Atlanta, Reactor Construction b Engineering 
Support Branch 80/06/23 ip 


V Operator Examinations 


6007160426 Requests review b concurrence u/0enier Reactor Operator 
Certification program b retraining program per HR Denton 
800326 Itr Certification program, effective 800630 Retraining 
effective in 1981 Description of both programs end 
COLLINS. J M Carolina Puwer b light Co 60/06/23 Spp 


DOCKET 90-404 NORTH ANNA POWER STATION, UNIT 3 


A Appl i ca t lon/c unstruc t ion stage documents b correspondence 


8007230001 Forwards statement of pnllcy re requipements to be i 
current OL app 1 1 cat ions, as derived from NURE4-0660 t, found 
in NUREO-0694 

ElaENHUT.D 0 Division of Licensing 80/06/36 2pp 


2E6 


DOCKETED ITEMS 


8007010363 Respandi to NRC 800421 renuest for info on Categoriji I 
masonry ualls Design criteria will be developed otilijing 
acceptable metbndologij No masonry ualls Installed at 
present 

BR0HN.6 C Virginia Electric tt Power Co 80/06/27 Ip 


H General correspondence 


0OO71SOO47 Responds to B00327 1 tr to President Carter re granting VEPCO 
authority to build another nuclear plant Discusses util 
plants, operating !■ under const *< relative costs of coal vs 
nuclear energy 

VDUNGBLODD. D J Operating Reactors Branch i 60/05/13 5pp 


J Insurance & indemnity information 


B0071S0d‘?O Forwards Endorsements 28 & 29 to NELIA Polity NF— 240 
PIERCE.O A Marsh & McLennan) Iiic , M *t M Nuclear Consul tan ts. Inc 
Oiv BO/07/10 3pp 


a Inspection reports) IE Bulletins t< correspondence 


a00724DS30 Forwards IE Info Nutice 60-20. "Loss of Decay Heat Removal 
Capability at Oavis-Besse Unit 1 Rhile in Refueling Mode " 

No response required 

O'REILLY.U P Region 2. Atlanta. Office of the Director 80/05/06 

app 


8007210477 Forwards IE Circular 80-13. "Grid Strap Damage in 
Uestinghnuse Fuel Assemblies " Nn written response required 
□ 'REILLV.J P Region 3. Atlanta. Office of the Director 80/05/28 

Ip 


8007010239 Forwards IE Info Notice 60-23. "Loss of Suet Inn to Emergencii 
Feedwater Pumps " Mo written response required 

D'REILLY.J P Region 2. Atlanta. Office of the Director 80/05/29 

»P 


8007230066 Foi wards IE Info Notice BO-36. "Evaluation of Contractor 
OA Programs " No written responsn required 

O'JIEILLV.J P Region 2. Atlanta. Office of the Director 80/06/10 

2pp 


8007160307 Forwards IF Info Notice 60-27. "Degradation of Reactor 
Coolant Pump Studs ” No specific action or response 
required 

D'REILLY.J P Region 2. Atlanta. Office of the Director 80/06/11 

Ip 


8007250381 Forwards IE Info Notice 80-28. “Prompt Reporting of Info In 
Accordance M/ICCFRSO 9 S(b) “ No written response required 
O'REIULV.J P Region 2, Atlanta. Office of the Dliector BO/06/13 

2pp 


6007020434 Forwards IE Circular BO-IS. "Loss of Reactor Coolant Pump 
Cooling •< Natural Circulation Cooldown " No written response 
required 

O'REILLY. J P Region 2. Atlanta. Office of the Director 60/06/20. 

•p 


80D71701 19 Forwards IE Circular 80-14. "Radioactive Contamination of 
Plant Demineral I led Water Sys Jr Resultant Internal 
Contamination of Personnel " No written response required 
D'REILLY.J P Region 2. Atlanta. Office of the Director 60/06/24 
»P 


6007230270 Forwards IE Bulletin 60-16. "Potential Misapplication of 
Rosemount Inc Models ilSI Si 1152 Pressure Transmitters 
U/Either A or 0 Output Codes “ Written response required 
IE Circular 60-16 also end No written response required 
D'REILLY.J P Region 2. Atlanta. Dffice of the Director 60/06/27 
>P 


DOCKET 50-405 NORTH ANNA POWER STATION. UNIT 4 


A Appl 1 cation/construcli on stage documents & correspondence 


8007230001 Forwards statement of polity re i eqti i rements to be met for 
current OL appl i cations, as derived from NUREO-066O 6 found 
in NURE0-D694 

EIBENHUT. D G Bivision of Licensing 80/06/26 3pp 


8007010363 Responds to NRC 800421 request for Info on Category I 
masonry ualls Design criteria will bo developed utilising 
acceptable methodology No masonry walls installed at 

present 

BROWN. B C Virginia Electric 6 Power Co 60/06/27 Ip 


H Oeneral corr esp ondence 


B007150047 Responds to 600327 1 tr to President Carter re granting VEPCO 
authority to build another nuclear plant Discusses util 
p lantsi 0 p erat ing 6 under const h relative costs of coal vs 
nuclear energy 

YOUNGBLOOD. U J Operating Reactors Branch 1 60/05/13 3pp 


J Insurance 6 indemnity information 


8007150490 Forwards Endox sements 26 6 29 to NELIA Policy NF-340 
PIERCE.D A Marsh ti McLennan. Inc . M 6 M Nuclear Consultants. Inc. 
Dlv 60/07/10 3pp 


Q Inspection reports. IE Bulletins b correspondence 


8007240330 Forwards IE Info Notice 60-20. "Loss of Decay Heat Removal 
Capability at Davis-Desse Unit 1 While in Refueling Mode •' 

No response required 

D'REILLY.J P Region 2. Atlanta. Office of the Director 00/05/06 
2pp 


8007210477 Forwards IE Circular 60-13. "Grid Strap Damage in 
Nestinghousc Fuel Assemblies “ No written response required 
O'REILLY. J P Region 2. Atlanta. Office of the DlreebDr 60/05/80 

*P 


8007010239 Forwards IE Info Notice 80-23. "Loss of Suction to Enetgcney 
Feedwater Pumps “ No written response required 

D'REILLY.J P Region 2. Atlanta. Office of the Director, 60/05/29 
IP 


B007820066 Forwards IE Info Notice 30-26. "Evaluation of Contractor 
QA Programs " No written response required 

O'REJLLV. JP Region 2. Atlanta. Office of the Director 80/06/10. 

2pp 


8007160307 Forwards IE Info Notice 80-27. “Degradation of Reactor 
Coolant Pump Studs " No specific action or response 
required 

D'REILLY.J P Region 2. Atlanta. Office of the Director 80/06/11 

ip 


□0072803B1 Forwards IE Info Notice 80-26, "Prompt Reporting of Info in 
Accordance M/lOCFRbO 95(o> “ No written response required 
D'REILLY.J P Region 2. Atlanta, Office of the Director 80/06/13 

app 


8007020434 Forwards IE Circular 00-15, “Loss of Reactor Coolant Pump 
Cooling b Natural Circulation Cooldown “ No written response 
required 

D'REILLY.J P Region 2, Atlanta, Office of the Director 60/06/20 

Ip 


a0O717Oil? Forwards IE Circular 80-14, "Radioactive Contamination of 
Plant Demineral 1 led Water &\|5 b Resultant Internal 
Contamination of Personnel “ No written response required 
D'REILLY.J P Region 2. Atlanta, Office of the Director. 80/06/24 

*P 


8007230270 Forwards 1£ Bulletin 80-16, "Potential Misapplication of 
Rosemount Inc Models 1151 b 1152 Pressure Transmitters 
H/Either A or D Output Codes " Written response required 
IE Circular 80-16 also end No written response required 
D'REILLY.J P Region 2, Atlanta. Office of the Director 80/06/27. 
*P 


DDCKET 50-406 TUSKEGEE INST RESEARCH REACTOR 


a Inspection reports, IE Bulletins b correspondence 


8007170166 Forwards IE Circular 80-14, "Radioactive Contamination of 
Plant Demineralued Hater Sys b Resultant Internal 
Contamination of Personnel " No written response required 
D'REILLY.J P Region 2. Atlanta, Office of the Director 80/06/24 

*P 


DOCKET 50-409 LA CROSSE BOILING WATER REACTOR 


D NRC Draft/Final Environmental Statements, suppls b correspondence 


8007020402 Forwards revised Pages 5-11.-18.-17 b -31 to FES including 
corrections re occupational radiation exposure 
CRUTCHFIELD, D Operating Reactors Branch 5 00/06/11 2pp 


DOCKETED ITEMS 


257 


— a<X)70S{>411 Revistd Pages 9-1 1, -12. -(7 !< -31 to FE9i Includ ing 
corrections re occupational radiation etposure 
* Operating Reactors Branch 5 00/06/11 9pp 


0OO733OS94 Requests that addl info on concerns re excessive radioactive 
rsleases Zt inadequacy of dose assessment analysis expressed 
in DES be included in final ET8 Info should be available to 
all participants in revieia process for project 
TAYLOR. B J Environmental Protection Agency 00/07/03 2pp 


®*^T180337 Submits State of W1 Dept of Administration comments on 
final ElB for facility Increase in spent fuel assemblies 
should have received explanation t< documentation In final 
Et8 Description re age of fuel assemblies is unclear 
NIELSEN. 0 A. Wisconsin. State of SO/07/08 Spp 


F. Security, medical, emergency h fire protection plans 


^007170840 Notifies that FEMA/NflC steering committee reconsidered slie 
af emergency planning tone for uaier cooled reactors of less 
than 230 HW thermal adopted end position Proposed rule It 
NUHE8/06S4/FEMA-REP— 1 wilt be modified in conformance 
GRUTCNFIELO. D M Operating Reactors Branch 3 80/06/13 3pp 


R007I80079 Requests addl info re fir# protection mods. Status of 
avaluatlon end. Response requested uithin 30 days of 
receipt of Itr 

LAINAS. Q C Assistant Director for Safety Assessment 80/06/16 
l»pp. 


0007390634 Forwards results of fire protection review re Items 
0* L. 27 ti 3 2 2 on water demand analysis Licensee should be 
requested to modify high pressure svc uater/fire protection 
water sys to provide protection for turbine lube oil tank 
HALL.R E Brookhavan National Laboratory 80/07/23 3pp 


O Adjudicatory correspondence 


BOO7310243 Forwards Commission 800S27 memorandum l< order containing 
daclslon*' on UCS 780308 petition for reconsideration of 
7S0413 memorandum li order UCS 771104 petition sought action 
re fire protection fop electrical cables 
ElBENHUTi 0 0 Division of Licensing 00/06/23 89pp 


8007140012 Second prehearing conference order outlining matters 
discussed re new policy for procedural assistance to 
intervenors. special circumstances in severe accidents & 

Coulee Region Energy Coalition presentation on full-term OL 
HECHHOEFER.C Atomic Safety and Licensing Board Panel 00/07/08 

6pp. 


Q0O7150S0S Order granting extension until 800616 for Coulee Region 
Energy Coalition to respond to interrogatories Supplemental 
reeponses must be filed by 000716 8. appl icant/NRC summary 
disposition motions by B0OBO4 Anticipates 800908 prehearing 
BECHNOEFER. C. Atomic Safety and Licensing Board Panel 80/07/10 
2pp. 


0007170360 Response to questions of A8LB 800521 memorandum t< order re 
prehearing conference in full term OL proceeding Addresses 
offgas emissions discrepancies in FES. workers' exposure k 
environ monitoring Affidavit t. Certificate of Svc end 
STEELE. T A . HIE8TAND. 0. 8 Dairyland Power Cooperative 80/07/11 
29pp 


Q0072S06S6 Forwards supplemental response to NRC interrogatories 
flelated correspondence end 

HORSE. A Affiliation Unknown 80/07/17 26pp 


•3007280639 Supplemental response to NfiC interrogatories Witnesses 
listed k specific incidents at facility cited 
HORSE. A K , NYOAARD. 0 Affiliation Unknown 80/07/17. 2Spp 


■B(}07280672 Transcript of D Raphael before Senate Subcommittee on Rural 
Development 

RAPHAEL. D Rural America, 79/11/30 1 1pp. 


— BOO72B0677 Transcript of DL Ostendorf before House Subcommittee on 
Conservation t< Credit 

D8TEND0RF. D. L Rural America 80/03/19 9pp 


— -BOO72BO604 "Nuclear Waste Time Bomb in Our Bones " 
DIXON, e A Affiliation Unknown 80/03/23 23pp 


--0007280691 Transcript of R Freeman before House Subcommittee on 
Conservation k Credit 

FREEMAN.fi. Affiliation Unknown. 00/03/19 12pp 


— 8007200696 Rept before 39th annua) meeting of util 

LINDER. F Dairyland Power Cooperative 00/06/18 14pp 


0007310101 Supplemental response to NRC intei rogatories Identifies 
individuals to he called in support of contentions Submits 
elaborate discussion of radiation effects >< energy 
conservation Affidovit t< Certificate of Svc enc 1 
MORSE, A K , NVOAARD, 0 R Affiliation Unknown 80/07/17 19pp 


0007300428 Motion to file second round of interrogatories directed to 
Coulee Region Etieigy Coslition Intervonor lengthy 
supplemental response to NRC discovery requests will not be 
adequately addressed unless clarified U/Certi f 1 cate of Svc 
WDODHEAD, C P Hearing Branch J B0/07/2Q 6pp 


60073104(92 Order design.iting ASLD to consider k rule upon requests for 
hearing re Ofc of Nuclear Reactor Regulation 800225 order to 
show cause re dewatering sys Adjudicatory hearing. if 
determined, should bo limited to two issues stated in order 
CHILK. S J Office of the Secretary of the Commission 60/07/29 
3pp 


H General correspondence 


800714022] Responds tu 800320 Itr re licensee withholding of info from 
public on reaclur operation declstuns Licensee not required 
to provide documents to concerned party since issue is not 
under litigation 

E18CNHUT. D G Division of Licensing BO/06/86 5pp 


--8007140227 Expresses displeasure w/licensec withholding of info from 
public re reactor operation decisions Repeated requests to 
be included on svc list for correspondence to NRC have been 
ignored 

FANTLE. W Coulee Region Energy Coalition 80/03/20 2pp 


I Financial informotion 


8007310434 Forwards Annual Financial Repl 1979 !< certified financial 
statements for 1970 k 1979 

LINDER. F Dairyland Power Cooperative 90/07/24 Ip 


— 8007310443 Annual Financial Rept 1979 Certified financial statements 
for 1978 t 1979 end 

* Dairyland Power Cooperative 00/03/19 47pp 


P Operating license stage documents 1< correspondence 


8007010120 Furuards final rule published in 800909 FR amending 
lOCrn^O 71 to require periodic updating of FSARs Compliance 
is not required until completion nf SEP 

CRUTCHFIELD, 0 Operating Reactoi s Branch 5 BO/06/10 Spp 


8007100399 Responds to 800229 Itr which expressed opposition to ACR8 
recommendation to restructure SEP Role of licensees in 
program will cxp.snd Ltr forwarded tu Commissioners 
DENfON.H R Office of Nuclear Reactor Regulation. Director 
60/06/10 4pp 


—0007100420 Expresses opposition to ACRS recommendation to restructure 
SEP For 8EP owners to perform s.ifety analysis as outlined, 
cost in dollurs k manpower would increase dramatically 
SCHAFF5TAI L.R SEP Owners Group 80/02/29 2pp 


8007010070 Responds to FOIA request for 57 documents referenced in M 
Tokar memo to ACRS concerning pellet-clodding interaction 
Forwards documents Missing records are duplicative, 
superseded or available elsewhere 

FELTON. J M Division of Rules and Records 00/06/20 2pp 


"80070100B8 Discusses slmilaritiBs In fuel fod failures for BHRs 
resulting from (ontral blade movements Failure pattern 
w/Dresden f. LACOWR fuel reds was associated w/location of 
fuel rods relative to control rods 

SIEGEL, B L Atomic Energy Commission, Dlreitorato of Licensing 
73/09/20 2pp 


8007240079 Requests addl info to continue review of adequacy of station 
electric distribution sys volt.sgcs Response requested within 
45 days of receipt of ltr 

CRUTCHFIELD, D H Operating Reactors Branch 5 60/06/27 4pp 


9007210630 Forwards "SEP Technical Evaluation Topic Vni-4. Electrical 
Penetrations of Reactor Containment I ACQHR " 

CRUTCHFIELD, D M Operating Reaclnrs Branch 5 80/07/01 2pp 



m 


DOCKETED ITEMS 


B007210fr40 "SEP Tpchnical Evaluakion Topic y 1 1 1-4, Elec trl cal 
Punet rations uf npattor Conlninmeiit LACDHR ' 

• □peratino lloactors Bruncti "i BO/07/01 ipp 


U0070B0300' Forijiarils drawings providing adpl info ro safe shutdouni 
Tpgueated bg NRt QOO&ID tolecopij 

SHIMSHAKiH Dairtjland Potuor Cropprative 90/07/02 3pp 


■6007080305 Regiiests dTawings or diagrams re safe shutdown by B00707 
MAYS, T ConnniBsiQn HO/Ofj/10 2pp 


80D714030S Notifies that Item 1 of TMI Lessons Learned requirements was 
not foTuarded lu/HHf 000507 1 tr t lias not yet been received 
(.INDERir Dairyland Pownr rooperatlvc BO/07/07 ip 


0007210447 Forwards review of l?CS pressure lioiindary stainless steel 
piping & Pitting matl 

LINDERiF Dairyland Power Cooperative B0/07/i0 18pp 


B0072B0170 rqrieards NRC evaluation of BEP Topics IlI-lO AiV-11 A, 

VI-/ C 1 *« II1-3 D Evaluations will be basic inputs to 
integrated safety neseasnen t s> uni ess changes are needed to 
reflect as-tiuilt conditions 

CRUTCHFIELD, U Operating Reactors Uranch 5 60/07/iO IBpp 

Q0075B0&2S Foriiiards "Response to NHC Review Questions'' re util answer 
to B0032S order to show cause 

LINDERiF Doirylanil Power Cooperative B0/07/i4 Ppp 


— B0073205B'6 '‘Response to NRC Review Questions." prepared for util 
BINQH.H Dames *< Hoore GO/07/i 1 74pp 


80072B007d> Responds to 800318 Itr to 0 Ahearne objecting, on behalf of 
owners of plants under SEP review. to current plans for 
expedited review of environ qualification of electrical 
equipment Forwards applicable memorandum f< order 
DCNTON.H R Office of Nuclear Reactor Regulation. Director 
80/07/16 4pp 


II Inspection reports. It, Bulletins ?< correspondence 


8007140523 Foruards IE Bulletin BO-13. "Cracking in Core Spray 
Spargers “ Mritteii response required 

KEPPLERrJ <5 Region 3. Chicago. Office of the Director 00/03/12 

Ip 


000702DOSQ Forwards TE Infn Notice 80-22. "Qicakdowns In Contamination 
Control Progi ams " Nn written response required 

KEPPLER.J O Region 3. Chicago, Office of the Director BO/O3/P0 

Ip 


00070101 12 Forwards IE Info Notice BO-23, "Loss of Suction to Emergency 
Foodwoter Pumps “ No written response required 

KEPPLER.J O Region 3» Chicago. Office of the Director 00/05/29 
»P 


0007020679 Bubmits further renpunao to IF Doll el in 00-07. "DHR Jet 
Pump Assembly Failure " 

LtNOCR.r Da iry l.rnd Power Cooperative BO/06/02 Ip 


007100095 For words IE Insp Ropt 30-4 09/79-24 on /91227-20 No 
noncompl ianc B noted 

DAVIS. A B Region 3. Chicago. Fuel Facility L Materials Safety 
Uranch B0/O6/0S 2pp 


--8007100089 IC Insp Ropt 50-409/79-24 on 791227-20 No noncomp 1 lance 
noted Hajiir aiear. inspected licensee actions per IE Bulletin 
77-19 ro packaging of low level radwaste for transport L 
bur 1 al 

FISHER. M L Region 3i Cliicaqo. Fuel Facility t< Materials Safety 
Branch OREGER. L R Region 3. Cliicagoi Office of the Director 
80/06/03 4pp 


0007180373 Responds to IE Dulietin 80-OB. ''Eiami nat 1 on of Containment 
Liner Penetration Welds "Facility has no containment 
penetrations utiliilng Plued head design Three penetrations 
w/c ontainmeii t boundary butt welds used 

LINDER. F Dairyland Power Cooperative 80/06/13 3pp 


B007030032 Forwards IE Bulletin B0-i3, "Possible Loss of Emergency 
Notification Sys <ENS> N/Lnss of Offsite Power " Written 
response requit ed 

KEPPLER.J 0 Region 3. Chicago. Office of the Director BO/06/ta 
Ip 


BOO7O2O570 Forwards IE Circular BO-IS. "Loss of Reactor Coolant Pump 
Cooling ti Natural Circulation Cooldown " No written response 
required 

KEPPLER, J 0 Region 3. Chicago. Office of the Director 80/06/20 

Ip 


D007IB0363 Responds to IE Bulletin 80-06. "Engineered Safety Feature 
lESFI Reset Controls " Safety-related functions noted to 
reset upon removal of actuating signal listed in end App A> 
w/proposed mods defined 

LINDER. F Dairyland Power Cooperative 00/06/20 Spp 


S007170479 Forwards IE Circular 80-14. "Radioactive Contamination of 
Plant Demineralized Hater Sys ti Resultant Internal 
Contamination of Personnel " No Written response required 
KEPPLER.J 0 Region 3. Chicago. Office of the Director 80/06/24 
Ip 


S007160092 Responds to IE Bulletin BO-IS re possible Joss of emergency 
notification sys w/loss of offsite power Emergency 
notification sys is powered offsite from reliable power 
supply backed by batteries it diesel generator 
LINDER. F Dairyland Power Cooperative 00/06/23 2pp 


0007230320 Forwards IE Bulletin 80-16. "Potential Misapplication of 
Rosemount Inc Models 1151 6 1152 Pressure Transmitters 
H/Elther A or D Output Codes " Written response required 
IE Circular 0O-i6 also end No written response required 
KEPPLER.J 0 Region 3. Chicago. Office of the Director 80/06/27 
Ip 


B007220096 Submits reply to IE Bulletin 80-16 re misapplication of 
certain Rosemount pressure transmitters Transmitters are not 
used in safety-related or other circuits 
LINDER. F Dairyland Power Cooperative BO/07/09 Ip 


0007280050 Responds to IE Bulletin BO-iO re contamination of 
nonrad loactive sys L resulting potential for unmonl tored. 
uncontrolled release of radioactivity to environ Instrument 
air used in containment bldg is protected by check valves 
LINDER. r Dairyland Power Cooperative 80/07/11 App 


8007270480 Responds to IE Bulletin 80-11 LACBUR containment bldg has no 
masonry walls Four Identified in turbine bldg No BSE 
established No separate masonry walls re-evaluation planned 
at present Evaluation will be part of SEP 
LINDER. F Dairyland Power Cooperative 00/07/16 3pp 


8007300244 Verifies that action specified In util B00711 Itr re Item 2 
of IE Bulletin BO-10. "Contamination of Nonrad ioactive Sys t. 
Resulting Potential for Unmoni tored. Uncontroll ed Release of 
Radioactivity to Environ." completed on B007t4 
LINDER. F Dairyland Power Cooperative 00/07/10 Ip 


R Periodic operating reports li related correspondence 


B007160677 Forwards monthly operating rept for June 1900 
LINDER. F Dairyland Power Cooperative 00/07/00 Ip 


—8007160601 Monthly operating rept for Juno 1980 

ODODMANi L 8 Dairyland Power Cooperative 80/07/07 18pp 


3007220195 Forwards IE Info Notice 80-26. "Evaluation of Contractor 
OA Programs " No written response required 

KEPPLER.J 0 Region 3. Chicoge. BTfice of the Director BO/06/10 

Ip 


DOCKET S0-4i0 NINE MILE POINT NUCLEAR STATION. UNIT 2 
A Application/construction stage documents l< correspondence 


1007140971 Responds to IE Bulletin 79-03A. 
in ASHE 8A-312iType 304 Stainless Steel 
stainless stmel fusion welded piping is 
related piping at facility 
LINOER.F CairyliTnd Power Cooperative 


"Longitudinal Weld Defects 
Pipe " No A-312 
in use in safety- 

80/06/13 2pp 


6007210176 Forwards NRC evaluation of OE rept. NEDE-240i0-P t> Supple 
1-3. "Technical Basis for Use of fiquare-Root-of-Sum-of- 
Bquares ISRSS) Method for Combining Dynamic Loads for Mark 
II Plants " Rapt acceptable subj to certain constraints 
MATTSON. R J Division of Safety Tcclinology 80/06/25 Spp 


8007230001 Forwards statement 
current OL appl ications. as 
in NUREO-0694 

EISENHUT.D 0 Division of 


of policy ro requirements to be met for 
derived from NUREO-0660 k found 


Licensing 


app 


80/06/26 
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259 


B0070S0337 Rssponds to Sft Varga 800481 rsquest for info on Categorg 1 
OBOonrg walla Concrete eiasonrg ualla lolll not be used in 
Categorg I etructureo 

nHODE. 0 K Kiagars Kohauk Power Corp 80/07/08 Ip 


80O7S30621 Bufflmarg of B00A12 meeting u/Mark II oiunora group in 
SetheadaiHD re lead plant closure ti long-term program Hods 
ahould be made to generic lead plant condensation 
oscillation t> chugging pool boundarg loads Vleugrapha end 
ANDERSON. C J Oonerle Issues Dranch 80/07/03 37pp 


6007180920 Forwards raguaet for addl Info re geologic investigation of 

aita 

YOIMODLOOD.D 0 Licensing Branch I 80/07/09 9pp 


8007210684 Bummarg of 800610 meeting u/util In Bethesda.MO re ueldlng 
defects in biological shield wall 
KIPER.K L Licensing Branch t 80/07/09 9pp 


8007290478 Informs of util schsdule for setting biological shield wall 
li reactor pressure vessel Biological shield wall setting 
scheduled for B0072B-08S9 & reactor pressure vessel for 
800804-18 

LEWeES. T E Niagara Mohawk Power Corp 80/07/18 Ip 


0007290179 Notification of 000805 meeting w/reprcsentati ves from Mark 
IX owners group in Chicago. IL to discuss lead Mark II plants 
chugging ti C/Q load specs 

ANDERSON. C Oenerlc Issues Dranch 80/07/23 2pp 


0 Adjudlcaterg correspondence 


8007310243 Forwards Commission B00927 memorandum S< order containing 
decisions on UC8 780902 petition for reconsideration of 
780413 aemoYendum ti order UCS 771104 petition sought action 
re fire protection for sloctrlcal cables 
EtSENHUT. D 0 Division of Licensing 00/06/29 S9pp 


X. Financial Information 


B0072B027S Forwards util Annual Financial Rept for i979. 
LEhPOEa. T E Niagara Mohawk Power Corp 80/07/22 Ip 


H Antitrust corraipondsnce 


8007290933 Rasponse in opposition to Cltg of Cleveland. OH 800609 
raiiuatt for hearing re Director of Nuclear Reactor 
Regulation 800913 order Fi 1 ing. reiiuesting tariff u/FERC. 
brings controversg to end w/o lltigous course 
REYNOLDS. H B , ZAHLER. R. E. Cleveland Electric Illuminating Co 
REYNOLDS. N B Qhaw. Pittman. Potts t, Trowbridge 80/07/29 9pp 


a Inspection reports. IE Bulletins t< correspondence 


8007140499 Forwards IE Oulletln 80-13. "Cracking In Core Spray 
Spargers ” No written response required 

oniER.B H. Region 1. Philadelphia. Office of the Director. 
80/09/12 Ip 


8007210201 Forwards IE Insp Rept 90-410/80-02 on 800319-21 Si 0410-11. 
No noncompl lanes noted 

CARLSON. R T Region 1. Philadelphia. Reactor Construction li 
Engineering Support Dranch 80/06/03 2pp 


—8007210209 IE Insp Rept 90-410/00-02 on 800319-21 ti 0410-11 No 
nencempliance noted, Major areas Inspected reactor prtssurt 
vestal internals storage. blolog leal shield wall status fc 
plant insp tours 

CERNE. A C , MCBREARTY. R. A Region 1. Phi ladolphla, Office of the 
Director HCOAUOHV.R V( Region 1. Philadelphia. Reector 
Construction U Enginserlng Support Branch 80/09/09 9pp 


8007020302 Requests addl info rs actions taken to preclude occurrence 
of cracking described in IE Bulletin 80-07 Also requests 
comaltmant to adopt whatever long-term solution is approved 
TEOESCOi R L Assistant Director for Licensing, 80/06/10. 2pp 


0007210990 Forwards IE Info Notice a0-26i "Evaluation of Contractor 
OA Programs " No written response required 
ORIER. B H Region 1. Philadelphia. Office of the Director. 

ao/o6/to ip 


8007140264 Forwards IE Bulletin 80-14. "Degradation of BUR 8cram 
Discharge Vol Capability " No written response required. 
ORIER.B H Region 1. Philadelphia. Office of the Director 

80/06/12. ip 


8007180552 Forwards IE Insp Rept 50-410/80-03 on 800424 No 
noncompl lance noted 

CARLSON. R T Region 1, Philadelphia. Reactor Construction b 
Engineering Support Dranch 80/06/12 2pp 


— 8007IB0561 IE Insp Rept S0~410/B0-03 on S00424 No noncompl lance noted 
Major areas inspected reactor bldg. primary containment 
turbine bldg. water intake structure aree 6 area of ground 
fault 

CERNE. A C ■ FEIL.R A Region t> Philadelphia. Office of the 
Director MCOAUOHV, R W Region 1. Philadelphia. Reactor 
Construction ?< Engineering Support Branch 80/06/09 2pp 


B0072B0603 Forwards IE Info Notice 80-28. "Prompt Reporting of Info In 
Accordance H/10CFR50 55(et " Nu written response required 
ORIER.B H Region 1, Philadelphia. Office of the Director 
80/06/13 Ip 


8007020311 Forwards IE Circular BO-15, "Loss of Reactor Coolant Pomp 
Coaling b Natural Circulation Cooldown " No written response 
required 

GRIER. B H Region 1. Philadelphia. Office of the Director 
80/06/20 Ip 


8007160717 Forwards IE Circular 80-14. "Radioactive Contamination of 
Plant Demineralized Water Sys b Resultant Internal 
Contamination of Personnel " No written response required 
ORIER.B H Region 1. Philadelphia. Office of the Director 
80/06/24 Ip 


0007210210 Forwards IE Info Notice 00-24. "Low Level Radwaste Burial 
Criteria " No written response required 

ORIER.B H Region 1. Philadelphia. Office of the Director 
80/06/25 Ip 


8007230191 Forwards IE Bulletin BO-16. "Potential Misapplication of 
Rosomount Inc Models IISI b 1192 Pressure Transmitters 
H/Elther A or D Output Codes " Written response required 
IE Circular 80-16 also end No written response required 
ORIER.B H Region 1. Philadelphia. Office of the Director 
80/06/27 2pp 


8 Reportable occurrences. LERs I< related correspondence 


8007020111 Ack receipt of 600512 Itr forwarding Interim deficiency rept 
rt environ b seismic qualification of electrical equipment 
Rept will be reviewed b evaluated 

CARLSON. R T Region 1. Philadelphia. Office of the Director 
aO/08/30 Ip 


6007020004 Forwards summary of 800907 meeting re biological shield wall 
weld defect problem Util was informed that NRC would conduct 
insp on 000912 to review work in progress 

CARLSON. R T Region 1. Philadelphia. Reactor Construction b 
Engineorlng Support Branch 80/06/03 3pp 


DOCKET 90-412 BEAVCR VALLEY POHER STATION. UNIT 2 


A App 1 Icatlon/construction stage documents b correspondence 


8007230001 Forwards statement of policy re requirements to be met for 
current OL appl i cations. as dorivpd from NUREO-0660 b found 
in NUREG-0694 

EI8ENHUT. D 0 Division of Licensing 60/06/26 2pp 


0 Adjudicatory correspondence 


8007310243 Forwards Commission 600927 memorandum b order containing 
decisions on UCS 780902 petition for reconsideration of 
780413 memorandum b order UCS 771104 petition sought action 
re fire protection for electrical cables 
EISENKUT.D 0 Division of Licensing BO/06/25 a9pp 


Q inspection reports. IE Dulietlns b correspondence 


8007010294 Forwards IE Info Notice 80-23. "Loss of Suction to Emergenev 
Feedwater Pumps " No written response required 
ORIER.B H Region 1. Philadelphia. Office of the Director 
80/09/29 Ip 


8007210963 Forwards IE Info Notice 80-26. "evaluation of Contractor 
QA Programs " No written response required 
ORIER. D.H Region 1. Philadelphia. Office of the Director 
80/06/10 ip 
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DOCKETED ITEMS 


0007160345 Foriiiards IE Info Notice 00-37. "Degradation of fteactor 
Coolant Pump Dtuds " No specific oction or response 
required 

OnrEFI.U H Region I. Pb i 1 sde ) ph ia> Office of the Director 
00/06/ 1 1 io 


0007300501 Foruards IE Info Notice 00-30. "Prompt Fieportinfl of Info in 
Accurdance W/lOCfnSO S3(e) " No written lesponee required 
6RIEH>n H Region i. Ph i i ade ) ph i n. Office of the Director 
00/06/13 Ip 


0007100055 Responds to IE Bullcllii 00-07 "Kydrnmotor Actuator 
neflciDncles “ D-^impors u/lTT Cenoral Controls NH-90 
actuators purchased but not shipped Vendors re-ova) uatlng 
selections tt will certify that steel is Type 1060-1070 
WOOLEVCn.C.i Dliqoesiie Light to BO/06/17 2pp 


0007020504 Forward fi IE Circular DO- ID, "Ltiss of Reactor Coolant Pomp 
Cooling 6 Natural Circulation Conldoien " No uritten response 
roqulrod 

UFdEdii) l< Hogioii 1, Ph i 1 ode 1 ph 1 a. Office of the Director 
00/06/30 tp 


0007160673 Forwards IE Circular 110-14, “Rodloacllvo Contamination of 
Plant UDinlncral i I ed Hater 8gs t< Resultant Internal 
ContaminAt i on of Personnel " No laritten response required 
OfdrR, II H Region I, Philadelphia, Office of the Director 
00/06/24 i p 


B007010340 Itospondo to NFIC 000937 Itr re violation noted in IE Insp 
Flept SO-4I2/BO 04 Corrective actions nine welds wore re- 
radl eg rapli cd (< manually pmeosned Hachine will not he 
Utilliod on film itpplicablo to ADKE Dection III wolds 
MOULEVEHrE J Diiqiiosne Light Co 00/06/23 f,pp 


00072101711 roTwards IE Info Notice 00-24, “Loie Level Radwaste Burial 
Criteria " No written response required 

DRIER, D l< Region I, Phi ladetphi a. Office of the Director 
00/06/23 ip 


DD07230119 Forwards IE Dullotin QO-16, "Potential Misapplication of 
RoBBisount Inr Models 1191 6 1133 Pressure Transmitters 
M/Clthor A or D Output Codos " Urltten response required 
IE Circular 00-16 .slsn oncl No written response required 
ORIERiU II llpgion 1. Philadelphia, Offico of the Director 
00/06/2/ 2pp 


000/210016 Hesponds to IF Bulletin 77-03A re longitudinal weld defects 
in ASHE SA-312 typo otainless steel Plpo G04 Piping sys is 
subi to design stressrs greater than 057. of allowance No 
action required 

UOOLEVER, E .1 Duqueone Light Co 00/07/07 ip 


n Periodic nperiitlng reportn 6 related correspundenco 


000727034-0' Fnruards magnetic tape roiitolniOg meteorological data for 
1777 Tape available at Hydrnlugy-Hetoorology Dranch only 
OIEOFO.J U Deques ne Light Co BO/07/31 3pp 


0 Reportable »c< iirrcnc es. LCRs 6 related correspondence 


0007010457 Oupploment 3 to Port 21 repl re failed thrust bearing Insp 
conpleto Crankshoft thrust bearings on two diesel generators 
ore free nP reported potential defect 

HO-RlANTYitJ M Colt Industries, Inc • Foirbonks Morse Engine Div, 
80/06/26 Ip 


0007100334 Ach receipt of 000521 final deficiency rept re crone wall 
reinPorcing steel NRC has no further questions 

CAR LOON) R T Region 1, Philadelphia, Reactor Operations Huclsar 

Support llvonch 00/06/27 Ip 


0007270060 Ac Ic receipt o-f 000616 final deficiency ropt re wold 
disc ropnne 1 CO in reactor vessel support structure 
CARLOCINflt. T Region 1, Ph i ladolpti to, Roactor Construction (< 
Engineprlng Support Dranch 00/07/07 IP 


nOCHET 30-413 CATAWBA NWCLEAR STATION. UNIT 1 


A Ap p I lent t D-n/ennstrue 1 1 nn stage documents h correspondence 


0007010106 Advises of reorgani latlon of Ofc of Nuclear Roactor 
Regolatlon. rffoctive 000430 Mgt of all licensing matters for 
facility has been assigned to J Kalorc Organl tatlonal 
dxcription and 

TEOCSCQfR L Assistant Director for Licensing 00/06/13 Itpp 


0007230001 Forwards statement of policy re requirements to be net for 
current OL app 1 icatlons, as derived from NUREO-0660 & found 
in NUnEO-0674 

EISENHUr. D 0 Division of Licensing BO/06/26 3pp 


D007030103 Forwards application for amend to CPPR-116 consisting of 
addition of co-owners tt co-app 1 1 cants 
PORTER. W L Duke Power Co 00/07/01 3pp 


•—0007030169 Application for amend to CPPR-116 rs sals of 36. SSX 
undivided ownership in Unit 1 ti 20 13X interest of support 
facilities to NC Electric Membership Corp 6 10 7SX undivided 
ownership to Saluda River Electric Cooperative 

DAIL, L C Duke Power Co KUBDARD, J H North Carolina Huncipally 
Owned Electric Systems Association 00/07/01 43pp 


0007210476 Forwards revised application for amend to CPPR-116 adding 
co-Dwners ti co-applicants 
PORTER. M L Duke Power Co BO/07/14 ip 


— 8007210406 Revised application for aigend to CPPR-116 adding NC Electric 
Membership Carp & Saluda River Electric Cooparatlve, Inc, as 
co-owners 6 co-applicants 

DAIL.L C Duke Power CO HUBBARD, J M North Carolina Electric 
Membership Carp PARIS, H M Saluda River Electric 
Cooperative, Inc 00/07/01 .17pp 


0 Adjudicatory correspondence 


B007310243 Forwards Commission 000937 memorandum t. order containing 
decisions on UC8 780502 petition for reconsideration of 
7B0413 memorandum tt order UCB 771104 petition sought action 
rs fire protection for electrical cables 
EIGENHUT, D 0 Division of Licensing S0/06/2S B7pp 


M Antitrust corrospondonco 


□007160607 Forwards info requested by Atty Oeneral re util H00701 
application for CP amend adding co-owners tt co-applicants 
Antitrust advice per Atnmlc Energy Act requested W/o end 
SHAPAR, H 8 Office of the Executive Legal Director 00/07/11 Ip 


Q Inspection reports, IE Bulletins b correspondence 


0007240122 Forwards IE Info Notice 00-20, "Loss of Decay Heat Removal 
Capability at Dovls-Besss Unit 1 While In Refueling Mode " 

No response required 

O'REILLY, J P Region 2, Atlanta, Office of the Director 00/09/08 

2pp 


0007020204 Forwards IE Info Notice 80-32, "Breakdowns In Contamination 
Control Programs “ No urltten response required 

O'REILLY, UP Region 2, Atlanta, Office of the Director BO/05/28 

»P 


0007210449 Forwards IE Circular 80-13, “Or id Strap Damage in 
Westlnghouse Fuel Assemblies " No writ-ton response required 
O'REILLY, J P Region 2. Atlanta, Office of ths Director 80/09/28 
ip. 


6007010213 Forwards IE Info Notice 80-23, “Loss of Suction to Emergency 
Feedwater Pumps " No written response required 

O'RElLLViJ P Region 2, Atlanta, Office of the Director. 80/09/29 
Ip 


0007220040 Forwards IE Info Notice 80-26. "Evaluation of Contractor 
OA Programs " No written response required 

O'REILLY. J P Region 2, Atlanta, Office of the Director 00/06/10 
3pp 


B007160299 Forwards IE Info Notice 80-27, "Degradation of Reactor 
Coolant Pomp Studs “ No specific action or response 
required 

O'REILLY.J P Region 2, Atlanta, Office of the Director BO/06/li. 

Ip 


8007230344 Forwards IE Info Notice SO-20, "Prompt Reporting of Info in 
Accordance U/10CFR90 93(e) “ No written response required 
O'REILLY, JP Region 2. Atlanta, Office of the Director 00/06/13 

app 


800702043? Forwards IE Circular BD-IS, "Loss of Reactor Coolant Pump 
Cooling 1) Natural Circulation Cooldown " No urltten response 
required 

O'REILLY, J P Region 3, Atlanta, Office of the Director. 80/06/20 

IP 


DOCKETED ITEMS 
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8007100417 Aek receipt of 800928 Itr informing NRC of steps taken to 
correct violations noted in IE tnsp Repts 90-413/80-09 b 
SO- 414/80-09 

KURPHVt C E Region Si Atlantai Reactor Construction b Engineering 
Support Branch 80/0b/23 ip 


■BO0710O419 Responds to NRC 800S0S Itr re violations noted in IE Insp 
Repts 90-413/80-09 b 90-414/80-09 Corrective actions 
individual cited in Insp rept has met all retiuirements for 
Level 2 b has been so certified 
PARKER. W □ Duke Rouer Co eO/09/Se 3pp 


— 8007100423 Forwards IE Insp Repts 90-413/80-09 b 50-414/00-09 on 
800309-31 b notice of violation 

MURPHYi C E Region 2< Atlanta. Reactor Construction b Engineering 
Support Branch 80/09/09 Spp 


— -800710042A Notice of violation from imp on 000309-31 

• Region 2. Atlanta. Office of the Director 80/04/05 Spp 


— 8007100432 IE Insp Repts 90-413/80-05 b 90-414/00-09 on 000309-31 
Noneompliance noted failure to provide adeguate procedure 
for rigging near Class IE eiiuipment b failure to follow 
drawing regulrementa 

HAXMELUO F Region 2. Atlanta. Office of the Director 

RAUSCH. J K Region 2. Atlanta. Reactor Construction b Engineering 

Support Branch 80/09/09 llpp 


8007170104 Forwards IE Circular 80-14. "Radioactive Contamination of 
Plant Denineral i led Mater Sgs b Resultant Internal 
Contanination of Personnel " No written response regulred 
O'REILLY. J.P Region 2. Atlanta. Office of the Director 80/0i>/24 

Ip 


8007230239 Forwards IE Bulletin 80-16. "Potential Misapplication of 
Rusemount Inc Models 1191 b 1192 Pressure Transmitters 
M/Eithar A or D Output Codes " Mritten response re^iulred 
IE Circular 00-16 also end No written response rctiulrsd 
O'REILLY.U P Region 2. Atlanta. Office of the Director 60/06/27 
Ip. 


8007210261 Responds to IE Bulletin 80-00. "Examination of Containment 
Liner Penetration Melde " Melds in 13 penetrations repaired 
as result of nondestructive examination Summary of types b 
sites of penetrations end 

PARKER. M 0 Duke Power Co 80/07/07 7pp 


9, Reportable occurrences. LERs b related correspondence 


8007020937 Deficiency rept re faulty connections in electrical 
eiiuipment As described in 800201 Deficiency Rept 
SD 4i3-*414/00-01. al 1 Unit 1 safety-related motor control ctr 
equipment has been inspected b necessary mods completed 
PARKER. M D Duke Power Co 80/06/16 ip 


8007160914 Forwards deficiency rept re rejectable indications in 
welding of containment vessel equipment hatch 
PARKER. M.O Duke Power Co 00/07/11. ip 


—0007160918 Deficiency rept re rejsctable indications in welding of 
containment vessel equipment hatch Rejectable weld areas 
ground out b weld repaired per approved procedures Repaired 
areas examined b found acceptable on 800611 
« Duke Power Co 80/07/11 Ip 


8007280901 Significant deficiency rept re centrifugal charging pump 
operation following secondary side high energy line rupture, 
initially reported 800617 Inadequate min flow may result in 
degraded pump performance Mestinghouso reviewing problem 
PARKER. M 0. Duke Power Co 80/07/17 2pp, 


DOCKET 90-414 CATAMBA NUCLEAR STATION. UNIT 2 


A, Appllcation/constructlon stage documents b correspondence 


6007010186 Advises of reorganl ration of Ofc of Nuclear Reactor 
Regulation, effective 800428 Mgt of all licensing matters for 
facility has been assigned to J Matore Organixeiionat 
description end. 

TEOESCO.R L, Assistant Director for Licensing. 80/06/13 llpp 


8007230001 Forwards statement of policy re requirements to be met for 
current OL appl icatloni. as derived from NUREO-0660 b found 
in NUREO-0694 

ElBENHUT. D. 0. Division of Licensing 80/06/26 2pp, 


6007030189 Forwards application for amend to CPPR-116 consisting of 
addition of ce-owners b co-applicants 
PORTER.M. L. Duke Power Co 80/07/01 Spp 


— 6007030189 Application for amend to CPPn-116 re sale of 96 25*/. 
undivided ownership In Unit 1 {< 28 1 9X interest of support 
facilities to NC Electrir Membership Corp t< 18 70'/, undivided 
ownership to Saluda Flivcr Electric Looperatlve 

OAlLiL C Duke Power Co HUBDARD. J M North Carolina Muncipally 
□wood Electric Systems Association 60/07/01 49pp 


8007210476 Forwards revised application for amend to CPPR-116 adding 
co-owners b co-applicants 

POUTER. W L Duke Power Co 80/07/14 Ip 


—8007210406 Revised application for amend to CPPR-116 adding NC Electric 
Membership Corp b Saluda River Electric Cooperat ive. Inc. as 
to— owners b co-applicants 

DAIL. L C Duke Power Co HUBDARD. J M North Carolina Electric 
Membership Corp PARIS. H M Saluda River Clectric 
Cooperative, Inc 60/07/01 17pp 


0 Adjudicatory correspondence 


6007310243 Forwards Commission 000527 memorandum b order containing 
decisions on UCS 780902 petition for rcconskderatlan of 
780413 memorandum b order UCS 771104 petition sought action 
re fire protection for electrical cables 
EISENHUT, D G Division of Licensing 80/06/29 69pp 


M Antitrust correspondence 


8007160607 Forwards Info requested by Atty General re util 800701 
application for CP amend adding co-owners b co-applicants 
Antitrust advice per Atomic Energy Act requested W/o end 
SHAPAfli H K Office of the Executive Legal Director 80/07/11 ip 


0 Inspection reports. IE Bulletins b c orrespondonc a 


8007240122 Forwards IE Info Notice 80-20, "Loss of Decay Heat Removal 
Capability at Davls-Desse Unit 1 Uhile in Refueling Mode " 

No response required 

O'REILLY, J P Region 2. Atlanta. Office of the Director 80/05/OB 

2pp 


8007210449 Forwards IE Circular 00-13. "Grid Strap Damage In 
Mestinghouse Fuel Assemblies " No written response required 
O'REILLY. J P Region 2. Atlanta, Office of the Director 80/09/20 
Ip 


8007010213 Forwards IE Info Notice 80-23. "Loss of Suction to Emergency 
Feedwater Pumps " No written response required 

□'REILLY. J P Region 2, Atlanta. Qffire of the Director 80/09/89 

Ip 


8007220048 Forwards IE Info Notice 80-26. "Evaluation of Contractor 
QA Programs " No written response required 

O'REILLY. J P Region 2, Atlanta. Office of the Director 80/06/10 
Spp 


8007160299 Forwards IE Info Notice 00-27. "Degradation of Reactor 
Coolant Pump Studs " No specific action or response 
required 

O'REILLY, J P Region 2. Atlanta. Office of the Director 80/06/11 
IP 


8007290344 Forwards IE Info Notice 80-28, "Prompt Reporting of Info In 
Accordance W/10CFR50 95(c) " No written response required 
O'REILLY, J P Region 2, Atlanta, Office of the Director 80/06/13 
Spp 


8007020499 Forwards IE Circular 00-15, "Loss of Reactor Coolant Pump 
Cooling b Natural Circulation Cooldown " No written response 
required 

O'REILLY.U P Region 2. Atlanta. Office of the Director 80/06/20 
ip 


8007100417 Ack receipt of 800928 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-413/B0-09 b 
90-414/80-05 

MURPHY. C E Region 2, Atlanta, Reactor Construction b Englneoring 
Support Branch 80/06/23 Ip 


—8007100419 Responds to NRC 800509 Itr re violations noted in IE Insp 
Repts 90-413/80-09 b 50-414/00-09 Corrective actions 
individual cited in insp rept has met all requirements for 
Level 2 b has been so certified 
PARKER, M 0 Duke Power Co 80/05/28 Spp 


— 8007100423 Forwards IE Insp Repts 50-413/80-05 b 90-414/80-09 on 
600309-31 b notice of violation 

MURPHY. C. E Region 2. Atlanta. Reactor Construction b Engineering 
Support Branch BO/OS/09 2pp 
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— 0007100436 Notice of violation from mop on (300 3 0 5-31 

* Roplon 2> Atlantal Office of the Director SO/04/0S 3pp 


— 6007100432 16 Insp fiepts SO-4 13/60-05 (< 50-414/60-05 on 000305-31 
Noncooip 1 lance noted failure to provide adequate procedure 
for rigginq near Class 1C equipment 1< failure to folloui 
drauins requirements 

HAXUELL.O F ftogion S, Atlantai Office of the Director 

RAUSCH. J K Region 3, Atlanta. Reactor Construction & Engineoring 

Support Branch BO/OS/05 llpp 


6007170104 Foruiards IE Circular 60-14. "Raoioactlve Contamination of 
Plant Demlnaraliiei] Mater Sqs !< Resultant Internal 
Contamination of Personnel ’ No written response required 
O'REILUV, d P Region 2. Atlanta, Office of the Director 60/06/24 
Ip 


6007230235 forwards IE Bulletin 110-16. "Potential Ml sapp Hcation of 
Rosemount Jnc Models 1151 fc 1153 Pressure Transmitters 
fi/Elther A or 0 Output Codes " Uritten response required 
tE circular 60-16 also end No written response required 
O'HEILLY. d P Rcpipn 3. Atlanta, Office of the Director 60/06/37 
ip 


B007210261 Responds to IE Bulletin 60-06. "Eiaminati on of Containment 
Liner Penetration Melds " Welds in 13 penetrations repaired 
as result of nondestructive eiamination Summary of types 6 
sizes of penetrations end 
PARKER. M 0 Oute Power Co 60/07/07 7pp 


S Reportable occ urrencesi LERs & related correspondence 


B007020337 Deficiency rept re faulty connections in electrical 
equipment As described in 000201 Deficiency Rept 
9D 413-414/80-01,311 Unit 1 safety-related motor control ctr 
equipment has been inspected & necessary mods completed 
PARKER. WO puke Power Co 80/06/18 Ip 


0OO7S8O9OI Significant deficiency rept re centrifugal charging pump 
operation following secondary side high energy line rupture, 
Initially reported 600617 Inadequoto min flow may result In 
(fograded pump performance Uesttnghause reviewing problem 
PARKER, W 0 Duke Power Co 60/07/17 3pp 


DOCKET 50-416 GRAND GULP NUCLEAR STATrON. UNIT 1 


A AppI icotion/c onstruu tion stago documents b correspondence 


C3D'07l60&iD Forwards correction to fuel load date In 800514 Itr 
Correct date for Unit 1 is S1DQ31 

DALE. L P Mississippi Power b Light Co 80/06/11 Ip 


— — B007160617 Corrects 600314 Itr requesting updated b complete schedule 
of safety review Correct fuel load date is 810831 
DALE, L F Mississippi Power b Light Co 80/05/14 Ip 


8007010337 Forwards NRC r eorganl latton chai t of ofc of Nuclear Reactor 
Regu lation, effect] ve 800438 Facility activities Should be 
made through assigned mgt reprecentatl vo Areas of 
disagraoment may be discussed through Informal appeal 
TEDESCO, R L Assistant Director for Licensing 80/06/13 2pp 


8007010067 Nottf Iration of 800708 meeting ui/utl I ■ ONML, GE b Bechtel 
Peuuar Carp in Oaithersburg. HD to review Mechanical 
Engineering Branch draft SER 

HQUOMTOly. T C Licensing Branch 3 BO/06/16 3pp 


6007010100 Motificatian of 800635 meeting u/util , GE, Bechtel Power Corp 
4i Savannah Rivor Lab in Gai thorsbur g, HD to discuss F5AR 
Section 7, "Instrumo’ntation b Control " 

HDliOHTON.T C Licensing Branch 3 80/06/16 2pp 


8007230001 Forwards statement of policy re requirements to be met for 
current DL appi ications, as derived from NUREO~0660 b found 
in NUREG-0694 

EISENHUT.D 0 Division of Licensing BO/06/36 2pp 


6OO7D3034S Forwards structural drawing's supplementing technical info 
submitted an S00S29 b 0606 

DALE, L F Mississippi Power & Light Co 80/06/30 2pp 


— a007'03024B Package of 72 structural drawings to be recalled at later 
date for micrdf i Iming 
» Bechtel Corp BO/06/30 7Spp 


0007240387 Summai y of 800635 ffloeting w/applicsnt in Gaithersburg, MO re 
instrumentation b control sys questions b response b 
discussion of review schedule 

HDUOHTON, T C Licensing Branch 3 00/07/03 7pp 


8007380494 Forwards response to 10 remaining open issues in diaft SER 
Info covers seismic subsystem analyst s, acc eptance criteria 
for steady state piping vibration b prosorvice b Inservtce 
pump b valve testing 

DALE, L F Mississippi Power b Light Co QO/07/00 13pp 


0007220569 Forwards "Cultural Resources Survey aP Ray Draiwell 
Transmission Line Route, Warren b Claiborne Counties. MS. 
per NBC 8001 IB request 

DALE, L F Mississippi Power fc Light Co 80/07/17 Ip 


— 8007330573 "Cultural Resources Survey of Bay Braswell Tranani tsion Line 
Route Warren b riaiborne Counties, MS " 

□ 'HEAR,U U , ATKINSON. U F Mississippi Power b Light Co 
60/06/09 3Spp 


8007390333 Forwards comments to amplify previous questions r* 
instrumentation b controls raised at 0006SS meeting 
ECHWENCER.A Licensing Branch 3 60/07/Sl Dpp 


E NRC Safety Evaluation Repoi t (SER), suppls b correspondence 


8007070345 Foiwaids response to open Issues for Use at 600708 meeting 
w/Mechanical Engineering Branch re draft 8ER for F8AB 
Sections 3 6-3 10 Responses to remaining ton issues will bo 
provided on 800707 

DALE.L F Mississippi Power b Light Co 60/07/02 36pp 


0007140338 Forwards partial transmittal of responses to draft 8EB for 
FSAR Sections 3 6-3 10 

DALE.L F Mississippi Power b Light Co 80/07/08 ISpp 


F Security, medical, emergency b fire protection plans 


8006300379 Forwards Amend 40 to application for OLs for Licenses CPPR- 
118 b CPPR-1 19, consisting of revlsiono to FBARiApp 90 
BTAMPLEY. N L Ntsslnsippi Power b Light Co 00/06/27 Ip 


—8006300303 Amend 40 to application for OLs for Licenses CPPR-1 18 b 
CPPR-l 19, consisting of revisions to FSAR App 9B Certlficatu 
of 6vc end 

STAMPLEV. N L Mississippi Power b Light Co 60/06/27 2pp 


—6006300384 Amend 40 to F8AR, providing revisions to fire protection plan 
b emargency plan 

« Mississippi Power b Light Co 60/06/27 09pp 


8007010361 Forwards emergency b radiological reiponse plans for Btate 
of M9, Port Gi baon/Claiborne County, MS, b State of LA, in 
support of util revised emergency plan submitted on 600627 
as port of Amend 40 to FSAR 

DALE, L F Mississippi Power fc Light Co DO/06/27 2pp 


8007160293 Forwards response to NRC 000702 Itr re estimated evacuetlon 
times Estimated evacuation times for tO-mlle emergency 
planning lone prepared by Clairborne County, M6 b Tensas 
Parri sh, LA, end 

DAtE, L F Mississippi Power b Light Co 80/07/11 33pp 


0 Adjudicatory correspondence 


0007310343 Forwards Commission 600937 memorandum b order containing 
decisions on UC6 780502 petition for reconsideration of 
780413 memorandum b order UC8 771104 petition sought action 
re fire protection for electrical cobles 
ElfiENHUT, D 0 Division of Licensing 80/06/29 89pp 


K Utility Final Safety Analysis Report (FSAR) b amends 


8007110412 Forwards affidavit of sve for Amend 40 to FSAR. per NRC 
780627 Itr 

DALE.L F Mississippi Power b Light Co 80/07/07 2pp 


Q Inspection reports, lE Bulletins b correspondence 


8007240218 Forwards IE Info Notice 80-20, "Lobs of Decay Haat Ramoval 
Capability at Davls-Dcsse Unit t Mhile in Refueling Mode " 

No response required 

Q'REILLV, J P Region 2. Atlanta, Office of the Director 90/0S/0B. 
SPP 
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D00714O484 Forw«ril* IE Bulletin BO-lSi "Crocking In Core Bproy 
Spargor* " No written response required 

0'BEILLV<J P Region S< Atlentor Office of the Director 80/05/lS 

Ip 


B(K>70S0173 Forward* IE Info Notice 00-22> '’Droukdouns In Cantamlnation 
Control Programi " No written reaponso required 

0'REILl.ViJ P Region 3i Atlanta> Office of the Director 00/09/20 

IP 


S007010S90 Forward* IE Info Notice GD-'23> "Loss of Suction to Emergency 
Feedwater Pumps " No written response required 

O'REILLY. J P Region 2. Atlanta. Office of the Director ao/OS/29 

Ip 


8007100119 Forward* IE Insp Rept 90~41ii/D0-l 1 on 800512-19 No 
nonconp lienee noted 

LEWIS. R C Region 3. Atlanta. Reactor Operations Nuclear Support 
Branch 80/05/30 3pp 


— 8007100134 IE Insp Rept 50-41i/B0-ll on 800512-15 No noncompliance 
noted. Major areas inspected preoperatlonal test program 
t> testing ft previous insp findings 

KELLOO. P J Region 2. Atlanta. Reactor Operations Nuclear Support 
Branch WAONER.A 0 Region 2. Atlanta. Office of the Director 
80/05/30. 4pp 


8007230078 Forwarde IE Info Notice 60-26. "Evaluation of Contractor 
QA PrograMS, ” No written response required 

O'REILLY. >1 P Region S. Atlanta, Office of the Director 80/06/10 
3pp. 


8007160378 Forwards IE Info Notice 80-27. "Degradation of Reactor 
Coolant Pump Studs " No specific action or response 
required 

O'REILLY, J P Region 2. Atlanta. Office of the Director 80/06/11 

Ip 


B007140299 Forwards IE Bulletin 80-14. "Degradation of OUR Scram 
Oischargd Vol Capability." No written response required 
O'REILLY, J P. Raglon 2, Atlanta. Office of the Director 80/06/13 
Ip. 


8007290377 Forwards IE Info Notice 80-28. "Prompt Reporting of Info in 
Accordance U/tOCFRSO. SS(e> " No written response required 
O'REILLY. J P Region 2, Atlanta. Office of the Dlrsctor 00/06/13 
3pp 


8007020374 Forwards IE Circular 60-15. "Loss of Reactor Coolant Pump 
Cooling (i Natural Circulation Cooldown " No written response 
raqulrad 

^O.'REIU^Y.d P Raglon 2. Atlanta, Office of the Director BO/06/S0 

Ip 


8007310340 Forwards lE Insp Repts 50-416/80-13 «< 50-417/80-09 on 
800603-06 No noncoMplianca notad 

MURPHY. C E. Raglon 2. Atlanta, Reactor Construction b Engineering 
Support Branch. 80/06/23 2pp 


— 8007310245 IE Insp Repts 50-416/00-13 b 50-417/80-09 on 800603-06 
Ho noncompllanca notad. Major areas inspected radiography, 
welding. ultrasonic asamlnation b previous insp findings 
HERDT. A. R Region 2. Atlanta, Reactor Construction b Engineering 
Support Branch VANDOORN. P K . ZAJAC. L D Region 2. Atlanta. 
Office of the Director 80/06/20 6pp 


B0071607B? Forwards IE Circular 80-14. "Radloactlvu Contamination of 
Plant Detiinaraliied Water Bijs b Resultant Internal 
Contaatlnatlon of Personnel ” No written response required 
O'REILLV.d.P Region 2. Atlanta. Office of the Director 80/06/24 

Ip 


8007330213 Forwards lE Bulletin 80-16, "Potential Misapplication of 
Rosenount Inc Models llSl b 1152 Pressure Transmitters 
W/Elthcr A or 8 Output Codes " Written response required 
IE Circular 80-16 also and No written response required 
O'REILLY, d P. Region 3. Atlanta, Office of the Director 60/06/27 

Ip- 


8007160860 Ack receipt of 800617 Itr informing NRC of step# taken to 
corract violation notad in IE Insp Rept 90-416/80-08 
MURPHY. C E. Region 2, Atlanta, Reactor Construction b Engineering 
Support Branch. 00/07/01 Ip. 


—6007160863 Revised response to NRC 800401 itr re violation noted In IE 
Inep Rept 90-416/80-08 Corrective actions. insp program 
instituted by constructor b all nonconformances will be 
documented. 

HCSAUOHY. d.P Hlsilssippl Power b Light Co 80/06/17 7pp 


— 8007160866 Responds to NRC B00401 Itr re violation noted in IE Insp 
Rept 9O-4I6/BO-0B Corrective actions all personnel have been 
reinstructed in Installation b insp procedures 
MCOAUOHV. d P Mississippi Power b Light Co 00/05/19 2pp 


— 8007160869 Forwards i£ Insp Rept 50-416/80—08 on 800303-06 b notice of 
violation 

MURPHY. C E Region 3. Atlanta. Reactor Construction b Engineering 
Support Branch 80/04/01 2pp 


— 8007160870 Notice of violation from insp on 000303-06 

« Region 2, Atlanta. Reactor Construction b Engineering Support 
Branch 60/03/31 2pp 


— 8007160072 IE Insp Rept 30— 416/BO-OB on 800303-06 Noncomp 1 lance noted 
failure to follow pipe support installation b insp 
procedures 

ANO. U P . UlLCOX.d 0 Region 2. Atlanta. Orfice of the Director 
HERDT.A R Region 2, Atlanta. Reactor Construction b Engineering 
Support Branch 80/03/31 4pp 


8007210270 Responds to IE Bulletin 00-08. "Examination of Containment 
Liner Penetration Uelds " Evaluation not complete Requests 
extension to 800013 

DALE. L F Mississippi Power b Light Co 80/07/03 Ip 


8007250432 Forwards response to NRC B0D624 Itr re Vlnlations noted in 
IE Insp 30-416/00-12 on 800927-30 Corrective actions 
responsible field engineers have been instructed to obtain 
sequential number from respective discipline cut rebar log 
MCOAUGHV.d P Mississippi Power b Light Co 80/07/21 3pp 


8 Reportable occurrences. LERs b related correspondence 


B007020619 Status deficiency rept re effects of loss of site power 
on rod position indlc<ition b neutron munitoring Deficiency 
still under investigation Final rept will be forwarded on 
000723 

DALE, L F Mississippi Power b Light Co 80/05/21 2pp 


6007170392 Part 21 rept re potentially defective diesel generator 
control panels mfg by Inti Control b Switchgear Co 
Insp underway to determine applicability of deficiency Final 
rept will be submitted by 000623 

HCOAUOHY. J P Mississippi Power b Light Co 00/03/22 2pp 


8007160385 Interim deficiency rept re incorrect pipe supplied by TX 
Pipe Bending Heavier wait would not cause overstressed 
condition Generic implications in other applications under 
investigation Final rept will be submitted by 800829 
HCOAUOHY. J P Mississippi Power b Light Co 80/09/23 2pp 


8007160642 Second interim deficiency rept <PRD-0O/O7) re inadequate 
Fisher Controls QA program re saPety-related controls for 
nonpressure retaining parts b components OA program 
evaluation continues Final rept will be submitted by 800626 
MCOAUOHV. J P Mississippi Power b Light Co 00/05/23 (p 


8007020579 6t.itu5 Deficiency Rept 4 re OE failure to implement proper 
QA program for electrical work Util is reviewing 
reinsp of OA program Final rept will be submitted by 800714 
MCOAUOMV.J P Hlosisslppl Power b Light Co 80/05/30 2pp 


8007020640 Status Deficiency Rept 2 re eiud to dragon valve manifolds 
Review of application of valve mnnlfnlds b sof ety-related 
impact still under investigation Final rept will be 
forwarded by 800702 

MCOAUHV. J P Mississippi Power b Light Co 80/06/02 2pp 


8007160611 Interim deficiency rept re mods to Dragon valve manifolds 
Review of MCAR-OONS 26 in M Ooiige 000306 site insp concluded 
that deficiency was improperly evaluated Final rept will be 
submitted by 800702 

HCOAUOHY, J P Mississippi Power b Light Co QO/06/02 2pp 


8006190377 Deficiency rept {PRD~B0/26) re OE Type SB-12 switches 
Questions rationale that safety function of breaker was to 
trip on signal from reactor protection sys Re-evaluation 
will be conducted b final rept filed by 800710 
HCOAUOHY. J P Mississippi Power b Light Co 80/06/12 2pp 


8007020601 Forwards Interim deficiency rept re OE failure to provide 
qualified Instrumentation in safety-related sys 
MCOAUOHV. J P Mississippi Power b Light Co 80/06/13 2pp 


—8007020603 Interim deficiency rept re OE failure to provide seismicalty 
b environmentally qualified Instruments for use in nuclear 
saf #ty~rolated sys In balance-of-p lant power generation 
control complex Corrective action plan expected by 800711 
» Mississippi Power b Light Co 80/06/13 4pp 
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8007050S3B Foroiards interim defictencg rcpt <PRD-B0/11) re Flosemount 
Model 910 DU trip unit & Final deficiently rept (PRO-eO/ll) 
re Model 1132 pressure transmitters 

MCGAUOHVi J P Mississippi Pouer It Light Co BO/Oi/24 2pp 


— 8007020539 Final deficleney rept <PRD-B0/11) re Model 1152 pressure 
transeii fcter u/common mode Failure of capacitor at greater 
than 179 F or uhen damping potentiometer is i otated 
clockvisc GE issued field disposition instructions 
e Mississippi Pouer D Light Co 80/06/24 tp 


— 8007020541 Interim rept (PHD-SO/U) re Rosemount Model 310 DU trip/ 
calibr unit u/conmon mode failure of essential switch that 
determines trip output logic OE has issued field disposition 
instructions for onsite repair 

• Mississippi Pouer !< Light Co 80/06/24 Ip 


8007170435 First interim deflciencg rept lPRD-BO/31 ) re foilore of MPCB 
suiltchgoar to comply u/solsmit rogui remen ts NS8S vendor 
evaluation of effects on safety has not been completed 
Final rept will be submitted by B00923 

MCOAUOUY. J P Mississippi Power J< Light Co QO/07/il Ip 


6007220308 Status Deficiency Rept 6 re failure to establish QA program 
OE has not completed review of insp results b evaluation of 
safety implications Final rept to be provided by B0090B 
MCOAUOHVrJ P Mississippi Pouer h Light Co 80/07/14 2pp 


0007220389 Status Deficiency Rept 2 re damage to interfiled lata metAlllc 
conduit Ectent (■ safety Implications remain under 
investigation Final rept to be provided no later than 
801006 

MCOAUGHV. J P Mississippi Power b Light Co 00/07/19 3pp 


B007020630 Forwards final deficiency rept re defects in diesel 
generator control panels 

MCGAUGHV.jp Mississippi Power b Light Co 00/06/25 Ip 


--8007020632 Final deficiency rept re defects in diesel generator control 
panels mfg by Inti Control b Suitchgear Co Equipment being 
repaired by Morr i sun-Knudsen OA activity will be increased 
Applicability of 1DCFR21 under evaluation 
* Mississippi Power b Light Co 80/06/25 ip 


0OO72SO51O Status Rept 2 to deficiency rapt ra design nomographs 
related to ITT General Controls hydranotor alactrohydraullc 
actuators Evaluation by N3SB vendor incomplete Final rept 
should be forwarded by 800919 

MCOAUGHV. J P Mississippi Power b Light Co 80/07/21 2pp 


— 8007250520 Responds to IE Dullctin 80-09. "Hydramotor Actuator 
Deficiencies " Two NH90 series hydramotor actuators in use. 
Evaluation indicates that no mods required 
DALE.L F Mississippi Power b tight Co. 80/06/16 2pp 


8007070298 Status Deficiency Rept 3 re inadequate QA program for 
nonpresBurc retaining parts b components Detail of A£ 
investigation under evaluation Final rept will be forwarded 
by 800728 

HCGAUGHV.jp Mississippi Power b Light Co 80/06/27 2pp 


8007280566 Potential deficiency rept re nonconformances associated w/ 
calibr sves provided by Computer Sciences Corp 
Nonconformances noted during util Apr 1900 audit of calibr 
facility Final rept ulll be submit tod by 800822 
MCOAUOHV.J P Mississippi Power b Light Co 80/07/82 Ip 


8007110413 Forwards final deficiency rept re mod to Dragon Valves. Inc. 
valve manifolds 

MCOAUGHVi J P Mississippi Power b Light Co 80/07/02 2pp 


—8007110417 Final deficiency rept re mod to Dragon Valves. Inc. valve 
manifolds Failure of valve would not rause malfunction 
during emergency operation of standby liquid control sys b 
nob considered reportable per 10CFR50 SS<a) 

• Mississippi Power b Light Co 00/07/02 2pp 


8007110430 Status Rept 1 re procedural violation in cutting rabar Stop 
uorl order Issued on 800530 to stop hole drilling operations 
for electrical support Craft b field engineering personnel 
brained Final rept will be submitbed by 800117 
MCOAUGHV. J P Mississippi Power b Light Co 00/07/02 2pp 


8007190093 Part 21 r ep t. supp 1 ement i ng info previously filed under 
iOCFRSO 55(e). re Rosemount. Inc Model SIODU master b slave 
trip units Info should have been included in review of 
deficiency repts filed since 1977 

MCOAUGHV. J P Mississippi Power b Light Co 80/07/02 9pp 


B0071S0099 Part 21 rept. supplement i ng info previously filed under 
10CFR90 55(e). re Gould-Brown Dover! solid-state trip 
devices Rept should have been included in review of 
deficiencies filed since 1977 

HCGAUCHV. J P Mississippi Power b Light Co 80/07/02 4pp 


8007150105 Part 21 rept. supplementing info previously filed under 
10CFR50 5S(e).re ifestinghouse electrical penetration 
assemblies Rapt should have been included in review of 
deficiencies filed since 1977 

MCOAUOHV.J P Mississippi Power b Light Co 80/07/02 4pp 


0007170396 Forwards Final Deficiency Rept PRD-BO/26 re defective OE 
S0-13 switches, org 1 iial ly reported 800912 Rept on 
applicability of 10CFR31 will be submitted upon completion 
of evaluation 

MCOAUOHV.J P Mississippi Power b Light Co 80/07/10 Ip 


8007290655 Provides status of potentially reportable deficiency re 
fractured valve body on jacletwater thermostatic valve of 
standby diesel generator Magnetic particle eiamination 
performed Reportab i 1 i ty will be determined by GOlOtO 
MCOAUOHV.J P Mississippi Power b Light Co 80/07/23 2pp 


8007290666 Forwards Status Rept 2 of potentially reportable deficiency 
re malfunctions of Limltorque valve operators Caused by 
cicessive threading of stem protectors Final rept by 801103 
MCOAUOHV.J P Mississippi Power b Light Co 80/07/23 2pp 


800/290671 Forwards status of potentially reportable deficiency re 
incorrect translation of weld requirements from design 
drawings to field sketches Investigation continuing Final 
rept will be submitted by 000917 

MCOAUOHV.J P Mississippi Power b Light Co 80/07/23 2pp 


8007290714 Provides status of potentially reportable deficiency re 
loss of offsite power accident b effects on rod position 
sys b neutron monitoring sys Deficiency still under 
investigation Pinal rept will be provided by 001230 
MCOAUOHV.J P Mississippi Power b Light Co 80/07/23 2pp 


8007290791 Deficiency Status Rapt 1 re damaged stator coil for standby 
diesel generator Deficiency investigation Incomplete 
Reportabi 1 i ty determination b final rapt will be submitted 
by 801217 

MCOAUOHV.J P Mississippi Power b Light Co 80/07/23 Ip 


DOCKET 90-417 GRAND GULF NUCLEAR 0TATION. UNIT 2 


A Appl icat ion/construc tlnn stage documents b correspondence 


8007160610 Forwards correction to fuel load date in B00S14 Itr 
Correct date for Unit 1 is 010831 

DALE.L F Mississippi Power b Light Co 00/06/11 Ip 


— 8007170400 Final Deficiency Rept PRD-aO~26 re defective OE Sll-12 
switches Identified in IE Circular 79-17 Switches found to 
be installed in switchgear supplied by vendor Vendor will 
furnish new switches to correct condition 
« Mississippi Power b Light Co 80/07/10 Ip 


B007170290 Fnrw.irds first Interim Deficiency Rept PnD-90/32 re standby 
SVC water sys design deficiency Final rept will be submitted 
by 801020 

HCGAUCHV. J P Mississippi Power b Light Co 80/07/11 Ip 


—8007170294 First Interim Deficiency Rept PRD-90/32 re standby sve water 
sys design deficiency Debris picked up by standby sve water 
b HPCS SVC water pumps transferred into sys No provision 
exists for filtering Sys design will be analyied 
« Mississippi Power b Light Co. 80/07/11 Ip 


— 8007160617 Corrects 800914 Itr requesting updated b complete schedule 
of safety review Correct fuel load date is 810831 
DALE.L F Mississippi Power b Light Co 80/09/14 tp 


8007010237 Forwards NRC roorganliatlon chart of Dfc of Nuclear Reactor 
Regulation. effective 800420 Facility activities should be 
made through assigned mgt representative Areas of 
disagreement may be discussed through Informal appeal 
TEDE6C0.R L Assistant Director for Licensing 80/06/13 2pp 


B007010D87 Notification of 80070B meeting w/ut i I , DNWL. OE b Bechtel 
Power Corp in Gaithersburg. MD to review Mechanical 
Engineering Branch draft SER 

HOUGHTON. T C Licensing Branch 3 80/06/16 3pp 
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B007010100 Notlf icAtion oF 800629 meeting le/uti 1. 6E< Oechtel Pouer Corp 
t( Savannah filver Lab in Oai theraburgi HD to discuss F8AR 
Soetlon 7( "Instrumantatlon t Control " 

HOUOHTON, T C Licensing Branch 3 80/06/16 Spp 


B007S30001 Poruards statement of policy re requirements to be met for 
torrent DL appllcatlonot as derived from NUREO-0660 fc found 
in NUREO-0694 

ElBENHUT. D 0 Division of Licensing 80/06/36 Spp 


BOO7030S49 Foruarde structural drauings supplementing technical info 
submitted on 80092? b 0606 

DALEiL F Hlsslsslppi Pouer 6 Light Co 80/06/30 Spp 


—8007030248 Package of 72 structural drawings to be recalled at later 
date for microfilming 
e Bechtel Corp 80/06/30 72pp 


80078402Q7 Summary of S006SS meeting u/opp 1 icant in Oai thersbura> HD re 
Instrumentation b control sys questions b response b 
dtseussion of review schedule 

HOOOKTCIN, T C Licensing Branch 3 00/07/03 7pp 


80072804?4 Forwards response to 10 remaining open issues in draft 8ER 
Info covers seismic subsystem analysisi acceptance criteria 
for steady state piping vibration b preservice b inservice 
pump b valve tasting 

OALEiL F Hlsslsslppi Power b Light Co 80/07/08 13pp 


800722096? Forwards "Cultural Resources Survey of Ray Braswell 
TransMlBsion Line Raut»>Uarren b Claiborne Counties< H9i " 
per NRC 80011B request 

DALE> L F Mississippi Power b Light Co 80/07/17 Ip 


■B007220973 "Cultural Resources Survey of Ray Qrayuell Transmission Line 
Route Harron b Claiborne Countla&>HS " 

O'HEAR.J M • ATKINSON. J P Mississippi Power b Light Co 
80/06/09 23pp 


8007290322 Forwards comments to amplify previous questions rP 
instrumentation b controls raised at 800623 meeting 
8CHMENCER.A Licensing Branch 3 BO/07/21 3pp 


C NRC Safety Evaluation Report <6ER). suppis b correspondsnco 


8007070249 Forwards response to open issues for use at 800708 meeting 
M/Hochanical Engineering Branch re draft SER for F9AR 
Sections 3 6-3 10 Responses to remaining ten issues will be 
provided on 800707 

DALEiL F Mississippi Power b Light Co 00/07/02 26pp 


8007140388 Forwards partial transmittal of responses to draft SER for 
F8AR Sections 3 6-3 10 

DALE. L F Hississlppl Pouer b Light Co 80/07/08 13pp 


F Security, medical, emergency b fire protection plans 


8007010361 Forwards emergency b radiological rosponso plant for State 
of MB. Port Oibson/Clalborne County. MS. b State of LA. In 
support of util revised emergency plan submitted on 800627 
at part of Amend 40 to FSAR 

OALE.L F Mississippi Power b Light Co 80/06/27 2pp 


8007160293 Forwards response to NRC B007D2 Itr re estimated evacuation 
times Estimated evacuation times for 10-mile amcrgency 
planning zone prepared by Clairborne County. MS b Tensas 
Parrish. LA. enc 1 

DALE. L. r Mississippi Power b Light Co 80/07/11 33pp 


0 Adjudicatory correspondence 


B007310843 ForuardB Commission 800927 memorandum b order containing 
decisions on UCS 780302 petition for reconsideration of 
760413 memorandum ti order UCS 771104 petition sought action 
ra fire protection for electrical cables 
EI8ENHUT. 0 0 Division of Licensing 80/06/23 89pp 


K. Utility Final Safety Analysis Report (FSAR) b amonds 


8006300379 Forwards Amend 40 to application for OLs for Licenses CPPR- 
ItB it CPPH-1 19. const sting of revisions to FSAR.App 9D 
STAMPLEY. N L Mississippi Power b Light Co 80/06/27 ip 


—8006300382 Amend 40 to opp 11 cation for OLs for Lleonoes CPPR-118 b 
CPPR-lt9> consisting of revisions to rsAR App 9Q Certificate 
of 8vc end. 

BTAMPLEY.N L Mississippi Power b Light Co 80/06/27 8pp 


— 6006300384 Amend 40 to FSAR. pi ovi ding revisions to fire protection plan 
b emergency plan 

« Mississippi Power b Light Co 0O/O6/S7 BSpp 


80071104)2 Forwards affidavit of sve for Amend 40 to FSAR. per NRC 
780627 Itr 

OALE.L F Mississippi Power t. Light Cu 80/07/07 2pp 


0 Inspection reports. IE Bulletins !. i orrespondence 


6007240218 Forward* IE Info Notice 00-20, "Loss of Decay Heat Removal 
Capability at Davis-Desse Unit 1 While in Refueling Mode " 

No response required 

O'REILLV, JP Region 2. Atlanta. Office of the Director QO/09/08 
2PP 


8007140464 Forwards IE Bulletin 00-13. 'Trarking in Core Spray 
Spargers " No written response required 

O'REILLY. J P Region 2. Atlanta. Office of the Director 80/05/12 

Ip 


800701 0230 Forwards IE Info Notice 80-23. "Loss of Suction to Emergency 
Feedwater Pumps " No written response required 

O'REILLY. J P Region 2. Atlanta. Office of the Director 80/05/29 

Ip 


8007820076 Forwards IE Info Notice 80-26. "Evaluation of Contractor 
OA Programs '' No written response required 

O'REILLY. J P Region 2. Atlanta. Office of the Director 80/06/10 
2pp 


6007160276 Forwards IE Info Notice 80-27. "Degradation of Reaetar 
Coolant Pump Studs " No specific action or response 
required 

O'REILLY, J P Region 2, Atlanta- Office of the Director 80/06/11 

Ip 


8007140299 Forwards IE Bulletin 80-14, “Degradation of BUR Scram 
Discharge Vol Capability ” No written response required 
O'REILLY. J P Region 2. Atlanta, Office of the Director 80/06/12 
Ip 


0007250377 Forwards IE Info Notice 80-28. "Prompt Reporting of Info In 
Accordance W/10t,FR30 S5<o) ” No written response required 
O'REILLY, J P Region 2. Atlanta. Office of the Dlrectoi 60/06/13 

2pp 


8007020374 Forwards IE Circular 80-15, “Loss of Reactor Coolant Pump 
Cooling b Natural Circulation Cooldown " No written response 
required 

O'REILLY. J P Region 2. Atlanta. Office gf tho Director 00/06/20 
IP 


6007310240 Forwards IE Insp Bopts 30-416/80-13 b 50-417/60-09 on 
B00603-06 No nonciimp 1 lance noted 

MURPHY. C C Region 2, Atlant,), Reactor Construction b Engineering 
Support Dr,inch 80/06/23 2pp 


— B0073 10245 IE Insp flepts 50-416/00-13 b 90-417/80-09 on 800603-06 
Mo noncomp 1 laiice noted Major areas inspected radiography, 
weld Ing. Ill trasoMic oiamlnution b previous insp findings 
HERDT, A R Region 2, Atlontii, Reactor Construction b Engineering 
Support Branch VANOODRN. P K . ZAJAC. L D Region 3, Atlanta. 
Office of the Director 80/06/20 6pp 


6007160789 Forwards IE Circular 00-14. "Radioactive Contamina ticin of 
Plant Demlnural 1 1 ed Water Bys *. Rosultisnt Internal 
Contamination oh Personnel " Ho writton responso required 
O'REILLY- >1 P Region 2. Atlanta. Office of the Director 80/06/24 
Ip 


8007230213 Forwards IE Bulletin 00-16, "Potential Misapplication of 
Rosemount Inc Models 1191 b 1192 Pressure Transmitters 
W/Elthor A or D Output Codes " Written response lequired 
IE Circular 80-16 also end No written response required 
O'REILLY. J P Region 2. Atlanta. Office of the Director 80/06/27 
IP 


8007210270 Responds to IE Bulletin 80-08. "Ei.iminotion of Containment 
Liner Poiietralion Wolds “ rvaliiaiion nut complete Requests 
eitcnsion to 800013 

DALE. L F Misslsuippi Power b Light Co 80/07/03 Ip 



zee 


DOCKETED ITEMS 


S flcpdt- tablB ocrurrcncas/ LEO'S *< reinted cnM'ospondBnCB 


GO07O2O619 btdtu'w deficiency rept re effects of loss of site pouer 
oi> vod position indicnlion t< neutron monitoring Deficiency 
still under i nvustl g ation Final rept mill bo foriuarded on 
000723 

DALE. L r Mississippi Power ’< Light fo BO/05/ai app 


— B007110417 Final deficiency rept re mod to Dragon Valves> Inc< valvo 
manifolds Failure of valve would not cause malfunction 
during emergency operation of standby liyulil control sys !< 
not considered reportable per lOCI'WSO 9He> 

• Mississippi Power t< Light Co Q0/O7/DS 2pp 


8007110430 Status Rept 1 re procedural violation in cutting rebar Stop 
work order issued on 00DS3D to stop hole drilling operations 
for electrical support Craft fi field engineering personnel 
trained Final rept will be submitted by 800117 
KCOAUOHY.J P Mississippi Power t> Light Co QO/07/02 Spp 


Q0071705'9a Pfli t 2l rept re potentially defective diesel generator 
control panels nifg by Inti Control f< Switchgear Co 
Inop underway to determine applicability of deficiency Final 
rept will be submitted by n00h20 

HCOAUCHVtJ P Mississippi Power V Light Co BO/Ob/22 2pp 


8007160089 Interim deficiency rept re incorrect pipe supplied by TX 
Pipe bonding Hoavlor wall would not cause overstressed 
condition Oenei it impllcatioiiis in other applications under 
investigation Final rept will be submitted by 6008S9 
ttCOAUOHY, J l> Mississippi Power t. Light Co BO/05/23 2pp 


8007160642 Bcroiid interim deficiency rept <PRD-80/07l re Inadequate 
Fisher Controls OA program lo safety-related controls for 
nonpressure retaining parts ?« components OA program 
evaluation continues Final rept will ho submitted by 800626 
MC0AU0>IY<J I* Mississippi Power 6 Light Co 00/05/23 ip 


80070305/9 Status Dcftciencg Rept 4 re GE failure to implement proper 
OA program fur electrical work Util is rovloulng 
relnep of OA program Final rept will bo submitted by 800714 
KCOAUOHY.J P Mississippi P.ower 6 Light Co OO/OS/30 2pp 


8007020640 Status Deficiency Rept 2 ro mod to dragon valve manifolds 
Review of applicatiun of v.jlve manifolds 6 safety-related 
impact still under Investigation Final rept will be 
forwarded by 1100702 

KCGAUHY. d P Mississippi Power U Light Co 00/06/02 2pp 


8007160611 Intel im deficiency lept re mods to Dragon valve manifolds 
Review of KCAR-GOHS 26 in M Oouge 000306 site inqp concluded 
that diificiencij was Impropci ly evnluotod Final rept will be 
submit tad by 800702 

MCSAUCIIY. J l> MisslBsippl Powei 6 Light Co BO/06/02 2pp 


00D7020601 Forwards interim deficiency rept re OE failure to provide 
qualified ins triimentat inn in safety-related sys 
HCOAUCHY, J P Mississippi Power 6 Light Co 00/06/13 2pp 


— B00702'U603 Intaiim deficiency rept re OE failure to provide saismtcally 
t. environmentally qualified Instruments for use in nuclear 
safety-related sys in lial.mte-nf-p lent power generation 
control c-omplei Cnrrcctive actinn plan eipected by 000711 
• HlBslssIppi Pouer t> Light Co 00/06/13 4pp 


D007020ST1U Fotuot ds intnrim deficiency rept <PRI)-DO/li) re Rosemounl 
Hodo) 910 DU trip unit 6 final dofirienry rapt (PRD-OO/ll) 
re Model 1152 presstiro trarisisl ttors 

KCOAUOHY.J P Mississippi Power t, Light Co 80/06/24 2pp 


— B00702O537 Finn! defirlency rept (PRD-tlO/H) ro Model 1152 pressure 
tratismittur w/cominon mode failure of capacitor at greater 
than 1 /5 r or when damping potentiometer is rotatod 
clockwise OE issued field 'disposition instructions 
• Mississippi Puwei tt Light Co 80/06/24 Ip 


--8007020*541 Interim rept fPRD-80/11) lo Rosemount Model 510 DU trip/ 
cnllbr unit w/enmmon modB failure of cssontial switch that 
datei mines trip output logic GE has issued field disposition 
instruction's foi nnsite repair 
0 Hissioslppi Pnuiei 6 Light Co 00/06/24 Ip 


B007020630 Forwards fin.il doficienty rept re defects in diosol 
goneralor control panels 

HLOAllGHlY.J P Mississippi Power Ji Light C(i 80/06/25 Ip 


--B007020632 rm.il deficiency rept re defects in dlesol generator control 
panels mfg by lull Control f< Switchgear Co Equipment being 
repaired by Mnrrl son-Knudnon QA activity will be increased 
Applicability (if 10CFK2) u'ndor evaluation 
a Mississippi Pouer 6 Light Co 80/06/25 Ip 


0007070298 Btatun Deficiency Rept T re inadequate OA program for 
nonpressure retaining parts & components Detail of AE 
investigation under cvaluiition Final rupt will bo forwarded 
by 800720 

MCOAUOHV.J P Mississippi Power J< Light Co 00/06/27 2pp 


0007110413 Forwards final deficiency rfpt re mod to Dragon Valves. Inc. 
valve manifolds 

MCGAUGHV.J P Mississippi Power h Light Co 80/07/03 8pp 


B007150093 Part 2i rep t. supp lament ing info previously filed under 
lOCFRSO 95(e). re Rosamount. Inc Model SIODU master h slave 
trip units Info should have been included in review of 
deficiency repts filed since 1977 

KCOAUOHY.J P Mississippi Power b Light <’o 00/07/02 9pp 


G007IS0099 Part 21 rep t. supp 1 ement i ng info previously filed under 
lOCFRSO 55 (b). re Gould-Drown Dovori solld-stato trip 
devices Rept should have been included in review of 
deficiencies filed since 1977 

HCOAUGHV.J P Mississippi Power (. Light Co 80/07/03 4pp 


8007150109 Part 21 rept. supp I ement ing Info previously Piled under 
10CFR90 39(e). re Uestinghouse cloctrical penetration 
assemblies Rept should have been included in review of 
deficiencies filed since 1977 

MCOAUOHV.J P Mississippi Power & Light Co 60/07/02 4pp 


8007170396 Forwards Final Deficiency Rept PRD-8D/26 re defective OE 
BD-12 swi tches. erg inal ly reported 800912 Rept un 
applicability of I0CFR21 will be submitted upon completion 
Of evaluation 

MCCAUOHV. J P Mississippi Power J, Light Ce 1)0/07/10 Ip 


—0007170400 Final Deficiency Rept PRD-BO-26 re defective OE 8B-12 
switches identified In IE Circular 79-17 Switches found to 
be installed in switchgear supplied by vendor Vendor will 
furnish new switches to correct condltlun 
» Mississippi Power b Light Co 00/07/10 ip 


8007170290 Forwards first Interim Deficiency Rept PRD-BO/32 re standby 
SVC water syi. design deficiency Final rept will be submitted 
by 801020 

MCOAUQHY. J P MlosiSBippi Power b Light Cn 80/07/11 Ip 


— 8007170294 First Interim Deficiency Rept PHD-00/33 re standby sve water 
sys design deficiency Debris picked up by standby sve water 
b HPC3 SVC water pumps transferred into sys Mo provision 
eilsts for filtering 6ys design will bo analyied 
* Mississippi Power b Light Co 00/07/ii ip 


0007170439 First interim defirlency rept (PHD-00/31) re failure of HPC8 
switchgear to comply w/soismic roquiromonts NSSS vendor 
evaluation of effects en safety has nut been cooipletod 
Final rept will be submitted by 000923 

MCOAUOHV.J P niBslssippi Power b Light Cu 00/07/11 Ip 


0007220300 Status Deficiency Rept 6 re failure to establish OA program 
OE has not completed review of Inep results b evaluation of 
safety implications Final rept to be provided by 800908. 

MCCAUGHY. J P Mississippi Power b Light Co 00/07/14 3pp 


6007220309 Status Deficiency Rept 2 re damage to intermediate sietalllc 
coiideit Eitent b safety impHcafiens remain under 
investigation Final rept lo be provided no later than 
001006 

HCOAUOHY. J P Mississippi Power b Light Co 00/07/19 3pp 


0007390510 Status Rept 3 to deficiency rept re design nomographs 
related to ITT Oanoral Controls hydramotor oloctrohydraiillc 
actuators Evaluation by NSS6 vendor incomplete, Final rept 
should be forwarded by 000915 

KCOAUOHY.J P Mississippi Power b Light Co 00/07/21 2pp 


— B0072S0S2O Responds to IE Dulletln 00-09. "Hydramotor Actuator 
Deficiencies " Two MH90 series hydramotor actuators in use 
Evaluation Indicates that no mods required 
DALE. L r Mississippi Power b Light Co 00/06/16 Bpp 


0007380966 Potential deficiency rept re nonconformences associated w/ 
callfar sves provided by Computer Sciences Corp 
Nonconformances noted during util Apr 1980 audit of callbr 
foclllty Final rept will be submitted by 8OO02S, 

KCOAUOHY.J P Mississippi Power b Light Co 00/07/32 Ip 


DOCKETED ITEMS 


267 


*^^39'063S Provides status of potentially reportable deficiency re 
'^V'actured valve body on jOcketuater thermostatic valve of 
*t*ndby diesel generator Magnetic particle eiominatlon 
I* ^••'ftii'eied. Repor ta b i 1 i ty will be determined by BOiOiO 
^^OAUGHViJ P Mississippi Power 5. Light Co BO/07/33 2pp 


'*^^290i66 Forwards Status Ropt 2 of potentially reportable deficiency 
malfunctions of Limitorque valve operators Caused by 
**arc«SBlve threading of stem protectors Final rept by 601103 
MCOAUOHV.J P Mississippi Power & Light Co 00/07/23 2pp 


^O1Pa90671 Forwards status of potentially reportable deficiency re 
orrect translation of weld requirements from design 
stT^mwlngs to field sketches Investigation continuing Final 
'***etit will be submitted by 800717 

*~K:iQ>AU 0HY< J P Mississippi Power Light Co BO/07/23 2pp 


-^^7270714 Provides status of potentially reportable deficiency re 
IcS'S.B of offsite power accident h effects on rod position 
ss'U'g. t< neutron monitoring sys Deficiency still under 
A esvastigatlon Final rept will be provided by 801230 
*K;OAUOHYiJ P Mississippi Power !, Light Co B0/O7/23 Kpp 


307290791 Deficiency Status Rept 1 re damaged stator coil for standby 
diweet generator Deficiency investigation incomplete 
Rttportabi lity determination b final rept will be submitted 
bv 801217 

HCOAUOHV.J P Mississippi Power t, Light Co aO/07/23 Ip 


3CKeT 30-423 MILLSTONE NUCLEAR POWER 8TATIDN, UNIT 3 


Appl Icatlon/construc tion stage documents U correspondence 


307S30001 Forwards statement of policy re requirements to be met for 
■cuTrent OL ap pi Icationsr os derived from N\JRE0-0660 b Pound 
*n NUREO-0694 

ETXSENHUTrD 0 Division of Llcenstng BO/0&/26 2pp 


Adj udicatory correspondence 


007310243 Forwards Commission 800337 meinor andum & order containing 
cdscisions on DCS 780902 petition for reconsideration of 
7-00413 Aemorandum b or-der UCB 771104 petition sought action 
9^0 fire protection for electrical cables 
E.ISENHUT. D 0. Division of Licensing B0/ad>/2S 09pp 


f^inanciaii information 


007190622 Forwards 19B0 cash flow estimates for CT Light -Ii Power Co< 
f-tartford Electric Light Cd t> tiestern HA Electric Co Cash 
-F lows are adequate to meet potential premium roquirements 
For 1979 amends to Pric e-Anderson Act 
O'CDNNOn.LA NortheOBt Util itles 80/07/03, 3pf 


Inspection reportsi IE Bulletins b correspondence 


007010312 Forwards IE Info Notice B0-23i "Loss of Suction to Emergency 
F^a-edwater Pumps " No written response required 
OFtlERiD H Region !• Phi lade Iph let Office of the Director 
EM3/09/29 Ip 


1007170919 Forwards response to IE Bulletin OO-OSi "Vacuum Condition 
flMsulting in Damage to Chemical Vo1 Control 6ys (CVC6) 

|-f<eldup Tanks *' Provides list of sys in facility containing 
-kaenks that can be valved to contain primary sys water 
CCXlNSILiH O Northeast Nuclear Energy Co (subs of Northeast 
Utllltlas) 00/06/09 7pp 


IOO7B109Q0 Forwards IE Info Notice 80-26. "Evaluation of Contractor 
OA Programs " No written response required 
ORIER.B H Region i. Philadelphia. Office of the Director 
ao/06/io ip 


1007160397 Forwards IE Info Notice 80-27. "Degradation of Reactor 
coolant Pump Studs " Ho specific action nr response 
-I- -esquired 

OfTIERiB H, Region 1. Philadelphia. Office of the Director 
00/06/11 Ip 


ffyO7S80b00 Forwards IE Info Notice 8D-28. "Prompt Reporting of Info In 
Accordance M/10CFR90 95<el " No written response required. 

OFHER.B H Region 1. Philadelphia, Office of the Director, 

00/06/13 Ip 


8007010354 Responds to IE Dullotin 80-09, "Hydramotor Actuator 
Deficiencies ' No ITT Oeneral Controls Model AH-90 >i NK-90 
hydramotor actuators have been purchased for use at util 
COUNSIL. M 0 Northeast Nuclear Energy Co (sobs of Northeast 
Utilities) B0/D6/I6 2pp 


8007020494 Forwards IE Circular 00-15, "Loss of Reactor Coolant Pump 
Cooling 4c Natural Circulation Conldoun " No written response 
requ i r ed 

ORIER. □ K Region 1. Philadelphia. (Iffice of the Dlrs-ctor 
B0/D6/20 Ip 


B007160714 Forwards IE Circulai BO-14. "Radioactive Contamination of 
Plant Deminer at 9 I e d Hater 8ys 4< Resultant Internal 
Cont ami nation of Personnel " No written response required 
GRIER, B H Region 1. Philadelphia. Office of the Dire-ctor 
00/06/34 Ip 


BD07210207 Forwards IE Info Notice 60-24. "Lou Level fiaduaste Burial 
Criteria " No written response required 

ORIER. D H Region 1. Philadelphia. Office of the Director 
80/06/29 Ip 


8007230146 Forwards IE Dulletln 60-16. "Potential Misapplication of 
Rosemouht Inc Models 1 iSl h 1152 Pressure Transmitters 
W/Eltlier A or D Output Codes " Written response required 
IE Circular 80-16 also enc 1 No written response required 
QRIER.D K Region 1. Philadelphia. Office of the Director 
80/06/27 2pp 


8007210533 Forwards IE Insp Rept 50-423/60-03 on B00423 No 
noncodip llance noted 

CARLSON. R T Region ). Philadelphia. Reactor Construction li 
Engineering support Sranch bq/ 07/13 2pp 


— 8007210945 IE Insp Rept 50-453/60-03 on 800423 No none omp 1 lane e noted 
Major areas inspected containment reactor area, control 
bldg, turbine bldg tc other sve areas Newly assigned inspector 
Introduced 

CERNE, A C , FElL.n Region 1, Philadelphia, Office of the 
Director MCDAUQHY, R H Region 1. Philadelphia, Reactor 
Construction 1. Engineering Bupp-ort Branch B0/06/i0 3pp 


8 Reportable occurrences. LERs 8. related correspondence 


6007210497 Act re-ceipt of 800614 deficiency rept re possible 
inadequacy of charging pumps fallowing secendary sys high 
energy line rupture 

CARLSON. R T Region 1. Ph i ladolph ia. Ruactor Construction b 
Engineering Support Dranch 80/D7/01 Ip 


— 800721-0920 Interim deficiency rept confirming BCOSIS telcon 
Irlest 1 nghousc centrifugal charging pumps may net deliver min 
flow at valve set point pressure Action wilt be delayed 
until Nesting house analyst s completed 

COUNSIL. u G Northeast Nuc I ear Energy Co (subs of Northeast 

Utilities) B0/O6/14 Ip 


DOCKET 90-424 ALVIN H VOOTLE NUCLEAR PLANT, UNIT I 


A App 1 1 c atlon/cuns true tion stage documents -h ccirr eipondenc e 


80D723QDD1 Forwards statement of policij re requirements to be met for 
current OL app 1 icat 1 ons. as derived from NllREO-0660 h found 
in NUREO-0694 

EtSENHUT. D G Division nf licensing BO/06/26 Sp p 


F Security, medical, emergency 8. fire protection plans 


6007290774 Forwards evacuation time estimates per NRC 791226 h 800702 
requests 

EHREN6PER0ER, H Oenrgia Power Cn 60/07/23 ip 


— 6007290777 Evacuation time estimates for facilitio-s Maps end 
• Georgia Power Co 00/07/23 Bpp 


0 Adjudicatory correspondenre 


6007310243 forwards Commission 600927 mempr.indum h order containing 
decisions on DCS 780502 petition for rec ons 1 11 erat i-on of 
760413 memorandum U nrder DCS 771104 petition sought action 
re fire protection for electrical cables 
EIBENHUT.D 0 Division of Licensing 80/06/29 69pp 
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DOCKETED STEMS 


M General corri»&pOTicl0nci.‘ 


B0O7OSOGI44 Pequestfi that NRC )evivif c nm* ^spoi^Efent « d ) & tr i b ut 1 
changing address*** to WE EhT euspot ^♦»r 
EHRENSPEROER. W Georgia Pnuiex Co aO/06/30 Ip 


— QOP/110^36 IE Insp Hcpti ?0-flP4/ BO-07 !, ■)()- '*^'1/(30- 0 / on UO04M-16 
Noncdmp 1 i.inc (> noted fnlluip to evoiuoto moiwtovo check teet 
I enii 1 ts 

UENAHftN, J J flogion 3. Atlanto. Office of the OU’octor 

CANLON, U E Reijlon 2, Atlanta. Heat tor Cotia trot t i on & En|) ineorlnj 

8 upp 0 t t liranch BO/ 09 <*01 'ipp 


0 inspection reports* IE Uulletins ^ correspondence 


0007240233 Foruarde IE Info Notice 00-20. "Loss of Decay Heat Removal 
Capability at Pavis-Desse Unit 1 While in Refueling Mode " 

No response required 

O'REILLY. J n Region 2 , Atlanta* Office of the Director 00/0^/00 

2 pp 


B007210466 Forwards IE Circular 00-13* "Orld Strap Damage in 
Uastinghouse Fuel Assemblies " No uiitten response required 
O'REILI.V* vl P Region 2* Atlanta* Office of the Director 00/09/20 
ip 


8007010220 Forwards IE Info Notice 00-23* "toss of Suction to Emergency 
Feedujater Pumps " No written response required 

0’REI(LLY*J P Region 2* Atlanta* Office of the Director 30/0S/29 

ip 


8007220072 Forwards IE Info Nutice BO-26* "Evaluation of Contractor 
QA Programs " No ujritten response required 

O'llEILLY-J P Region 2. Atlanta, Office uf the Director QO/06/10 

2pp 


800716D274 Forwards IE Info Notice 00-27* "Degradation of Reactor 
Coolant Pump Studs " No specific action or response 
required 

O'REILLY* J P Region 2. Atlanta* Office of the Director HO/06/II 
IP 


B007250375 Forwards It Info Notice 00-28. "Prompt Reporting of Info In 
Accordance W/10CFB50 “iSle} ” No written response required 
O'REILLY**! P Rcgioti 2* Atlanta. Office of the Director 00/06/13 

2pp 


6007020216 Responds to IE Dulletin 00-09* "Hydromotor Actuator 
Deficiencies " Util does not use ITT General Controls AH90 
scries hydramotor actuators for any safety-related sys or 
components 

DUTTON. D Georgia Power Cp 00/06/16 2 pp 


B007290409 Forwards IE Insp Hepts 90-424/00-09 ti 3O-423/B0-09 on 
60D922 S( 23 No none omp 1 lanr e noted 

MURPHY. C E Region 2. Atlanta* Reactor Construction tc Engineering 
Support Oranch 60/06/ 16 2pp 


80071/0119 Fortunrds IC rucul.ir 00-14* "Radioactive Contamlrintitm of 
Plant Demlner.il i red Water Bys «< Resultant Iriturnol 
Contaminat I on of Personnel " No written 1 esponse inquired 
O'nElLLViJ P Region 2. Atlanta* Office nf the IJirectnr 00/06/24 
Ip 


S0072P0275 Responds to IE Bulletin 00-00 FJued head penetration welds 
installed 8 < eiamlned according to AOME roqulremento 
DUTTON* D Georgia Power Fo 00/06/26 2pp 


B007230249 Forwards IE Bullet in HO' 16. "Potent lal Misapplication of 
Rosemnunt Inc Modelt. tiSl S* U52 Pinosuio Transmitters 
W/Elther A or D Output Cudee " Writton response required 
IE Circular 00-16 also end No wriftiin response required 
O'REILLY* J P Region 2, Atlanta* Office of the Director 00/06/87 
ip 


DOCKET 90-425 ALVIN W VOOTl E NUCLEAR F'LANT, UNI F 2 


A App 1 1 c at 1 on/c linn tr uc 1 1 on stage documents (i c orruepund enc • 


0DO723OOO1 Forwards st<itB(nent of policy re m qu I remen ts to he met for 
current OL app ] lea t ions, as derived from NUREO-0660 *i found 
in NUREG-a694 

EIBENHUT. 0 G Division df Liieneing 00/06/26 .’p|i 


F Sueur ity* medical* emergency t, fire protection plans 


8007290774 Forwards evacuation time osti motes per NRC /V1S26 4 000703 
requests 

EHRENRPrROER* W Ooorgla Pnwei Co f10/(l//:':i Ip 


■0007290777 Evacuation tiran estiroati’s for fiiiilitlon Maps enrl 
» Georgia Powrr Co 00/0 //23 0pp 


G Adjudicatory rorrespundetii e 


0OD731O243 Forwards foinmission 0009*'/ moinor and um (* iirdoi cuntittnlng 
decisions an UCH ,"00902 pelitioii fur r neons i d ei at 1 on of 
700413 mrmDrandum & ordur Ui 0 //I 104 potltion sought aitlon 
re fire protuctiun for electriial rabies 
EIBENHUT* 0 0 Division of Lice rising 00/06/29 09pp 


—8007290414 IE Insp Repts 30-424/60-09 S< 90-429/00-09 (in B00922 S* 23 No 
none oeipi 1 ante noted Major area inspected licensee identified 
item re erosion nf Categoty 1 backfill 

caNLON. r E Region 2, Atlanta* Reactor Constroctian & Engineering 
Support Branch HARRIS, J H Region 2 , Atlanta* Dffire of the 
Director 60/06/13 2 pp 


B0D7O2G49O Forwards IE 00-15* "loss nf Reactor Coolant Pump 

Cooling 6 Natural Circulation Cooldown " No written response 
required 

O'REIILY. J P Region 2, Atlanta* Office of the Director 80/06/20 

Ip 


8007(10319 Ack receipt of BOOhOh Itr informing NRC of steps taken to 
correct /lulatinn noted in IE Insp Hepts 50-424/80-07 !i 
90-429/00-0/ 

MUIIPHV.C E Region 2* Ahlantii* Reactor Construction ki Engineering 
Support Rrancb 00/06/24 Ip 


■8007110921 Rospunds to NRC 000301 Itr re vinlation noted in IE Insp 
Repto 30-424/00 07 6 50-429/00-07 Corrective actions records 
from Hept iR'u-Apr i^SO were reviewed ti currelation curves 
were generated 6 s/aluated 

DUTTON. D Georgia Power Fo 00/06/05 2pp 


— 6007110527 Forward. IE Insp Repts 50'424/Ha-07 4 30-429/00-07 on 
0O'O4 14—16 ki notice nf violation 

MURPHY.r E Region 2. Atlanta. Reactor Construction 4 Engineering 
Bupport Branch 80/09/01 app 


— 80071(0531 Notice of violation from insp on 000414-16 

» Reason a* Atlanta. Office of the Director 80/09/01 Ip 


H OeiiDral coi rosponrionco 


0007000344 Requests th,it NRC rovtsu r nr r n npnndenc c d I s tr I bl< t inn* 
changing addressee tn WE Ehren'jperpor ' 

EHRENBPEROERi W Guiirgla RiJwnr i n (l(>/i)6/ .10 ip 


Q Inspection repurts, IE Dulletl'iii U currospondenc ■ 


QDO/240213 Forwards IL Info Notice 00 I'D* "I nsn of Derny Heat Removal 
Capability at Dav t s-Rnss« Unit 1 While In Riifneltng Mode “ 

No rssponso t yquired 

O'REILLY, JP Roqion 2* Atlanta flffli u of the Director lK)/fl3/00 

app 


000/810460 Forwards It Circular 00 1 '1* "Grid 'ilrap Damage in 
West 1 nqhoo so Fuel Assumblieq " Nii sirittori i nopunse required 
O'HEULV. J P Roglnn 2, Atlanta. Office nf the Dirpi tor 00/09/80 


0007010220 Forwards IE Info Notice dO-a'l. "I oss of Hoc t Km tn Emergency 
Feedwater Pumps " No written response lequtred 

O'REIILY* J P Region 2. Atlanta* flfflru uf the Direr tor 00/09/39 


0007220072 Forwards IE Info Notite 80-..’6, "Ev.il iiat i on of Coiitractor 
QA Progroms " No writton respnnso required 

D'REILLV, J P fleqiiin 2. Atlonta. Ufflrii of the Direttor 80/06/(0 

2fp 


8007160274 Forwards IF Info Notice 00-27* "Degradation of Reactor 
Coolant Pump Btuds " No spoclfir action or response 
required 

tl'REILLV. UP Region 2. Atloiitfl, Df f t c o of the Director 80/06/11 

*P 


1 


I 


I 



DOCKETED ITEMS 


8007230373 Foryard* IE Info Notjco SO -SQi ''PTompt Reporting of Info In 
Aceordanc* U/t0CFR30 95<e> " No uirittsn response rcaolrod 
O'REILLVi'J P RoQlaTi Si Atlontai Office of the Director (I07067I3 
2pp 


B007030218 Responds to IE Bulletin 00-09. "Hi/dromotor Actuator 
Defleloncios " Util does not use ITT Qeiieral Controls AH90 
sarlet hydramotor actuators for any safety-related sya or 
CQMponents 

DUTTONiO Qsorgia Pouer Co 80/06/ Ifi Spp 


8007290409 Forwards IE Inap Repta 90-4S4/GO-09 l< SO-425/QO-09 on 
800322 6 as No none oflip 1 lane e noted 

HURPHVi C E Region 2> Atlantui Reactor Construction h Engineering 
Support Branch 80/06/16 2pp 


•0007290414 IE Intp R»pt» 30-434/60-09 & 30-425/00-09 on 80OS22 fc 33 No 
noncompliance noted Major area inspected licensed Identified 
item re aroolon of Catagory I backfill 

CONLONi T E Region Z, Atlontni Reactor Construction & Englnrurlng 
Support Branch HARRIS. U R Region S. Atlanta. Office of the 
Director B0/0&/13 2pp 


8007020490 Forwards IE Circular BO- 15. "Loss of Rone tor Coolant Pump 
Cooling la Natural Circulation Cooldown " No written response 
required 

O'REILtYaJP Region S. Atlanta. Office of the Director B0/O6/2O 

Ip 


8007110913 Ack receipt of 600603 Itr informing NRC of stops taken to 
correct violation noted In IE Insp Repts 30-424/80-07 la 
90-423/80-07 

fjURfllY.C E Region 2. Atlanta. Reactor Construction b Engineering 
Support Branch BO/06/24 Ip 


—8007110921 Responds to N6C BOOSO'l Itr re violation tinted in IE Insp 
Repts 50-424/00-07 h 3O-42S/B0-O7 corrective actions records ‘ 
from Sept 1979-Apr 1780 were ravlciiied 6 corralation curves 
were goncratad b evaluated 

DUTTON. D Oeorgia Power Co 00/06/09 2pp 


—0007110927 Forward a IE Insp Rap to 50-424/60-07 fc 30-423/80-07 on 
600414-16 b notice of violntlon 

MURPHY. C E Region 2. Atlanta. Reactor Construe 1 1 on b Engineering 
Support Br.inch 80/09/01 2pp 


-0007110931 Notice of vialation from Inop on H00414-16 

e Rogion 2. Atlanta. Office of the Oirertor 80/09/01 Ip 


—6007110336 IE Insp Repts 90-424/60-07 tc 90-425/80-07 on B00414-16 
None nnpl lance noted failure to evaluate piolsttirc check test 
results 

LENAHAN. J d Region 2. Atlanta. Office of the Director 

CANLON. L E Region 2. Atlanta. Reactor Construe tlon fr Engineering 

Support Branch 80/09/01 Spp 


8007170119 Forwards IE Circular 00-14. "Radioactive Cantami nation of 
Plant Denlneialiied Uater Bys b Resultant Internal 
Contamination of Personnel " No written response required 
0 'REILLY. J P Region B. Atlanta. Rfflce of the Director 80/06/24 

If 


800/220279 Responds to IE Bulletin 00-06 Flued hood penetrstion wolds 
installed b examined according to ASHE requirements 
DUTTON. D Oaorolfl Power Co BO/I)/./?* 2pp 


800723024^ Forwards IE Bulletin 00-16. '‘Piitetiblal Misapplication of 
Rosenount Inc Models 1131 & 1132 Pressure Transmitturs 
U/Elther A or D Output Codes " Uritten response required 
IE Circular 00-16 also end No written response required 
Q'REILLy..l P Region S. Atlitnta. Office of the Director 80/06/27 
Ip 


DOCKET SO-433 UC-BANTA BARBARA RESEARCH REACTOR 


0 Inspection reports. IE Bulletins & correspondence 


6007180263 Forwards IE Circular 60-14. "Radtnactlve Contamination of 
Plant Oemineral 1 led Hater Bys 6 Resultant internal 
Contamination of Personnel " No written response required 
ENOELKEN.R II Region S. Ban Francisco, Office of the Director 
80/06/24 Ip 


DOCKET STN-30-437 FLOAT I NG MUCLfAH PLANT 


A AppI 1 i-atinii/cDns hr uc tion stage documents b c or respond enc a 


0007020366 Submits sommisry of 000613 meeting for U Butler brief H 
CooMii ss I oner Gilinsky on alternate nvethode for controlling 
hydrogen tn ice condenser c ontii i nment Serves as neti f icsit i on 
for parties to fl Dieting nuclear plant proceeding 
AUSTIN. J H Property b Supply Branch 80/06/26 Ip 


8007290001 Forwards statement of policy re i equi rements tn be met 
current OL applic itions.as derived from NUREB-0660 b found 
in NUHEO-0674 

EISENHUT, D C Division of Licensing 80/06/26 2pp 


80072 103‘;5 Forwards 36A73. “OPS Responses to Post-TMI NRC 
Requirements.'' Pevlsion 1 Rrpt repiesents vast isirjority 
of new info requirud to support issu<)nii> of mgt I Iconse 
Requests rnectinij w/NRC at earliest possible convenience 
HAOAi P D Off shoe I* Power Systems (subs of Nest i nghouse Electr 

Corp > 00/07/19 3pp 


—8007210404 “OPB Responses to Post-TMI NRC Requirements “ Revisi 
s Offshore Power Systems (subs of Ilestlnghouse Electric Cor) 
36A'/3 R1 00/07/31 I22pp 


0 Adjudicatory c urrespondence 


0OO731O243 rorwards romraisslon 800327 nomuraiidiim b order containlr 
decisions on WfS 700902 petition for reconsideration of 
7P0413 memorandum b ordei UCS 771104 petition sought action 
re fire protection for electrical cables 
EISENHU1.D 0 Division of Licensinq 80/06/23 Bdpp 


H Oeneral correspondence 


00071 30013 At i receipt of end 800407 Itr to President C.trter re 
omp loyment opportunities offered by offshoro floating 
nuclear pt.nib project Decisions on commercial projects are 
made by private sector. w/NRC apprdv,il 

HAThON. -J H President nf US *. Ecututive Offices 00/09/16 4« 


0007140106 Ack receipt of 00040/ 1 ti to Uhite House Final decision 
license floating nuclear plants will not be made until 
review »s comp trie . ACRS makes finding re s.ifety b ABLB 
autbarxes issuance uf license 

OFNTON. H R Office of Nuclear Reactor Regulation. Dir or tor 
00/06/19 3pp 


-80071 40 1 08 Request., rnply to C1 Broun B00407 Itr ei pressing supp 
fluablng nuclear pnwer plant project 

GEAL. H M Prosldorit uf D8 b Eiccutive Offices 00/09/21 3p 


O Inspection repnrts. IE Bullefcins b correspondence 


8007240004 Foruarde IE Info Notice 00-20. '■{ oss of Decty Heat Remo 
Capability at Davis Desse Unit 1 iJhile in Refuel mg Mode " 

Md response required 

CI'RCILLV.J P Rug inn P, Atlanta. Off ice of the Direrter 80/05 
ip 


0OO72IC4I4 Furuards IP rinolar 80-13. "Or id Strap Dam.ige in 
UestinghuusD fuel Asspimblics '' No writtoi. response i squired 
O'BEILLV. 0 P neglon 2. Atlant.s. (Iffire nf the Director 00/09 
»P 


0007010179 Fot wards It InPii Notice B0-2T, "Luss Of Suction to Eeier 
Feeduatsr Pumps '' No written response required 

O'REILLY. J P Iteglon 2. Atlanta. Office of tbe Director RO/03 
If 


8007220026 P'oruards It Info Notice 80-26. 'Tv.! 1 o<iti on of Centra (to 
QA Programs '' No written response reqclreif 

D'REIiLi.J P Red inn. 2, Atlanb<i. Office uf the Di rector 00/06, 

ip 


0007160315 Forwards IE Info Notice 80-27, 'Degradation of Reactor 
Coolant Pump Btuds ' No specifii action or response 
required 

D'llElLLY. vJ P Region 2. Atl.mta. Office of the Diiector 80/06. 

Ip 


800725038*? Forwards IE Info Notice 00-20. "Prompt Reporting uf Inf« 
Accordance U/IOCFBSO 99(e) " Nu written response required 
□ 'REILLY. J P Region 2, Atlanta. Offics of the Director 80/06> 

Ip 
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DOCKETED ITEMS 


80070303SO Foruarde IE Circular B0~ISi “Uoss of Reactor Coolant Pump 
Cooling 6 Natural Clriulatlon Cooldoun '' No uirlttsn rosponstf 
r actuiretf 

a^REILLYiJ P Region 8i Atlanta. OPfice of the Director 80/06/20 

Ip 


8007170134 Fpruards IE Circular 80-14. "Rad loactlvs Contamination of 
Plant Semlneral i lod Natar Sge !< Resultant internal 
Contamination of Personnel " No uritteii response required 
O'REILLV.J P Region S. Atlanta. Office of the Director 80/06/84 
Ip 


8007230199 Foruards IE Diilletin 80-16. "Potential Hisapp 1 ication of 
Rnsemount Inc Models llSl b 1192 Pressure Transmitters 
U/Elther A or D Output Codes " Urltten response required 
IE Circular 00~16 also end No laritten response required 
O'REILLY. J P Rogion 2. Atlanta. Office of the Director BO/06/27 
Ip 


DOCKET 30-438 OELLEPONTE NUCI EAR PLANT. UNIT 1 


A Application/construction stage documents t> correspondence 


8007010426 9vbmits info re INRVCO. Inc tendon installation operations b 
related OA/QC ac tivlties. in response to NRC BC0424 Itr 
Training activities satisfactorily completed. as confirmed in 
800617 telcpn Uort will be resumed on buttonheading 
HILLS.L M Tennessee Valley Authority BO/06/23 ip 


8D07830001 FoTuards stateiment of policy re requirements to be met for 
current OL app) Icoti ons. as derived from NURE0-066O b found 
in NOREO-0694 

ElSENHUr. D 0 Division of Licensing 80/06/26 2 pp 


8007180296 Notification of 800723-24 meeting Wutll b ANL in Dethesda. 
MD to revieu electricalt instrumentation b control drasiings 
for conformance u/seporotlon. redundancy b single failure 
criteria 

DOURNIA.A Licensing Branch I 80/07/07 4pp 


0007130346 Advises that facility diesel drautngs have been transmitted 
under separate cover to A Bournla.per NRC B00701 request 
HILLS.L M Tennessee Valley Authority 80/07/08 Ip 


80071S033] Advises that facility diesel generator drawings are being 
transmitted under separate cover to S Halverson, per NRC 
request 

HILLS.L H Tennessee Valley Authority 80/07/08 Ip 


e-007a000a0 Forwards request for oddl info re QA program 

TEBE8C0. R L Assistant Director for Licensing 00/07/23 3pp 


0 Adjudicatory correspondence 


0007310243 Forwards Commission 800927 memorandum b order Containing 
dtcialona on UCB 7B0902 petition for reconsideration of 
700413 Memorandum l< order UCS 771104 petition sought action 
Pf fire protection for electrical cables 
CIBENHUr.D 0 Division of Licensing 60/06/23 B9pp 


a. Inffpaction reports. IE Sulletins b correspondence 


8007240089 Foruarda IE Info Notice 80-20. "Loss of Decay Heat Removal 
Cmpablllttf At Davis-Bosee Unit I Hhile in Refueling Mode " 

No Pttponst required 

O'nCILLY. if. P Rasion 2. Atlanta. Office of the Director 80/05/0S 

3pp 


8007020192 Forwards IE Info Notice 80-22. "Dreakdowns In Contamination 
Control Programs “ No written response required 

D'REILLV.V P, Region 2. Atlanta. Office of tho Director 80/09/20 

Ip 


80072 10488 Forwards TB Circular 80-13. "Or id Strap Damage in 
Uastlngliaute Fuel Atsemblire '' No written response required 
O'REILLY. J P Region 2. Atlanta. Office of the Director 80/05/28 
Ip 


8007010223 Forwards IE Info Notice 80-23. "Loss of Auction to Emergency 
Faedwater Pumps “ No written responsp required 

O'REILLY. J P Region 2. Atlonta. Office of the Director 80/03/29 

Ip 


8007220029 Forwards IE Info Notice 80-26. "Evaluation of Contractor 
QA Programs, “ No written response required 

□ 'REILLY. J P Region 2. Atlanta, nffirg of the Director 80/06/10 
3pp 


B0071602B7 Forwards IE Info Notice 00-27, "Degradation of Reactor 
Coelant Pump Studs " No specific action or response 
required 

O'REILLY. J P Region 2. Atlanta. Office of the Director 00/06/11 

Ip 


B0072303B4 Forwards IE Info Notice 80-88. "Prompt Reporting of Info In 
Accordance W/lOCPRSO 9S(e> ” No written response required 
0 'REILLY. J P Region 2. Atlanta. Office of the Director. 80/06/13, 
3pp 


0007290344 Forwards IE Insp Repts 90-430/80-08 fc 90-439/80-08 on 
800927-30 No none emp 1 i ante noted 

MURPHY, C E Region 2. Atlanta. Reactor Construction b Engineering 
Support Branch 60/06/16 2pp 


—0007290361 IE Insp Repts 90-438/00-00 b 90-439/80-08 on 000927-30. No 
noneompliance noted Major areas Inspectad contalnmont 
prestressing. receiving b storage insp b IE Bullatlne 79-28 b 
00-03 

CANTRELL. F 8 Region 2, Atlanta. Reactor Conitruetlon b 
Engineering Support Branch MRIOHT. R U Region 8. Atlanta. Office 
of the Director BO/06/16 Spp 


0007020391 Forwards IE Circular 80-19. "Loss of Reactor Coolant Puaip 
Cooling b Natural Circulation i^ooldown " No written reeponto 
required 

O'REILLY. J P Region 2. Atlanta. Office of the Director, 00/06/20, 
Ip 


0007170070 Forwards IE Circular 00-14. "Radioactiva Contamination of 
Plant Demlneraiiied Hater 0ys b Resultant Internal 
Contamination of Personnel. " No written response required. 

O'REILLY. .1 P. Region 2. Atlanta, Office of the Director 00/06/24. 
ip 

I 

8007230253 Forwards IE Bulletin 00-16. "Potential Misapplication of 
Rosemount Inc Models 1151 b 1192 Pressure Transmitters 
H/Elther A or D Output Codes " Written response required. 

IE Circular 80-16 also end. No written response required. 

O'REILLY, J P Region 2. Atlanta, Office of the Director 80/06/27 
ip. 


8007100209 Responds to NRC 600606 Itr re Violations noted in IE Inep 
Repts 90-438/80-07-02, 50-439/B0-O7-O2, 90-430/80-07-01 b 
90-439/80-07-01 Corrective actions welder b rod room 
attendant! retrained to welding matl control requirements 
HILLS.L H. Tennessee Valley Authority 80/06/30, 4pp. 


8007100169 Forwards revision to 800602 response to Infraction noted In 
IE Insp Rapt 90-438/00-06 OC Investigation Rapt 3619 wai 
written to disposition Improperly routed cables. Horli release 
was written to sllmlnata conduit mlsrouting 
HILLS.L H Tennessee Valley Authority 80/07/01. Spp. 


8007210036 Forwards rssponse to IE Bulletin SO-OB re-ekaMinatlon of 
containment liner penetration welds Penetrations at 
Sequoyah. Watts Car b Ballefonte contain flued head doslgn. 

Design for Yellow Creek not yet completed 

HILLS.L N. Tennessee Valley Authority 00/07/08 9pp. 


8 Reportable occurrences, LERs b related corraipondtnce 


8007300167 Fourth interim deficiency rept re upper streeelng head for 
rock anchor Util b poet-tensioning contractor metallurgical 
investigations are Incomplete Record of matl furniehad hy 
contractor will appear In final rept 

OILLELAND.JE Tennessee Valley Authority 76/04/12. 2pp. 


8007100233 Forwards interim deficiency rept re conet QA audit. 
HILLS.L H Tennessee Valley Authority 80/06/30 Ip 


—8007100236 Interim deficiency rept re failure to document required 
insps of all permanent mechanical equipment since Jul 1979 
Util reviewing availeblo insp records b reinspccting 
equipment to determine possible damage 
* Tennessee Valley Authority 60/06/30 Ip 


8007100209 Forwards second Interim deficiency rept re const QA audit 
deficiency 

HILLS.L N Tennessee Valley Authority BO/07/02. tp. 


—8007100213 Second Interim deficiency rept re const QA audit daficiency. 
Welders b foremen retrained on 800922 Plan is being 
developed to ensure training for every certified welder b 
foreman 

» Tennessee Valley Authority 80/07/02. ip 



DOCKETED ITEMS 
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6007160690 Forward* #ln«J deficlencij rept re violation of Inryco field 
Indtal lation procedure* 

HIU.8. t n Tennotsi* Valleg Author! tg 80/07/07 Ip 


■8007160636 Final dePlclencg rept ro violation of Inrgco field 
Inctallatlon procedures Inryco OC documentation was signed 
by individual* other than those performing work Util issued 
stop work order for all quality related work on 800423 
• Tennessee Valley Authority 00/07/07 2pp 


8007160424 Eighth interim deficiency rept re failure of eipansion 
anchors to pas* qualification teste Final resolution to NCR 
871 was provided in 790720 rept NCR 696 will be resolved u/ 
final resolution to IE Bulletin 79-02 Neit rept by 810114 
niLLS>L. M Tennessee Valley Authority 60/07/06 Ip 


8007280660 Stippl* 800630 response to deficiency noted in IE Insp 
Rapt* 80-436/80-07 «< 30-439/80-07 Util Is investigating 
tine between discovery of potential concern h issuance 

of rept 

MILLS. L M Tennassaa Valley Authority 60/07/22 2pp 


0007290729 Fourth interim deficiency rept re seismic response for 
primary branch lines Found not conservative for all pipe 
sites under 1/2 of 6SE loadings par Revisions 1 t. 2 of DbM 
Spec 1391 Revision 3 to verify response spectra 
MILL8.L H Tennessee Valley Authority 60/07/23 2pp 


6007290749 Third Interim deficiency rept re two welds found lacking 
sUfficia'nV ititernal purge, during rework operations of 
chamlctel addition (< boron recovery sys Caused by Inadequate 
saint, PKogram being developed to check purging process 
MILLB.L, M Tennessee Valley Authority 80/07/23 2pp 


DOCKET 30-439 BELLEFONTE NUCLEAR PLANT, UNIT 2 
A. Application/construction stage documents t. correspondence 

6007230001 .Forwards statement of policy re requirements to be met for 
current OL appl icatlons. as derived from NUREO-0660 h found 
In NilREO-0694 

E18ENHUT.0 0 Division of Licensing 80/06/26 2pp 


6007180296 Notification of 800723-24 meeting w/util (< ANL In Oethosdai 
HD to review electrical, instrumentation Si control drawings 
for conformance w/separation. redundancy ti singlo failure 

criteria 

BQWINIA.A. Licensing Branch 1 60/07/07 4pp 


8007190346 Advlias that facility diesel drawings have been transmitted 
undar separate cover to A Bournla.per NRC 600701 request 
HILLS, L H Tennessee Valley Authority 60/07/06 ip 


0007130591 Advises that facility diesel genarator drawings are being 
transmitted under separate cover to 6 Hal verson. per NRC 

rsquast 

MILLS, L.H. Tennessee Valley Authority 60/07/08 ip 


80073000BO Forwards request for addl info re OA program 

TEDESCO. R. L Assistant Director for Licensing 60/07/23 3pp 


0 Adjudicatory correspondence 


6007310243 Forwards Commission 600927 memorandum 1< order containing 
decisions on UC6 780902 petition for reconsideration of 
780413 memorandum li order UC8 771104 petition sought action 
re fire protection for electrical cables 
EISENKl/Ti D. 0. Division of Licensing, 80/06/25 B9pp, 


0, Advisory Committee on Reactor Safeguards reports l< correspondence 


7903140021 Forwards portion of Bellefonte Subcommitte meeting 
transcript questioning whether operator could diagnose 
accident A assess cor* status. 

BENDER. H ACRB - Advisory Committee on Reactor Safeguards 
79/04/09. I3pp 


0. Inepectlon reports. IE Bulletins t< correspondence 


6007240089 Forwards IE Info Notice 60-20. "Loss of Decay Heat Removal 
Capability at Davis-Besse Unit 1 Nhile in Refueling Mode " 

No raepons* raquired 

Q'REILLV. U. F Region 2. Atlanta. Office of the Director 60/05/06 
3pp. 


6007210486 Forwards IE Circular 30-13. "Orld Strap Damage in 
Uestlnghouse Fuel Assemblies " No written response required 
D'REILLY.J P Region 2, Atlanta, Office of the Director 60/09/28 
IP 


6007010229 Forwards IE Info Notice 60-23. "Loss of Suction to Emergency 
Feedwater Pumps " No written response required 

D'REILLY.J P Region 2, Atlanta. Office of the Director 80/09/29 
IP 


6007220029 Forwards IE Info Notice 60-26. "Evaluation of Contractor 
OA Programs '' No written response required 

O'REILLY. J P Region 2. Atlanta. Office of the Director 60/06/10 
3pp 


8007160267 Forwards IE Info Notice 60-27. "Degradation of Reactor 
Coolant Pump 8tuds " No specific action or response 
required 

O'REILLY.J P Region 2. Atlanta. Office of the Director 60/06/11 

Ip 


6007290364 Forwards IE Info Notice 60-28. "Prompt Reporting of Info in 
Accordance N/10CPR90 S9<e) " No written response required 
O'REILLY. JP Region 2. Atlanta. Office of the Director 80/06/13 
3pp 


8007290344 Forwards IE Insp Repls 5O-43B/80-0B !i 90-439/80-OB on 
600927-30 No none omp I i anc c noted 

MVRPHY.C E Region 2. Atlanta. Reactor Construction t< Engineering 
Support Branch 80/06/16 8pp 


—8007290361 IE Insp Repts 9O-43B/BO-0B 50-439/60-06 on 800927-30 No 

noncompl iance noted Major areas inspected containment 
prestresslng. receiving {, storage insp J< IE Bulletins 79-28 t< 

60-03 

CANTRELL. F 8 Region 2. Atlanta. Reactor Construction ti 
Engineering Support Branch UR I GUT. R U Region 2. Atlanta, Office 
of the Director 60/06/16 6pp 


6007020391 Forwards IE Circular 80-15. "Loss of Reactor Coolant Pump 
Cooling h Natural Circulation Cooldown " No written response 
required 

O'REILLY.J P Region 2, Atlanta. Office of the Director 60/06/20 
IP 


6007170070 Forwards IE Circular 60-14. "Radioactive Contamination Of 
Plant Demineraliied Uater Sys li Resultant Internal 
Contamination of Personnel " No written response required 
O'REILLY.J P Region 2. Atlanta. Office of the Director 60/06/24 
Ip 


6007230253 Forward* IE Bulletin 60-16. "Potential Misapplication of 
Rosemount Inc Models 1191 ti 1152 Pressure Transmitters 
H/Elther A or D Output Codes " Written response required 
IE Circular 80-16 also end No written response required 
O'REILLY.J P Region 2. Atlanta, Office of the Director 60/06/27 
tP 


6007100209 Responds to NRC 800606 Itr re violations noted In IE Insp 
Repts 90-438/60-07-02,90-439/60-07-02.90-436/60-07-01 t, 
90-439/60-07-01 Corrective actions welder !< rod room 
attendants retrained to welding matl control requirements 
HILL8. L M Tennessee Valley Authority 60/06/30 4pp 


8 Reportable occurrences. LERs ti related correspondence 


0007300167 Fourth interim deficiency rept re upper stressing head for 
rock anchor Util f< post-tensionlng contractor metallurgical 
investigations are incomplete Record of matl furnished by 
contractor will appear In final rept 

OILLELAND. J E Tennessee Valley Authority 76/04/12 2pp 


6007100233 Forwards interim deficiency rept re const OA audit 
MILLS. L M Tennessee Valley Authority 60/06/30 ip 


—8007100236 Interim deficiency rept re failure to document required 
insps of all permanent mechanical equipment since Jul 1979 
Vtit reviewing available insp records It reinspecting 
equipment to determine possible damage 
* Tennessee Valley Authority 80/06/30 Ip 


6007100209 Forwards second interim deficiency rept re const OA audit 
deficiency 

MILLS. L M Tennessee Valley Authority 80/07/02 ip 


— 6007100213 Second interim deficiency rept re const OA audit deficiency 
Welders li foremen retrained on 600532 Plan is being 
developed to ensure training for every certified welder ti 
foreman 

• Tennessee Valley Authority 60/07/02 Ip 
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60071^0650 Foruj*)Td5 t] i>f ic i eficij rept re vlnldtion of Innjco field 

tal lat ) tin procedures 

MILLS* L M Tip-nne^see Vallei/ Authority 00/07/07 )p 


‘^‘*-6007160656 Fin^il deficiency rept re violation of Inryco field 
ins.tdl 1 ati cm procedures Inryco (IC docti/nentation uias signed 
by individuals othpr tha-n those perforoiing uork Util issued 
stop uorb order for all qualitij related uork on Q0D423 
» Tenncssoe Valleg Authority 00/07707 2pp 


B00716O424 Eighth Interim deficiency rept re failure of cipanslon 
anchors to pass qua 1 1 f ica 1 1 on tests Final resolution to MCA 
B71 was provldnd in 790720 rept NCR 090 sjl 1 1 be resolved lu/ 
final resolution to IE llulletin 79-02 Neit ispt by BI01I4 
MILLS’ L M Tennessee Valley Authority 30/07/00 Ip 


80072C106&0 Suppls 000&30 response to deficiency noted in IE Imp 
Ropts 50-436/BO-07 8< SO-439/30-07 Util is investigating 
time hetiiicen discovery of potential concern A issuance 
of rapt 

MILLS. L M Tennessee Valley Authority 00/07/22 2pp 


B00729D72S Fourth interim deficiency ropt re seismic response for 
primary branch lines Found not conservative for all pipe 
sites under 1/2 of SSE loadings per OevislonS 1 h 2 of DhU 
Spec 1391 Revision 3 to verify response spectra 
HILLS I L M Tennessee Valley Authority 00/07/23 2pp 


3007290749 Third interim deficiency rept re tud tuelds found lacking 
sufficient inbornal purge, during reuork operations of 
chemical addition t« boron recovery sys Caused by Inadequate 
■naint Prngram being developed to check purging process 
MILLSjL M Tennessee Valley Authority 00/07/23 2pp 


DOCKET 50-440 PERRY NUCLEAR POWER PLANT, UNIT 1 


A Ap pi 1 cation/c onstruc 1 1 on stage documents h correspondence 


B007O20214 Foruards MRC Ofc of Nucleor Reactor Regulation B00420 
reorsnni lation. chart Necess.iry period of transition made 
hi/inin disruption to ongoing activities 

TEDE6CD. R L Assistant Director for Licensing 00/06/13 2pp 


6007230001 Foruards statement of policy re requirements to be met for 
current OL app I ica 1 1 ons, as derived from NUREO-0660 I< found 
in NUREG-0694 

EISENHUT.D 0 Division of Licensing 00/06/26 2pp 


6OO719D540 Submits list of changes util plans to make re environ 
monitoring program during const Rationale for changes end 
DAVIDSDN.D R Cleveland Electric Illuminating Co 00/07/07 5pp 


C Adjudicatory correspondence 


0007310943 Forwards Commissi on 800527 memorandum ?< order containing 
decisions an UCS 780502 petition for reconsl deration of 
700413 menarandum order ITCO 771104 petition sought action 
re fire protection for electrical cables 
EISENHUT.D S Division of Licensing 00/06/25 ORpp 


M General correspondence 


3007230342 Forwards NHC 1979 Annual Ropb In response to 800621 request 
re progress of nuclear pouiur regulations on power plants 
Unit I will stort operation in 1964 P Unit 2 In 1988 Cover 
sheet only end 

DENTON. 11 R Office of Nuclear Reactor Regulation. Director 
B0706/97 9pp 


0007230109 Forwards, under separate cover, acceptance review copy of OL 
appl icatlon, consisting of applifotlon !< envlrPn rept for 
placement in Perry, OH Public library Util will submit FOAR 
on 80D904 for review 

SOUDEif, U L Division of Rules and Records 80/07/07 Ip 


M Antitrust correspondence 


6007140391 Forwards Director of Nuclear Reactor Regulation order 
further modifying 600313 order w/respect to licenses 6 
permits for facilities 

8ALT2HAN,J Utility Finance Branch 00/06/ U ip 


8007140236 Forwards Director of Nuclear Reactor Regulation order 
further modifying 000913 order w/respect to licenses & 
permits for facilities 

8AUT2HAN,J Utility Finance Branch 00/06/11 ip 


"8007140265 Order granting extension until 600709. for Cleveland Ftoctrte 
Illuminating Co to file amend to tariff u/FEHC as required 
by 600513 order 

DCNTDN.H R Office of Nuclear Reactor Regulation, Director 

00/06/11 2pp 


60071400/5 Conditional request for hearing re Commission 000513 order 
re mod of transmission tariff Urges mod of order to bring 
consistency w/FERC tariffs in Opinion 84 or institution of 
hearing Util protest before FERC t> Ceitificate of Sve end 
COLDDERO, R . MAONER, T E Cleveland, 0)1 OOLDBERO, R Ootdberg, 
Fieldman 1. Hjelmfelt 00/07/09 14pp 


Q Inspection reports. IE Bulletins ti correspondonc o 


0007140591 Forwards IE Oullotin 00-13, "Cracking In Core Qpray 
Spargers " No written response required 

KEPPLER.J 0 Region 3, Chicago, Office of the Director 80/05/12 

Ip 


0007090194 Forwards IE Insp Ropts 50-440/80-07 8< 50-441/B0-07 on 
800309-07 & notice of violation 

FIDRELLI.C Region 3. Chicago, Reactor Construction P Engineering 
Support Branch 80/09/21 2pp 


— 8007090156 Notice of violation from insp on 600905-07 

» Region 3, Chicago, Office of the Director 00/05/19 2pp 


--8007090199 IE Insp Ropts 90-440/60-07 P 30-441/00-07 on 800909-07 
Noncompl iance noted Inadequate Issuance of documents, 
inadequate quality records, inadequate instructions & failure 
to fallow procedures for soil placement 

HAVES, D W Region 3, Chicago. Reactor Construction & Engineering 
Support Dranch GALLAGHER, E J , LANDSMAN, R L Region 3. Chicago, 
Office of the Director 0O/O3/i9 App 


0007090176 Foi wards IE Insp Repts 90-440/60-06 P 90-441 /QO-06 on 
800421-24 P notice of violation 

FIORELLI.O Region 3, Chicago, Reactor Construction h Engineering 
Support Branch 80/09/21 2pp 


— -0007090176 Notice of violation from insp on 600421—24 

* Region 3, Chicago, Office of the Director 80/09/16 ip 


--0OO7O9OI79 IE Insp Repts 50-440/00-06 8. 30-44I/BO-06 on 600421-24 
Noncompl iance noted Failure to identify component to be 
covered by OA program 6 inadequate indoctrination 6 
training of personnel 

HAYES. D W Region 3, Chicago, Reactor Construction b Engineering 
Support Dranch HUOHEB, J , LANDSMAN, R 8 Region 3, Chicago, 
Office of the Director 00/09/16 6pp 


8007010139 Forwards IE Info Notice 8D-,?3i “Loos of Suction to Emergency 
Feedwater Pumps " No written response required 

KEPPLER.J 0 Region 3, Chicago, Office of the Director 00/03/29 
*P 


8007160729 Forwards IE Insp Repts 50-440/80-00 6 50-441/60-06 On 
000906-09 It notice of violation 

FIORELLI.O Region 3, Chicago, Reactor Construction t< Engineering 
Support Bronch 60/06/04 2pp 


—8007160734 Notice of violation from insp on 800306-07 

* Region 3, Chicago, Office of the Director 00/06/02 Ip 


--B007160741 IE Insp Repts 50-440/80-06 It 30-441/BO-0B on 800906-09 
Noncomp 1 iance noted failure to speilfg appropriate codes or 
stds in purchase order 

LEE.E H Region 3. Chicago, Office of the Director 
DANIELSON, 0 H Region 3, Chicago, Reactor Construction It 
Engineering Support Dranch 60/06/02 6pp 


8007220176 Forwards IC InPo Notice 60-26. ''Evaluation of Contractor 
QA Programs " No written response required 

KEPPLER.J. G Region 3. Lhicogo, Office of the Director 80/06/10 

»P 


0007140360 Forwards IE Bulletin 60-14, "Degradation of BUR Bcram 
Discharge Vol Capability ” No written response required 
KEPPLER.J 0 Region 3, Chicago, Office of the Director 60/06/12 
Ip 


6007280653 ForwardB IE Info Notice 80-26. "Prompt Reporting of Info in 
Accordance W/iOCFH30 35(e) “ No written response roqolrcd 
KEPPLER.J 0 Region 3. Chicago, Office of Uo Director 80/06/13 
ip 
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E}007020963 Forwaril* IE Circular 00-15) "Loss of Reactor Loolant Pump 
Coniine l> Natural Circulation Cooldown " No written response 
raqulrad 

KEPPLER^J 0 Region 3) Chicagoi Office of the Director 0O/O4i/2O 

Ip 

B0O71704i9 Forwards IE Circular 00-14) "Radioactive Contamination of 
Plant Denlnerallted Water Sys 1< Resultant Internal 
CoTitanlnation of Personnel " No written response required 
KFPPLFR) J O Region 3) Chicago. Office of the Director 00/06/24 

IP 


0007230310 Forwards IB Bulletin 00-16) "Potential Misapplication of 
Roeemount Inc Models 1131 «< 1152 Pressure Transmitters 
U/Elther A or D Output Codes •' Written response required 
IE Circular 00-16 also end No written response required 
KEPPLER.J e Region 3) Chicago Office of the Director 00/06/27 
ip 


0007130333 Submits addl info re reeponse to IE Sulletin 00-09 Litton 
Industrial Products) Inc & Fisher CO) Inc supplying Model NH- 
90 series hydrasqtov actuators Deficiencies described 
In IE Bulletin 30-09 will not affect performance of valves 
DAVIDSON) D R Cleveland Electric Illuminating Co 80/07/03 2pp 


B0O723O10I Forwards suppl info to 0OO61S response to IE Bulletin 00-09 
ra hydraeiotpr actuator deficiencies Litton Industrial 
Products) Inci actuators use Number 2 springs ti have no 
possibility of being fabricated from incorrect matl 
DAVIDSON) D R Cleveland Electric niummatlng Co 00/07/03 2pp 


B0071B09BS Atk receipt of 800623 Ur informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-440/00-06 & 
90-441/00-06 

F1DRELLI)0 Region 3) Chicago) Reactor Construction b Engineering 
Support Branch 80/07/00 Ip 


— B0071B0991 Responds to NRC .000521 Ur re violations noted in IE Insp 
Repts 30-440/80-06 b 90-441/80-06 Training program complies 
w/NRC requirements Drawing D-220-002 to bo revised to show 
■oisnlcaTly adequate lighting supports 

DAVIDSON) D.R Cleveland Electric Illuminating Co 00/06/23 4pp 


8007180406 Forwards response to IE Bulletin 00-00 re eiaminntion of 
containment liner penetration welds Lists penetrations w/ 
fluad head dasign 

OAVIDSONtO R Cleveland Electric Illuminating Co 00/07/10 Spp 


8007180902 Ack receipt of 000623 Ur informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-440/00-07 b 
30-441/00-07 

FIQRELLI)0 Region 3) Chicago) Reactor Construction b Engineering 
Support Branch 80/07/10 Ip 


■8007180383 Forwards response to NRC B00S21 Ur re violations noted In 
IE Insp Repts 90-440/80-07 b 80-44 i/80-07 Corrective 
actions, OC Procedure 8 revised) analy led compaction 
equipment b OC procedure for soil insp being revised 
DAVIDSON) D R Cleveland Electric Illuminailng Co 00/06/23 6pp 


0007230313 Ack receipt of 000703 Ur informing NRC of steps taken to 
correct violations noted in IE Insp Repts 30-440/00-00 b 
90-441/80-08 

FiaRELL.I)0. Region 3) Chicago) Reactor Construction b Engineering 
Support Branch 00/07/19 Ip 


—8007230321 Responds to NRC 800604 Itr re violations noted in IE Insp 
Rapts 90-440/80-08 b 50-441/80-00 Corrective actions 
obtained codes b stds for Pullman Power Products welding 
matl. 

DAVIDSON, D R Cleveland Electric Illuminating Co 00/07/03 Spp 


8 Reportable occurrences) LERs b related correspondence 


8007100499 Ack receipt of 800630 final deficiency rept re Rosemount 
Model 510 DU trip callbr units/tl92 preesure transmitters 
Review will be completed during future insp. 

PIORELLItO Region 3 , Atlanta. Reactor Construction b Engineering 
Support Branch 80/06/14 ip 


8007140934 Part 2i rept re deficiencies of Cutler-Hammer motor control 
ctrs Cause undetermined Proposes that starter units w/ 
improper wire be returned to manufacturer for rewiring b 
that splice plate carriage bolts be replaced 

DAVIDSON) D.R Cleveland Electric Illuminating Co 00/06/25. 2pp 


0007080294 Final deficiency rept re Rosemount Models 910 DU trlp/calibr 
units b 1192 pressure transmitters Originally reported by 0£ 
per Part 21 in May 1900 Amplifier boards b trip units will 
be replaced beginning Sept 1900) w/comp le tion by BlOlOl 
DAVIDSON) D R Cleveland Electric Illuminating Co 80/06/30 2pp 


B007160990 Interim deficienry rept re use of Mono-bol 7-001S~T 
CWS polyvinyl .ilchohol fUm.wotei siilulile purge dam matl 
Util is in process of identifying duPlclcnt matl b having 
chemical analysis performed l-iiial rept provided by 801219 
DAVIDSON. D R Cleveland Electric 1 1 1 umi not 1 ng Co QO/07/ti 3pp 


0007100545 Ack receipt of (J00625 Interim doficioncy rept re Cutler- 
Hammer motor control ctrs Pinal rept will be roviewod upon 
receipt 

FIORELLI.Q Region 2. Atlanta. Reactor Construction !< Engineering 
Support Branch 00/07/14 Ip 


DOCKET 30-441 PERRY NUCLEAR PUHEH PLANT. UNIT 3 


A App 1 1 cati on/c anstruc I ion stage documentB b correspondence 


8007020214 Forwards NRC Qfc of Nuclear Roactor Ropulntion 000428 
reorganiiation chart Necessary period nf transition made 
w/mln disruption to ongoing ac t ivi 1 1 os 

TEDE8C0, R U Assistant Director for Licensing (30/06/13 2pp 

0007230001 Forwards statemont of policy ro requirements to be mot for 
current QL app 1 icat ions. as derived from NURCG-0660 b found 
in NUREO-0694 

EIBENHUT.D 0 Division of Lituiising 00/06/26 Spp 


8007150940 Submits list of changes util plans to make re environ 
monitoring program during const Rationale for changes and 
DAVIDBDNiDR Cleveland Electric 11 luminottng Cn 00/07/07 8pp 


0 Adjudicatory enrrospondener 


0007310243 Forwards Commlsslori 000927 meniorandun b order containing 
decisions on UCS 700902 petition for reconsideration of 
700413 memorandum b order UCB /71104 petition sought action 
re fire protection for electrical cables 
EIBENHUT.D 0 Division of Licensing 00/06/29 n?pp 


H Oonoral correspondence 


0007230542 Forwards NRC 1979 Annual Rept In response to 800621 request 
re progress of nuclear power b regulations on power plants 
Unit 1 will start operation in 1904 b Unit 2 in 1908 Cover 
sheet only end 

DENTON. H R Office of Nuclear Reactor Regulation, Director 
00/06/27 2pp 


8007230109 Foruiards. under sepiirate covpi > accept anc e review copy of OL 
appH cation, ronsl 6 ting of application b environ rept fur 
placement in Perry. OH Public Library Util will subrnill rSAR 
on 000904 for review 

80UDER. J L Division of Rules and Rocurdc 80/07/0/ Ip 


M Antitrust currospondonce 


0007140251 Forwards Dlroctor of Nuclear Reactor Regulation order 
further modifying 000913 order u/respoct to licensee I< 
permits for facilities 

SALTZMAN.J Utl Illy rinancp ttranqh 00/06/11 Ip 


8007140256 Forwards Director of Nuilo.ir Reactor Rogii 1 «it 1 on order 
further modifying 000913 order u/rpspert to llconsoo b 
permits for facilities 

BALTZMAN.J Utility flnanto Branch 00/06/11 Ip 


"0007140269 Order granting eitenslon until D00709. for Cleveland Cloctrlc 
Illuminating Co to file amend to titriff w/FERC as required 
by 000913 order 

DENTON. H R Office of Nuclear Reactor Rogtilniioii. Director 
80/06/11 2pp 


8007140075 Conditional request for hearing re ('ommlsttlon 0009i:i order 
re mod of transmission tariff Urges mod of order ta bring 
consistency w/FERC toriffs in Opinion 04 or inatitutloii of 
hearing Util protest before FTRC b Certificate of Qvc ond 
ODLDOERO.R , NAONER. T E Clevetand, OH 001.0001)0,0 Ooldburg. 
rioldman b Hjelmfolt 00/07/09 14pp 


0007290533 Response In opposition to City of Cluveland.UH 000609 
request for hearing ro Director of Nuclear Ruoctor 
Regulation 000913 order FI ling, request 1 ng tariff u/FERC. 
brings contruversy to end w/o llttgous course 
REYNOLDS, tl D > ZAIHLER, R E Cleveland Electric 1 1 liiisiriating Co 
REYNOLDS. U B Shaw. Pittman. Potts h Trowbridge 80/07/23 9pp 
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Q Inspection reports, IE Bolletios t, correspondence 


8007140551 Forwards IE Dulletin 80-13, "Crack Inp in Core Spray 
Spargers " No written response required 
KEPPLERiJ 0 Region 3, Chicago, 

IP 


Office of the Director 00/09/12 


0007070154 Forwards IE Insp Repts 50-440/00-07 ti 50-441/80-07 on 
800509-07 ?< notice of violation 

FlOAELLliO Region 3i Chicaflo* Reactor Con^truttlon Sc Engineering 
Support Branch 80/05/21 2pp 


0007230310 Forwards IE Bulletin 80—16, "Potential Misapplication oP 
Rosemount Inc Models 1191 i> 1132 Pressure Transnitter# 

H/Elth»r A or D Output Codes " Written responee required 
IE Circular BO-IA also end No written response required ^ 
REPPLER, J Q- Region 3< Chicago, Office of the Director 80/06/2/. 


8007150593 Submits addl info re response to IE Bulletin 0O^V. Litton 
Industrial Products, Inc (i Fisher Co, Inc supplying Model NH- 
70 series hydramotor actuators Deficiencies described 
in IE Bulletin BO-09 will not affect performance of valvoe 
DAVIDSON, 0 R Cleveland Electric Illuminating Co 80/07/03 2pp 


— B007070IS6 Notice of violation from insp on 800905-07 

s Region 3. Chicago, Office of the Director 80/05/17 2pp 


—8007070157 IE Insp Repts 50-440/80-07 8. 50-441/80-07 on 800505-07 
Noncomp I lane e noted inadequate issuance of documents, 
inadequate quality records, Inadequate instructions L failure 
to follow procedures for soil placement 

HAVES.D W Region 3, Chicago, Reactor Construction (i Engineering 
Support Branch CALLACHEfl. E J , UANDSHAN.fl L Region 3, Chicago, 
Office of the Director 80/05/17 6pp 


8007230101 Forwards suppl info to 000618 response to IE Bulletin 80—09 
re hydromotor actuator deficlanclas Litton Industrial 
Products, Inc, actuators us# Number 2 springs fc havo no 
possibility of being fabricated from Incorrect matl 


8007180S88 Act receipt of 800623 Itr Informing NRC of stops taken to 
correct violations noted In IE Inep Repts 90-440/80-06 ti 
30-441/80-06 

FIDRELLIiO Region 3, Chicago, Reactol' Construction fc Enplneoring 
Support Branch 00/07/08 Ip 


0007090176 Forwards IE Insp Repts 50-440/80-06 6 50-441/00-06 on 
800421-24 l< notice of violation 

FIORELLI.O Region 3, Chicago, Reactor Construction *■ Engineering 
Support Branch 60/05/21 2pp 


— 8007070178 Notice of violation from insp on 000421-24 

e Region 3, Chicago, Office of the Director 00/09/16 Ip 


— 8007090177 IE Insp Repts 50-440/80-06 6 90-441/00-06 on 800421-24 
Noncompi lanCe noted failure to identify component to be 
covered by 8A program It inadequate Indoctrination 6 
training of personnel 

HAYES, D U Region 3, Chicago, Reactor Construction 6 Engineering 
Support Branch HUOHES. J , LANDSMAN. R B Region 3, Chicago, 
Office of the Director 80/05/16 6pp 


8007010137 Forwards lE Info Notice 80-23, “Loss of Suction to Emergency 
Feedwater Pumps " No written response required 

KEPPLER. J s Region 3, Chicago, Office of the Director 80/09/29 
Ip 


8007160725 Forwards IE Insp Repts 50-440/00-08 t, 50-441/00-08 on 
000506-07 6 notice of violation 

FIORELLI.O Region 3. Chicago, Reactor Construction 6 Engineering 
Support Branch 80/06/04 2pp 


— 8007160734 Notice of violation from insp on 800506-09 

a Region 3, Chicago, Office of the Director 80/06/02. Ip 


— 8007180571 Responds to NRC 800S21 Itr re violations noted 111 IC Insp 
Repts 90-440/80-06 & 90-441/80-06 Training program compllds 
m/NRC requlremant* Drawtng 0-220-002 to be revised to ehow 
seismlcalty adequate lighting supports 

DAVIDSON, D R Cleveland Electric Illuminating Co. 80/06/23 4gp. 


0007180406 Forwards response to IE Bulletin 00-08 re examination 
containment liner penetration welds Lists penetrations le/ 
fluid head design 

DAVIDSON, D R Cleveland Electric Illuminating Co. 80/07/10. 


of 

9pp. 


8007100502 Ack receipt of 800623 Itr informing NRC of steps taken to 
correct vlolatiuna noted in IE Insp Repts 90-440/80-07 ti 
90-441/80-07 

FIORELLI.O Rsgion 3, Chicago, Rsaetor Construction fc Engineering 
Support Branch 80/07/10 Ip 


— 8007180989 Forwards response to NRC 800921 Itr re violations noted In 
IE Insp Repts 90-440/80-07 Ic 30-441/80-07. Corrective 
actions ac Procedure 8 revl sed. analyzed compaction 
equipment ft QC procediire for soil Insp being revised. 

OAVIDSON.D.R Cleveland Electric Illuminating Co 80/06/23. 6pp 


0007230313 Ack receipt of 800703 Itr Informing NRC of stepe taken to 
correct violations noted In IE Insp Repts SO-440/BO-Ofl ft 
90-441/80-00 

FIORELLI.O Region 3, Chicago, Reactor Construction ft Englnsoring 
support Branch 80/07/19 Ip. 


—8007160741 IE insp Repts 50-440/00-00 ft 50-441/80-08 on 800506-09. 
NoncoopI iance noted failure to specify appropriate codes or 
stds in purchase order 

LEE, E U Region 3, Chicago. Office of the Director 
DANIELSON. D H Region 3, Chicago, Reactor Construction ft 
Engineering Support Branch 80/06/02 6pp 


8007220178 Forwards IE Info Notice 80-26, "Evaluation of Contractor 
QA Programs “ No written response required 

KEPPLER, J 0 Region 3, Chicago, Office of the Director 80/06/10 

ip 


8007140360 Forwards IE Bulletin 80-14, "Degradation of BUR Scram 
Discharge Vol Capability " No written response required 
KEPPLER, J G Region 3. Chicago, Office of the Director 80/06/12 
ip 


8007280653 Forwards IE Info Notice 80-26. “Prompt Reporting of Info in 
Accordance W/10CFR50 55(e> " No written response required 
KEPPLER, J 0 Region 3, Chicago, Office of the Director 80/06/13 
ip 


8007020565 Forwards IE Circular 00-15, "Loss of Reactor Coolant Pump 
Cooling ft Natural Circulation Cooldown '* No written response 
required 

KEPPLER, tJ 0 Region 3, Chicago, Office of the Director 00/06/20, 
ip 


8007170465 Forwards IE Circular 80-14, “Radioactive Contamination of 
Plant Demineral iteS Meter Sys ft Resultant Internal 
Contamination of Personnel " No written response required 
KEPPLER, J 0 Region 3, Chicago, Office of the Director 80/06/24 
if 


— 8007230321 Responds to NRC 800604 Itr re violations noted In IE fnsp 
Repts 90-440/80-00 ft 90-441/80-08 Corrective actions: 
obtained codes ft stds for Pullman Power Products welding 
matl 

DAVI080N.D. R Cleveland Electric Illuminating Co. 80/07/03. 3pp. 


8 Reportable occurrencos, LERs ft related correspondence 


8007180499 Ack receipt of 800630 final deficiency rept re Rosenount 
Model 910 DU trip catibr unlts/1192 pressure transmitters. 

Review will be completed during future insp 

FIORELLIiO Region 2, Atlanta, Reactor Construction ft Engineering 
Support Branch 80/06/14 Ip 


8007080274 Final deficiency rept re Rosemount Models 910 DU trlp/cmllbr 
units ft 1192 pressure transmitters Originally rsportsd by OE 
per Part 21 In May 1780 Amplifier hoards ft trip units will 
be replaced beginning Sept 1780, w/comp lotion by 810101, 

DAVIDSON, D R Cleveland Electric Illuminating Co. 80/06/30, Spp. 


0OO716OS7B Interim deficiency rept re use of Mono-Sol 7-0019-3 
CMS polyvinyl alchohol film, water soluble purge dam siatl. 

Util Is In process of Identifying deficient metl ft having 
chemical analysis performed Finel rept provided by 801219. 
OAVIDSONiO R Cleveland Electric Illuminating Co. BO/07/11. 3gp. 


8007180949 Ack receipt of 800629 interim deficiency l^pt re Cutler- 
Hammer motor control ctrs, Final rept will be reviewed Upon 
receipt. 

FIORELLIiO Region 2, Atlanta, Reactor Construction ft Engineering 
Support Branch. 80/07/14 Ip 
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DOCKET 90-443 BEABROOK NUCLEAR STATION. UNIT 1 


A Application/construction stage documents (c correspondence 


BOOTStOOlS Confirms reiiuest for B00703 meeting uj/utll in SeabroohiNX 
to Introduce NRC senior resident inspector (c discuss 
qualltg matters re const 

CARL80N. R T Region 1< Philadelphia. Reactor Operations Nuclear 
Support Branch 00/06/23 ip 


BD07230001 Foruiards statement of pollcg re requirements to be met for 
current OL applications. as derived from NUREO-0660 & found 
in NUREO-0694 

EISENHUT. D 0 Division of Licensing 00/06/26 2pp 


8007160062 Notifies that ABME Coda Case N-103-1 (1713-1) Is acceptable 
b may be used In const of components for facilities Use of 
code case should bo documented In F8AR 
YDUNOBLDDDi D J Licensing Branch 1 BO/07/09 2pp 


B0072B0439 Submits alternate method of mitigation effects of grid 
degradation on safety-related electrical equipment 
Engineering for mods uill be completed by Nov 1980 
VANDENBUROH. D Yankee Atomic Electric Co 80/07/24 7pp 


0 Adjudicatory correspondence 


B007020602 Order granting extension until 000711 for Commission to 
elect whether to review ALAB-422 & ALAB-561 

CHILKiB J Office of the Secretary of the Commission BO/06/27 
>P 


B<X>7140407 Submits Town of Salisbury. HA Article 13. approved at 800313 
town meeting, re F Kremer petition opposing OL for Public Svc 
Commission of NH Area surrounding facility cannot be safely 
evacuated b no town funds will be spent 
HORSE. U T Salisbury. HA 80/06/30 Ip 


8007140437 prder granting extension until 800801 for Commission to 
review ALAB-422 b ALAB-961 

HOYLE. U C Office of the Secretary of the Commission 80/07/10 
Ip. 


H Oeneral correspondence 


B007020090 Responds to 791011 Itr requesting const of plant be halted 
until safe evacuation plan can be achieved, Licensee must 
submit evacuation study for NRC review b approval before OL 
is Issued. 

DENTON. H R Office of Nuclear Reactor Regulation. Director 

80/06/11 2pp 


•6007020096 Requests that NRC reply to 8C Dunfey 791011 Itr opposing 
plant const until adequate evacuation plan Is achieved 
Supporting documentation encl 

8EAL.H M President of UB b Executive Offices 79/10/19 6pp 


B<X)71004S1 Responds to 791011 Itr to President Carter asking that const 
of facilities be halted until evacuation plan can be 
achieved Emergency planning reviews of plants under const 
will start within next yr 

DENTON.H R Office of Nuclear Reactor Regulation. Director 
flO/06/il 2pp 


0007100424 Responds to 791011 Itr to President Carter asking that const 
of facilities be halted until evacuation plan can be 
achieved Emergency planning reviews of plants under const 
will start within next yr 

DENTON.H R Office of Nuclear Reactor Regulation. Director 

80/06/11 2pp 


8007230919 Forwards IE Inip Repts 80-443/80-01 b 30-443/00-04 
citing violations re Caduell splicing b weld rod control in 
containment bldg W/o encl 

CARLSON.R T Region 1. Philadelphia. Reactor Construction b 
Engineering Support Branch 80/06/30 ip 


8007230622 Responds to 800308 Itr to President Carter re facility 
licensing NRC reviewed environ Impacts of project prior to 
making decision on CP issuance, Fac i 1 1 ty poses no threat to 
environ or public health b safety 

YOUNODLOOO, B J Licensing Branch 1 80/07/18 2pp 


0007240474 Partial response to FOIA request for five categories of 
documents re facility licensing proc eedlng, Forwards NUREO- 
0348 b 800311 b 0702 Itrs Request has besn circulated for 
addl matl that may be aval labl e, Ltrs only encl 
FELTON. J h Division of Rules and Records 80/07/21 Ip 


I Financial informatinn 


9007080010 Forwards Annual Financial Rept 1979 for each owner of 
facility 

RITSHER.J A Repos b Gray 00/07/03 Spp 


—0007080011 Annual Financial Hept 1979 

» Public Service Cu of New Hampshire 00/07/03 29pp 


—0007080012 Annual Financial Ropt 1979 

» United Illuminating 00/01 /04 GOpp 


—0007000014 Annual Financial Rept 1979 

» New England Power Co 80/01/25 20pp 


— 00070B0016 Annual Financial Rept 1979 

» Central Maine Power Co 00/02/14 34pp 


— 8007080018 Annual Financial Rept 1979 

• Central Vermnnt Public Service Ccirp 00/02/15 33pp 


— 0OO7OBOO19 Annual Financial Rept 1979 

e Fitchburg Gas b Electric Light Co 00/02/07 23pp 


— 0007000020 Annual Financial Rept 1979 

e Eastern Utilities Associates 00/03/06 33pp 


—6007000022 Annual Financial Rept 1979 

s New Bedford Oas b Edison Light Co BO/03/28 46pp 


— 80070B0023 Annual Financial Rept 1979 

» Hudson Light b Power Dept 00/07/03 I6pp 


—0007000020 Annual Financial Rept 1979 

* Vermont Electric Cooperative. Inc 00/03/07 24pp 


—8007000031 Annual Financial Rept 1979 

* Bangor Hydro-Electric Co 80/02/26 85pp 


—0007080033 Annual Financial Rept 1979 

s Taunton Municipal Lighting Plant 80/02/22 19pp 


—0007000037 Annual Financial Rept 1979 

e Massachusetts Municipal Hholesale Co 60/03/03 16pp 


—0007080038 Annual Financial Rept 1979 

< Maine Public Service Co 00/03/15 31pp 


— 8007000040 Annual Financial Rept 1979 

» Cannecticut Light b Power Co 00/03/14 2tpp 


0 Inspection reports. IE Bulletins b correspondence 


0007010263 Forwards IE Info Notice 00-23. "Less of Suction to Emergency 
Feedwater Pumps " No written response required 
DRIER. B H Region 1. Philadelphia. Office of the Director 
00/03/29 Ip 


8007010219 Ack receipt of 000509 Itr informing NRC of steps taken to 
correct violations noted in IF Insp Repts 50-443/00-03 b 
30-444/00-03 

CARLSON.R T Region 1. Philadelphia. Office of the Director 
00/03/30 Ip 


— 0007010223 Responds to NRC 800401 Itr re violations noted In IE Insp 
Repts 50-443/00-03 b 50-444/80-03 Corrective actions 
procedures re stud welding insp instituted 

DEVINCENTIS. J Public Service Co of New Hampshire 80/05/09 
3pp 


— 8007010229 Forwards IE Insp Repts 50-443/80-03 b 50-444/80-03 on 
800226-28 b notice of violation 

CARLSON.R T Region 1. Philadelphia. Reactor Construction b 
Engineering Support Branch OO/Od/Ot 2pp 


—0007010232 Notice of violation from Insp on 300826-20 

• Region 1. Philadelphia. Office of the Director 00/03/31 Ip 



276 


DOCKETED ITEMS 


— B0&7010235 IE Insp Repts 50-4<J3/a0-03 V 50-444/00-03 on 800326-20 
Nnnconp 1 lane r noted utl) failed to conduit stud uelding Insp 
as relluired 6 failed to control changes to assure affected 
contractor procedures 

CERN0. A C • MCGAUOHV.B U Region 1. Philadelphia. Office of the 
Director BO/03/31 7pp 


8007210613 Foruiards IE Info Notice 80-26, "Evaluation of Contractor 
QA Programs " No loritten response required 
GRIER, B H Region 1. Philadelphia. Office of the Director 
00/06/10 Ip 


0007160363 Forwards IE Info Notice 80-27. "Degradation of Reactor 
Coolant Pujsp Studs ’ No specific action or response 
required 

CRIER. B H Region 1. Philadelphia, Office of the Director 
80/06/11 Ip 


B0O72B06I6 Forwards IE InPu Notice 00-39, "Prompt Reporting of Info in 
Accordance U/10CER50 53(e) " No written response required 
CRIER, B H Region 1, Philadelphia, Office of the Director 
00/06/13 Ip 


0007030524 Forwards IE Circular 80-13, "Loss of Reactor Coolant Pump 
Coo.ling It Natural Circulation Cooldown " Nn written response 
required 

CRlERiB H Region 1, Philadelphia, Office of the Director 
00/06/20 ip 


8007160740 Forwards IE Circular 80-14, “Radioactive Contaoilnatl on Of 
Plant Deiei nera] 1 ted Uater Sgs ?< Resultant Internal 
Contamination of Personnel " No written response required 
GRIER, B H Region 1, Philadelphia, Office of the Director 
80/06/24 ip 


6007510281 Forwards IE Info Notice 80-24, "Low Level Radwaste Burial 
Criteria " No written response required 

ORIER.B H Region 1, Philadelphia, Office of the Director 
80/06/23 Ip 


6007330623 Responds to IE Bulletin 80-08, "Eiamlnation of Containment 
Liner Penetration Melds *' Each unit has 19 penetrations el/ 
fluBd head design All flued head penetrations to he butt 
welded to sleeves using consumable inserts 

DEVINCENTIS, xl Public Service Co of New Hampshire 80/06/23 2pp 


6007230178 Forwards IE Bulletin 00-16. "Potential Misapplication of 
Rosenount Inc Mndels 1131 R 1152 Pressure Transmitters 
U/Either A or D Output Codes " Uritten response required 
IE Circular 00-16 also end No written response required 
ORIER.B H Region 1. Philadelphia. Office of the Director 
90/06/27 3pp 


S Reportable occurrences, LERs tt related correspondence 


8007010102 Act receipt of 800515 final deflclencg rept re undetected 
failure in engineered safety features actuation sys 
CARLSON. R T Region 1, Philadelphia, Reactor Construction 6 
Engineering Support Branch 90/06/06 Ip 


B0071703B9 Ac! receipt of 600530 interim deficiency rept on use of 
invalid seismic amplified response spectra Rept will be 
reviewed (i evaluated 

CARLSON.R T Region 1, Philadelphia, Reactor Construction h 
Engineering Support Branch 80/06/12 ip 


— 8007170596 Advises that final deficiency rept re use of invalid seismic 
amplified response spectra originally promised for 800601 
will be delayed until 600901 Ongoing corrective action not 
sufficiently complete to render final rept 

DEV/1NCENTI9, J Public Service Co of Now Hampshire 60/05/30 

2pp 


DOCKET 30-444 BEABROOK NUCLEAR STATION, UNIT 2 


A Appllcation/construction stage documents h correspondence 


9007510013 Confirms request for 900703 meeting w/utll In Seabrook.NH 
to introduce NRC senior resident inspector t< discuss 
quality matters re const 

CARLSON.R T Region 1, Philadelphia, Reactor Operations Nuclear 
Support Branch 80/06/25 Ip 


B007230001 Forwards statement of policy re requirements to be met for 
current OL applications, as derived from NunEO-0660 tt found 
in NyHEO-0694 

EISEMHUTiD 0 Division of Licensing 80/06/26 2pp 


0007100062 Notifies that ABME Code Case N-103-1 (1713-1) Is accoptabl* 
tt may be used ill const of Components for facilities Use of 
rode case should be documented in F9AR 
VOUN8BLOOD, D J Licensing Branch 1 80/07/09 Spp 


BOO720O439 Submits alternate method of mitigation effects of grid 
degradation on safety-related electrical equipment 
Engineering for mods will be completed by Nov 1900 
UANDENDURGH, D Yankee Atomic Electric Co 80/07/54 7pp 


0 Adjudicatory correspondence 


9007020602 Order granting ostenslon until 000711 for Comnlssion to 
elect whether to roviow ALAB-432 *• ALAB-56i 

CHILK, S J Office of the Secretary of the Cooimisslon 80/06/S7 

ip 


0007140409 Submits Town of Bal 1 sbury > MA Article 13, approved at 800313 
town meeting, re F Kramer petition opposing OL for Public Ovc 
Commission of NH Area surrounding facility cannot be safely 
evacuated 6 no town funds will be spent 
MORSE. M T Bolisbury.MA 00/06/30 Ip 


BD071404S7 Order granting extension until 000001 fur Commission to 
review ALAD-422 b AUAB-S61 

HOVLE, J C Office of the SecretoVy of the Commission 80/07/10 

ip 


H General correspondence 


0007020090 Responds to 79iOll Itr requesting const of plant be halted 
until safe evacuation plan can be achieved Licensee must 
submit evacuation study for NRC review b approval before OL 
is Issued 

DENTON, H R Office of Nuclear Reactor Regulation, Director 

80/06/11 2pp 


— 8007020096 Requests that NRC reply to BC Dunfey 791011 Itr opposing 
plant const until adequate evacuation plan is achieved 
Supporting documentati on end 

SEAL.M M President of UB & Executive Offices 79/10/19 6pp 


8007100421 Responds to 791011 Itr to President Carter ashing that const 
of facilltios be halted until evacuation plan can be 
achieved Emergency planning reviews of plants under const 
will start within next yr 

DENTON.H H Office of Nuclear Reactor Regulation) Director 

00/06/11 2pp 


0007100424 Responds to 791011 Itr to President Carter asking that const 
of facilities be halted until evacuation plan can be 
achieved Emergency planning reviews of plants under const 
will start within neit yr 

DENTON.H R Office of Nuclear Reactor Regulation) Director 

00/06/11 2pp 


8007230622 Responds to BOOSOB Itr to President Carter re facility 
licensing NRC reviewed environ imparts of project prior to 
making decision on CP Issuance Facility poses no threat to 
environ or public hcolth t< safety 

YOUNGBLOOD, n J Lirensing Branch I 00/07/lS 2pp 


8007240474 Partial response to FOIA request for five categories of 
documents le facility licensing proceeding Forwards NUREO- 
0340 1) 800311 8) 0702 Itrs Request has been circulated for 
addl matl that may be available Ltrs only end 
FELTON, U M Division of Rules and Records 00/07/21 Ip 


I Financial information 


8007080010 Forwards Annual Financial Rept 1979 for each owner of 
fad 1 1 ty 

RITSHER.J A Ropes A Gray 80/07/03 2pp 


—8007000011 Annual Financial Rept 1979 

» Public Service Co of New Hampshire 80/07/03 3Spp 


— B0070B0012 Annual Financial Rept 1979 

• United Illuminating 00/01/04 30pp 


—0007080014 Annual Financial Rept 1979 

s Now England Power Co 00/01/23 20pp 


—0007000016 Annual Financial Rept 1979 

* Central Maine Power Co 00/02/14 34pp 
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— 600708001Q Annua) Financial Ropt 1979 

• Central Vermont Public Service Corp 80/02/lS 33pp 


--0OO7O8OO19 Annual Financial Ropt 1979 

• Fitchburg Oas & Electric Light Co 80/02/07 25pp 


•80070B0020 Annual Financial Rept 1979 

• Eastern Utilities Associates 80/03/0ii 33pp 


•8007080022 Annual Financial Rept 1979 

» Ney QodFord Oas & Edison Light Co 80/03/28 46pp 


■B0070B002S Annual Financial Rept 1979 

* Hudson Light tc Pouer Dept 80/07/03 16pp 


--6007080028 Annual Financial Ropt 1979 

• Vermont Electric Coaperativei Inc 80/03/07 24pp 


— B0070B0031 Annual Financial Rept 1979 

* Dangor Hgdro-Eloctric Co 80/02/26 29pp 


— 8007080033 Annual Financial Rept 1979 

• Taunton Municipal Lighting Plant 80/02/22 19pp 


—8007080037 Annual Financial Rept 1979 

• Hassachusetts Municipal tJholesate Co 80/03/03 16pp 


—8007080038 Annual Financial Rept 1979 

• Maine Public Service Co 80/03/15 2tpp 


—8007000040 Annual Financial Ropt 1979 

* Connecticut Light b Foyer Co 80/03/14 21pp 


Q Inspection reportsi IE Bulletins k correspondence 


8007010265 Poryards IE Info Notice B0-23< “Loss of Suction to Emergency 
Feedwater Pumps ” No yrltten response roRUtred 
ORIER.B H Region 1> Philadelphia. Office of the Director 
00/05/29 ip 


8007010219 Ack receipt of 800505 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-443/80-03 (< 
50-444/80-03 

CARLSON.R T Region 1. Philadelphia. Office of the Director 
00/05/30 Ip 


— 0007010223 Responds to NRC 000401 Itr re violations noted in IE Insp 
Repts 50-443/80-03 *< 50-444/80-03 Corrective actions 
procedures re stud welding Insp instituted 

DEVINCENTIS. J Public Service Co of Ney Hampshire 80/05/05 
3pp 


—8007010229 Forwards IE Insp Repts 50-443/80-03 & S0-444/B0-03 on 
Q00226-28 ti notice of violation 

CARLBON. R T Region 1. Ph 1 iadelpliia. Reactor Construction !< 
Engineering Support Branch 80/04/01 Spp 


—8007010232 Notice of violation from Insp on 800236-26 

• Region 1. Philadelphia. Office of the Director 80/03/31 Ip 


—8007010235 IE Insp Repts 50-443/00-03 {< 50-444/80-03 on 800226-28 
Noncompliance noted util failed to conduct stud yeldlng Insp 
as required & failed to control changes to assure affected 
contractor procedures 

CERNE. A C . MCOAUOHY. R M Region 1, Philadelphia. Office of the 
Director 80/03/31 7pp 


8007210613 Forwards IE Info Notice 80-26. "Evaluation of Contractor 
QA Programs ” No written response required 
OfllER.B H Region 1. Philadelphia. Office of the Director 
80/06/10 Ip 


0007160363 Foryards IE Info Notice 80-27. "Degradation of Reactor 
Coolant Pump Studs " No specific action or response 
required 

ORIERi B H Region 1. Philadelphia. Office of the Director 
80/06/ 11 Ip 


8007280616 Forwards IE Info Notice 80-28. "Prompt Reporting of Info in 
Accordance U/IOCFRSO SS<e> " No written response required 
ORIER.D.H Region 1. Philadelphia! Office of the Director 
80/06/13 ip 


6007020D24 Forwards IE Circiilai 80-15. "Loss of Reactor Coolant Pump 
Cooling Natur.il Cirtulatlon Cooldown " No written response 
required 

ORICR.Ii H Region 1. Philadelphia. Office of the Director 
00/06/20 Ip 


8007160740 Forwards IE Circular 80-14. "Radioactive Contamination of 
Plant Demineral 1 led Water Sys U Resultant Internal 
Contamination of Personnel " No written response required 
ORIERiD H Region 1. Philadelphia. Office of the Director 
80/06/24 Ip 


8007210281 Forwards IE Info Notice 80-24. "tow Level Radwaste Burial 
Criteria " No written response i equired 

DRIER. B H Region 1. Philadelphia. Office of the Director 
80/06/25 Ip 


8007250623 Responds to TE Bulletin 80-08. "E« omi nat 1 on of Containment 

Liner Penetration Welds " Each unit has 19 penetrations u/ 
flued head design All fined head penetrations to be butt 
welded to sleeves using consumable inserts 

DEVINCENTIS, J Public Service Co of New Hampshire 80/06/25 2pp 


8007230178 Forwards IE Bulletin 80-16. "Potential Misapplication of 
Rosemount Inc Hodots 1191 h llID Pressure Transmitters 
W/Elther A or D Output Codes " Written response required 
IE Circular 80-16 also end No written response required 
ORIER.B H Region 1. Philadelphia, Office of the Director 
80/06/27 2pp 


S Reportable nccurrences. LERs (< related correspondence 


8007010182 Ack receipt of 000515 final deficiency rept re undetected 
failure in engineered safety features actuation sys 
CARLSON. R T Region 1. Philadelphia. Reactor Construction k 
Engineering Support Branch 80/06/06 Ip 


8007170989 Ack receipt of 800530 interim deficiency rept on use of 
invalid seismic amplified response spectr.i Rept will be 
reviewed & evaluated 

CARLSONiR T Region 1. Philadelphia. Reactor Construction k 
Engineering Support Branch 80/06/12 ip 


— 0007170596 Advises that final deficiency rept re use of invalid seismic 
amplified response spectra originally promised for 800601 
will be delayed until 800901 Ongoing corrective action not 
sufficiently complete to render final rept 

DEVINCENTIS, J Public Service Co of New Hampshire 80/09/30 

2pp 


DOCKET 50-445 COMANCHE PEAK STEAM ELECTRIC 8TA .UNIT I 


A App 1 leat lon/ctinslruc 1 1 on slagr documents !< correspondence 


8007020224 Advises of filing of detailed e lec trlcal. Instrumentation k 
control drawings submitted by TX Utils Generating Co Action 
taken in conformance w/NRC PM Operating Procedure 208. 

Revision 1 Drawings In Central Piles only 
BURHELL.S Licensing Branch P 80/06/06 tp 


8007230001 Forwards statement of policy re requirements to he met for 
current OL appl lent ions, as dorivod from NUREO-0660 1. found 
in NURCO-0694 

EISENHUr.D 0 Division of Licensing 80/06/26 2pp 


0007100366 Forwards Freese h Nichols. Inc 800620 Itr in response to NRC 
600415 request fur addl info re floodplain mg t Rospnnso will 
be incorporated into util environ rept 

OARY.R 0 Teias Utilities Generating Co BO/07/10 3pp 


8007240066 Summary nf 800623 meeting between Assistant Director for 
Environ Technology 1< Assistant Dlrectoi for Licensing re 
mgt. technical oversight t< mechanics of environ review 
performance 

MULLER, D R Assistant Director for Environmental Technology 
TEDESCO. R 1. Assistant Director for Licensing 80/07/14 4pp 


8007210478 Forwards e lec tr leal . 1 ns tl'umonta t ion t« control drawings to 
assist in plant rnview 

OARY.R J Toxas Utllltins Oenerating Co 00/07/15 2pp 


—0007210489 "Control P.inel Schematic " Sheet 1 of 0 
e De Laval Turbine Inc 76/07/16 Ip 


—8007210490 "Control Panel Schematic " Sheet 2 of 8 
« De Laval furblne Inc 76/07/16 Ip 
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— 8007210476 "Control Panel 
* Do Laval Turbine Inc 

Schoffia 1 1C 
76/07/16 

Sheet 

ip 

— BOO721O500 "Control Panel 
« Oe Laval Turbine Inc 

Sch«rnottc “ 
76/07/16 

Sheet 

>P 

—8007210504 "Control Panel 
* De Laval Turbine Inc 

Schematic 

76/07/16 

Sheet 

Ip 

— 8007210508 "Control Panel 
* De Laval Turbine Inc 

Schematic " 
76/07/16 

Sheet 

IP 

—8007210310 "Control Panel 
s De Laval Turbine Inc 

Schematic 

76/07/16 

Sheet 

ip 

—8007210314 "Control Panel 
« De Laval Turbine Inc 

Schematic 

76/07/16 

Sheet 

Ip 

— 8007210517 "Interconnection Diagram " 
* Do Laval Turbine Inc 77/04/06 

Sheet 

Ip 

— 8007210519 "Interconnection Diagram " 
* De Laval Turbine Inc 77/04/06 

Sheet 

Ip 


3 of B 

4 of a 

5 of a 

fa of a 

7 of B 

8 of a 

I of S 

3 of 2 


— B007210927 "Bchomatics Diesel Oonerator Local Panels" as-bullt 
• Do Laval Turbine Inc « Delta Suitchboard Co « Olbbs (t 
Hill* Inc (subs of Dravo Corp 1 7fa/07/lfa Ip 


eoo73i01fa7 Order affirming grant of addl time for Cltixeni Abbttciatim 
for Sound Energy to respond to applicant 800701 motion l> to 
file position re ASLS eOOfalfa order Five-day eatension for 
Cititens for Fair Utll pegulatinn re NUnEO-Oi94 granted 
BOUERBiC S Atomic Safety and Licensing Board Panel BO/07/1O 

2pp 


8007170261 Forwards NUfiEO'Ofa94. "TMI-Rolated Reaulremente for New OLa. ■ 
par G00710 telcon Copies forwarded to citliens for Fair 
Util Regulation Ic Association of Community Organl latlons for 
Reform Now U/o end 

TURK, 8 E Hearing Branch 1 80/07/11 Ip 


8007220346 Motion for reconsideration of ASLB 800430 order for 
certification of dented contentions Maintains validity of 
contentl onsi espBC lal ly Class 9 accident scenario Certificate 
of 8 VC enci 

ELLISiJ Citizens Association for Sound Energy 80/07/14 SOpp 


8007220539 Suppl to intervenor 800714 motion for reconsideration or 
certification of denied contentions re ABLB S00430 order 
Submits new Info in support of Contention 1 re State of TX 
vs TX Utils companies Certificate of Bvc end 

ELLI9<vi Citizens Association for Sound Energy 60/07/14, 7pp, 


6007160437 Response in opposition to TX Association of CoMiunlty 
Organizations for Reform Now 800701 motion seeking 
reconsideration of 800616 order denying cetaln proposed 
contentions Rewording must be denied U/Certlf Icate of 6vc. 
REVN0LD8/N 8 . HORIN, U A Tesas Utilities Generating Co 
REVNOLDS. N S Oebevoise b Liborman 80/07/16 12pp 


D NRC Draft/Final Environmental Statements, suppis (• correspondence 


8007140033 Provides background info on schedule, content & form of 
facilities OL stage environ review far initiation of 
appropriate NEPA review t> technical oversight functions List 
of revi ewers, review schedule 1, DES outline end 
SCHMENCER,A Licensing Branch 3 80/06/26 Bpp 


F Security, medical, emergency (> fire protection plans 


8007110376 Requests revisions t add! Info to safeguards contingency 
plan re evaluation of util application for OL Forwards 
statement of RRC positions Response should be submitted 
within 60 days Statement withheld (ref I0CFR2 790) 

8CHWENCER,A Licensing Branch 2 80/06/23 2pp 


8007230741 Response In oppaaltlon to TX Association of Community 
Organizations for Reform Now 800701 motion for 
reconsideration of ASLD 600616 order Urges denial of 
alternative motion for certification U/C*rttf icate of Bvc 
TURK, 8 E Hearing Branch 1 80/07/21 24pp 


8007230748 Response to applicants' 600701 objections re prehearing 
conference order t, to applicants' motion for mod Urges 
dental of requests re Contentions 3,4,9,17 St 23 Motion to 
delete Contention 11 must be granted U/Certl f Icate of 8vc 
TURK, 8 E Hearing Branch 1 80/07/21 18pp 


8007290738 Order extending time until 800803 for Commltslon to review 
ALAD-599 

CHILK, 8 J Office of the Secretary of the Commission. 80/07/24 

Ip 


8007060262 Advises that upgraded emergency plan for facility will be 
submitted by 800930 

OARYi R J Texas Utilities Generating Co 80/06/30 ip 


0 Adjudicatory correspondence 


8007310243 Forwards Conunlsslon 800327 memorandum tr order containing 
decisions on Urs 780302 petition for reconsideration of 
780413 memorandum t, order UCS 771104 petition sought action 
re fire protection for electrical cables 
EISENHUTiD G Division of Licensing 00/06/23 B9pp 


8007090327 Exceptions to ASLB 800616 order re B0D430 prehearing 
conference Order erred in rejecting intervenor Contentions 
1, 3, 6(b) (e), 8 tc to t> conditioning acceptance of 
Contentions 3 h 23 Certificate of Sve encl 

ELLIS, J Citliens Association for Sound Energy 80/06/30 4pp 


8007030246 Response in opposition to ASLD 800616 order re 000430 
prehearing conference, rul mg on admissibility of 
contentions Urges mod of order to delete Contentions 3,4,9, 

11 h 17 t< to reword Contention 23 Certificate of Sve end 
REYNOLDS, N 8 , HORIN, M A Texas Utilities Generating Co 
REYNOLDS, N S Dehevolse & Liberman 80/07/01 17pp 


8007100255 Nemorandum J, order dismissing Citizens Association for Sound 
Energy appeal from unpublished ASLB 800616 prehearing 
conference order rejecting contentions Interlocutory appeal 
is not permitted unless petition is denied In entirety 
BISHOP, C J Atomic Safety and Licensing Appeal Panel, 80/07/03 

2pp 


8007300366 Requests that missing pages from FSAR Amends 1-10, listed in 
end, be forwariled along w/any addl amends Also requests that 
name be added to mailing list Certificate of Sve encl 
Related correspondence 

ELLIS, J Citizens Association for Sound Energy 80/07/07 3pp 


6007310123 First set of interrogatories dirocled to applicant Requests 
details of signed sale negotiatlnns Certificate of Bvc end 
Related correspondence 

ELLIS, J Citliens Association for Bound Energy 80/07/07 6pp 


0007310328 Response to Citizens Association for Sound Energy 800707 
first set of interrogatories & requests for clarification. 

Explains communication w/publlc re electric util matter*. 

U/af fldavi ti Certl f Icate of Sve t< supporting documentation 
REVNOLDB.N S , HORIN.M A Texas Utilities Generating Co 
HEYNOLDS.N 8 Debevoise «< Liberman BO/07/20 36p|i 


M Antitrust correspondence 


B007010247 Forwards work order extending Hartley contract to B00931 U/a 
end 

BLUME, M D Antitrust Division 80/04/14 Ip 


B007010264 Forwards signed stipulation abiding by A8LS 600331 
protective order re Houston Lighting & Power corporate 
study U/o end 

BLUHE. M D Antitrust Division B0/04/t4 Ip 


0007010298 Forwards documents mistakenly omitted from Hartley 
documents H/o end 

HODQDDN. A P. Antitrust Division SO/DS/07 Ip 


8007210300 Reviews B00702 draft transmission sve settlemant agraement. 
Document found to be unacceptable due to provisions staking 
Austin jurlsdictinnal as practical matter for wheeling 
"Postage stamp" wheeling rate Is not proper In TX 
UALOUGH, R. C Austin. TX 00/07/10 2pp 


8007190423 Status rept advising that absent change in DOJ policy 
position, utl 1 will not be able to reach settlement w/dept. 
Differences u/NRC re license conditions not yet resolved, 
Certificate of Sve end 

GREEN, D 0 Houston Lighting tt Power Co * Baker it Botte. * 
Lowensteln, Newfflan>RelSf Axelrad h Toll eO/07/11 7pp 


8007150431 Status rept on settlement negotiations Urges 60~d«y 
suspension of proceedings, including hearing date, due to 
continued negotiations w/Publlc Utils Board of City of 
Brownsvl 1 le, TX. U/Certl f icate of Sve (• pleading before FERC, 

STAHL, D H. Central ti South Host Corp STAHL, D H Isham, Lincoln h 
Beale, 00/07/11 26pp 



DOCKETED ITEMS 


0007190-44? Status rept bij Public Utils Board of Cltg of Qrounsvl 1 1 b> TX 
r* stttleflisnt progress Citg uould oot object to further 
•itenslon United to 30 dags although negotiations do not 
appear to be fruitful Certificate of Svc end 

POIRIEFI.H R Brounsvil le. TX POIRIER. M R Spiegel & McDlaTCild 
80/07/11 6pp 


B0071 30900 Third status rept on settlement progress Suggests 30 -dag min 
ostension to pursue negotiations U to present proposed 
license conditions re tr ansmi s s ion svcs L other areas 
Certificate of Svc end 

CHANANIA, F D Antitrust Division 80/07/ ll Bpp 


B00716062S Status rept ro settlenent negotiation progress Expresses no 
optimism for agreement u/DDJ but agreement u/MRC mag be 
reached re license condiblons dealing lu/bulk pouer uheeling 
rates. Certi fl cate of Svc end 

SAMPLES. H D . KNOTTS. J D Texas Utilities Generating Co 
SAMPLES. H O Morsham. Forsgthe & Sampels BO/07/tl d>pp 


8007l703fa4 Status rept re development of settlement discussions Urges 
denial of add! extension of time due to belief that no 
settlement yill be reached hetueen DOJ Ec applicants 
Certificate of Bvc end 

CVPHERT. B B Justice. Dept of 80/ 07/11 6pp 


8D071703BB Second status rept re settlement negotiations progress Urges 
further antitrust settlement efforts to proceed apace u/FERC 
settlement due to sltnllaritg of issues Certificate of Svc 
■nc 1 

JOHN. D F Affiliation Unknown JOHN. O F Medinaelactrlc 
Cooperative. Inc JOHN. D F McDermott. Hi H l< Emerg BO/07/11 6pp 


8007210455 Submits status rept of settlement negotiations in Houston 
Lighting b Power Co et al ti TX Utilities G-eneratlng Co 
Mod of joint ownership agreement drafts exchanged 
Certificate of Bvc end 

BURCHETTE.W H . RITTB. F H Northcutt Elg BO/07/li 4pp 


8007160947 Motion seeking renewal of DOJ QD0521 motion to establish 
trial b other proce-dural dates Suggests 800703 for briefs 
ti 301006 for commencement of evidentlarg hearing Settlement 
does not appear to be possible Certificate of Bvc end 
CVPHERT. 8 Q . PARMENTER. F Justice, Dept of (30/07/14 6pp 


B0072S0900 Buggests r oconsid erat i on of &00307 discoverg order in light 
of extensive settlement negotiations subseiiuen t Ig conducted 
bg all parties & counsel on B00403 

MILLER. H E Atomic Bafetg and Licensing Board Panel 80-/07/16. tp 


B0072209S6 Order denglng petitions for directed certification w/o 
prejudice to resubmi scion following ABLEl determination 
DIBHOP. C J Atomic Safety and Licensing Appeal Panel BO/07/iB 

2pp 


BOO730D418 Hlthdraual of 770511 notico of appearance R Fabrikant 
rasponslble for all communications until further notice 
Cartlficete of Svc end 

CYPHERT.BD Justice. Dept of 00/07/33 4pp 


BOD72B0680 Draws attention to two pleadings that should be treated 
scparatelg although stapled together NRC motion for 
extension of time & NRC/DQJ joint motion for clarification it 
for estab I ishme-nt of production schedule 
CMANANIA, F D Antitrust Division B0/O7/39 ip 


3007280627 Motion for extension until 800731 to file objections w/ 
proposed revision to ASLB B0D717 prehearing conference 
order b notice of final prehearing conforence Discussions ui/ 
parties hove commenced b must proceed 
LEUIB. B 11 Hearing Branch 2 BO/07/2D 2pp 


— B007SB0636 Joint motion, for clarification of ABLD 800716 memorandum 
containing decision to reconsider ABLD B00307 order re 
settlement documents Moves for order establishing schedule 
for production of sottlemont documents H/Cer t t f lea te of Bvc 
FASRIKANT. R Justice. Dept of CHANANIA.F D . DLUME. M B 
Antitrust Division 00/07/05 Bpp 


6007300356 Order granting extonsion until 300731 far NRC to submit 
objections b proposed revisions tu BflOTlT final prehearing 
confarence order 

HOLFE. B J Atomic Safety and Licensing Board Panel 60/07/23. Ip. 


M. Antitrust hearing transcripts 


B007160008 Transcript of 600-714 prehearing conference in Bethesda. 
HD re settlement negotiations Fp 891-946 

-• Atomic Safety and Licensing Board Panel, B0/(i7/14 7Bpp 


B00735044i Proposed correction to (30040? prehearing transcript 
Certificate of Svc end 

CBCEN. D 0 Houston Lighting S. Power Co » Baker b Ootts « 
Lowens te I n I Newman. Re l a. A xe I rad {< Toll 00/07/82 Sp p 


3 Inspection reports. IE Bulletins b con osporidence 


O0O78SD32B Forwards IE Info Notice BO-ia. “ In strument Failure Causes 
Opening of PORV t< Block Valve " No specific action or 
response nec cssarg 

SEYFRIT.K V Region 4. Dallas. Office of the Director BO/03/31 
if 


B0071B0490 Discusses IE Insp Repts 50-445/80-11 b 90-446/60-11 on 
BO0404 b forwards notico of violation 

5EIDLE.H C Region 4. Dallas, Reactor Con s true 1 1 on fc Englnoerlng 
Support Branch 80/04/0? Dpp 


— B007iB049? Notice of vi-olalion from intp on B00404 Noncomp I lane e 
noted failure to folloio piping installation procedures 
* Region 4. Dallas, Office of the Director 60/04/09 Ip 


3007240509 Forwards IE Info Notice QO-Sl. "Anchorage f< Support Of 
Bafetg-Rel a tod Electrical Equipment " No written response 
required 

SEVFRIT, K V Rogion 4. Dallas, Office of the Director 60/05/16 
if 


600711082? Forwards IE Insp Repts 90-44‘i/Q0-14 b 50-446/00-14 on 
600313-16 No n-enconip 1 lance noted 

SEIDLE.M C Region 4. Dallas. Reactnr Construction b Engineering 
Support Branch 60/03/23 0pp 


—6007110834 IE Insp Repts 30-443/0(1-14 (. 00-446/60-14 on 800013-16 No 
non-compliance noted Major areas inspected const activities. 

RCPD piping work b other safety-related piping work 
QILDEDT, L D . HALL. R E Region 4, Dallas, Reactor Construction b 
Engineering Support Branch CflOSSMflN.W A Region 4, Dallas, 
□fficc of the Director B0/D5/23 4pp 


800703D259 Forwards IE Info Notice BO-20> "BreakxiaunB In Containlnatian 
Cantr-ol Programs " No written response required 

BEVFRIT.K V Region 4. Dallas. Office of the Director B0/03/2B 
ip 


6007810351 Forwards IE Circular 60-13. “Orid Strap Damage in 
Uest inghouse Fuel Assemblies " No written response required 
BEVFRIT.K V Region 4. Dallas. Office of the Diroct-or 80/05/29 
ip 

BD07010D86 Forwards IE Info Notice 60-23. "Loss of Suet I an to Emergenc 
Feeduatsr Pumps " No written response required 

SEYFRIT. F V Region 4. Dallas, affice of the Director 80/05/29 

ip 


6007170196 Responds to IE Bulletin 00-09. "Hydramotor Actuator 
Deficiencies " Six vendors identified as potential suppliers 
of equipment containing ITT Gisneral hgdraaiotor actuators 
Vend-ors confirmed no actuators supplied to facilities 
OARYjR j Texas Dtllitios Generating Co 00/06/10 ip 


60072801 2B Forwards IE Info Notico 60-06. "Evaluation of Contractor 
OA Programs ” Mo written response required 

SEVFRIT. K V Region 4, Dallas. Office of the Director 60/06/10 

ip 


6007110593 Aek receipt bP 1C Insp Repts 0O-445/BO-13 b 50-446/60-13 
Ho proprietary info 

OARYiR 0 Texas Utilities Oener.iting Co BO/Ob/it ip 


6007160334 Forwards IE Info Notice 80-07, "Degradation of Reactor 
Coolant PUmp Studs " Ko specific action or response 
required 

BEYFRIT.F V Region 4. Dallas. Gffice of the Director 60/06/11 

Ip 


6007390077 Forwards IE Info Notice 80-20. "Prompt Reporting of Info In 
Accordance H/I0CFR50 3SCel " No written response required 
SEYFRIT.F V Region 4, Dallas. Office nf thp Director 80/06/13 
ip 


8007160367 Forwarils IE Insp Repls 50-443/80-11 t, 30-446/00-11 In 
Apr-Hay l?B0 No noncompl lence noted ' 

SElDLEi M C Region 4. Dallas. Reuctur Construction t< Engineering 
Support Branch 80/06/17 0p p 
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— 80071B05V4 IE Insp Repts 50-')45/B0-n 50“446/UO“U in Apr-May 1900 No 

noncunpl lanc a notei) Major areas insperteil safety-related 
pipe tt equipment ms tel lat ion; contreto repair activities; 
electrise] installation J< protection uf major components 
TAVLOR, II G . cnUSSttANi W A Roy ion 4. Dallas. Office Pf the 
Director BOJGb/ lb lOpp 


—6007210470 "Control Pane! 
4 De Laval Turbine (nc 


Schematic " 
76/07/16 


Sheet 2 of 8 

Ip 


— 8007210496 "Control Panel 
tr De Laval Turbine Inc 


Schematic " 
76/07/16 


Sheet 3 of a 
Ip 


8007140435 Act receipt of IC Insp Repts 50-445/60-14 U 50-446/80-14 on 
800S23 Mo proprietary info 

OARlf; R J Teaas Utilities tienerating Co 60/06/10 Ip 


— B0O721OS0O "Control Panel Schematic " 
e Do Laval Turbine Inc 76/07/16 


Sheet 4 of 8 
»P 


8007140497 Ac k receipt of 800606 1 tr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-443/80-13 6 
SO-446/00-13 

8EIDIE.U C Betjion 4. Dallas' Reactor Conitruction h Engineering 
Support Rranch SO/06/19 Ip 


—8007210504 "Control Panel 
» Do Laval Turbine Inc 


Schematic ' 
76/07/16 


Sheet S of 8 
IP 


—8007210500 "Control Panel 
» De Laval Turbine Inc 


Schematic ' 
76/07/16 


Sheet 6 of B 

Ip 


— 6007140S02 Responds to NRC 1 tl >0 .'lolatioiis niitod in IE Insp Repts 
50-445/80-13 t, 50-446/80-13 Corrective actions mgt met 
le/uelcters tn i euffirm impoitrsnce of stiict adherence to 
specified uipid procedures 

GARV.R J Tnias Utilities Renprating Co BO/06/06 4pp 


—8007210510 "Control Panel 
« De Laval Turbine Inc 


Schematic 

76/07/16 


Sheet 7 of 8 

Ip 


—8007210514 "Control Pape! 
» Do Laval Turbine Inc 


Schematic *' 
76/07/16 


Sheet 8 of 8 
Ip 


8007240057 Foruards IE Circular 80-15. "Loss of Reactor Coolant Pump 
Cooling Si Natural Circulation Cooldown " No written response 
required 

SEYFfllT. K 9 Region 4. DallaSi Office of the Director 80/06/20 

Ip 


9007170693 FoTuards IE Circular 80-14, "Radi uacli ve rontaminatl on of 
Plant Domincral 1 1 ed Uater Sys A Rpsultant Internal 
Contamination of Pei sonnel " No written responso required 
SEVrRIT. K V Rob I on 4, Dallas. Office of the Director 00/06/84 
If 


—8007210517 "Interconnection Diagram " Sheet 
» De Laval furbino Jnc 77/04/06 Ip 


of 2 


— 8007210519 "Interconnection Diagram ' 
» Ob Laval Turbine Inc 77/04/06 


Sheet 2 of 2 

Ip 


— 8007210527 ''Schematics Diesel Generator Local Paneti " as-bullt 
* Oe Laval Turbine Inc » Delta Switchboard Co • Gibbs & 
Hillr Inc (subs of Dravo Corp ) 76/07/16 Ip 


8007230370 Foriiiarris IE Uullctin 00-16; ’Potential Misapplication of 
Uoscmeunt Inc HndPls llDl ti 1152 F’ressure Trantmitters 
M/Elther A or 0 Output Codes " Written response required 
IE Circular 80-16 also end Ns written response required 
SEVFfllT.K. V ReD’Ph Dallas; Office of tho Director 00/06/27 
Ip 


S Reportable occurrences, LERs 6 related correspondence 


8007210162 PNS-IV-BO-OIO group of appiol twcivr people 

harassini) security force over period nf five days State t 
local low enfoi'rempnt .lot hori t les h.ive been actively 
supporting secmitij force 

RELLYiJ Region 4, Dallas. Qfrice of the Oirectnr 80/07/09 Ip 


8007210332 Updates 8D0421 deficiency rept re discrepancies involving 
installation ti insp requirements for Class 5 non-nuclear 
safety-related piping suppoits FRAR is being revised Final 
rept will be forwarded by 8009B2 

OARV.n J Teias Vtiliti as Generating Co 00/07/14 Ip 


0 NRC Draft/Final Environmental Statements! supplo l< correspondunCB 


0007140053 Provides background info on schodul e, content 8i form uf 
facilities OL stage environ review for initiation of 
appropriate NEPA review Sc technical oversight functions List 
of reviewers, review schedule A DES outline and 
SCHWENCER, A Licensing Sranch 2 80/06/26 Bpp 


F Securi biji medical , emergency U fire protec tl on plans 


8007110576 Requests rovisions b oddl info to safeguards contingency 
plan re evaluation of util application for OL Forwards 
statement of NRC positions Response should be submitted 
within 60 days Statement withheld (ref lOCFRa 790) 

SCHWENCER.A Licensing Branch 2 00/06/23 2pp 


6007000202 Advises that upgraded emergency plan for facility will ba 
submitted by 000930 

GAHYi R J Trias Utilities Generating Co 00/06/30 Ip 


DOCKET 50-446 COHANCWC PEAK 9TEAM ELECTRIC 5TA .UNIT 2 


A AppI ication/cens tTuction st.igo documents fc correspondence 


8007020224 Advises of fllliig of dot, tiled e lectrical , instrumentation b 
control drawingb submitted hy TX Utils Generating Co Action 
token in conformance ui/NRC PM Opoiiiting Procedure 200, 

Hevialon 1 Drawings in Central Files only 
DURHELL. S Licensing Uranrh 2 BO/06/06 Ip 


8007230001 Forwards statement of poliry re requirements to be met for 
cun ent OL applic-itlons, rfs derived from NUREG-0660 b Pound 
tn NUREO-0694 

61SEMHUT, D 0 Division of Licensing 00/06/26 2pp 


8007180366 Forwards Freese b Nichols, Inc G00620 Itr In response to NRC 
800419 request for addl info ro floodplain mgt Response will 
be incorporated into util environ rept 

GARY. R J Texas Ubilitieo Generating Co R0/0//10 3pp 


8007240066 Summary of 000625 meeting between Assistant Director for 
Environ Technology b Assistant Director for Licensing re 
mgt, technical overnight b mechanics of environ reviou 
performance 

MULLER, DR Assistant Director for Environmental Technology 

TEDEBCO.H 1, Assistant Director for Licensing 80/07/14 4pp 


BD07210478 Forwards elec trical, ins trumontation b control drawings to 
assist in plant review 

Gary, R J Teja*. utilitlas Generating Co QO/07/15 2pp 


— 8007210485 "Contrul Pane! Schematic " Sheet I of 8 
• De Laval Turbine Inc 76/07/16 ip 


0 Adjudicatory correspondence 


0007310243 Forwards Commission 000527 memorandum b order containing 
decisions on UCQ 780502 petition for reconsldBratlon of 
780413 memorandum b order UC6 771104 petition sought action 
re fire protection for electrical cables 
EI6ENMUT, DO Division of Licensing 00/06/25 B9pp 


8()()7090327 Exceptions to A5LB 000616 order re B00430 prehearing 
conference Order erred in rejecting intervenor Contention# 

1, 3, 61 b > (e), 8 b 10 b conditioning acceptance of 
Contentions 5 b 23 Certificate of 8vd end 

ELLIS, >J Cit liens Association for Sound Energy 00/06/30 4pp 


0007030246 Response in opposition to A9LB 800616 order re 800430 
prehearing conference, nil Ing on admissibility of 
contentions Urges mod of order to delete Contentions 3,4,9, 

11 b 17 b to reword Contention 23 Certificate of 8vc end 
REYNOLDS, N 8 , MORIN. U A Texas Utilities Oeneratlng Co 
REVNOLDS.N 3 Oebnvoise b Liberman 00/07/01 t7pp 


0007100255 Memorandum b order dismissing Cltlxens Association for Sound 
Energy appeal from unpublished A6LB 000616 prehearing 
conference order rejecting contentions Interlocutory appeal 
is not permitted unless petition is denied in entirety 
BISMDP.C t) Atomic Safety and Licensing Appeal Panel 80/07/03, 

2pp 


0007300366 Requests that missing pages from F8AR Amends t-10, listed In 
end, bo forwarded .ilong w/any addl amends Also requests that 
name be added tu mailing list Certificate of 8vc end 
Related correspondence, 

ELLIS, U Cititens Association for Sound Energy 80/07/07 5pp 
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B0073t0133 First sot of intsrrog.s tones directed to opplicent Itu^uosts 
tlotoils of signed sole negotiations Tertl tl cats of 'Ivc unci 
Holated eerrespondenco 

EULIBi J Citliens Association for Bound Eneryg 80/07/07 6pp 


8007^310167 Order affirming grant of addl time for Citiiens Association 
for Sound Energy to respond to applicant 000701 motion 4 to 
file position re ASLB 000616 order Five-day ottonsion for 
Citiiens for Fair Util Hegulatlon re NUEE0-06V4 granted 
BOWERStE S Atomic Safety and Licensing Board Fannl BO/07/10 
Spp 


B007I70261 Foruiards NURE0-0694i "TMI-Related Requirements for New OLs< " 
per B00710 telcon Copies foruarded to Citiiens for Fair 
Util Regulation 4 Association of Community Organi lations for 
Reform Now M/o end 

TURKiS E Hearing Branch 1 90/07/11 ip 


B007220346 Motion for reconsideration of ASLB G00430 order for 
certification of denied contentions Maintains validity of 
contentions) espec ial ly Class V accident scenario Certificate 
of Svc enc I 

ELLI8/U Citiiens Association for Sound Energy BO/07/14 20pp 


8007320399 Suppl to Intervenor 900714 motion for reconsideration or 
certification of denied contentions re ASLB 800430 order 
Submits new info in support of Contention 1 re State of T>i 
vs TX Utils companies Certificate of Svc end 

ELLlSi Citiiens Association for Sound Energy 00/07/14 7pp 


B0071B0437 Response in opposition to TX Association of Community 
□rgani lations for Reform Now 900701 motion seeling 
reconsideration of 800616 order denying cetaln proposed 
contentions Rewording must be denied H/Certif Icate of Svc 
REYNOLDS I N 8 > HORINi U A Texas Utilities Qenerating Co 
REYNOLDS, N S Debevoise 4 Liberman 00/07/16 lOpp 


8007230741 Response in opposition to TX Association of Community 
Organisations for Reform Now Q00701 motion for 
raconsideratlon of ASLB B00616 order Urges denial of 
alternative motion fur certification U/Cert 1 f icat e of 8vi 
TURK, BE Hearing Branch 1 80/07/21 24pp 


8007230748 Response to applicants' 600701 objections re prehearing 
conference order 4 to applicants' motion for mod Urges 
denial of requests re Contentions 3, 4,9. 17 & 23 Motion to 
delate Contention It must be granted U/Certi f icate of Svc 
TURK, B E Hearing Branch 1 80/07/21 ISpp 


8007890790 Order extending time until 00000(5 for Commisslun to review 
ALAB-S99 

CHILK, S U Office of the Secretary of the Commission 00/07/24 

tP 


BD07310328 Response to Citiiens Association for Sound Energy 800707 
first set of interrogatories 4 requests foi clarification 
Eiplains communication w/public re electric util matters 
U/affidavlt, Certificate of Svc 4 supporting diirumentation 
REYNOLDS, N 8 , HORIN, W A Texas Utilities Oonerating Co 
REYNOLDS, N 8 Debevoiso 4 Liberman 90/07/29 36pp 


H. Antitrust correspondence 


8007010247 Forwards work order extending Hartley contract to B00931 W/o 

and 

OUUHE,H 8 Antitrust Division 00/04/14 Ip 


B007010264 Forwards signed stipulation abiding by ASLB 000331 
protective order re Houston Lighting 4 Power corporate 
study U/o end 

BLUME, M B Antitrust Division 00/04/14 Ip 


0007010298 Forwards documents mistakenly omitted from Hartley 
documents U/o end 

HODODON, A P Antitrust Division 00/03/07 ip 


B00721038B Reviews B0070? draft transmission svc settlement agreement 
Document found to be unacceptable due to provisions making 
Austin jurisdictional as practical matter for wheeling 
"Pastage stamp" wheeling rate is not proper in TX 
BALOUOH,R C Austin, TX BO/07/10 2pp 


8007190423 Status rept advising that absent change in DDJ policy 
position, util will not bo able to reach settlement w/dept 
Differences u/NRC re license conditions not yet resolved 
Certificate of Svc and 

QREEN, 0. 0. Houston Lighting 4 Power Co * Baker 4 Botts • 
Loucnstein, Newman, Rei s, Axelrad 4 Toll 80/07/H Vpp 


900715D431 Status rept on settlement negotiations Urges 60-day 
suspension of proceedings, including hearing date, due to 
continued negotiations w/Puhlic Utils Board of City of 
Drownsvi 1 1 Oi TX H/Cer 1 1 P i cate of Svc *< pleading before FERC 
STAHL, D H Central 4 Sooth West Corp STAHL, D M I sham, Lincoln 4 
Beale 00/07/11 26pp 


0007150449 Status rept by Public Utils Board of City of Brownsville, TX 
re settlement progress City would not object to further 
oxtcnsion limited to 30 days although nogotiations do not 
appear to be fruitful Certificate of Svc end 

POIRIER. H R Brownsvi I le. TX POIRIER. M R Spiegel 4 McOiarmid 
00/07/11 6pp 


B007150‘}00 Third status rept on settlement progress Suggests 30-day min 
extension to pursue negotiations 4 to present propoaed: 
license conditions re transmission svc s 4 other areas 
Certificate of Svc end 

CHANANIA. F D Antitrust Division 00/07/ii Qpp 


600716062S Status rept re settlement neyntielion progress Expresses no 
optimism foi agreement u/DOJ but agreement u/NRC /nay bo 
reached re license conditiuns doalinp w/bulk power uihoeliny 
rates Certificate of Svc end 

SAMPLES. H D , KNCITTB, U IJ Texas Utilities Oenerating Co 
SAMPLES. M D Worsham, Forsythe 4 Samp els 00/07/11 6pp 

800/170364 Status i ept re development of scttlsmont discussions Urges 
denial of addl extension uf time due to belief that no 
settlement will be reached between DDJ 4 applicants 
Certificate of Svc end 

CyPHERT.S n Justice, Dept of 80/07/11 6pp 


OOO717O3B0 Second status rept re settlement nogotiations progress Urges 
further antitrust settlement efforts to proceoti apace w/FERC 
settlement due to similarity uf issues Certificate of Svc 
one! 

JOHN, D F Affiliation Unknown JOHN. D F Medinaeloc trie 
Cooperative. Inc JOHN, U F McDei mott < Wl 1 1 4 Emery 30/07/11 6pp 


80072t045b Submits status rept of settlement negatiations in Houston 
Lighting 4 Power Cn et ai 4 TX Utilities Generating Co 
Mod Ilf joint ownership agroemiint drafts exchanged 
Certificate of Svc end 

DURCHETTE,W H , RITTS.F H Northeutt Ely SO/OT/ll 4pp 


0007160547 Motion seeking rcne'jai of DDJ BD0521 motion to establish 
trial 4 other procuduial dates Suggests 300908 for briefs 
4 801006 for t ommenc emont of oviduntiary hearing Settlement 
does nut appear to be possible Certificate of Svc enc 1 
CVPHCKT, S il , PARMENTbR.K dust I c e, Dept 0 f 80/07/14 6pp 


0007220300 Suggests reconsideration of 000307 discovery order in light 
of extensive oe*-tiemDnt negotiations subsequently conducted 
by all parties 4 counsel on 800402 

MILLER. M E Atomic Sisfcty and Licensing Board Panel 0O/O7/i6 tp 


0OO722OSS6 Order denying petitions for directed certification w/o 
prejudice to resubmission following ASLB determination 
BISHOP, C J Atomic Safety and Licensing Appeal Panel 80/07/10 
Spp 


8007300410 Withdrawal of 790311 notice of appearance R Fabi ikant 
responsible for all communications until further notice 
Certificate of Svc end 

CYPHERTiS 0 Justice. Dept of 00/07/23 4p p 


1)007200620 Draws attention to two pleadings that should bo treated 
separately although stapled together NRC motion for 
extension of time 4 NRC/DDJ joint motion for clarification 4 
for establishment uf production schedule 
CHANANIA, r D Antitrust Division 00/07/23 ip 


6007200627 Motion for extonsion until 800731 to file objections u/ 
proposed revision to ASLB 000717 prehearing conference 
order 4 notice of final prehearing conference Discussiuns w/ 
parties have commenced 4 must prnceed 
LEWIS, S H Hearing Branch 2 00/07/25 2pp 


"0007200636 Joint motion for c lari ficol ion of ASLB 800716 memorandum 
containing decision to reconsider ASLD 000307 order re 
settipment documents Moves for order establishing schedule 
for production of settlement dpcumentb U/Corti ficate of Svc 
FABRIKAMT, R Justice, Dept of CHAN AMI A, F D , BLUME, M B 
Antitrust Division 00/07/25 0pp 


0007300356 Order granting extension until 000731 (or NRC to submit 
objections 4 proposed revisions to 000/17 final prehearing 
conference order 

WOLFE, S J Atomic Safety rind Licensing Board Panel 00/07/25 ip 
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N Antitrust hearing transcripts 


8007100009 Transcript nf 800714 prehearing conference in Bethesda' 
MO re settloflient negotiations Pp 09i-946 

* Atomic Safety and Licensing board Panel 80/07/14 70pp 


8007230441 Proposed correction to B00409 prehearing transcript 
Certificate of Svc end 

GREEN) 0 G Houston Lighting h Power Co • Baker (c Dotts « 
Louenstelni Neumanr Rel S) Axelrad U Toll 80/07/25 9pp 


0 Inspection rcportsi IE Dulletlns !< correspondence 


8007290328 Porwards IE Info Notice 0O-12i "Instrument Failure Causes 
Opening of PORV ti Block Valve " No specific action or 
response necessary 

SEVFRITrK V Roglon 4. Dallas, Office of the Director 80/03/31 

Ip 


8007100490 Discusses IE Insp Repts 50-443/BO-ii & 30-446/80-11 on 
B00404 t> forojards notice of violation 

8EIDLE, N C Region 4, Dallas, Reactor Construction tr Engineering 
Support Branch 80/04/09 2pp 


— 0007100479 Notice of vlalation from insp on 800404 Nonconipl iance 
noted Failure to follou piping installation procedures 
• Region 4, Dallas, Office of the Director 00/04/09 Ip 


8007240509 Forwards IE Info Notice 00-21, "Anchorage ti Support of 
Bafety-Rolated Electrical Equipment " No written response 
required 

SEYFRIT, K V Region 4, Dallas. Office of the Director 80/03/16 
Ip 


B0071 10329 Forwards IE Insp Repts 50-445/00-14 fc 50-'446/B0-14 on 
800313-16 No noncompl lance noted 

BEIDLE.H C Region 4i Dallas, Reactor Construction l> Engineering 
Support Branch BO/03/23 2pp 


—8007110234 IE Insp Repts 50-445/00-14 b 50-446/80-14 on 000513-16 No 
noncompliance noted Major areas inspected const activities, 

RCPB piping work b other safety-related piping work, 

GILBERT,! D , HALL, R E Region 4, Dallas, Reactor Construction b 
Engineering Support Branch CROBSHAN, U A Region 4, Dallas. 
Office of the Director 00/05/23 4pp 


G00702D233 Forwards IE Info Notice 60-22, "Breakdowns In Containlnation 
Control Programs " No written response required 

BEYFBIT.K V Region 4, Dallas, Office of the Director 80/05/28 

Ip 


8007210351 Forwards IE Circular 80-13. "Grid Strep Damage in 
Uestinghouse Fuel Assemblies " No written response required 
SEYFRIT, K V Region 4, Dallas, Office of the Director 00/05/20 
Ip 


8007010026 Forwards IE Info Notice 00-23, "Loss of Buctlon to Emergency 
Feedwater Pumps " No written response required 

SEYFRIT. K. V Region 4, Dallas, Office of the Director. 00/09/89 
ip 


8007170196 Responds to IE Bulletin 00-09, "Hydramotor Actuator 
Deficiencies ” 31x venders identified as potential suppliers 
of equipment containing ITT General hydramotor actuators 
Vendors confirmed no actuators supplied to facilities 
OARY.R J Texas Utilities Generating Co 00/06/10 ip 


8007220120 forwards IE Info Notice 00-26, "Evaluation of Contractor 
QA Programs " No written response required 

SEVFHIT. K V Region 4, Dallas, Office of the Director 00/06/10, 
Ip. 


^ Repts 50-449/00-13 b 50-446/80-13 
“ " 'll, ip 


I of Reactor 


tor. 00/06/11 


ui/u/«7uu// r-orwards IE Info Notice 00-20, "Prompt Reporting of Info In 
Accordance N/t0CFR50 S5(e> " No written response required 
BEYFRIT.K V Region 4. Dallas, Office of the Director 00/06/13 
If 


0007180967 Forwards IE Insp Repts 50-449/00-11 fc 50-446/00-11 in 
Apr-Mey 1960 No noncomp llance noted 

6EtOLE,N C Region 4. Dallas, Reactor Construction b EnstOBarlng 
Support Branch 00/06/17 2oa 


—0007100574 IE Insp Repts 60-445/80-11 b 50-446/80-11 in Apr-f4«y 19S0. Ito 
noncompliance noted Major areas inspected saf ety-relatpd 
pipe b equipment installation, concrete repair actlvltlaa, 
electrical installation b protection of major components 
TAYLOR, R 0 , CROSSMAN, H A Region 4. Dallas, Office Bf the 
Director 00/06/16 lOpp 


0007140455 Ac k receipt of IE Insp Repts 30-449/80-14 b 50~446/®i>-14 Btt 
800523 No proprietary info 

GARY, R J Texas Utilities Generating Co B0/06/1S ip. 


0007140497 Act receipt of 800606 Itr informing NRC of steps taben tr 
correct violations noted in IE Insp Repts 50-449/00—13 b 
90-446/00-13 

8EIDLE. H C Region 4, Dallas, Reactor Construction B, engineering 
Support Branch 80/06/19 Ip 


— 0007140502 Responds to NRC Itr re vtolationi noted in IE Insp Repts 
90-445/00-13 b 90-446/00-13 Corrective actions, mgt m*t 
w/welders to reaffirm importance of strict adhsrence to 
speciflsd weld procedures, 

GARYiR J Texas Utilities Generating Co 00/06/06 4pp 


0007240057 Forwards IE Circular 80-19. "Loss of Reactor Coolant PiMp 
Cooling b Natural Circulation Cooldown " No written response 
required 

SEYFRIT. R V Region 4, Dallas, Office of the Director SO/06/00. 
‘P 


8007170603 Forwards IE Circular 00-14. "Radioactive Contoeiinatlon ef 
Plant Deminerallied Matar Sys b Rasultant Intarnal 
Contamination of Personnel " No written response rsqulred 
SEYFRIT.K.V Region 4. Dallas. Office of the Director 80/06/24 
ip 


8007230370 Forwards IE Bulletin 00-16. "Potential Misapplication of 
Rosemount Inc Models 1151 b 1152 Pressure Transmitters 
H/Either A or D Output Codes " Mrltten response required. 

IE Circular 00-16 also end No written response required, 

BEVFRIT, K V Region 4, Dallas, Office of the Director. 80/06/27 

Ip 


8 Reportable occurrences. LERs b related correipondence 


8007000062 Final deficiency rept re Unit 2 reactor vessel outlet 
noxiles u/short safe-ends Investigation determined that 
matter not reportable per lOCFTIBO S9<e) 0upportlng records 
available at site 

GARY, R, J Texas Utilities Generating Co 00/06/26 ip. 


0007210162 PNS-IV-BO-OIO group of approx twelve people 

harassing security force over period of five days. State b 
local law enforcement authorities have been actively 
supporting security force, 

KELLY, J Region 4, Dallas, Office of the Director 80/07/09. Ip 


8007210352 Updates 800421 deficiency rept re discrepancies involving 
Initalletion b Insp requirements for Class 9 non-nuclaar 
safety-related piping supports FSAR Is baing revised Final 
rept will be forwarded by 000932 

OARV.R, J Texas Utilities Generating Co 80/07/14 ip 


DOCKET 50-448 DOUGLAS POINT NUCLEAR STATION, UNIT 1 


A Application/constructlon stage documents b correspondence 


0007330001 Forwards statement of policy re requirements to he eiet for 
current OL appl icat ions, as derived from HURE0-066O b found 
In NUREG-0694 

EISENHUT. D O Division of Licensing 80/06/36 2pp 


DOCKET 50-449 DOUGLAS POINT NUCLEAR STATION. UNIT 3 


A Application/constructlon stage documents b correspondence 


8007230001 Forwards statement of policy re requirements to be met for 
current 8L appl icat ions. as derived from NUREa-0660 b found 
in NUReO'0694 

EISENHUT, D 0 Division of Licensing 80/06/26 Kpp. 
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DOCKET 90-492 OfiEENHOOD ENCTOV CENTER, UNIT S 


A Applicatian/construction stage itocurnents it correspandetice 


6007230001 poruardt statement of policij re requirements to be met for 
current OL appltcationi, at derived from NURC0-0di60 (< found 
in KlffiEO-0694 

E18Ef»iUT, D 0. Olvlsion of Licensing 80/06/26 2pp 


0. Adjudicetorq correspondence 


6007000008 Notion to compel withdrawal of application due to 
unwarranted delags Requests rules & regulations that will 
govern proceeding tc necessarg funds to retain legal counsel 
Certificate of 8vc end 

ABPERCefltR 0 Citiiens for Energy t< Employment, 80/06/02 4pp. 


6007090297 Forwards Concerned Cltlians for Employment & Energy B00602 
awtlon to compel withdrawal of application t< NRC response, to 
A8U} for appropriate action 

CHlLKiS J. Office of the Secretary of the Commission 80/07/03 
ip. 


B007140370 Forwards request for withdrawal of application urging 
terMlnation of proceeding w/o prejudice tt extension of time 
to raepond to Citiiens for Employmsnt it Entrgy motion, 

UOlOTtH H LeBoeuf. Lamb, Lalby «c KacRae 80/07/09 2pp 


--*6007140370 flaquast for withdrawal of 730604 application w/o prejudice 
to future rights. Urge* continuation of withholding 
confidential documanti from public disclosure or to be 
notified of contrary doterminatlon. Certificate of Svc end 
VaiOT.H H Detroit Edison Co VOIOT, H H LeBoeuf, Lamb, Leiby t< 
HacRaa. 80/07/09 4pp. 


DOCKET 90-493 OREENWOOD ENEROY CENTER, UNIT 3 


A. Application/conetruetlon staga documents & correspondence 


8007230001 Forwards statamant of policy ra requirements to be met for 
current OL appl Ications, as derlvad from NURE0-0660 U found 
in MUREO-0694. 

EI8ENHUT, D 0, Division of Licanslng, 80/06/26 2pp. 


0, Adjudicatory correspondence 


6007060006 Motion to cempol withdrawal of application due to 
unwarranted delays Requests rulss >< regulations that will 
gqvefn proceeding ti necessary funds to retain legal counsel 
Certificate of Bvc end. 

A8FER0ER, R 0 Citiiens for Energy It Employment 60/06/02 4pp 


6007090297 Forwards Concerned Citiiens for Employmsnt It Energy 800602 
fsotion to compel withdrawal of application It NRC response, to 
for appropriate action 

CHILK, 8 J Office of the Secretary of the Commission 80/07/03 
if. 


8007140370 Forwards request for withdrawal of application urging 
termination of proceeding w/o prejudice fc eitension of tine 
to respond to Citiiens for Employment it Energy motion 
VOIOT, H H LeBoeuf, Lamb, Leiby It HacRae 80/07/09 2pp 


—8007140376 Raquest for withdrawal of 730604 application w/o prejudice 
to future rights Urges continuation of withholding 
confidential documents from public disclosure or to be 
notiflad of contrary datermination Certificate of Bvc end 
VOIOT, H H. Detroit Edison Co VOIOT, H H LeBoeuf, Lamb. Leiby l< 
KecRaa. 60/07/09, 4pp. 


DOCKET 90-454 BYRON STATION, UNIT 1 


A. Application/construction stage documents l< correspondence 


8007010411 Forwards documentati on of saf ety-rslatsd electrical 
equipment qualification Addresses NRC Questions 40 01 it 
40, 77. Requests NRC epproval of response format prior to 
Incorporation into F8AR 

NAUOHTONtU F Commonwealth Edison Co 80/06/29. 21pp 


8007230001 Forwards statement of policy re requirements to be met for 
current OL appHeatione, as derived from NUREO-0660 !< found 
in NUREO-0694 

EI8ENHUT, 0 0 Division of Licensing 80/06/26 2pp, 


B0O71S0S29 Forwards response to NRC 600421 request for info re masonry 
wall design Further review of masonry wall design is being 
conducted at LaSalle to complete response to IE Bulletin 
80-11 Package of 231 overstie drawings end 
PEOPLES, D L Commonwealth Edison Co 80/07/08 23pp 


— 8007150537 Package of 231 concrete masonry wall drawings to be recalled 
at later date for microfilming 
» Sargent L Lundy, Inc 80/07/08 23]pp 


F Security, medical, emergency L fire protection plans 


8007010347 Forwards safeguards contingency plan amend Plan withheld 
(ref 10CFR2 790) 

PEOPLES, D U Commonwealth Edison Co 80/06/27 Ip 


0 Adjudicatory correspondence 


8007310243 Forwards Commission B00527 memorandum L order containing 
decisions on UCS 7B0502 petition for reconsideration of 
780413 mempranduffl it order UCS 771104 petition sought action 
re fire protection for electrical cables 
EIBENHUT.D 0 Division of Licensing 00/06/25 B9pp 


K Utility Final Safety Analysis Report <F9AR1 U amends 


B00702040B Forwards Amend 26 to FSAR 

NAUOKTON.N F Commonwealth Edison Co 80/06/27 9pp 


— B007020420 Amend 26 to FSAR, containing portion of responses to OA 
Branch li Reactor Sys Branch addl first round questions 
» Commonwealth Edison Co 80/06/30 200pp 


0OO7OBO299 Forwards 800630 affidavit certifying distribution of FSAR 
Amend 26 

NAUOHTON, W F Commonwealth Edison Co 60/06/30 2pp 


8007160599 Forwards odd! FSAR drowings I, info fur aui illary tt 
containment bldg structures & component s, in response to NRC 
600616 ttr 

NAUOHTON.N F Commonwealth Edison Co 80/07/03 107pp 


—8007160966 "Transient Thermal Analysis of Reactor Bldg Dome Ring 
Section " 

» Sargent b Lundy, Jnc 75/09/22 74pp 


—8007160969 "Thermal Transient Analysis of Reactor Bldg Structural 
Sections " 

WHITE, J 0 , KHARANA, 8 8 Sargent l< Lundy, Inc 79/05/03 77pp 


—8007160574 Package of 182 structural drawings to be recalled at later 
date for microfilming 

• Sargent I, Lundy, Inc 60/03/31 182 


8007290678 Forwards drawings listed in FSAR, Subsection 1 7< per NRC 
request 

NAUOHTON.W F Commonwealth Edison Co 80/07/07 Ip 


—6007290667 Package of 63 drawings to bo recalled at later date for 
filming 

« Westingheusc Electric Corp 72/06/04 63pp 


6007140320 Forwards Amend 27 to F6AR< amend Ing application for CPs L 
□Ls 

NAUOIITQN.W F Commonwealth Edison Co 80/07/11 2pp 


—6007140326 Amend 27 to FSAR, amending application for CPs L OLs Consists 
of responses to addl first round Questions 421 6-421 18, 
inadvertently omitted from Amend 26 
0 Commonwealth Edison Co 60/07/31 14pp 


6007220940 Forwards affidavit stating that distribution of facility 
FSAR, Amend 27 has been made per Enel 1 to RS Doyd 791029 Itr 
to C Reed 

NAUOHTQNiW F. Commonwealth Edison Co 80/07/16. 2pp 


Q Inspection reports, IE Oulietins l< ceri'espondence 


8007210356 Forwards IE Circular 60-13, "Orid Strap Damage In 
Westlnghouse Fuel Assemblies " No written response required 
KEPPLER.U 0 Region 3, Chicago, Office of the Director 00/05/20 
ip 
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8007010006 F'arwardii IE Info Noltce B0-23> "Loss of Suction to Emorgcncy 
FoBdiuater Pumps " No uirltten response required 

KEPPL.ER>J 0 Region 3, Chlcogoi Office of the Director 80/09/29 

*P 


800702-0030 Foruiards response to IE Dullctln 00-09i "VnCuuin Condition 
Resulting in Demsge to Chemical l/ol Control SyS ICVCSI 
Holcfisp Tanks *' Three Zlop holdup tanks can be valued to 
contain primary sys uater Positive pressure is maintained 
PEOPLESr 0 L Commoniuealth Edison Co B0/06/0d 3pp 


8007190113 Forwards IE Insp Repts 50-454/80-08 t. 50-435/80-07 on 
B00508-0? -No noncomp 1 lanc-o noted 

FIORELLIjO Region 3> Chicagoi Reactor Construction ti Engineering 
Support Branch Q0/06/0& 2pp 


— 3007190110 IE Insp Repts 50-454/00-08 t, 50-455/80-07 on 000308-09 No 
none amp I lance noted Major areas inspected licensee action on 
previous insp findings re employee qualification (< 
cer t i f icaii on h concrete coating thickness 

WILLIAMS C C . JDNES.C E Region 3. Chicago. Office of the 
Director BO/Oi/05 3pp 


s Reportable occurrence*) LERs L related correspondence 


6007020631 Interim deficiency rept re failure of post-ten*loii£il^ 
anchorheads Generally concurs w/INRYCO 800930 rept All 
Category D heat treat loti ulll be tested Replaceisent 
anchorheads from accepted beat treat lots ulll be Instollaii 
NAUOHTBNrW F Commonuealth Edison Co 80/06/87 S2pp 


6007290061 Concurs u/anchorhaad evaluation t> acceptanco plan peoAdsotf 
In 800627 final deflclancy rept Inplementation uill bO 
eiamlned during future Insps 

KEPPLER. J O Region 3> Chicago. Office of the Director. eO/07/tS 

2pp 


8007280670 Deficiency rept re internittent contact operation of ‘164 
switch Util will not iaplement Interim fix unless no 
permanent solution is available prior to fuel load Uill 
Hill monitor Uastlnghouse recommendations. 

NAUOHTON.M F Commonhiealth Edison Co B0/07/a3. 8pp 


DOCKET 50-435 BYRON STATION. UNIT 2 


8007220196 Forwards IE Info Notice 80-26. “Evaluation of Contractor 
BA Programs " No written response required 

KEPPLE-R. J O Region 3, Chicago. Office of the Director 80/06/10 

Ip 


S007160165 Forwards IE Info Notice 60-27. "Degradation of Reactor 
Coolant Pump Studs " No specific action or response 
required 

KEPPLER.d 0 Region 3. Chicago, Office of the Director 00/06/11 

Ip 


BOO780O7O9 Forwards IE 
Accordance M/10CFR50 
KEPPUER.J B Region 

tp 


Info Notice 00-28. “Prompt Reporting of Info In 
39(e) “ No written response required 
3. Chicago, Office of the Director 80/06/13 


8007100004 Forwards reeponse to IE Bulletin 80-09. “Mydramotor Actuator 
Deficiencies.*' No safety-related sys or component at 
Dresden 2 *< 3 uses AH-90 or NH-90 senes hydramotor 
actuators 

PEOPLES.DL Commonwealth Edison Co BO/06/16 3pp 


6087020-589 Forwards IE Circular 80-15. "Loss of Reactor Coolant Pump 
Cooling 6 Natural Circulation Cooldown " No written response 
roqul red 

KEPPLEB. v) 0 Region 3. Chicago. Office of the Director 60/06/20 
IP 


8007170430 Forwards IE Circular 80-14. “Radioactive Contamination of 
Plant Peminerallied Water Sys (< Resultant Internal 
Contaaiination of Personnel “ No written response required 
KEPPLER. J 0 Region 3. Chicago. Office of the Director 00/06/24 
Ip 


A Application/construction stage documents t. cortraspondbnea 


8007010411 Forwards documintatlon of lafaty-rslated elactrlcal 
equipment qualiflratloii Addrassos NRC Questions 40 01 A 
40 77 Rsquosts NRC approval of response forisat prior to 
incorporation into FBAR 

NAUGHTON.H F Commonwealth Edison Co 80/06/89 aipp 


8007230001 Forwards statsmsnt of policy re requlroMsnts to ho aet for 
current OL applications, as derived from NUREO-0660 t. found 
in NOBEO-0694 

EI8ENHUT, D 0 Division of Licensing. 80/06/26. Spp , 


8007190329 Forwards response to NRC 800421 request for Info re Msonry 
wall design Furthsr review of masonry wall design is being 
conducted at LaSalle to complete reeponse to IE Bulletin 
80-11 Package of 231 oversize drawings end 
PEOPLES, D L Commonwealth Edison Co 80/07/08 23pp. 


— 8007150937 Package of S31 concrete masonry Mil drawings to bo recalled 
at later date for microfilming 
• Sargent ti Lundy, Inc 80/07/08, 2aipp 


F Security, medical, emergency ti fire protection plans 


8007010347 Forwards safeguards contingency plan amind Plan withheld 
Ircf 10CFR2 790). 

PEOPLES. D.L Commonwealth Edison Co 80/06/27 Ip. 


0 Adjudicatory correspondence 


0007300138 Forwards IE Insp Repts 50-454/80-11 tc 90-435/80-10 on 
800613 No noncompliance noted 

FIORELLI.C Region 3, Chicago, Reactor Construction U Engineering 
Support Branch 80/06/23 2pp 


8007310243 Forwards Commission Q00927 memorandum l< order containing 
decisions on UC6 7B0S02 petition for reconsideration of 
780413 memorandum fc order UC8 771104 petition sought action 
re fire protection for electrical cables, 

EISENMUT, D 0 Division of Licensing 80/06/29 8Vpp 


— B007300I43 IE Insp Repts 30-494/80-11 h 50-453/00-10 on 000613 No 
none o-mp 1 lance noted Major areas inspected results of 
investigation into cause of matt failure of containment 
post-tension sys anchor heeds t, corrective actions planned 
OALLAOHEB.E J , KANKUN, J E Region 3, Chicago, Office of the 
Director HAYEfi, O U Region 3, Chicago, Reactor Construction L 
Engineering Support Oranch 80/06/23 3pp 


8007230269 Forwards IE Bulletin 80-16, “Potential Misapplication of 
Roasmount Inc Models 1191 E. 1152 Pressure Transmitters 
U/Elther A or D Output Codes “ Uritten response required 
IE circular 60—16 also oncl No written response required 
KEPPLERiJ G Region 3, Chicago, Office of the Director 80/06/27 
Ip 


K Utility Final Safety Analysis Report (F8AR) ti amends 


B00702040B Forwards Amend 26 to F8AR 

NAUOHTON.M F Commonwealth Edison Cu 80/06/27 9pp 


— 8007020420 Amend 26 to F8AR, containing portion of response* to OA 
Branch & Reactor Sys Branch addl first round questions, 

• Commonwealth Edison Co 00/06/30 200pp 


8007080299 Forward* 800630 affidavit certifying distribution of FBAR 
Amend 26 

NAUOHTON.M F Commonwealth Edison Co 80/06/30 2pp. 


8007250638 Forwards response to IE Bulletin 80-08, “Ezaminatlon of 
Containment Liner Penetration Melds " Dresden Unit ! designs 
will be reviewed h feasibility of performing radiographic 
ezaminatlons will be asses&ed before unit returned to sve 
PEOPLES, 0 L Commonwealth Edison Co 80/07/09 7pp 


8007290467 Submits supplemental response to IE Bulletin 80-09, 
"H-ydramotor Actuator Deficiencies " Util review remains 
Incomplete duo to necessity of consulting equipment 
suppliers Response will be submitted by 800829 
PEOPLES. D L Commonwealth Edison Co 80/07/13 ip 


8007160359 Forwards addl F8AR drawings *t Info for suxiliary I. 
containment bldg structures b components. In response to NRC 
800616 Itr 

NAUOHTON.M F Commonwealth Edison Co 80/07/03. 107pp 


—8007160966 “Transient Thermal Analysis of Reactor Dldg Doma Ring 
Section " 

* Sargent & Lundy, Inc 73/09/82, 74pp. 


— B007160S69 “Thermal Transient Analysis of Reactor Bldg Structural 
Sections *' 

WHITE. J 0 . KHARANA, S 8 Sargent St Lundy. Inc 79/09/09. 77pp 
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— 0007160974 Package of 102 structural drauings to be retailed at later 
date for ml crofi lining 

« Sargent << Lundiji Inc QO/03/31 IBS 


0OO729O67B Foruards drauings listed in rSAR> Sub sect ion 1 7i per NRC 
request 

NAUOHTON. M F Commonwealth Edison Co 00/07/07 Ip 


— B007290687 Package of 63 drauings to be recalled at later date for 
filming 

« Uestinghousc Eloctrlc Corp 7S/0B/O4 63pp 


B007140320 Forwards Amend 37 to FSAR. amend ing application for CPs t 
OLs 

NAUOHTON. U F Commonwoalth Edison Co BO/07/11 Spp 


— S0071403S0 Amend 37 to FSAR. amending application for CPs OLs Consiatn 
of responsoB to addl first round Questions 4SI 6-421 IB. 

Inadvertently omitted from Amend S6 
■ Commonwealth Edison Co 00/07/31 i4pp 


BOO722094O Forwards affidavit stating that distribution of facility 
FSAR. Amend 27 has been made per Enel 1 to RS Doyd 791029 Itr 
to C Reed 

NAUOHTON. W F Commonueal th Edlsnn Co 80/07/16 2pp 


Q. Inspection reports. IE Bulletins & correspondence 


0007210396 Forwards IE Circular 00-13. ’’Grid Strap Damage in 
Uestinghouse Fuel Assomhlles “ No written response required 
KEPPLER.J 0 Region 3. Chicago. Office of the Director 80/09/28 
Ip 


0007010006 Forwards IE Info Notice 00-23. "Loss of Suction to Emergency 
Feedwater Pumps " No written response required 

KEPPLER.J 0 Region 3, Chicago. Office of the Director B0/03/Q9 

Ip 


8007020090 Forwards response to IE Dullotln 00-09. “Vacuum Condition 
Resulting In Damage to Chemical Vol Control Sgs (CVCB) 

Holdup Tanks " Three Zion holdup tanks can be valvod to 
contain primary sys water Positive pressure is maintained 
PEOPLES. D L Commonwealth Edison Co 80/06/04 Spp 


8007190113 Forwards IE Insp Repts 30-494/00-08 fc 50-499/80-07 on 
000500-09 No noncompl lance noted 

FIORELLt.O Region 3. Chicago. Reactor Construction Engineering 
Support Branch 80/06/06 2pp 


“8007190118 1C Insp Repts 30-494/80-08 & 90-459/80-07 on 800300-09 No 
noncompl iance noted Major areas inspected licensee action on 
previous Insp findings re employee qualification b 
certification 6 concrete coating thickness 
HILLIAHS C C . JONES. C E Region 3. Chicago. Office of the 
Director 80/06/03 Spp 


8007220156 Foruards IE Info Notice 80-36. "Evaluation of Contractor 
QA Programs “ No written response required 

KEPPLER.J 0 Region 3. Chicago. Office of the Director 00/06/10 
Ip 


B007160163 Forwards IE Info Notice 00-27. “Degradation of Reactor 
Coolant Pump Studs “ No specific action or response 
required 

KEPPLER.J 0 Region 3. Chicago, Office of the Director 80/06/11 

Ip 


0007280709 Forwards IE Info Notice 00-20, “Prompt Reporting of Info In 
Accordance H/IOCFR'IO 35<e) “ No written response required 
KEPPLER.J 0 Region 3, Chicago, Office of the Director 00/06/13 

>P 


0007100004 Forwords response to IE Bulletin 80^09. “Hgdramotor Actuator 
Deficiencies. “ No safety-related sgs or component at 
Dresden 2 It 3 uses AH-90 or NH-90 senes hydramotor 
actuators 

PEOPLES. D L Comrnonueal th Edison Co SO/06/16 3pp 


8007020889 Forwards IE Circular 00-19, "Loss of Reactor Coolant Pump 
Cooling b Natural Circulation Cooldown " No written response 
required 

KEPPLER.J 0 Region 3. Chicago. Office of the Director 00/06/20 
Ip 


8007170430 Forwards IE Circular 00-14. "Radioactive Centaminatlon of 
Plant Demlnerol i led Water Sys b Resultant Internal 
Contamination of Personnel " No written response required 
KEPPLER.J 0 Region 3, Chicago, Office of the Director 00/06/24 
IP 


0007300130 Forwards IE Insp Repts 50-454/00-11 b 50-455/00-10 on 
800613 No noncotnp 1 lance noted 

FIORELLIiO Region 3. Chicago. Reactor Construction b Engineering 
Support Branch 00/06/25 2pp 


— 0007300143 IE Insp Repts SO-494/80-11 b 50-455/00-10 on 000613 No 
nonenmp 1 lanc c noted Major areas insperted results of 
investigation into cause of niatl f.illure of containment 
post-tension sgs anchor heads b corrective actions planned 
GALLAGHER. E J . KANKLIN, J E Region 3. Chicago. Office of the 
Dlroctor MAYES. D H Region 3. Chicago. Reactor Construction b 
Engineering Support Branch 00/06/23 3pp 


0007230289 Forwards IE Dulletin 00-16. "Potential Misapplication of 
Rosemount Inc Models 1151 b 1152 Pressure Transmitters 
U/Either A or D Output Codes " Written response required 
IE Circular 80-16 also end No written response required 
KEPPLER.J G Region 3. Chicago, Office of the Director 80/06/27 
Ip 


B0072S063B Forwards response to IE Bulletin 00-00. "Eiamination of 
Containment Liner Penetration Welds " Dresden Unit 1 designs 
will be reviewed b feasibility of performing radiographic 
eiamlnations will be assessed before unit returned to sve 
PEOPLES, D L Commonwealth Edison Co 00/07/09 7pp 


0007250467 Submits supplemental response to IE Bulletin 80-09. 
"Hydramotor Actuator Deficiencies “ Util review remains 
incomplete due to necessity of consulting equipment 
suppliers Response will be submitted by 000029 
PEOPLES. D L Commonwealth Edison Co 80/07/ 15 Ip 


8 Reportable occurrences. LERs b relatod correspondonce 


0007020631 Interim deficiency rept re failure of post-tensloning 
onchorheads Generally concurs w/INRYCO 000530 rept AH 
Category D heat treat lots will be tested Replacement 
anchorheads from accepted heat treat lots will be installed 
NAUOHTON. W F Commonweal til Edison Co 80/06/27 2pp 


000729006! Concurs w/aneborhead evaluation b acceptance plan proposed 
in 800627 final deficiency rept Implementation will be 
examined during future insps 

KEPPLER.J 0 Region 3- Chicago, Office of the Director 00/07/10 
2pp 


0007280670 Deficiency rept re Intermittent contact operation of W-2 
switch Util will not implement interim fii unless no 
permanent solution is available prior to fuol load Util 
will mnnitor Westinghouse recommendations 
NAUOHTON. W F Commonwealth Edison Co 80/07/23 2pp 


DOCKET 50-496 BRAIDWOOD STATION. UNIT 1 

A App licatlon/construc t inn stage documents b correspondence 


B0070104H Forwards documentation of safety-related electrical 
equipment qual i f i cation Addresses NRC Questions 40 01 b 
40 77 Requests NRC approval ot response format prior to 
incorporation intu FfiAR 

HAUOHTUN. U F Commonwealth Edison Co 00/06/25 2lpp 


800793000J Forwards statement of policy re requirements to be mot fur 
current OL applications. as derived from NUnEO-0660 b found 
In NOREO-0694 

E18ENHUT. D G Division of Licensing 00/06/26 2pp 


0007190529 Forwards response to NRt 800421 request For info re masonry 
wall design Further review of masonry wall design is being 
conducted at LaSalle to complete response to IE Bulletin 
80-iJ Package of 231 oversiio drawings end 
PEOPLES.D L CooimOnwealth Edison Co 80/07/00 23pp 


--8007190937 Pockage of 231 conrrete masonry wail drawings to be recalled 
at later date for microfilming 
* Sargent b Lundy. Inc 80/07/08 231pp 


F Security, medical, emergency b fire protection plans 


8007010347 Forwards safeguards contingency plan amend Plan withheld 
<ref 10CFfl2 790) 

PEOPLES.D L Commonwealth Edison Co 80/06/27 )p 
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I 


8 Adjudicatory c urrespondence 


B007310343 Foruard% Comini ssi on Q005S7 nemarandum h order containing 
decisions, on 0C<3 7B0503 petition for reconsideration of 
780413 Jnemorandum f< order l/CS 771104 petition sought action 
re fire protection for electrical cables 
EISENHUTi D Q Division of Licensing 60/06/.25 89pp 


K Utility Final Safety Analysis Report (FSAR) (i amends 


0007030408 Foriiiards Amend 2A to F5AH 

NAUOHTONi U F Commoniueal th Edison Co 80/06/37 Spp 


— 8007030430 Amend 26 to FSAR. containing portion of responses to OA 
Branch li Reactoi Sys Branch addl first round guestlnns 
» Comisonueal th Edison Co BO/06/30 300pp 


8007080399 Foruards 800630 affidavit certifying distribution of FSAR 
Amend 2b 

HAUCHTONiU F Ceramonuealth Edison Co 80/06/30 Spp 


8007160359 Foruards addl FSAR drasilngs f< info for auiiliary <i 
containment bldg structures t< components> in response to NRC 
800616 llr 

MAUOHTONp W F Commonuoa 1th Edison Co 80/07/03 107pp 


— B007160566 "Transient Thermal Analysis of Reactor Bldg Dome Ring 
Section " 

Sargent 6 Lundyi Inc 75/09/33 74pp 


.•-8007160969 "Thermal Transient Analysis of Reactor Bldg Structural 
Sections " 

WHITE, J e . KHARANA.S S Sargent *> Lundy, Inc 79/03/08 77pp 


—8007160374 Package of 182 structure] drauings to be recalled at later 
date for mi crofi lining 

• Sargent 6 Lundy. Inc 80/03/31 103 


0007390678 Foruards drauiings listed in FSAR. Subsection 1 7. per NRC 
regiuest 

NAUOHTON/W F Cnmmanuealth Edison Co O0/O7/07 Ip 


— 8007390687 Package of 63 drauings to be recalled at later date for 
fi lining 

* Westinghouse Electric Carp 73/08/04 63pp 


8007140320 Foruards Amend 37 to FSAR. amending application for CPs ti 
OUs 

NAUGHTONp U F Commonueal th Edison Co 80/07/11 Spp 


— 8007140338 Amend 27 to FSAR, amending application for CPs li OLs Consists 
of responses to addl first round Ouestlons 431 6-431 18, 
inadvertently omitted frois Amend 36 
« Commonueal th Edison Co 80/07/31 I4pp 


8007320540 Foruards affidavit stating that distribution of facility 
rsARt Amend 37 has been made per Enel 1 to RS Boyd 791039 Itr 
to C Reed 

NAUSHTON, W F Commonueal th Fdlson Co 80/07/16 Spp 


<3 Inspection reports, IE Bulletins t, correspondence 


800731 03S6 Forwards IE Circular 00-n, "Grid Strap Damage In 
Uestinghauss Fuel Assemblies " No written response roquired 
KEPPLER, xJ S Region 3, Chicago. Office of the Director 80/05/38, 
Ip 


Q007010086 Foruards IE Info Notice 80-33, "Loss of Suction to Emergency 
Feeduater Pumps " No written response required 

KEPPLER, J 0 Region 3, Chicagu, Office of the Director 00/05/37 

•p 


8007030050 Foruards response to IE Bulletin 60-05, "Vacuum Condition 
Resulting in Damagn to Chemical Vol Control 9i{s (CVCS) 

Holdup Tanks ■' Three Zion holdup tanks can be valved to 
contain primary sijs water Positive pressure Is maintained 
PEOPLES, l> L Commonwealth Edison Co 80/06/04 Spp 


3007180908 Foruards IE Insp Repts SO •456/80-05 6 90-457/80-05 on 
000429 b 0530 1, notice of violation 

FIORELLI, S Region 3, Chicago, Reactor Construction & Engineering 
Support Branch 00/06/03 2pi> 


— B0071B0513 Notice of violation from Insp on 800429 6 0530 

e Region 3. Chtragu, Office of the Director 80/06/03. 2pp 


— 8007180519 IE Insp Repts 50-456/80-05 «. S0-497/BO-O9 on 800429 «< 0920. 
Noncompliance noted failure to perform surveillance on 

valves in storage ti failure to meet welding or storage , 

procedure requirements 

LEE, E W Region 3, Chicago, Office of the Director i 

DANIELSON. D H Region 3, Chicago, Reactor Construction ti , 

Engineering Support Branch 80/06/03 Spp 


8007330156 Forwards IE Info Notice 80-36, "Evaluation of Contractor 
QA Programs " No written response required 

KEPPLER. JO Region 3, Chicago, Office of the Director 80/06/10. 

ip 


8007330003 Foruards IE Insp Repta 50-456/80-04 «< 50-457/80-04 on 
800514-15 It notice of violation 

FIORELLI, 0 Region 3, Chicago, Reactor Construction 6 Engineering 
Support Branch 80/06/10 3pp 


— 0007330006 Notice of violation from insp on 800514-15 

• Region 3, Chicago, Office of the Director 80/06/09 Ip 


—8007330019 IE Insp Repts 50-456/80-04 li 50-497/80-04 on 800914-19, 
Noncompliance noted failure to assure design basis 
correctly translated into specs 

SCHUEIBINZ.E R , GALLAGHER, E J > MILLIAH9, C C Region 3, Chicago. 
Office of the Director 80/06/09 9pp 


8007160165 Forwards IE Info Notice 80-27> "Degradation of Reactor 
Coolant Pump Studs " No specific action or response 
required 

KEPPLER, J O Region 3, Chicago, Office of the Director 80/06/11 
ip 


0007380709 Foruards IE Info Notice 00-20, "Prompt Reporting of Info In 
Accordance W/10CFR90 95(e> " No written response required 
KEPPLER, J 0 Region 3, Chicago, Office of the Director 80/06/13 
ip 


8007100004 Forwards response to IE Bulletin 80-09, "Hijdramotor Actuator 
Deficiencies. ” No safety-related sys or component at 
Dresden 363 uses AH-90 or NH-90 series hydramotor 
actuators 

PEOPLES, D L Commonuealth Edison Co 80/06/16 3pp 


8007030589 Foruards IE Circular BO-lS, "Loss Of Reactor Coolant Pump 
Cooling 6 Natural Circulation Cooldoun " No written response 
required 

KEPPLER, J 0 Region 3. Chicago, Office of the Director BO/06/80. 

Ip 


8007170430 Foruards IE Circular 00-14, “Radioactive Contamination of 
Plant Deminerall led Water Sgs 6 Resultant Internal 
Contamination of Persennel " No written response required 
KEPPLER, J C Region 3, Chicago, Office of the Director 80/06/24 
Ip 


B007330SB9 Forwards IE Bulletin 80-16, "Potential HI sapp lication of 
Rosemount Inc Hodels iisi 6 1152 Pressure Transmitters 
W/Either A or D Output Codes " Written response required 
IE Circular 80-16 also end No written response required 
KEPPLER. J 0 Region 3. Chicago. Office of the Director 80/06/27. 
*P 


0OO72SO630 Forwards response to IE Bulletin 80-08, "Enaililnatian of 
Containment Liner Penetration Welds " Dresden Unit 1 designs 
uill be reviewed 6 feasibility of performing radiographic 
examinations will be assessed before unit returned to sve 
PEOPLES, D L Commonwealth Edison Co 80/07/09 7pp. 


8007250467 Submits supplemental response to IE Bullotln 80-09, 
"Hydramotor Actuator Deficiencies " Util review remains 
incomplete duo to necessity of consulting equipment 
suppliers Response will be submitted by 000839 
PEOPLE0, D L Commonwealth Edison Co 80/07/15 Ip 


Q007340340 Ack receipt of B00709 Itr informing NRC of steps taken bo 
correct violations noted in IE Insp Repts S0-456/B0-0S 6 
50-457/80-05 

FIORELLI, 0 Region 3, Chicago, Reactor Construction 6 Engineering 
Support Branch 80/07/16 Ip 


—8007340351 Responds to NRC 000605 Itr re violations noted In IE Insp 
Repts 50-456/80-05 6 SO-457/80-09 Corrective actions, weave 
weld procedures reviewed 6 rod oven calibr checked 
PEOPLES, D L Commonwealth Edison Co 80/07/09 4pp 
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B R«portable occurrencesi LERs l< related correspondence 


6007280670 Deficiency rept re intermittent contact operation of tJ-2 
switch Util will not implement interim fii unless no 
permanent solution is available prior to fuel load Util 
will monitor Usstinghouse recommendations 
HAUOHTON. U F Commonwealth Edison Co 80/07/23 2pp 


DOCKET 50-437 BnAlDWODD aTATION, UNIT 2 


A Apptlcation/construction stage documents & correspondence 


B007010411 Forwards d oc umontat i on of safety-related electrical 
a^Utpment (qualification Addresses NflC Questions 40 Ot h 
40 77 Henuosts NEC approval of response format prior to 
incorporation into FSAE 

HAUCliTONi W F Commonueattb Edison Co 60/06/25 21 pp 


0007230001 Forwards statement of policy re requirements to be met for 
currant OL appllcatlansi as derived from NUREO-0660 h found 
In NUflEO-0674 

EIBENHUT. D 0 Division of Licensing 80/06/26 2pp 


OO071S0S29 Forwards response to NEC B00421 request for info re masonry 
wall design Further rovlew of masonry wall design is being 
conducted at LaSalle to complete response to IE Dulletin 
80-11 Package of 231 oversize drawings enc 1 
PEDPLESi D L Commonwealth Edison Co 80/07/08 23pp 


-—0007190537 Package of 231 concrete masonry wall drawings to be recalled 
at later date for microfilming 
* Sargent & Lundy. Inc 80/07/08 231 pp 


F. Baeurityi medical, emergency t. fire protection plans 


B007010347 Forsiards safeguards contingency plan amend Plan withheld 
(ref 10CFR2 790) 

PEOPLES. D Lt Commonwealth Edison Co 80/06/27 Ip 


O. Adjudicatory correspondence 


0007310243 Forwards Commission Q00S27 memorandum ti order containing 
decteioni on UCS 780502 petition for reconsideration of 
780413 memorandum fc order UCS 771104 petition sought action 
re fire protection for electrical cables 
EIBEMiUT. D 6 Division of Licensing 80/06/25 e9pp 


K. Utility Final Safety Analysis Report (FSAE> t. amends 


B007D2040B Forwards Amend 26 to FSAR 

NAUOHTON. W F Commonwealth Edison Co 00/06/27 Spp 


■—10007020420 Amend 26 to FSAR. containing portion of responses to QA 
Branch 8. Reactor Bys Branch addl first round questions 
« Commonwealth Edison Co BO/06/30 200pp 


8007080299 Forwards 800630 affidavit certifying distribution of FSAR 
Amend 26 

NAUOHTON. U F Commonwealth Edison Co 80/06/30 Spp 


0007160557 Forwards addl FBAR drawings 8. info for aoiillary 6 
containment bldg structures fc components, in response to NRC 
000616 Itr 

KAUCHTON.M F Commonwealth Edison Co 80/07/03 i07pp 


— 8007160566 "Transient Thermal Analysis of Reactor Bldg Dome Ring 
Section " 

* Sargent t. Lundy. Inc 75/09/22 74pp 


—0007160569 "Thermal Transient Analysis of Reactor Bldg Structural 
Sections " 

WHITE. J 0 Sargent »i Lundy. Inc 79/05/05 77pp 


— -B007160574 Package of 182 structural drawings to be recalled at later 
date for microfilming 

« Sargent (< Lundy. Inc 80/03/31 182. 


8007290678 Forwards drawings listed in FSAR. Subsee tlon 1, 7. per NRC 

request, 

NAUOHTON. W F Commonwealth Edison Co 80/07/07, Ip 


—0007290687 Package of 63 drawings to be recalled at later date for 
filming 

» Uestlnghouse Electric Corp 72/08/04 63pp 


8007140320 Forwards Amend 27 to FSAR, amend ing application for CPs I. 
OLs 

NAUOHTON. H F Commonwealth Edison Co 80/07/11 2pp 


— 8007140328 Amend 27 to FSAR. amend i ng application for CPs i. OLs Consists 
of responses to addl first round Oueations 421 6-421 18. 
inadvertently omitted from Amend 26 
» Commonwealth Edison Co 80/07/31 14pp 


0OO722OS4O Forwards affidavit stating that distribution of facility 
FBAR, Amend 27 has been made per Enel ! to RB Boyd 791029 Itr 
to C Reed 

NAUOHTON. W F Commonwealth Edison Co 80/07/16 2pp 


0 Inspection reports. IE Bulletins !< correspondence 


8007210356 Forwards IE Circular 80-13. “Orid Strap Damage in 
Westinghouse Fuel Assemblies " No written response required 
KEPPLER.J G Region 3. Chicago. Office of the Director 80/05/28 
ip 


B0070100B6 Forwards IE Info Notice 80-23. "Loss of Suction to Emergency 
Feedwater Pumps '* No written response required 

KEPPLER.J G Region 3. Chicago. Office of the Director 80/05/29 
IP 


8007020030 Forwards response to IE Dulletin 00-05. “Vacuum Condition 
Resulting in Damoge to Chemical Vol Control Sys (CVCB) 

Holdup Tanks " Three Zion holdup tanks can be valved to 
contain primary sys water Positive pressure is maintained 
PEOPLEB. D L Commonwealth Edison Co 80/06/04 3pp 


8007100508 Forwards IE Insp Repts 50-456/80-05 h 50-457/80-05 on 
800429 t< 0520 h notice of violation 

FlORELLIiO Region 3. Chicago. Reactor Construction L Engineering 
Support Branch 80/06/05 2pp 


— 8007180513 Notice of violation from insp on 800429 h 0920 

* Region 3. Chicago. Office of the Director 80/06/03 2pp 


— 8007100519 IE Insp Ropts 50-456/80-09 (. 50-457/80-09 on 800429 ti 0520 
Nontompl iance noted failure to perform surveillance on 
valves In storage h failure to meet welding or storage 
procedure requirements 

LEE. E W Region 3. Chicago. Office of the Director 
DANIELSON. D H Region 3. Chicago. Reactor Construction 1. 
Engineering Support Branch BO/06/03 5pp 


8007220156 Forwards IE Info Notice 80-26. "Evaluation of Contractor 
QA Programs " No written response required 

KEPPLER.J 0 Region 3. Chicago. Office of the Director 80/06/10 
>P 


8007230002 Forwards IE Insp Repts 50-496/80-04 b 30-457/80-04 on 
800514-lS h notice of violation 

FIORELLIiO Region 3. Chicago. Reactor Construction 6 Engineering 
Support Branch 80/06/10 Spp 


—8007230006 Notice of violation from insp on 000314-15 

a Region 3, Chicago. Office of the Director 80/06/09 ip 


— 8007230019 IE Insp Repts 50-456/B0-O4 t. 50-457/00-04 on 000514-19 
Noncompliance noted failure to assure design b.isis 
correctly translated into specs 

8CHWEID1NZ.E R . OALLAGHER.E J . WILLIAMS. C C Region 3. Chicago. 
Office of the Director 80/06/09 9pp 


8007160165 Forwards IE Info Notice 00-27. “Degradation of Reactor 
Coolant Pump Studs " No specific action or response 
required 

KEPPLER.J 0 Region 3. Chicago. Office of the Director 80/06/11 

Ip 


8007260709 Forwards IE Info Notice 80-28. “Prompt Reporting of Info in 
Accordance W/10CFR50 3S(e) “ No written response required 
KEPPLER.J 0 Region 3. Chicago. Office of the Director 80/06/13 
ip 


8007100004 Forwards response to IE Bullolln 00-09, “Hydramotor Actuator 
Daf tc ienci os. “ No safety-related sys or component at 
Dresden 2 6 3 uses AH-90 or MH-90 serl(>s hydramotor 
actuators 

PEOPLES. D L Commonwealth Edison Co 00/06/16 3pp 


6007020569 Forwards IE Circular 00-15. "Loss of Reactor Coolant Pump 
Cooling l< Natural Ciriulation Cooldown " No written response 
required 

KEPPLER.J G Region 3. Chicago. Office of the Director 80/06/20 

Ip 
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0007170430 Foruards IE Circular 80*14. ‘Radioactive Contamination of 
Plant Oemineral 1 led Uater Sys ft Resultant Internal 
Contamination of Personnel ' No written response required 
KEPPLER.J G Region 3. Chicago. Office of the Director 80/06/34 
Ip 


000723038? Forwards IE Bulletin 0O*-i6. "Potential Misapplication of 
Roaemount Inc Models 1151 !. 1152 Pressure Transmitters 
U/Eilher A or D Output Codes “ Wi itten response required 
IE Circular 00-16 also end Mo written response required 
KEPPLER.O G Region 3. Chicago. Office of the Director 00/06/27 
tp 


0OO72SO63B Forwards response to IE Oulietin 0O-*OBi '‘Esamlnation of 
Containment Liner Penetration Helds " Dresden Unit 1 designs 
will be reviewed ft feasibility of performing radiographic 
etaminations will be assessed before unit returned to svc 
PEOPLES. D L Commonwealth Edison Co 60/07/0? 7pp 


6007250467 Submits supplemental response to IE Bulletin BO-O?. 
"Hydramotor Actuator Deficiencies “ Util review remains 
incomplete due to necessity of consulting equipment 
suppliers Response will be submitted by 60083? 

PEOPLES. 0 L Commonwealth Edison Co 80/07/15 Ip 


6007240340 Ac k receipt of 800709 Itr informing MRC of steps taken to 
correct violations noted in IE Insp Repts 30-456/80-03 & 
50-457/80-05 

FIORELLI.G Region 3. Chicago. Reactor Construction (. Engineering 
Support Branch B0/0//16 Ip 


"8007240351 Responds to NRC 800605 Itr re violations noted In IE Insp 
Repts 50-456/80-05 l< 50-457/80-05 Corrective actions weave 
weld procedures reviewed t. rod oven calibr checked 
PEOPLES. D L Commanuealth Edison Co 80/07/0? 4pp 


5 Reportable occurrences. LERs {< related correspondence 


B0072B0670 Deficiency rept re intermittent contact operation of W-2 
switch Util will not implement interim fit unless no 
permanent solution is available prior to fuel load Util 
will monitor Hestinghouse recommendations 
MAUQHTON. H F Commanuealth Edison Co 80/07/23 2pp 


DOCKET 50-458 RIVER DEMO STATION. UNIT 1 


A Application/construction stage documents t. correspondence 


8007010558 Forwards NRC reorgan i lat i on chart for Ofc of Nuclear Reactor 
Regulation, effective 000428 Considerations re activities 
should be made through assigned mgt representatives Areas of 
disagreement may be discussed through informal appeal 
TEDESCOi R L Assistant Director for Licensing 80/06/13 2pp 


0007230001 Forwards statement of policy re requlremonts to bo met for 
current OL app 1 icat ions, as derived from NUREO-0660 t. found 
in NUREG-0694 

EISENHUT.DO Division of Licensing 80/06/26 2pp 


6007080191 Forwards Ouali f icat Ion Summary Repts 33-52260-Q3 for Hope 
Creek & 33-54237-QS for River Bend reflecting documentation 
Df electrical equipment qualification Repts withheld <ref 
10CFR8 790) 

DUVALL. D D Gould-Brown Boven 80/07/01 Ip 


0 Adjudicatory correspondence 


8007310243 Forwards Commission 8005P7 memorandum I. order containing 
decisions on Urs 700302 petition for reconsideration of 
780413 memorandum J. order UCS 771104 petition sought action 
re fire protection for eiectrlcal cables 
EISENHUT. D 0 Division of Licensing 00/06/25 BVpp 


H General correspondence 


B007I40638 FOIA request for documents re three Mar 1900 violations 
occurring at facility 

KRAUSE. L Affiliation Unknown 80/06/13 Ip 


0007020604 Responds to 000611 request for clarification re alteration 
of property mentioned on Page 14 of prelimary case rept on 
Port Hudson Battlefield Landmark in LA Alteration referred 
to is widening of electrical transmission lino corridor 
REGAN. WH Siting Analysis Branch 80/06/10 Ip 


Q Inspection reports. IE Bulletins ti correspondence 


0007250316 Forwards IE Info Notice 80-12, "Instrument Failure Causes 
Opening of PORV t< Block Valve " No specific action or 
response necessary 

SEYFRIT, K V Region 4, Dallas, Office of the Director BO/03/31 
IP 


8007210137 Aek receipt of 800305 Itr informing NRC of steps taknn to 
correct items of noncompliance noted in IE Insp Rept 
S0-4SO/79-O6 on 791118-21 «< 1204-07 Requests addi info 
re Items A-1 !< B-3 

0EIDLE.U C Region 4. Dallas. Reactor Construction 8. EnginosrinB 
Support Branch 80/04/01 3pp 


— 8007210140 Responds to violations noted in IE Insp Rept 30-490/79-06 on 
791118-21 ti 1204-07 Mortar bar tests are being conducted to 
determine if high alkalal cement may be used w/utll sovreo 
aggregate in future 

UEIOAND. J 0 Oulf States Utilities Co 80/03/05 4pp. 


0007140968 Forwards IE Bulletin 80-13. "Cracking in Core Bpray 
Spargers " No written response required 

SEYFRIT. K V Region 4, DoUas. Office of the Director BO/09/18, 

ip 


0007240511 Forwards IE Info Notire 80-21. "Anchorage Si Support of 
Safety-Related Electrical Equipment " No written response 
required 

SEYFRIT, K V Region 4, Dallas, Office of the Director 80/03/16 
IP 


6007020249 Forwards IE Info Notice 00-22, "Breakdowns In Contamination 
Control Programs " No written response required 
SEYFRIT, K V Region 4. Dallas. Office of the Director 60/09/20 

ip 


8007010020 Forwards IE Info Notice 00-23. "Loss of Suction to EmerBency 
Feedwater Pumps " No written response required 

SEYFRIT. K V Region 4. Dallas, Office of the Director 00/03/89. 

IP 


8007220104 Forwards IE Info Notice 80-26. "Evaluation of Contractor 
OA Programs " No written response required 

SeVFRIT.K V Region 4. Dallas, Office of the Director 60/06/10 

ip 


0007140404 Forwards IE Bulletin 80-14. "Degradation of Blffl Scram 
Discharge Vol Capability " No written rasponoe required 
SEYFRIT, K V Region 4, Dallas, Office of the Director 60/06/18 
ip 


6007290057 Forwards IE Info Notice 80-28, "Prompt Reporting of Info in 
Accordance W/10ChR30 99(e> " No written response roquirud 
BGVFHIT.K V Region 4, Dallas. Office of the Director 60/06/13 
ip 


8007240035 Forwards IE Circular 80-15. "Loss of Reactor Coolant Pump 
Coaling 6 Natural Circulation Cooldown " No written response 
required 

SEVFRIT.K V Region 4, Dallas. Office of the Director 80/06/80 
if 


8007170669 Forwards IE Circular 80-14. "Radioactive Contamination of 
Plant Demlneral i led Hater Bys {< Resultant Internnl 
Contamination of Personnel " No written response required. 
SEVFRIT.K V Region 4. Dallas. Office of tho Director 80/06/84 
ip 


0007230376 Forwards IE Bulletin 00-16. "Potential Misapplication of 
Rosemount Inc Models 1191 ti 1153 Pressure Transmitters 
W/Either A or D Output Codes " Hrltten response required 
IE Circular 80-16 also end No written response required 
SEVFRIT.K V Region 4. Dallas. Office of the Director 00/06/87. 
ip 


0007820594 Submits response to IE Bulletin 00-11 re Category 1 masonry 
walls employed by plants under CP & DL review Station 
engineering design criteria indicate that no piping or 
equipment will be supported from masonry walls. 

DRAPER.E L Gulf Htales Utilities Co BO/07/15. Ip 


0007140635 Responds to FOIA request for documents re three Mar 1900 
violations occurring at facility Forwards listed documents 
FELTON. J M Division of Roles and Records 80/07/07 Ip 
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DOCKET 30-489 RIVER BEND STATION. UNIT 2 


A Applleotion/construction stage documents !< correspondence 


8007010990 Eoiuards NRC reorgan i i at j on chart for Dfc of Nuclear Reactor 
Regulation) effective BD04S8 Considerations re activities 
should be made through assigned mgt representatives Areas of 
disagreement mag bo discussed through informal appeal 
TEDEBCOi R L Assistant Director for Licensing OO/Ob/13 2pp 


B007230001 Foruiards statement of policg re requirements to bo met for 
current OL app 1 Icot ions, as derived from NUREO-06tO b found 
In Nllne0-0i94 

EI8ENH11T. D 0 Division of Licensing 80/06/26 2pp 


8007080191 Formards Qoo 1 1 f i Cat i on Bumirarij Repts 33-52260-QS for Hope 
Creak fa 33-94237-QB for River Bend reflecting documentation 
of electrical equipment qualification Repts withheld (ref 
10CFR2 770) 

DUVALL) D D Oou I d-Brouin Dovorl ao/07/01 Ip 


0 Adjudicatory correspondence 


8007310243 Forwards Commission B00827 memorandum fa order containing 
decisions on UC9 700302 petition for reconsideration of 
780413 memorandum fa order UCB 771104 petition sought action 
r* firs protection for electrical cables 
E18ENHUT)D 0 Division of Licensing BO/06/25 09pp 


Q Inspection reports) IE Bulletins fa correspondence 


□007230316 Forwards IE Info Notice 80-12) "Instrument Failure Causes 
Opening of PORV fa Block Valve " No specific action or 
response necessary 

BEVFRITiK V Region 4) DallaOi Office of the Director 00/03/31 
»P 


B0D7140968 Forwards IE Bulletin 80-13. "Cracking in Core Bpray 
Spargers “ No written response required 

BEYFRIT) K V Region 4. Dallas. Office of the Director 00/05/12 

ip 


B0072409H Forwards IE Info Notice 80-21. "Anchorage fa Support of 
Bafatg-Relatod Electrical Equipment " No written response 
required 

BEVFRITiK V Region 4. Dallas. Office of the Director 80/05/16 

Ip 


8007020249 Forwards IE Info Notice 80-22. "Dreakdewns In Contamination 
Control Programs " No written response required 

BEVFRIT.K V Region 4, Dallas, Office of the Director 80/05/20 

ip 


B0070tOD2D Forwards IE Info Notice 80-23, "Loss of Suction to Emergency 
Feedwater Pumps “ No written response required 

BEYFRIT.K V Region 4, Dallas. Office of the Director 00/09/29 

ip 


8007220104 Forwards IE Info Notice 0O-26i "Evaluation of Contractor 
UA Programs " No written response required 

BEYFRIT, K V Region 4, Dollas, Office of the Director BO/06/10 

*P 


8007140404 Forwards IE Bulletin 00-14. "Degradation of DNR Scram 
Discharge Vol Capability " No written response required 
BEYFRIT. K V Region 4, Dallas, Office of the Director 00/06/12 

ip 


8007290097 Forwards IE Info Notice 00-20, "Prompt Reporting of Info In 
Accordance W/10CFR50 35{o> " No written response required 
BEYFRIT, K V Region 4. Dollas, Office of the Director, 00/06/13 
IP 


0007240039 Forwards IE Circular 80-15. "Loss of Reactor Coolant Pump 
Cooling fa Natural Circulation Cooldown " No written response 
required 

aCYFRlTtK V Region 4, Dallas. Office of the Director 80/06/20 

>P 


B007170669 Forwards IE Circular 80-14. "Radioactive Contamination of 
Plant Demineral i led Mater Bye fa Resultant internal 
Contamination of Personnel " No written response required 
BEYFRIT. K V Region 4, Dallas, OfflcB of the Director 80/06/24 

*P. 


0OD723OJ76 foi wards IE Bulletin ao-ln, "Potential Misapplication of 
Resomount Inc Models 1191 fa 1152 Pressure Transmitters 
H/Either A or D Output CodoR " Uritten response required 
IE Circular 80-16 also enc I No written response required 
BEYFRIT. K V Region 4. Dallas. Office of the Director 00/06/27 
Ip 


DOCKET 50-460 WPPSS NUCLEAR PROJECT. UNIT 1 


A App 1 iratl on/construL tion stage documents & correspondence 


□007030197 Forwards organi lotion charts for Ofc of Nuclear Reactor 
Regulation effective 000420 St.itos means of appeal of staff 
position 

TEDESC0. R L Assistant Director for Licensing 80/06/12 2pp 


8007230001 Forwards statement of policy re i equi r emeiits to be met for 
current OL ap p 1 i c at i ons, as derived from NUnEO-0660 fa found 
in NUREO~0694 

EISENNUT, D 0 Division of Licensing 00/06/26 2pp 


6007210392 Ac k receipt of NRC 300430 Itr approving request to 
discontinue certain aquatic monitoring fa requesting copies 
of util submittals to State of WA re water quality NRC does 
not have authority to require water quality filings 
RENBERGER.D L Washington Public Power Supply System 80/07/14 
3pp 


0007250944 Forwards "Re 1 lah 1 1 1 tij Evalu.ition of WPPSS Nuclear Projects 
Numbers 1 fad." in response to NRC 000124 request for 
evaluation of loss of main feedwater event 

RENBERGER.D L Nashlngton Public Power Supply SysiBm 60/07/22 

2pp 


— 0007250552 "Reliability Evaluation of WPPSS Nuclear Projects Numbers 
1 fa 4. " Vol l.main rapt 

MCBRIDE, A F , MINARICK, J W . DQZARTH.D P Science Applications. 
Inc 00/07/16 214pp 


G Adjudicatory correspondence 


0007310243 Forwards Commission 000927 memnrandum fa order containing 
decisions on L'CS 700502 petition for reconsideration of 
700413 memorandum fa order UCS 771104 petition sought action 
re fire protection for electrical cables 
EIGENHUT. D G Division of Licensing BO/06/25 89pp 


Q Inspection reports, lE Dullotins fa correspondence 


0007290444 Responds to IE Bulletin 80-03, "Loss of Charcoal from Std 
Typo 1 1, Tuo-Inchi Tray Adsorber Colls " Standard 1 1 ed 31 5 X 
23 inch, flat bed, Type II charcoal adsorber coll units used 
in all cleanup sys 

RENBERGERj 0 L Washindton Ffajblic Power Supply System 30/03/19 

app. 


0007220252 Forwards IE Info Notice SO-26. "Evaluation of Contractor 
QA Programs " No written response required 

ENGELKEN. R H Ragion 5. San Francisco. Office of the Director 
80/06/10 Ip 


0007300399 Forwards response to IE Bulletin 80-05 re vacuum darasgo to 
chemical control sys tanks Design changes to low pressure 
process tanks not required Table describing siit j tanks fa 
protection provided end 

RENBERGER.D L Nashington Public Power Supply System 80706/12 
lOpp 


8007290090 Forwards IE Info Notice 80-20. "Prompt Reporting of Info In 
Accordance W/i0CFR90 95fe) " No written response required 
ENGELKEN, R H Region 5. San Francisco, Office of the Director 
80/06/13 Ip 


8007020466 Forwards IE Circular 00-15. "Loss of Reactor Coolant Pump 
Coaling fa Natural Circulation Couldnwn " No wt i tten response 
required 

ENGELKEN. R H Region 9, San FranLlsio. Office of the Director 

80/06/20 Ip 


8007100299 Forwards IE Circular 00-14. "Radioactive Contamination of 
Plant Demineral 1 led Water Sys fa Resultant Internal 
Contamin.ition nf Personnel " No written response required 
ENGELKEN, fi FH Region 9, San Fianctscn, Office of the Director 
80/06/24 Ip 
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8007330401 Forwards tE Bulletin 80-16. “Potential Misappl Uatlon ot 
Rosemount Int Models 1151 t. 1152 Pressure Transmitters 
U/Elther A or D Output Codes '' Uritten response required 
IE Circular 00-16 also end No written response required 
ENOELKEN. R H Region 3> San Francisco, affico of the Director 
80/06/27 Ip 


8007290318 Responds to IE Bulletin 80-08 Problems re containment liner 
pontratlon ueld do not eiist at facitltq Design for primary 
piping typical of ASME code configurations Process pipe/ 
flued head assemblies not installed 

RENBERCERj 0 L Uashingfcon Public Power Supply System 80/07/10 
2pp 


8 Reportable octurrencos. LERs t< related correspondence 


0007170577 Forwards inberlm deficiency rept re defective condition In 
design of floor supporting component cooling t< makeup pump 
area heating, venti lation t. air conditioning sys Train B 
equipment 

BENBEROER. D L Uashington Public Power Supply System 80/07/11 

ip 


— B00717038S Interim deficiency rept re defective condition in floor 
supporting component cooling h makeup pump area Caused by 
usage of incurrect vertical amplified response spectra 
Structural frame designed for installation 
a tiashington Public Power Supply System 00/07/11 2pp 


U Congressional/Eiecutive Correspondence 


8007300367 Submits questions re unusual financing arrangement between 
util t> Bonneville Power Administration Related 
correspond ence 

UEAVER.J House of Rep 80/07/14 2pp 


DOCKET 50-461 CLINTON POUER STATION. UNIT 1 


A Appl Icatlon/construc ti on stage documents 6 correspondence 


8007010243 Forwards NRC reargoDiiation chart for Qfc of Nuclear Reactor 
Regulation. effective 80042B Considerations re activites 
should be made through assigned mgt representative Areas 
of disagreement may be discussed through informal appeal 
TEDE8CO. R L Assistant Director for Licensing 80/06/13 Spp 


8007020433 Notification of cancelled 800624-26 Site visit w/utll to 
determine status of completion of const 
BUCKLEY. D Licensing Branch 3 80/06/17 3pp 


B00723000I Forwards statement of policy re requirements to be met for 
current OL appl ications. as derived from NUREO-0660 t< found 
in NUBEO-0694 

EI6ENHUT. D 0 Division of Licensing 80/06/26 2pp 


8007250557 Advises NRC that util Is planning repairs to reactor 
pressure vessel OE has been author! led to perform work, 
which has been subcontracted to Reactor Controls. Inc 
Defective elbow on reactor drain line will be replaced 
KOCH.L J Illinois Power Co eO/07/02 Ip 


0. Adjudicatory correspondence 


8007310243 Forwards Commission 800527 memorandum It order Containing 
decisions on UCS 7B0302 petition for reconsideration of 
780413 memorandum h order UCS 771104 petition sought action 
re fire protection for electrical cables 
EISENHUT.D C Division of Licensing 80/06/25 89pp 


<1 Inspection reports. IE Bulletins t< correspondence 


8007140493 Forwards IE Bulletin 00-13. "Cracking in Cor# Spray 
Spargers " No written response required 

3. Chicago. Office of the Director 60/03/12 


3004I4-)B U 21-22 t, 
tion h Engineering 


4-lB << 21-22 
80/03/16 2pp 


—B0071 10168 IE Insp Kept 50-461 /BO-06 oft 800414-10 ti 31-22 Nonconpllmce 
noted measures not established For control of purchasod etatl 
or for QC of Identified etructruos 

UESCOTT. H H . GALLAGHER. E J . HNOP. R C Region 3. Chicago, fifflco 
of the Director 80/03/16 14pp 


□007010104 Forwards IE Info Notice 80-23. “Loss of Suction to Energoncg 
Feedwater Pumps " No written response required 

KEPPLER.J 0 Region 3. Chicago. Office of the Director 80/05/29, 

IP 


8007220204 Forwards IE Info Notice 80-26, "Evaluation of Contractor 
OA Programs “ No written responso required 

KEPPLER.J 0 Region 3. Chicago. Office of the Director 80/06/10 
IP 


8007160751 Forwards IE Insp Rept 30-461/80-09 on 800520-23 (c notice of 
violation 

FIORELLl.G Region 3. Chicago. Reactor Construction Engineering 
Support Branch 80/06/11 2pp 


— 8007160736 Notice of violation from Insp on 800530-83 

• Region 3, Chicago. Office of the Director 80/06/09 Ip 


—8007160764 lE Insp Rept 50-461/80-09 on 800520-23 Npncampllance noted- 
inadequate insp during concrot? uurk activities 

UEBCOTT.H <1 . GALLAOHER.E J . KNOP, R C Region 3, Chicago. Office 
of the Director 80/06/09 7pp 


8007140323 Forwards IE Bulletin 80-14. “Degradation of OUR Scraai 
Discharge Vol Capability “ No written response required 
KEPPLER.J G Region 3, Chicago, Office of the Director 80/06/12 

Ip 


8007030215 Responds to IE Bulletin 80-09, "Hydramotor Actuator 
Deficiencies " Licensee does not utiliic actuator models in 
safety-related app 1 ications. 

UULLER.O E Illinois Power Co 80/06/13 Ip 


8007280638 Forwards IE Info Notice 60-28, "Prompt Reporting of Info in 
Accordance tJ/10CFR3D SSiel No urltten response required 
KEPPLER.J 0 Region 3, Chicago, Office of the Director 80/06/13. 

»P 


8007110228 Ack receipt of 800609 Itr informing NRC of steps taken to 
correct violations noted in IE Inop Rept 30-461/80-07. 

FIORELLl.G Region 3, Chicago. Reactor Construction (i Engineering 
Support Branch 00/06/19 Ip 


— 8007110233 Responds to NRC 800309 Itr re Violations noted In IE Insp 
Ropt 30-461/80-07 Corrective actions removed sandwich & all 
weld rods stored In oven k< destroyed flux coated rod to 
prevent possible use 

GERBTNER.W C Illinois Power Co 80/06/09 2pp 


8007020384 Forwards IE Circular 00-13, "Loss of Reactor Coolant Pump 
Coaling 1< Natural Circulation Cooldown " No written response 
required 

KEPPLER.J 0 Regions, Chicago, Office of the Director 80/06/20 

Ip 


0007310363 Forwards IE Insp Rept 30-461/80-10 on 800501-30 h notice of 
violation 

FIORELLl.G Region 3. Chicago. Reactor Construction & Engineering 
Support Branch 80/06/23 2pp 


— 8007310366 Notice of violation from insp on 000501 -30 

e Region 3. Chicago. Reactor Construction t. Engineering Support 
Dronch 80/06/19 ip 


—8007310367 IE Irisp Rept 50-461/80-10 on 800501-30 Noncompliance noted: 
control rod drive penetration rework activity performed w/o 
written approved Instructions or approved design change, 

UIVEMORE.H H , KN0P.fi C Region 3. Chicago. Office of the 
Director 00/06/19 4pp 


8007170495 Forwards IE Circular 00-14, “Radioactive Contamination of 
Plant Demlnera) 1 led Mater Bys 6 Resultant Internal 
Contamination of Personnel " No written response required 
KEPPLER.J 0 Region 3. Chicago. Office of the Director 80/06/24 
ip 


6007210516 Ack receipt of 800617 Itr Informing NRC of steps taken to 
correct violations noted in IE Insp Rept 30-461/60-06 
FIORELLl.G Region 3. Chicago. Reactor Construction t< Engineering 
Support Branch 60/06/24 Ip 
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— e0072108Sl Responds to NRC 800820 Itr re violations noted In !E Insp 
Rept SO-461/B0-06 Corrective actions inspectors reinstructod 
on visual insp & bend test requirements 
0CR8TNER.U C Illinois Power Co 0O/Ofa/17 


B0O7230330 Forwards IE Bulletin 80-ld>i "Potential Misapplication of 
Rosepiount Inc Models llSl U 1132 Pressure Transml ttors 
U/Eithor A or D Output Codes " Urltten response required 
IE Circular B0-t& also end No written response required 
KEPPLER.J 0 Region 3> Chicago. Office of the Director BO/06/27 


8 Reportable occurrences. LERs & related correspondence 


S0071A0202 Act receipt of 800613 interim deficiencg rept re concrete 
anbeds that failed to meet designer specs 

FIORELLItO Region 3. Chicago. Reactor Construction 6 Engineering 
Support Branch 80/06/24 ip 


8007180311 Ack receipt of 800624 interim deficiency ropt re control rod 
drive penetrations through dryuall 

FIORELLIfO Region 3. Chicago. Reactor Construction It Engineering 
Support Branch 00/07/07 tp 


8007160626 Forwards deficiency repts inadvertently sent to Region 3 
Inatead of IE headquarters 

WUUJER.O E Illinois Power Co 80/07/08 2pp 


-—8007160638 Interim deficiency rept re use of incorrect toll 
characteristic value as design input to computer model for 
developing bldg response spectra Insufficient info Is 
available to determine reportability of possible deficiency 
KOCH.L J Illinois Power Co 80/03/31 Ip 


— B0071606S1 Deficiency rept re breakdown in GE Ct<lD quality sys Improper 
or Inadequate OA documentation was provided for 
safety-related equipment (local panels) delivered to site 
Product quality certifications rsvised accordingly 
KOCH.L J Illinois Power Co 80/04/30 2pp 


— B00716066S Potential deficiency rapt re concrete Imbeds providing 
lateral support for HHR heat exchangers which do not meet 
designer specs Util will make reportabl 1 1 ty determination 
within S wks 

KDCHiL J Illinois Power Co 80/06/13 tp 


—6007160679 Potential deficiency rept re control rod drive penetrations 
through drywell wall Util requires approx 3 wks to make 
reportabl 1 ity determination 
KOCM.L J Illinois Power Co 80/06/24 Ip 


8007230318 Interim deficiency rept re nonconforming elbow in two-inch 
drain line from reactor pressure vessel Foreign metl found 
in elbow Removal of elbow scheduled for wk of 800714 Final 
rapt will be submitted late Aug 1980 
KOCH.L 0 Illinois Power Co 80/07/14 2pp 


6007300429 Supplemental deficiency rept re Sargent 6 Lundy soil 
characteristics error In facility design Investigations 
revealed use of incorrect value of soil modules for 
compacted backfill Reportabl 1 ity determination not complete, 
KOCH.L J Illinois Power Co 80/07/ IS 2pp 


8007260306 Final deficiency rept re control rod drive (CRD) 
penetrations through drywell wall Control drive tubes which 
have been adversely affected by welding are being replaced 
KOCH.L J Illinois Power Co 80/07/18 Spp 


DOCKET 30-462 CLINTON POWER STATION. UNIT 2 


A. Applleation/eonstructlon stage documents t* correspondence 


6007010243 Forwards NRC reorgani lation chart for Ofc of Nuclear Reactor 
Regulation, effective 800428 Considerations re activltes 
should be made through assigned mgt representative Areas 
of disagreement may be discussed through Informal appeal 
TEDEeCOiR L Assistant Director for Licensing 80/06/13 2pp 


8007230001 Forwards statement of policy re requirements to be met for 
current OL appl icatlons. as derived from NUREO-0660 6 found 
in NUREG-0694 

EISEl^iUT. D 0 Division of Licensing 80/06/26 2pp 


0 Adjudicatory correspondence 


8007310243 Forwards Commission 800S27 memorandum t< order containing 
decisions on UCB 780502 potition for reconsideration of 
780413 memorandum & order UCS 771104 petition sought action 
ro fire protection for electrical cables 
EISENHUT.D 0 Division of Licensing BO/06/25 09pp 


Q Inspection reports. IE Bulletins 6 correspondence 


8007140495 Forwards IE Bulletin 00-13. "Cracking in Core Spray 
Spargers " No written response required 

KEPPLER.J 0 Region 3. Chicago. Office of the Director BO/03/12 
Ip 


0007010104 Forwards IE Info Notice BO-23. "Loss of Suction to Emergency 
Feedwater Pumps " No written response required 

KEPPLER.J Q Region 3. Chicago. Office of the Director 60/08/29 
IP 


8007220204 forwards IE Info Notice BO-26. "Evaluation of Contractor 
OA Programs " No written response required 

KEPPLER.J 0 Region 3. Chicago. Office of the Director 80/06/10 
IP 


S007140325 Forwards IE Bulletin 80-14. "Degradation of BHR Bcram 
Discharge Vol Capability " No written response required 
KEPPLER.J 0 Region 3. Chicago, Office of the Director 80/06/12 
IP 


8007030215 Responds to IE Bulletin 80-09. "Hydramotor Actuator 
Deficiencies " Licensee does not utilize actuator models in 
safety-related applications 

WULLER.O E Illinois Power Co 80/06/13 ip 


8007280638 Forwards IE Info Notice 80-28, "Prompt Reporting of Info in 
Accordance W/i0CFR50 8 S(b) " No written response required 
KEPPLER.J 0 Region 3, Chicago, Office of the Director BO/06/13, 
Ip 


8007020384 Forwards IE Circular 80-15. “Loss of Reactor Coolant Pump 
Cooling 6 Natural Circulation Cooldown " No written response 
required 

KEPPLER.J 0 Region 3, Chicago. Office of the Director 80/06/20 

ip 


8007170495 Forwards IE Circular 80-14. "Radioactive Contamination of 
Plant Demineral ited Water Sys 6 Resultant Internal 
Contamination of Personnel " No written response required 
KEPPLER.J 0 Region 3. Chicago. Office of the Director 60/06/24 
IP 


8007230330 Forwards IE Dullettn 80-16, "Potential Misapplication of 
Rosamount Inc Models 1131 (i 1152 Pressure Transmitters 
W/Either A or D Output Codes '* Written response required 
IE Circular 80-16 also end No written response required 
KEPPLER.J 0 Region 3. Chicago. Office of the Director 00/06/27 
Ip 


8 Reportable occurrences. LERs {< related correspondence 


8OO7I0O3I1 Ack receipt of 800624 interim dcfieloncy rept re control rod 
drive penetrations through drywall 

FIORELLl.O Region 3. Chicago. Reactor Construction ti Engineering 
Support Branch 80/07/07 tp 


8007160626 Forwards deficiency repts inadvertently sent to Region 3 
Instead of IE headquarters 

WULLER.O E Illinois Power Co 80/07/03 2pp 


DOCKET 30-463 FULTON OENERATINO STATION. UNIT 1 


A Appl icatlon/cnns true t Ion stage documents 8c correspondence 


8007110274 Forwards addl questions re alternative sites If util intends 
to pursue CP appl ication. NRC should be advised of schedule 
for submitting required info 

MILLER. J R Standardization 8< Special Projects Branch 80/06/23 
4pp 


I Financial information 


0007010133 Responds to 800603 Itr to 0 Cunningham transmitting util B-7 
rogistration statement No inaccurate statements or financial 
inconsistency identified 

CHRISTENQURV, E Hearings Division 00/06/19 tp 
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DOCKET 30-4M FULTON SENERATINO STATION. UNIT 3 


A App I ication/c ons true tiod stops documents t correspondence 


8007110374 Foruarils addi questions re alternative sites If util intends 
to pursue CP op p 1 1 c .a 1 1 on. NRC should be advised of schedule 
for siibmitting required info 

HILLER. J R Stand.ird 1 lati on f< Special Projects Branch 00/06/25 
4pp 


1 Financial information 


8007010130 Responds to 000605 1 tr tn G Cunninpham transmitting util B-7 
registration statement No inaccurate statements or financial 
Iricons i stone V identified 

CHRIBTENBUny. E Hearings Division 00/06/19 Ip 


DaCHET 30—466 ALLENS CREEK NUCLEAR STATION, UNIT 1 


A Appl lea t lon/constroc t ion stage documents f. correspondence 


SOOTOIOOOV Comments on proposed rules lOCFRbO fc 31 roqulremont that 
Class 9 accidents be considered in EIR should be applied 
retroactively to plant since site has not been fully 
determined 

DOHERTY. J F Doherty. OF 00/05/04 Ip 


8007300001 Forwards statement of policy re requirements to be met for 
current OL appl 1 catl ons. as derived from NUREG-0640 tc found 
in NUfiEG-0694 

EtSENHUr. D G Division of Licensing BO/06/36 2pp 


0 Adjudicatory correspondence 


B007O3D029 Response in opposition to applicant notice of deposition 
Urges that applicant b» ordered to informally contact D 
tiarrack Por deposition arrangements after answering end 
interrogatories !c request for production of documents 
MARRACH.D MarraCk.D 90/06/11 Ip 


— 8007030029 Interrugatories *< requests for production of documents re 
intervenor Contention BE that tlS do not addross power lino 
Impacts on (nigratortj waterfowl Certificate of 0vc end 
HARRACK, D Harrack.D BO/06/tl Spp 


9007110060 Motion to compel applicant answers to intervonors ' BOOIOB 
interrogatories If request for production of documents 
Certificate of Bve one 1 Related correspondence 

MARRACK.D narrark.D RENFRO, U Af f i 1 ia tl on Unknown 80/06/16 

3pp 


B007100174 Concurs w/80D611 proposal to consolidate interrogatories 
Baker l.Cumings 1, TX PIRO Addl OS.Doggett 4 6 Perronod 1 w/ 

Baker as representative Confirms that Doggott will lead 
party on consol Ida ted contentions Dishop 14 L Doggott l<b> 
DDQGETT. a A Daggett. B A 80/06/20 Spp 


0OO7OSO47I Response to JF Doherty fourteenth set of Interrogatories 
Includes info re antlcipatd enrichment of spent fuel stored 
in pool rac ka. aolf.-suf f Iciency of fuel pool cooling sys 6 
applicant position on Reg Guide 1 13 M/Certl ficate of Sve 
DIDDLE, C T , NEUMAN, J R Houston Lighting J, Power Co BIDDLE, C T 
Baker fc Potts BO/06/34 37pp 


8007030636 Order denying B Oakor 800611 motion to compel discovery from 
app 1 leant, consQ I i dating certain of Baker, Cuming s, T> PIRO, 

Doggett ft Perrenod contentions ft granting partial icllef 

to Rentfro ft Marrack re motion to compel applicant answers 

UBLFE, 8 J Atomic Safety and Licensing Board Panel BO/06/37 3pp 


6007030061 Protective order allowing JF Doherty to inspect specific 
safoty-related items from vendor GE "Reed Rept," in 
possession of util Insp Is conditioned un confidential 
treatment per enc 1 agreement 

MQLFE, 3 J Atomic Safety and Licensing Board Panel 80/06/27 Bpp 


B0O723D246 FOIA request for SO documents for use as Intervenor in 
facility proceeding 

DOHERTY. J F Doherty, J F 80/06/27 4fp 


orwards page IS to be inserted in applicant response to JF 
th set of interrogatories Related correspondence 
Baker ft Dotts 80/06/30 ip 


— 8007000019 Page 12 of applicant response to JF Doherty t4th set of 
interrogatories Includes info re rod drop analysis (< 
performance 

BIDDLE, C T Houston Lighting ft Power Co 80/06/30 Ip 


— 8007080017 Response to JF Doherty 15th set of interrogatories. Contains 
statements re neutron data, clad swelling calculation. contV'Ol 
rod drop accident ft reactor pressure vessel pedestal 
Affidavit ft Certificate of Sve end 

BIDDLE, C T , NEUMAN, J R Houston Lighting ft Power Co BIDDLE. C.T. 
Baker ft Batts 80/06/30 21pp 


8007090290 Request to withdraw portion of Intel venor 800611 nation to 
compel discovery from applicant due to availability of 
certain documents for insp, re most recent rate case 
H/Certlficate of Bve end Related correspondotice 
BAKER, B Affiliation Unknown 80/06/30 Spp 


—8007090298 Accepts suggestted financial qualification contentions Baker 
liCumtns 1. Doggett 4, Perrenod 1 ft TX PRIG Add! 31 Agrees to 
be lead party provided that applicant answers Doggett first 
set of interoggatorles U/Certi f Icate uf 8vc 
BAKER, D Affiliation Unknown 80/06/30 2pp 


8007080038 Motion for issuance of subpoena directed to 0 Karreck for 
800708 doposl tion, per ASLD 800623 horaorandum ft order 
Certificate of Sve ft draft nubpoena w/depositlon schedule 
end Related correspondence 

CULP,R H , COPELAND, J G Houston Lighting ft Power Co CULP>R H 
Uouenstcin, Newman, Reis, Axelrad ft Toll 80/07/01 Vpp 


8007090189 Answers to BA Doggett ft WM Perrenod interrogatories 
Identifies H Dean as witness anticipated to testify re 
financial qualifications Includes info re cost of delays ft 
OA funding U/affidavlt ft Certificate of Sve 
COPELAND, J 0 , NEWMAN, J R Houston Lighting ft Power Co 
COPELAND, J 0 Baker ft Betts 80/07/01 21pp 


8007080030 Confirms 800702-03 teUons ft advises of 800710 meeting at 
Trovolodge Astrodome to discuss contentl ons, motions for 
summary disposition ft proposals for hearing schedule Input 
ft suggestions are beneficial 
BLACK, R L Hearing Branch 1 80/07/03 2pp 


8007080044 Confirms telcon agroement NRC responses to 13th set of 
interrogatories will be filed by 800721 ft to t4th set of 
interrogatories by 800728 

BDHINKl.S H Hearing Branch 3 80/07/03 Ip 


8007310116 Interrogatories ft requests for production of documents 
directed to util Requests identification of witnesses ft 
expert testimony-related documents w/factual basis for 
expert opinion 

BI6H0P J M , DISHOP, M Af fl 1 lat ion Unknown 80/07/09 Ip 


8007310tOB Interrogatories ft request for documents directed to util 
Requests most recent population projection data ft 
methodology used for updating projection Related 
correspondence 

DISHOP, J N , DIBHOP.M Affiliation Unknown 80/07/06 8pp 


8007160360 Response to applicant first set of interrogatories ft request 
for production of documsnts re impact of transmission lines 
ft FES 

HARRACK D Harrai.k,D 80/07/08 Ip 


— 6007160369 Response to applicant second set of interrogatories ft 
request for production of documents re intervenor pleadings 
before A8LB ft A8LAB Certificate of 8vc end 
HARRACK, D Harrack, D 00/07/00 3pp 


8007160970 Response to D Harrack first set of interrogatories. Includes 
statements re transmission lines ft alternative feransmission 
sites ft routes Prospective witness FJ Schllght prof 
qualifications, affidavit ft Certificate of Sve end 
HANCOCK, D , NENNAN>J R Houston Lighting ft Power Co HANCOCK. 0 
Baker ft Batts 80/07/08 llpp 


B0071701S9 Fourth sot of interrogatories directed to util re financial 
qualifications Includes questions on disciplinary actions ti 
role of Houston Industries Related correspondence 
BAKER, B L Affiliation Unknown 80/07/08 9pp. 


— 8007170171 First set of interrogatories directed to NRC re financial 
qualifications, hearing expectation ft witnesses intended to 
be called 

BAKER, B L AfflUatlon Unknown 80/07/08 4pp 
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BOO7I60649 Response to IntB-rvennr D (larratk BOOSO0 interrogatories 
Identifies eipoi t biitnesses expected to be called in support 
of consolidated Rentfro Contention 3 Affidavit t< Certificate 
of Sve end 

HANCOCK) D > NEWMAN) J R Houston Lighting t< Pouer Co HANCOCK) D 
Saker t< Botts 00/07/09 tSpp 


0007170374 Interrogatot 1 es fc request for production of documonts 
directed to NRC Requests factual basis of anticipated 
testifflong re natural gas use as fuel b subsequent costs of 
elsctricltg W/Certi f icatlon of Sve Related correspondence 
SCOTT) J M Texas Public Interest Research Group BO/07/09 App 


0007140019 Advises of Chairman of ASLD suggestion that parties meet on 
000710 to present schedule agieement to Board 
BOHlNKI)e M Hearing Branch 3 00/07/10 3pp 


B0071&0639 Roflponse in opposition to Intervener JF Oohertg 000637 
notion for financial assistance AEUD authoritg doi-s not 
•itend to appropriation of funds Certificate of Sve end 
COPELAND) J 0 ) NEWMAN) J R Houston Lighting & Pouer Co 
COPELAND. J 6 Baker (. Botts 00/07/11 Spp 


0007S309Sa Reoponse in opposition to applicant 800636 request for 
denial of Intervenor 000611 motion to compel Applicant & NRC 
did not raise timelg objections to intervenor due right to 
discovery U/supporting documents U Certificate of Sve 
MWiRACK. D Marrack.D RENTFRO. W Affiliation Unknoun 00/07/13 

6pp 


0007100432 Response to OF Doherty 19th request for documents Literatore 
on applicant turbine. NEDO 31.617 re analog transmitter trip 
unit sgs. Figures 15 1-38 3 r< 7 7-2 of F0AR t, other documents 
are available for insp fc copying Certificate of Eve end 
BIDDLE) C T ) NEWMAN) J R Houston Lighting & Pouer Co BIDDLE. C T 
Baker b Botts 00/07/15 4pp 


B007100260 Foewards FH Potthoff 000709 hand-serviced first set of 
interrogatories directed to Houston Lighting b Pouer 
BLACK. R L Hearing Branch 1 00/07/16 ip 


•8007180376 First set of interrogatories directed to Houston Lighting b 
Power Requests factual info re U fuel sources. costs. method 
of milling b stripping, si to b extent of mining b feasibility 
of marine biofarm for synthetic natural gas supply 
POTTHOFF. F H Affiliation Unknoun 80/07/09 Spp 


8007330004 Order advising that ABLD uill dismiss R Framson Contention 1 
b will permit litigation of JF Doherty Contention 11 Directs 
FH Potthoff to respond to applicant first intan ogatories by 
000739 Marrack motion to quash subpoena denied as mnut 
WOLFE) 0 J Atomic Safety and Licensing Board Panel 80/07/16 2pp 


B007S30S40 Partial response to FOIA request for 30 documents for use as 
intervenor in facility proceeding Foruards documents listed 
In App A No documents have been located subj to Items 1 b 3 
Search is continuing W/o ends 

FELTON.J M Division of Rules and Records 80/07/16 3pp 


0007230603 Objections to applicant b NRC schedule proposal given at 
600710 meeting Dates of responses re summary disposition b 
prehearing conference re financial qualifications, 
unreesonably early Questions reuniting of contentions 
BAKER. D Affiliation On known 80/07/16 Spp 


8007180436 Foruards notice of RL Black appearance b CP Woodhead 
withdrawal in procoeding 

BLACK. R L Hearing Branch t 80/07/17 4pp 


JB00782003I Response in opposition to JF Doherty 800637 motion for 
financial assistance from funds appropriated by Congress 
Forthcoming change in rules ui 1 t provide relief per 
Commission 791210 approval Certificate of 3vc end 
BOHINKl.a M Hearing Branch 3 00/07/17 4pp 


8007830199 Forwards NRC proposed schedule b NRC proposed revised 
schedule suggesting 000008 prehearing conferenre Tentative 
contentions end for prehearing framework re summary 
disposition b simplification of text 
BOHINKI.B M Hearing Branch 3 00/07/10 113pp 


0007240010 Partial response to JF Doherty 13th set of interrogatories 
Includes statements b dlscuasions re transport theory. rod 
drop accident b spent fuel pool loss of uater Explains fuel 
rod ballooning b swelling W/affidavlt b Certificate of Sve 
FIQON.C W Assistant Director for Licensing 00/07/31 30pp 


8007250424 Response to Potthoff 800716 motion for extension Of 
discovery Applicant ui H respond to untimely interrogatories 
b other discovery requests by 800731 Certificate of Sve 
enc 1 

COPELAND) J G . NEWMAN. J R Houston Lighting J< Pouer Co 
COPELAND. J 0 Baker t< Botts 80/07/31 App 


8007300116 Motion for preparation of stippl to FFS adequately assessing 
Class 9 accident impact Allnpos that FES will violate NEPA 
if Class 9 15 not addressed Urges review of environ 
contentions W/Certi f i cato of Sve 

SCOTT. J M Tei.xs Public Interest Research Group 80/07/21 Opp 


0007250703 Order scheduling 0OOS13-1A prnhearing conference in Houston. 
Ti Schedule for responses to motions for summary disposition 
b for testimony l< commencement of evidential y hearing will 
bo set during conference Contentions will be simplified 
WOLFE. B J Atomic Safety and Licensing Board Panel 60/07/32 3pp 


0007390002 Response to Potthoff first set of interrcgatorl oe Objects to 
majority of interrogatories on basis of irrelevancy 
Applicant has not commissioned study on marine bio farm 
feasibility to provide synthetic gos W/Certi f Icatc of Sve 
COPELAND. J 0 . NEWMAN. J R Houston Lighting t Pouor Co 00/07/33 
7pp 


8007390746 Order admitting defeirod contentions ro adequacy of 
emergency evacuation plans Directs consolidation of 
contentions b initiation of discovery by 000905 Bchoussler 
admitted as intervening party Defines actions re final rule 
L INENBERGER. 0 A. WOLF. S J Atomic Safety and Licensing Board Panel 
00/07/24 2pp 


0007300413 Response to Baker request for documents Host recent rate 
filing before TX Public Util Commission available for insp 
b copying Certificate of Bve end Related correspondonce 
COPELAND. 0 G I NEWMAN. J R Houston Lighting b Power Co 
COPELAND. J 0 Baker b Botts 80/07/34 3pp 


0007300449 Response to Doherty requests for admissions Admits presence 
of small blowdown load due to BUR pipe rupture Admits lack 
of automatic moans to place RHR sys in cooling made UI/ 

Certificate of Bve b affidavit Related corrospoudence 

COPELAND. J 0 Metropolitan Edison Co NEWMAN. J R Houston Lighting 

b Power Co COPELAND, J 0 Baker *< Botts 80/07/34 14pp 


0007300402 Response to 000709 inter rogotori es f< request for production 
of documents Includes info ro natural gas alternative, 
conservation b in torconiioe t. error in computer progrom b 
technical qual i f i cat lono Certificate of Sve end 

COPELAND. J 0 Houston Lighting b Piiwor Co COPELAND. J 0 Baker b 
Botts 80/07/35 3lpp 


8007300435 Response to 000706 interrogator 1 os f< requests for production 
of documonts Includes info ro mnvomont of liraios River 
touiord proposed pipeline route b max peak overpressure for 
each critical structure Certificate of Sve end 

COPELAND, J 0 Houston Lighting b Pouer Co COPELAND, J 0 Baker b 
Botts 00/07/25 17pp 


0007310094 Response to JM b M Bishop 000705 Intorrogatories b requests 
for production of documonts Identifies witnesses b 
Bummariiet substance of testimony Fertificate of Bve b prof 
qual i f tcotions end Related correspondcnco 
COPELAND. J G . NEWMAN, J R Houston Lighting b Power Co 
COPELAND. J G Baker b Botts 80/07/35 17pp 


0007310300 Response to JF Doherty 16th sot of interrogatories Submits 
info re qualification of welder b procedures for cadweldlng 
Describes scram reactivity function b coefficient Affidavit 
b Certificate of Sve end Related correspondence 
COPELAND, J 0 , NEWMAN. J R Houston Lighting t. Power Co 
COPELAND. J 0 Baker b Botts 60/07/35 25pp 


0007300397 Parti.il rosponse to fourteenth set of intorrogatories 
Includes info re application of North Anna cri teria. pressure 
vessel integrity b fracture toughness surveillance program 
CW Moon affidavit b Certificate of Sve end 

SOHINKI.S M Hearing Dranch 3 MOON, C W Assistant Director for 
Licensing 80/07/30 13pp 


0007300404 Partial response to flfteonth set of iriterrogatorios 
Includes info re contiol rod drift out. reson.mce parametars 
b gadolinia distribution in fur! pellets FW (loon affidavit 
b Certificate of Sve end 

SOHINKI.S M Hearing ODinch 3 MOON, f W Assistant Director for 
Licensing 80/07/20 15pp 



DOCKETED ITEMS 


300423 Rsspansp to i ntervf nDT'^ ' first sot of inierrogotor i fs re 

nancial iiual i f i cat ions SEFI Suppl S contains out-of-date 

fo HRC ulll present analysis uhen utii updates filings 

■•f qua 1 1 f icati onsr af f idavt t *< Certificate of Svc en< 1 

JN> C U Assistant Director for Licensing SDHINKIjS tl Hearing 

anch 3 BO/07/20 13pp 


300424 Response to jr Doherty 600706 second reiiucst for admissions 
nuts that HRC misstated info provided in Amenil Z to 
ilicatlen Discusses failure to scran on routine shutdoun 
Jul I^QO Affidavit b Certificate of Svc end 

jNi C W Assistant Director foi Licensing SDlClNKIiS H Hearing 
anch 3 aO/07/3Q 9pp 


310312 Partial responses to Tx PIRO in terroga ton es l< production of 

cunents Includes statements re FESiPRAR & QA program 

scusses reduction of occupational radiation eiposures 

’inst Reg Guide R 08 W/affidavlt t« Certificate of Svc 

iN. C W Assistant Director for Licensing BO/OT/29 37pp 


310473 Fdruiards HUREO-0594< ''Occupational Radiation Eiposure at 
nisercial Nuclear Pouier Reactors 1976i " re NRC B00729 
sponse to TX PIiRO interrogatories fc production of 
cunents U7a end 

4CK> R L Hearing Branch 1 D0/O7/30 Ip 


inera) correspondence 


30034B Requests change of addressee on NRC correspondence from 
Turner to OH Oprea<Jr Address is unchanged 
IEAj 0 H Houstdn Lighting fi Poiiier Co Q0/D7723 Ip 


DOCKET STN-90-40a HCLF CREEK GENERATING 8TATIDN 


A App 1 icat I on/c onst rue t i on stage documents << correspondence 


8007290046 Eudnmary of 000401 meeting u/utll In DethesdaiHO re review 
plans for utils OL applications 

LICITRArE A Licensing Branch 3 80704723 Spp 


8007230001 Forwards statement of policy re requirements to be met for 
current OL app 1 1 ca t ionsi as derived from NUREO-0660 ti found 
in NUHeO-0694 

EISENHUT.D 0 Division of Licensing 80706726 Spp 


8007170313 Discusses Dames & Moore & KS Oeologicsl Survey evaluatione 
of passible pop-up in floor of ultimate heat sink Pop-ups 
napped in floor are nonteetonlc i> pose no hatard to 
integrity pf saf ety-re la ted structures 
LEFEVRE.H Geosciences Branch 80707702 3pp 


— D00717D317 Forwards photographs of two minor pop-up features in upper 
part of Flattsmouth Limestone in ultimate heat sink 
eicavation at facility Concurs u7D Fenster It site geologists 
that pop-ups were caused by differential thermal eipanslon, 

HILSOM, F H Kansas. Univ of 00706702 7pp 


B007300337 Forwards Union Electric It KS Gas It Electric responses to 
NRC questions re facility design It const QA programs Revised 
QA programi 1 near porat {ng util commitments It agreementsi wi 11 
be available within 90 days 

SEIKENiS J Nuclear Power Plant Standards Committee 80707728 
24 pp 


0007300511 Forwards info It drawings re Categorij i masonry wallttin 
T 50-467 ALLENS CREEK NUCLEAR STATION. UNIT 2 response to B0072I Itr Calculations entl 

____________ — ___ FETRICK.N A Standard lied Nuclear Unit Pouier Plant System 

Ijudicatory correspondence 80707729 79pp 


110243 Forwards Commission 800527 menioTanduni h order containing 
risions on UCS 780302 petition for reconsideration of 
1413 memorandum It order UCB 771104 petition taught action 
fire protection for electrical cables 
lENHUr, D G Division of Licensing 80706725 e9pp 


130246 FOIA request far 20 dacuments for use as intervenor in 
llity proceeding 

lERTV. J r Doherty. J F 80706727 4pp 


30240 Partial response to FOIA request for 20 documents for use as 
ervenor in facility proceeding Forwards documents listed 
App A No documonts have been located subj to Items 1 1. 2 
ireh is continuing H7o one Is 

-TONtJ M Division of Rules and Records 80/07716 3pf 


— B007300914 "Architectural AoilHary It Reactor Bldg Floor Plan. 
Elevation 1,974 Ft " 

» Bechtel Corp 10466 77704704 ip 


— 8007300317 "Architectural Auiiliary I, Reactor Bldg Floor Plan. 
Elevation 2.000 Ft " 

* Deehtel Corp 10466 79704704 Ip 


— 8007300520 "Architectural Auiiliary 1. Reactor Bldg Floor Plan. 
Elevation 2.026 Ft " 

* Bechtel Corp 10466 79711/05 Ip 


—8007300521 "Architectural ‘ CHU Mall Penetrati otisi Auxilary Bldg 
* Bechtel Corp 10466 79/04/14 Ip 


neral correspondence — 8007300522 "Architectural Auxiliary I. Reactor Bldg Floor Plan. 

Elevation 2.047 Ft. 6 Inches " 

a Bechtel Corp 10466 79704704 Ip 

IQ0348 Requests change of addressee on NRC cerrespandence from 
Turner to OR Oprea. Jr Address is unchanged 

!EA.Q W Houston Lighting 6 Power Co D0707/23 Ip —8007300524 ’’Architectural CMU Mall Penetrations, Control Bldg • 

* Bechtel Corp 10466 79708719 Ip 


T 30-471 PILGRIM NUCLEAR POWER STATION, UNIT 2 


plication/construction stage documents t< correspondence 


3D00J Forwards statement of policy re requirements to be met for 
rent OL app 11 cations, as derived from NUnEO-0660 ft found 
NUREO-0694 

lENHUT. D 0 Division of Licensing 80706/26 2pp 


judicatory correspondence 


10243 Forwards Commissi an 800927 memorandum It order containing 

isions on UCS 780502 petition for reconsideration of 

'413 memorandum fc order DC9 77U04 petition sought action 

fire protection for electrical cables 

ENHUTtD 0 Division of Licensing 80706/23 B9pp 


ion reports, IE Bulletins It coTrespondenee 


Reporting of Info In 
required 
e Bi rector 


— 8007300586 "Architectural Auxiliary It Reactor Bldg Floor Plans. 
Elevations 1,908 Ft. I , 909 Ft k 2.013 Ft, 6 Inches " 
a Bechtel Corp 10466 79704704 Ip 


— 0OO73OO52B "Architectural CMU Wall Penetrations. Control Bldg It 
Communication Corrider " ' 

• Bachtel Corp 10466 80701723 Ip. 


— 0007300529 "Arch Itec tura t Auxiliary Bldg, Stairs A-1 li A-IA. Plans 1. 
Bnetions " 

» Bechtel Corp 10466 78/10704 Ip 


— 0007300533 "Arch itec tural, CMU Wall Penetra tions. Control Bldg ti 
Communication Corridor " 
a Bechtel Corp 10466 79703/29 Ip. 


— 8007300934 "Arc h 1 tec tur al . Aux I li ary Bldg, Btalr A-2, Plans ti Beetlons “ 
* Bechtel Corp 10466 70/10704 Ip 


--B00730053S "Architectural CMU Hall Penetrat ions, Control Bldg ti 
Communication Corridor ” 

♦ Bechtel Corp 10466 80/03713, Ip 


-aOOTGOObSA "Arch i tec tura 1 . Aux 1 1 lory Bldg, El evator2, Plans ti Sictions. 
e Deehtel Corp 10466 78710/04 Ip 


DOCKETED ITEMS 
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— B007300938 "Arehttaetural CMU Hall PenetratJonsj Control Bldg V 
Conaunication Corridor “ 
a Bachtal Corp 1046<I 79/03/39 Ip 


— B007300539 "Architectural ’ CMU Wall Penetrations. Control Bldg 
CoMMunlcatlan Corridor " 
a Bochtal Corp lOAbb BO/03/09 Ip 


— B007300S40 "Architectural Control t Diesel Oenerator Bldgs ti 
Connunication Corridor. Floor Plano. Elevations 1.974 {< ti9B4 
Ft " 

a Bochtel Corp 10466 70/09/11 Ip 


■B00730094Z "Architectural Control h Diesel Oenerator Bldgs & 
Coemunication Corridor. Floor Plans. Elevations 2,000 ti 3.016 
Ft. " 

a Bechtel Corp 10466 79/04/04 Ip 


-^8007300343 "Architectural CHU Wall Penetrations. Control Bldg. 
Connunication Corridor ti Raduaste Bldg " 
a Bechtal Corp 10466 fiO/03/13 ip 


■B007300S46 "Architectural Control l< Diesel Oenerator Bldgs tr 
CoBfliiinication Corridor. Floor Plans. Elevations 3.033 6 3.047 
Ft “ 

a Dachtal Corp 10466 79/04/04 Ip 


— 0007300547 "Architectural General Masonry Details 
« Bechtal Corp 10466 Sa/01/3B Ip 


— BOO730O949 "Architectural control Bldg fc Comniuni cation Corridor Floor 
Plan. Elevations 3.073 Ft. 6 Inches ti Roof Plan, El evat ion 
B.0B7 Ft, 2 Inches " 

« Bechtel Corp 10466 79/04/04 Ip 


— B0073DOS31 "Architectural General Maoonrg Details 
a Rachtol Corp 10466 79/10/32 Ip 


— 8007300934 "Architectural Access Control Floor P Ian, El evat Ion 1.984 
Ft ■ 

a Bechtel Corp 10466 70/00/39 Ip 


D0073D0396 "Architectural Access Control 6 Control Room Areas. Interior 
Elevations " 

a Bachtel Corp 10466, 79/04/19 Ip 


—9007300359 "Architectural, Control Bldg b Communication Corridor. 
Miecellanaous Details t< Stairs C-S. CC-2 6 CC-3 " 
a Bechtel Corp 10466 79/03/07 tp 


— 8007300362 "Architectural Hot Lab Ei)uipmant b Furniture Layout, 
Elevations b Detai Is, Elevation 1,9B4 Ft " 
a Bechtal Corp 10466 70/09/13 Ip 


— 8007300364 "Architectural Computer Room b Control Room Detailed Floor 
Plane, Elevation 2.047 Ft. 6 Inches " 
a Bechtel Corp 10466 80/01 /3B Ip 


—8007300866 "Architectural Control Bldg, Stair C-l, Plans b Section 
a Bechtal Corp 10466 70/08/34 Ip 


-B0073D096B "Architectural Communication Corridor. Stair CC-1, Plans b 
Section " 

a Bachtel Corp. 10466 80/01/07 Ip 


— 8007300370 "Architectural Elevator 1 Communication Corridor Plans, 
Sections b Details " 

a Bechtal Corp 10466 80/02/36 Ip 


F Security, medical, emergency b fire protection plans 


8007110137 Informs that responses have not boon received to Enel 1 of 
800320 renuest for addl info on OA program for fire 
protection 

YOUNGBLOOD, B J Licensing Branch 1 80/06/30 3pp 


0 Adjudicatory correspondence 


8007310243 Forwards Commission 800327 memorandum b order containing 
dacislons on UCS 780S02 petition for reconsideration of 
780413 memorandum b order UCS 771104 petition sought action 
ra fire protection for electrical cables 
EIBENHUT, D Q Division of Licensing 80/06/23 B9pp 


8007230140 Forwards final response to 791102 1 tr re concerns on 
facility Areas of response include eitendod time for 
Commission d ec i s i an, 1 oc ati on b condition of PDR in 
Burlington, KS b corruption allegations 

BTELLO.V Office of Inspection b Enforcement, Office of the 
Director 00/07/03 3pp 


— 8007220146 Advises that Commissioners Kennedy b Hendrie b Chairman 
Ahearne agree that Director's decision re const activities 
need not be reviewed Commissioner Bradford preferred 
Commission to make revieu Problems sj/contractor sited 
CHILK. 8 J Office of the Secretary of the Commission 80/03/31 

ip 


— 8007320154 Requests reason forr time extension for investigation Into 
revoking CP for proposed facility Suggests transfer of LPDR 
to more accessible library NRC should not depend hn util to 
rept Internal personnel corruption 
WHITE, T Affiliation Unknouin 79/11/03 2pp 


H General correspondence 


80072S0633 Responds to 790904 1 Lr to DOE re const problems at 
facility NRC 790718 1 tr to Christy attempted to dispel 
concern rc adequacy of concrete in base mat Ltr from KS 
State Bldg Trades Council end In support of NRC position 
BTELLO.V Office of Inspection b Enforcement. Office of the 
Director 80/07/07 6pp 


— 8D073S0649 Responds to KS Statu Bldg b Const Trades Council 790900 ltr 
No NRC base mat acceptance decisions wore based on concrete 
samples made from base mat test mli Structure will meet 
intended safety function Related dnci, mentation end 
STELLO. V Office of Inspection b Enforcement. Office of the 
Director 77/10/03 14pp 


M Antitrust correspondence 


8007250698 Requests util suppl antitrust info submitted U/B00S06 ltr 
Requests response within 30 days 
NASH. D Utility Finance Branch 80/07/08 3pp 


0007230347 Forwards FR notice of receipt of info for antitrust review 
of QL application Notice will ho published simultaneously in 
listed newspapers b trade journals 

YQUNGBLDDB. n 0 Licensing Branch 1 8()/07/)0 3pp 


— 0OO7S3O552 Notice of receipt of info for antitrust review of OL 
application 

VQUNQDLQDD, B J Liconsing Branch 1 00/07/10 2pp 


6007280013 Forwards FR notice re receipt of info for antitrust review 
of 8L application, 

YOUNGBLOOD. B J Licensing Branch 1 80/07/10 Ip 


8007280015 Forwards FR notice of receipt of Infp for antitrust review 
of OL application 

YOUNGBLOOD, B J Licensing Branch 1 80/07/10 Ip 


0, Insppctien reports. IE Bulletins b Lorrespendence 


8007250321 Forwards IE Info Noliee 80-12, "Instrument Failure Causes 
Opening of PQRV b Block Valve " No spcdfli action or 
response necessary 

BEYFRIT,K V Region 4. Dallas, Office of the Director 80/03/31 

Ip 


0OO7H4O913 Forwards IE Info Notice 80-21. "Anchorage b Support of 
Safety-Related Electrical Equipment " No written response 
required 

BEYFRIT.K V Region 4. Dallas, Office of the Director 80/09/16 

Ip 


8007070083 Forwards IE Insp Rept 50-483/80-08 on 800407-11 b 28-39 b 
notice of deviation 

BElDLEi W C Region 4. Dallas, Reactor Construction b Engineering 
Support Branch 80/05/33 3pp 


— 8007070097 Notice of deviation from insp on 800407-11 b 20-29 
e Region 4, Dallas. Office of the Director 80/05/22 ip 


—8007070091 IE Insp Rept SO-403/BO-O0 pn 800407-1 1 b 28-29 

Noncompliance noted failure to designate cable tray for use 
in Class IE t< ll/I as safety-related 

CROSSHAN. W A , QBERO. C R , MARTIN,!. E Region 4, Dallas. Office of 
the Director 80/09/32 Itpp 
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B0071101B7 Foiuards IE IiTip Rept 3D-4a2/S()~09 on □00429-0502 fc notice 
of violation 

SEIDLE 4 U C Region 4< Dallas- Reactor CnnotTOC tion t Engineering 
Support arancS 60/05/23 2pp 


•“8007110192 Notice of violation from i nsp on 600429-0502 

« Region 4- Dallas. □fPicc of the Director 60/05/22 3p p 


—0007110190 IE Insp fiept 50-482/00-09 on 800429-0502 None amp 1 i anc e 
noted Improper storage of sa f etg-r elat e d i terns, fai lure to 
identify none onf 11 Tilling conditions N failure to provide 
adequate test procedures 

CROSS NAN. U A > DQERQ. C R . TAPIA. J I Region 4> Danas, Office of 
the Director 60/05/22 9pp 


0007030259 Foruards IE Info Notice 60-22, "DrcaJi douns In Contamination 
Control Programs " No lentten response required 

BEVFRIT.K V Region 4. Dallas, Office op the Director 00/05/38 

Ip 


800721034B Foruards IE Circular 60-13, "Ond Strap Damage in 
Idestinghousc Fuel Assemblies *' No iiiritton response required 
SEVFRIT.X V Region 4, Dallas. Office of the Director 00/05/28 
IP 


B007010025 Foruiards IE Info Notice 60-23, "Loss of Suction to Emergent g 
Feeduatcr Pumps " No urltten response required 

SEYFHIT.K V Region 4, Dallas. Office of the Director 80/05/39 

Ip 


8007010163 Responds to IE Qulletln 79-20. "Passible Malfunction of 
NAtiCO Model EA130 Limit Switches at Elevated Temps “ Top 
cover gashets on switches w/app 1 1 cab 1 e date codes will be 
replaced on valves listed in encl 

PETRtCK.N A Btandardiied Nuclear Unit Power Plant 8gstem 

80/06/02 2pp 


8007100441 Responds to IE Dulletin 00-05, "940000 Condition Resulting 
in Damage to Chemical 9ol Cnntrol Sgs (CVCS) Holdup Tanks " 

SNUPPS recgcle holdup tanks do nut depend on pressure 

regulators to compensate far level variations 

PETRlCHiN A Standardlied Nuclear Unit Power Plant Sgsten 

80/06/06 2pp 


8007170673 Forwards IE Circular 80-14, "Radioactive Contamination of 
Plant Demlnern 1 1 led Mater Sgs ti Resultant Intornal 
Contamination of Personnel " No written response required 
SEYFRIT.K V Region 4. Dallas. Office of the Director 80/06/24 
Ip 


8007330373 Forwards IE Bulletin 80-16. "Potential Hisapp lication of 
Rosemount Inc Models 1151 b 1152 Pressure Transmitters 
U/Gtther A or D Output Codes " Mritten response required 
IE Circular 80-16 also end No written response required 
8EYFRIT,K V Region 4. OaUas, Office of the Dlreetar 80/06/S7 
Ip 


8007390013 Ac k receipt of 800634 1 tr informing NRC of stops taken to 
correct violations noted in IG Insp Rept 30-483/80-09 
SEIDLE.M C Region 4. Dollasr Reactor Censtruetlon 6 Englnoarlng 
Support Branch 80/07/09 Ip 


— B0072900I7 Responds to NRC 800523 1 tr re violations noted in IE Insp 
Rept 50-483/80-09 Corrective actions Daniel mechanical 
supervision instructed bg const manager re NP-I-OI 
procedures 

K.0ESTER.0 L Kansas Oas h Electric Do 00/06/24 4pp 


0 Reportable occurrences. LERs t< rela-ted correspondence 


8005090053 Interim deficiency rept re Ruskin vertical fire danpers.Ouc 
to problems identified after B0031S rept.addl design mods 
are required for dampers tt will be described by 000515 
PETRICK, N A Standardi led Nuclear Unit Power Plant System. 

80/04/03 2pp 


8007030063 PNa-lU-80-022 on 8D06I0, five craftsmen were terminated as 
result of investigation by site mgt << Level 1 QC civil 
inspector terminated for entry of false test Info 

OBERO. C R . CRQSSHAN.U A Region 4, Dallas. Office of the Director 
00/06/11 3pp 


&00721004B Act receipt of 800613 final deficiency rept re Bunker Remo 
Carp electrical penetration ascembl i os. Rept will be reviewed 
6 evaluated 

CARLSON, R T Region 1, Phlladelphio, Reactor Operations Nuclear 
Support Branch 80/06/25 ip 


8007SSD109 Forwards IS Info Notice 30-26. "Evaluation of Contractor 
OA Programs " No written response required 

SEYFftIT.K 9 Region 4, Dall.is. Office of the Director 60/06/10 

*P 


8007160384 Forwards IE Info Notice 30-27, "Degradation of Reactor 
Coolant Pump Studs ” No specific action or response 
requ ired 

SEYFRIT.K V Region 4, Dallas, Office of the Dlractor 60/06/11 

ip 


6007390066 Forwards IE Info Notice 60-20, “Prompt Reporting of Info 
Accordance U/ICCFRSO 551 el “ No written response required 
SEYFRIT.K V Region 4. Dallas, Office of the Director 60/06/13 

Ip 


in 


0007030378 Responds to IE Bulletin BO-09, “Hydramotor Actuator 
Deficiencies " Two safety-related uses of ITT General 
Contrnls Models AH-90 *t NH-90 senes hydramotor actuators 
have been identified ITT is testing actuators 
PETRICK, N A Standardiied Nuclear Unit Power Plant System 
80/06/16 Ip 


e0073B0734 Forwards It Insp Rept S0-4B2/R0-11 on 800527-30 & nattce of 
violation 

5EIDLE, M C Region 4. Dallas. Reactor Construction li Engineering 
Support Branch 00/06/17 2pp 


--B00728072B Notice nf violation from insp on 800527-30 

a Region 4, Dallas, Office of the Director 00/06/13 Ip 


50-403/80-11 on 600527-30 Noneomp I lane e noted 
atlnn welds in accordance w/NE-4000 

“ of the 

ruction N 


Pump 


/20 


8007310331 Ack receipt of B00606 interim deficiency rept re centrifugal 
charging pump operation following secondary side high energy 
line rup ture Rept will be reviewed R evaluated 
CARLSON, R T Region 1, Philadelphia, Reactor Operations Nuclear 
Support Branch 80/06/26 Ip 


B007070325 Discusses 000620 rept of potential deficiency re aseeteivt 
pressure in feedwater lines folio wing postulated high energy 
line break Eicessive pressure docs not constitute deficiency 
per 10CFR50 55e 

PETRICK, N A Standardiied Nuclear Unit Power Plant System 
60/06/30 1 p 


8007290245 Ack receipt of B006I2 Itr re pipe support sway strut 
deficiency Rept eipected by 600731 

CARLSON, R T Region 1, Philadelphia, Reactor Construction fc 
Engineering Support Branch 80/07/03 Ip 


— 80072902S4 Confirms SD06I1 tel con requesting estenslon until 600731 to 
submit rept of significant deficiency re pipe support sway 
struts Addl time required for forth er engineering 
examination ti study 

8EIKEN, 0 J Btandardiied Nuclear Unit Power Plant System 
80/06/13 tp 


8007310297 Ack receipt of 800630 final deficiency rept re postulated 
feedwater lino piping break 

CARL80N,R T Region 1, Philadelphia. Reactor Construction it 
Engineering Support Dranch 80/07/11 Ip 


— 8007310302 Deficiency rept re postulated feedwater line piping break 
Excessive peak pressure c ale ulat ions performed by Bechtel 
considered part of normal design evolution Does not consider 
matter reportable par lOCFRSO SS<o) 

PETRICK, N A Standardized Nuclear Unit Power Plant System 
80/06/30 ip 


8007290590 Final deficiency rept re generic deficiencies in Corner fc 
Lada. Inc pipe support sway struts Onsite insp fc/nr tests 
will assure that assemblies are acceptable for use Corner 
fc Lada generic rept encl 

PETRICK. N A Btandardiied Nuclear Unit Power Pl.mt System 
00/07/34 9pp 
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U Congrstf lonal/ExttCutIv* Correspondence 


QDO711094& Rosponds to S00916 Itr re delays in DL application revieus 
Full review schedules are beinp developed tor llcensins of 
docketed applications Delays resulted Proro Thi-S accident 
Al£AR»e. J F CoKimissian go/06/S3 Ip 


~B007110992 Responds to 800916 Itr re delays in OL application revieus 
Full review schedules are being developed for licensing of 
docketed applications Delays resulted from TKI-2 accident 
AHEARNE. J F Commission 80/06/S3 Ip 


--8007I10S66 Responds to 600916 Itr re delays In OL application reviews 
Full review schedules are being developed for licensing of 
docketed applications Delays resulted from THI-S accident 
AHEARNE. J F Commission BO/06/83 Ip 


— 6007110966 Responds to 800516 Itr re delays jn OU application reviews 
Full review schedules are being developed for licensing of 
docketed applications Delays resulted from tMI- 8 accident 
Al«ARNEiJ. F Comnlssion BO/06/23 Ip 


-6007110971 Discusses concerns about delays in NRC review of OL 
applications NRC failure to carry-out review in timely 
swnner increases cost of electricity supplied to 
constituents 

EAOLETDN>T. F • DANFORTH. J C . KASSEQAUM. N L Senate 60/05/16 

4pp. 


DOCKET BTN-90-4B3 CALLOWAY PLANT. UNIT 1 

A. Appltcation/construction stage documents 6 correspondence 


8OO7890046 Summery of 800401 meeting w/util in Betheada.lfD re review 
plans for utils OL applications 

LIClTRA.E A. Licensing Branch 3 B0/O4/S5 9pp 


—3007300331 "Arch i tre tural CMU Mali Penetrations. Auil lary Bldg 
e uechtel Corp 10466 79/04/11 Ip 


■ — 6007300583 "Architectural Auiiliary f< Rear tor Bldg Floor Plan. 
Elevation 2.047 Ft. 6 Inches " 

* Bachtel Coi p 10466 79/04/04 Ip 


— 6007300524 "Arch itec tural CMU Wall Penetrations. Control Bldg " 
* Dochtel Corp 10466 79/0B/19 Ip 


— 8007300326 "Arihi toc tural Au>ili<try tt Reactor Bldg Floor Plans. 
Elevations 1.968 Ft. 1. 969 Ft h 3.013 Ft. 6 Inches ■■ 

* Dechtoi Corp 10466 79/04/04 Ip 


— 8007300526 "Architectural CHU Wall Penetrations. Control Bldg t 
Communication Corridor " 

• Dechtel Corp t0466 60/01/21 Ip 


— 6007300529 "Architectural Ao«lU.iry Bldg. Stairs A-1 b A-IA. Plans b 
Sections " 

* Bechtel Corp 10466 76/10/04 Ip 


— 8007300533 "Architectural CMU Wall Prnetr.itlons. ( ontrol Bldg b 
Communication Corridor " 

• Bechtel Corp 10466 79/03/89 Ip 


— B007300534 "Arc hi tec tural Auiiliary Bldg. Stair A-2. Plans & Sections " 
« Bechtel Corp 10466 78/10/04 Ip 


—8007300539 "Arch 1 tec tural CHU Woll Penetrations, Control Bldg b 
Communication Corridor " 

* Bechtel Corp 10466 00/03/13 tp 


>■-8007300536 "Architectural Auxiliary Bl dg. Elevators. Plans b Sections " 
e Bechtel Corp 10466 7B/10/04 ip 


B0O7100379 Forwards Bschisl ropt BLUE~700 b Daniel Inti Corp 600589 
talcon record sheet b QC Proeodure ClCP-507< Revision 9. per 
NIC 800929 reiiuest for eddl Info on embed rept Number of 
•■beds Involved to be determined by Uul 1980 
8CHNELL. D P Union Electric Co 80/06/19 40pp 


BOO7140974 Confirms B0D6S6 meeting w/utll in Olen Ellyn, IL to discuss 
proposed rsorganliotion of Daniels Inti QA/OC function 
KEPPLER. U. 0 Region 3. Chicago, Office of the Director 60/06/24 

ip 


6007830001 Forwards statemont of policy ro requirements to be met for 
current OL app It eat ions. as derived from NUREO-0660 b found 
In NURE0-d694 

EIBENHUT.D 0 Division Of Licensing 80/06/26 8pp 


8007290034 Declines B00616 invitation to attend State of HO Dept of 
Natural Resources 800716 public hearing re NPDE8 application 
due to prior commitments Requests copy of hearing testimony 
OENTDN.H. R Office of Nuclear Reactor Regulation. Director 
60/07/21 8pp 


"8007300936 "Architectural CMU Wall Penetrati one. Control Bldg b 
Communication Corridor " 

* Bechtel Corp 10466 79/03/29 ip 


—8007300339 "Architectural CHU Wall Penetriit ions. Control Bldg b 
Communication Corridor " 

« Bachtel Corp 10466 60/03/05 Ip 


— 6007300540 “Architectural Control b Diesel Oonerator Bldgs b 
Communication Corridor. Floor Plans, Elevations 1.974 b 1,904 
Ft " 

* Bechtel Corp 10466 78/09/il Ip 


— B007300S42 “Architectural Conti ol b Diesel Generator Bldgs b 
Communication Corridor. Floor Plans. Elevations B. OOO b 2.016 
Ft " 

» Bechtel Corp 10466 79/04/04 Ip 


—6007300543 "Architectural CMU Wall Penetratl ons. Control Bldg, 
Communication Corridor b Raduaste Bldg " 

• Dechtel Corp 10466 60/03/12 Ip 


-8007290030 Invites NRC participation in 800716 public hearing re NPDE8 
application Legal notice of meeting end 
LAF6ER.F A Missouri. State of 60/06/16 2pp 


0007300337 Forwards Union Electric b K8 Gas b Electric responses to 
NRC questions re facility design b const OA programs Revised 
OA progroM. incorporating util commitments b agreements. will 
ba available within 90 days 

BEIKEN.6 J Nuclear Power Plant Standards Committee 80/07/26 
24pp 


8007300911 Forwards info b drawings re Category 1 masonry walls, in 
response to 8C0721 Itr Calculations encl 

PETRICK. N A Standardl led Nuclear Unit Power Plant Syotom 
80/07/29. 79pp 


—8007300914 "Architectural Auxiliary b Reactor Bldg Floor Plan. 
Elevation 1.974 Ft " 

a Bechtel Corp 10466 79/04/04 ip 


— B007300917 "Architectural Auxiliary b Reactor Bldg Floor Plan. 
FI ovation 8.000 Ft " 

# Boch'tel Corp 10466 79/04/04 Ip 


—8007300920 "Architectural Auxiliary b Reactor Bldg Floor Plan. 
Elevation 2,026 Ft " 

» Bechtel Corp. 10466 79/11/09 Ip 


—8007300946 "Architectural Control b Diesel Generator Bldgs b 
Communication Corridor. Floor Plans. Elevations 8.032 b 2.047 
Ft " 

* Bechtel Corp 10466 79/04/04 Ip 


—8007300947 "Architectural General Masonry Details 
* Bechtel Corp 10466 00/01/2(3 Ip 


— 8007300549 "Architectural Control Bldg b Communication Corridor Floor 
Plan. Elevations 2.073 Ft. 6 Inches b Roof Plan. Elevation 
2.087 Ft. 2 Inches " 

» Bechtel Corp 10466 /9/04/04 Ip 


—6007300591 "Architectural General Masonry Details 
* Bechtel Corp 10466 79/10/82 Ip 


—8007300554 "Architectural Access Control Floor Pl.in. Elevation 1.964 
Ft " 

* Dochtel Corp 10466 76/08/29 Ip 


— 8007300956 "Architectural Access Control b Control Room Areas. Interior 
Elevations " 

* Bechtel Corp 10466 79/04/19 Ip 


—8007300539 "Architectural Control Bldg b Communication Corridor. 
HI scolloneous Details b Stairs C-2i CC~2 b CC-3 " 

* Bechtel Corp 10466 79/03/07 Ip 
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— 80073005A2 “ Art M te c t ura 1 Hot Lab Equipment & FurnltuTB Layout. 
Elevations & Da tailsj Elevation 1>984 Ft '* 

•» Beclitel Corp 10A66 7B/09/13 Ip 


— 8007300964 “Art b i tec tural Computer Flooir 4( Control Room Detailed Floor 
Plansi El avati on 3^047 Ftt6 Inches " 

« Bechtel Corp 10466 00/01/20 Ip 


— 8007300966 "Architectural Control B]iJg<atalr C-l< Plana S< Section " 
« Bechtel Corp 10466 7B/0B/24 ip 


— 8007300566 "Architectural Common J cat i on Cor r 1 dor > Sta Ir CC-li Plans b 
Section " 

* Bechtel Corp 10466 BO/01/07 Ip 


— 8007300570 “Architectural Elevator 1 Communication Corridor Plansi 
Sections b Details " 

• Bechtel Corp 10466 BO/02/36 Ip 


F Securl tija medical, eraeriiency £< fire protection plans 


6007110154 Informs that responseH have not been received to Enel 1 of 
600320 request for add! info on OA proflram for fire 
protection 

YOUHGBLaOD.B 0 Licensing Branch 1 60/06/30 2pp 


B007150534 Informs that guard training plan required by 10'CFn73i App B. 
uill be submitted by 801101 

DR/AN. JK Union Electric Co 80/07/08 2p p 


0 Adjudicatory correspondence 


8007310243 Forwards Commission 600527 oiBoiorandura tt order contalninB 
decisions on UC3 70O-5O2 petition for reconsideration of 
780413 memorandiim 8. order UCB 771104 petition sought action 
re fire protection for electrical cables 
EISENHUT. D G Division of LicenaiinB 80/06/29 S9pp 


H General corrospondenc o 


a0O7S?O0B5 Responds to 800328 1 tr Prom Lawson. M8 school students ta 
President Carter re adequacy of qualifications of personnel 
designing plant Certain design activities failed to meet 
NRC requirements Util corrective actions under review 
DIRCKS.U J Office of the Eiecutivo Director for OperatiDns 
80/05/30 Ip 


6007280070 Responds to end 800904 1 tr to President Carter re nuclear 
energy Use of both coal & nuclear power necessary to free US 
of overdependence on fareigr) ell President Carter 791207 
press release ft energy plan end 

DENTON. H R Office of Nuclear Reactor Flegulation. Director 
B0/O6/27 22pp 


O Inspection reports. IE Bulletins te correspondence 


8007140922 Forwards IE Insp Rept 50-4B3/BO-1 2 on 800407-25 b notice 
of violation 

FlORELLtiQ Region 3< Chicago. Reactor Construction b Engineering 
Support Branch 80/09/19 2pp 


— 8007140526 Notice of violation from insp on 800407-25 

» Region 3. Chicago. Office of the Oirector 80/05/16 Ip 


—8007140541 IE map Rept 50-493/80-12 on 800407-25 Nnneomp 1 lance nnted 
failure to assure that applicable regulatory requirements 
are correctly translated into drawings, procedures It 
Instructions 

KNOP. R C • HANBENiH A Region 3. Chicago. Office of the Director 
eO/OS/16 Bpp 


8007210401 Forwards IE Circular 60-13. "Grid Strap Damage in 
Westinghouse Fuel Assemblies ” No written response required 
HEfPLER. J Q Rcglpn 3. Chicago, Office of the Director 60/05/28 
Ip 


6007010123 Forwards IE Info Notice 60-23. ‘'Loss of Suction to Emergency 
Feedwater Pumps " No written response required 

KEPPLER.J 0 Region 3, Chlcagr, Office of the Director. 80/05/29 

Ip. 


BQO7O10I68 Responds to IE Bulletin 79-20. ''Possible Malfunction of 
NAMCO Model EA160 Limit Switches at Elevated Temps '* Top 
cover gaskets iin switches w/appl icablp date cades will be 
replaced on valves listed in end 

PETRICK.N a Staradardi j ed Nuclear Unit Power Plant Busten. 

80/06/02 2pp 


B0O7I50017 Fnruiards IE Insp Rept 50-403/80-13 on 800906-09. No 
noncompl iance noted 

FIOIRELLI.O. Region 3. Chicago. Reactor Construction b Engineering 
Support Branch 80/06/04 Bpp 


— 8007150023 IE Insp Rept 50-483/00-13 on 800506-09 No noncoapliance 
noted Major areas inspected followup of lOCFRSO S5e repts b 
procedures b work on seal welds for control rod drive 
mechan i sms 

ERH.C A I VARDEU. T E . KNDP. R C Region 3. Chicago. Office of the 
Oirector BO/06/04 Hpp 


B007100441 Responds to IE Bulletin 80-05, “Vacuum Condltldn Resulting 
In Damage to Chemical Vo 1 Control Sys <CVC8) Holdup Tanks " 

BNUPPS recycle holdup tanks do not depend on pressure 

regulators to compensate for level variations 

PETRICK, N A Btandordiied Nuclear Unit Power Plant System. 

80/06/06 2pp 


6007210116 Forwards IE Tnsp Rept 50-483/60-10 on 800326-27 I. 0902. No 
noncompl lance noted 

XEPPLER.J 0 Region 3. Chicago, Office of the Oirector 80/06/10. 

2pp 


—8007210129 IE Insp Rept 50-483/80-10 on 600326-27 b 0502 No 
noncompl iance noted Major areas Inspected allegation of 
detection of weld crack in section of stainless steel pipe 
leading from accumulator tank 

BURTON. R M , HANSEN. M A , NORELIUS.C A Region 3. Chicago. Office 
of the Director 80/06/09 7pp 


6007220222 Forwards IE Info Notice BO-26. "Evaluation of Contractor 
QA Programs '' No written response required 

KEPPLER.J 0 Region 3, Chicago, Office of the Director 60/06/10 

If 


8007160200 Forwards IE Info Notice 80 27, "Degradation of Reactor 
Coolant Pump Studs " No specific action or response 
required 

KEPPLER.J 0 Region 3, Chicago, Office of the Director 80/06/11 
Ip- 


8007280628 Forwards IE Info Notice 60-28. "Prompt Reporting of Info in 
Accordance M/10CFR90 5Die) " No written response required 
KEPPLER.J 0 Region 3, Chicago, Office of the Director 80/06/13 
Ip 


8007020376 Responds to IE Bullatin 60-09. "Hu drama tor Actuator 
Deficiencies " Two safety-related uses of ITT General 
Controls Models AH~90 b NH-90 series hydramolor actuators 
have been Identified ITT is testing actuators 
PETRICK.H A Standardized Nuclear Unit Power Plant SysteM 
80/06/16 Ip 


8007100436 Forwards ezhibits which were omitted from IE Insp Rept 
50-483/80-10 

KEPPLER.J 0 Region 3. Chicago. Office Of the Director 80/06/17 
13pp 


B007020570 Forwards IE Circular 80-15, "Loss of Reactor Coolant Puap 
Cooling b Natural Circulation Cooldown " No written response 
required 

KEPPLER.J 0 Region 3. Chicago, Office of the Oirector 80/06/20 
Ip 


8007170516 Forwards IE Circular 80-14. "Radioactive Contamination of 
Plant Oemlneral i led Mater Sys b Resultant Internal 
Contamination of Personnel " No written response required. 

KEPPLER.J G Region 3> Chicago. Office of the Oirector 80/06/24. 
ip 


8007300131 Forwards IE Insp Rept 50-483/80-16 on 800610-12 No 
noncotnplianco noted 

FIORELLl.O Region 3, Chicago. Reactor Construction b Englnoering 
Support Branch 80/06/24 2pp 


— 8007300157 IE Insp Rept 90-483/80-16 on 800610-12 No noncorsp liance 
noted Major areas inspected followup of lOCFRSO 5S(e> repts 
& unresolved Item 

HESCOTTrH M , OALLAOHER, E J . KNOP. R C Region 3. Chicago, Office 
of the Director 80/06/24 3pp 


8007300160 Forwards IE Insp Rept 50-483/80-15 on 800501-30 b notice of 
violation 

FIORELLl.O Region 3. Chicago, Reactor Construction b Engine'ering 
Support Branch 80/06/24 2pp 


— 8007300164 Notice of violation from insp on 800501-30, 

a Region 3. Chicago, Office of the Director 80/06/23 ip 
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•■HKX)730O169 IE Imp Rept 50-483/60-13 on 600301-30 Noncamp I lance noted 
failura to asiuro that electrical components stored in place 
ware iProperlvi protected from damage or deterioration 
HAN8CN.H A . KNOPiF) C Region 3. Chicago. Office of the Director 
B0/0&/83 llpp 


B007830343 Forwards IE Bulletin 00-16. "Potential Hi sapp 1 ication of 
(toaaMount Inc Models tlSl & 1152 Pressure Transmitters 
M/Eithar A or D Output Codes " Uritton response required 
IE Circular 00-16 also ancl No written response required 
KEFPLER. J 0 Region 3. Chicago. Office of the Director 80/06/27 
Ip 


0007150002 Act receipt of 000606 t< 13 1 trs informing NRC of staps 
takan to corraet violations noted In IE Insp Rept 
50-483/00-09 on 800483-24 

FIORELLIiO Region 3i Chicago. Reactor Construction Engineering 
Support Branch 80/06/30 tp 


— 0007150006 Raeponds to NRC 000314 1 tr re violations noted in IE Insp 
Rapt 50-403/00-09 Corractlwe actions civil li mechanical QC 
conduetad training ravlaw sessions u/insp personnel 
BRYAN. J.K Union Electric Co 80/06/06 4pp 


—0007150010 SupplcmantB 800606 response to NRC 000314 Itr re violations 
noted In IE Insp Rapt 30-403/00-09 Corrective actions all 
aafatg-ralated surfaee-mountad plates Installed prior to 
800301 will be ralnspected. 

BRYAN. J.K. Union Electric Co 80/06/13 3pp 


B007810196 Raeponds to IE Bulletin 80-00. "Esatn of Containment Linar 
Penetration Melds " Forwards Apps D ti E of Bechtel Power 
Carp Spec 10466-H-203 providing details re weld joints, 
pip* »atl ti size for flued head penatratlan assemblies. 

BRYAN. J K. Union Electric Co 00/07/01 5pp 


B0071504S6 Aek receipt of 800606 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 30-403/00-18 
FIOREIXI.O Region 3. Chicago. Reactor Construction Ic Engineering 
Support Branch, BO/07/07 ip 


B, Reportable occurrences. LERs & related correspondence 


0007140198 Aek receipt of 800616 Interim deficiency rept re surface 
Mounted plates Final rapt will be reviewed upon receipt 
FIORELLI.O Region 3. Chicago. Reactor Construction d. Engineering 
Support Branch 00/06/24 Ip 


B00721004B Ack receipt of 000612 final deficiency rept re Bunker Rama 
Corp alactrical penetration assemblies Rapt will be reviewed 
li evaluated. 

CARLERM. R T Region 1. Philadelphia. Reactor Operations Nuclear 
Support Branch 60/06/23 Ip 


0007210231 Ack receipt of 000606 interim deficiency rept re centrifugal 
charging pump operation following secondary side high energy 
line rupture Rept will be reviewed 1. evaluated 

CARL 6 ON 1 R.T Region 1. Philadelphia. Reactor Dperatlons Nuclear 
Support Branch 00/06/26 Ip 


B007070323 Discusses 000620 rept of potential deficiency re excessive 
pressure in feedwater lines following postulated high energy 
tine break. Excessive pressure does not constitute deficiency 
par 10CFR30 SSe 

PETRICH.N. A Btendardized Nuclear Unit Power Plant System 
00/06/30 Ip 


S0O729024S Ack receipt of 000618 Itr re pipe support sway strut 
deficiency. Rapt expected by 000731. 

CARLBON.R T Region i. Philadelphia. Reactor Construction b 
Englnearlng Support Branch 00/07/03 Ip 


— 0007290234 Confirms 800611 teUon requesting extension until 000731 to 
submit rept of significant deficiency ra pipe support sway 
struts. Addl time required for further engineering 
oxaaination b study 

seiKEN.B J. 0tBndsrdized Nuclear Unit Power Plant System 
00/06/12. Ip 


0007310897 Aek receipt of 800630 final deficiency rept re postulated 
feedwater line piping break 

CARLSON. R. T. Region 1. Philadelphia. Reactor Construction b 
Engineering Support Branch B0/Q7/11 Ip 


•0007310302 Deficiency rept re postulated feedwater line piping break 
Escestive peak pressure calculations performed by Bechtel 
coniidered part of normal design evolution Dees net consider 
matter reportable per lOCFRSO 55<el 

PCTRICK.N A Standardized Nuclear Unit Power Plant System. 
00/06/30. Ip. 


B0072S0336 Interim defirlcncy rept re ou t — a f-tol ersne e conditions on 
major bolt b minor nut diameters for matlo supplied by 
Industrial Mechanics. Inc Insp program established b 
equipment on order Final rept expected by 001201 
DRYAN.JK Union Electric Co 00/07/10 Ip 


B007290S90 Final deficiency rept re generic deHciencies In Corner b 
Lada. Inc pipe support sway struts Onsxte insp b/or tests 
will assure that acsemblies are acceptable for use Corner 
b Lada generic rapt encl 

PETRICK.N A Standard lied Nuclear Unit Power Plant System 
00/07/24 9pp 


U Congress! onal/Ei scut ive Correspond anco 


8007110346 Responds to 000316 Itr re delays in 01. application reviews 
Full review schedules are being developed for licensing of 
docketed applications Delays resulted from TMI-2 accident 
AHEARNE. J F Commission 80/06/23 ip 


— 8007110352 Responds to B00516 Itr re delays in OL application reviews 
Full review schedules are being developed for licensing of 
docketed applications Delays resultec/ from TMI-2 accident 
AHEARNE, J F Commission 60/06/2.1 ip 


— 8007110566 Responds to 800516 Itr re delays in OL application reviews 
Full review schedules are being developed for licensing of 
docketed applications Delays resulted from TMI'2 accident 
AHEARNE, J F Commission 00/06/23 Ip 


— 0007110568 Responds to B0D316 Itr re delays in OL application reviews 
Full review schedules are buing developed for licensing of 
docketed applications Delays resulted from TMl-2 accident 
AHEARNE, J F Commission 60/06/23 Ip 


— 0007110571 Discusses concerns about delays in NRC review of OL 
applications NRC failure to carry-out review in timely 
manner Increases cost of electricity supplied to 
c onst ituents 

EAOLETON. T F , OANFORTHi J C , KASSE8AUM. N L Senate 60/03/16 
4pp 


B0078B0509 Responds to 800530 Itr re assignment of NflC pro-ject manager 
for facility b delay in NRC review of OL applications for 
plants under const in HO Project manager has been assigned 
to facility Licensing delays resulted from THI-2 
DIRCK0.W J Office of the Executive Director for Operations 
80/07/07 Ip 


DOCKET 8TN-3O-404 TYRONE ENCftSY PARK, UNIT 1 


A Appllca tion/cons true 1 1 on stage documents b correspondence 


8007230001 Forwards statement of policy re requirements to b* met for 
current OL appl ication s. as derived from NUnEO-0660 b found 
In HURE0-O694 

EISENHUT. D 0 Divlslan of Licensing 60/06/26 2pp 


0. Adjudicatory rorrespondenc e 


8007010256 Forwards NRC 800616 order requiring licensee to show cause 
why CP should not be r evok ed. since util intends to cancel 
pro ject 

DENTON, H R Office of Nuclear Reactor Regulation. Director 

80/06/16 2pp 


"8007010263 Order to show cause why CP should not be revoked since 
licensee intends to cancel project 

DENTON. H R Office of Nuclear Reactor Regulation. Director 
80/06/16 3pp 


8007010278 Grants 790819 request that CP be revoked because of 
licensee decision to cancel project Forwards NRC Q00616 
order that licensee show cause why license should not be 
revoked 

DENTONiH R Office of Nuclear Reactor Regulation. Director 
80/06/16 Ip 


8007080006 Proposed findings nf fact b conclusiuns of law responding to 
A8LAB questions on Qattatle rept Findings are adopted by , 

TI11-8/Peaclibottom Intervenors !< Ecology Action Urges 
suspension of OLs Certlflcabe of Sve end 

KEPFDRD. C Environmental Coalition on Nuclear Power 80/06/16 
12pp 


8007070310 Forwards response to NRC 800616 Itr b order to show cause 
why UlrensB CPPR-1 37 should not he revoked No objection 
raised 

BAXTER, T A Shaw. Pittman. Potts b Trowbridge 00/07/01 Ip 
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— ‘8007070319 Response stating rio objection to Q00616 to order to sf>oia 
cau^e ttfhy Licence CPRR-197 sfiould not be revoked 

BAXTER* T A Northerni States Pcuer Co DAXTER^T A Sbatii* Pittinan* 
Potts & Trowbriifgc 80/07/01 Ip 


0007210615 Forwards JE tnfo Notlte BO-26. "Evaluation of Contractor 
OA Programs " No written response required 

GRIER. B H Region 1. Phi ladelph la. Office of the Director 

00/06/ 10 Ip 


□007150475 Ack receipt of NRC 000616 Itr w/encl show cause order Issued 
to applicants Phone number & new address submitted for 
further correspondence 

I HR 10. R Badger Safe Energg Alliance. Inc 00/07/07 Ip 


B007160367 Forwards IE info Notice 00-27. "Degradation of Reactor 
Coolant Pump Studs " No specific .iction or response 
required 

GRIER. 0 H Region 1. Philadelphia. Office of the Director 
00/06/ II ip. 


BOO713O450 Petition for late intervention {■ motion to defer revocation 
of CP Cancellation of unit will have substantial h negative 
impact on present 6 future electric interstate market due to 
being integral part of developinent Certificate of Sve end 
FRANCIS. F E South Dakota. State of FRANCIS.F E North Dakota. 
State of FRANCIS. FE Spiegel h KcDiarmid 00/07/11 9pp 


6007250406 Response to oppoaitinn to Dakota Commissions' 800711 motion 
to defer action on petition to intervene re 800616 order to 
shoiu cause Commtsainns did not actually request hearing b do 
not have requisite intorest Certificate of Sve encl 
BAXTER. T A Northern States Power Co BAXTER. T A Shaw. Pittman. 
Potts Bt Trowbridge 80/O7/2H Bpp 


8007290703 Comments in opposition to Dakota Commissions' 800711 
untimely motion to intervene Petitioners failed to assert 
Interest NRC has no 4urisdlction CP should be revoked U/ 
certification of sve 

OAUAZEN. T Northern Thunder BO/07/23 2pp 


I Financial Information 


B0<)'7010421 Annual Rept 1979 

* Cooperative Power Association 79/12/31 29pp 


DOCHET BTN-50~4BS STERLING POWER PROJECT NUCLEAR. UNIT 1 


A AppI ication/constructl on stage documents b correspondence 


B007230001 Forwards statement of policy re requirements to be mat for 
current OL appl ications. as derived from NUREO-0660 b found 
In NyReO-0694 

EIEENHUT.D G Division of Licensing 80/06/26 2pp 


Q Adjudicatory correspondence 


QOO7DBO0B6 Proposed findings of fact b conclusions of law responding to 
ASLAO questions on Pattolle rept Findings arc adopted by 
TMI— 2/Peachbottom Intervenors 8. Ecology Action Urges 
suspension of OLs Certificate of 9vc end 

KEPFDRD. C Environmental Coalition on Nuclear Power 80/06/16 
12PP 


0007280619 Forwards IE lofo Notice 00-20. "Prompt Reporting of Info in 
Accordance U/10CFR30 55 <b) " No written response required 
GRIER. 0 H Region 1. Phi ladclphia. Office of the Director 
00/06/ 13 Ip 


B007020378 Responds to IE Dulletln 80-09. "Hydromotor Actuator 
Deficiencies " Two saf ety-related uses of ITT General 
Controls Nodels AK-90 b NH-90 series hydromotor actuators 
have been identified ITT Is testing actuators 
PETRICK.N A Standardlied Nuclear Unit Power Plant System 
80/06/ 16 Ip 


6007020S08 Forwards IE Circular 80-13. "Loss of Reactor Coolant Punp 
Cooling fa Natural Circulation Cooldown " No written response 
required 

GRIER. D H Region 1. Philadelphia. Office of the Director 
eO/06/20 Ip 


B007160744 Forwards IE Circular BO-14. "Radioactive Conteminatinn of 
Plant Demineralized Water Bys fa Resultant Internal 
Contamination of Personnel *’ Ho written response required 
GRIER. 0 H Region 1. Philadelphia. Office of the Director 
80/06/24 Ip 


8007210284 Forwards IE Info Notice 00-24. "Low Level Radwaste Burial 
Criteria ” No written response required 

ORIER. D H Region 1. Philadelphia. Office of the Director. 
BO/06/23 Ip 


8007230180 Forwards IE Bulletin B0'16. "Potential HlsappMcatlon of 
Rosemount Inc Models 1191 fa 1132 Pressure Transmitters 
U/Elther A or D Output Codes " Nritten response required 
IE Circular 80-16 also end No written response required 
ORIER. D H Region 1. Philadelphia. Office of the Director. 
00/06/27 2pp 


S Reportable occurrences. LERs fa related correspondence 


8007210231 Ack receipt of B00606 interim deficiency rept re centrifugal 
charging pump operation following secondary side high enerou 
line rupture Rept will be reviewed fa evaluated 

CARLSDN. R T Region t. Philadelphia. Reactor Operations Nuclsar 
Support Branch BO/06/26 ip 


B0070B0046 Response to A6LAD request re Deficiency 1 Urges reversal of 
decision rejecting deficiency re correlation between U mine 
radon releases fa amount of U fuel Portion of Perkins 
decision re correlation roust be vacated 
CAPLAN. R Ecology Action of Oswego 80/06/20 2pp 


80070B004a Proposed findings of fact endorsing Citiiens for Safe 
Environ filing re radiation source terms from U mining fa 
milling Rejects Perkins rationale b urges development of 
further evidence re failure mechanisms fa human factors 
CAPLAN. R Ecology Action of Oswego 80/06/20 4pp 


8007070323 Discusses S00620 rept of potential deficiency re axcesslva 
pressure in feedwater lines following postulated high energy 
line break Eicessive pressure does not constitute deficiency 
per lOCFRSO 35e 

PETRICK.N A Standardized Nuclear Unit Power Plant System 
80/06/30 Ip 


8007310297 Ack receipt of 600630 final deficiency rept re postulated 
feedwater line piping break 

CARLSON. R T Region 1. Philadelphia. Reactor Construction fa 
Engineering Support Branch BO/07/11 ip 


0 Inspection reports. IE Bulletins fa correspondence 


8007010268 Forwards l£ Info Notice 80-23. “Loss of Suction to Emergoncy 
Feedwater Pumps " No written response required 
ORIER. 0 H Region 1. Philadelphia. Office of the Director 
80/05/29 !p 


— 8007310302 Deficiency rept re postulated feedwater line piping break 
Eicessive peak pressure calculations performed by Bechtel 
considered part of norma) design evolution Does not consider 
matter reportable per lOCFRSO SSle) 

PETRICK.N A Standardized Nucloar Unit Power Plant Bystem. 
BO/06/30 Ip 


3007010162 Responds to IE Bulletin 79~2B. "Possible Malfunction of 
NAHCO Model EA130 Limit Swttchei at Elevated Temps " Top 
cover gaskets on switches w/appllcable date codes will be 
replaced on valves listed in encl 

PETRICK.N A Standardized Nuclear Unit Power Plant System 
BQ/06/03 2pp 


B00710044I Responds to IE Bulletin 80-05. "Vacuum Condition Resulting 
in Damage to Chemical Vo) Control Sys (CVCS) Holdup Tanks ” 

BNUPPS recycle holdup tanks do not depend on pressure 
regulator's to compensate for level variations 
PETRICK.N A Standardized Nuclear Unit Power Plant System 
BO/06/06 2pp 


DOCKET BTH-30-486 CALLOWAY PLANT, UNIT 9 


A Application/construction stage documents fa correspondence 


6007250046 Summary of 600401 meeting w/util In Bethesda.MD re review 
plans for utils OL applications 

LICITRA. E A Licensing Branch 3 00/04/29 Spp 


B007I00379 Forwards Bechtel rept BLUE-700 fa Daniel Inti Corp 8003S9 
telcon record sheet & QC Procedure 0CP-507i Revision 9, per 
NRC 800329 request for addl info on embed rept Number of 
embeds involved to be determined by Jul 1980 
aCHNELU.OF Union Electric Co. 80/06/19 40pp 


DOCKETED ITEMS 


e007S230001 ForbiardB stataraent of p»licv re rB^uirementa to be met for 
currant CX. app I ica tlonsi a s. derived from NUF)£e-OA60 ti found 
In MUREO-OA94 

E1BENHUT> D 0 Division of Licensing B0/0&/3h Spp 


&0O7900337 ForMards Union Electric t< KS Oas & Electric respanses to 
Knc fuaitions re facility design (t const QA programs Revised 
OA prograwi Incorporating util commitments & agreement si ui 1 1 
be available uithln *70 days 

BEIKENiS J Nuclear Pouer Plant Standards Committee 0O/O7/8B 

a4pp. 


B04730091 1 Forward s Info 6 drawings ro Category i masonry wal 1 s< in 
response to S007S1 Itr Calculations end 

PETIltCK>N*A Standardised Nuclear Unit Power Plant Sgstem 
00/07/89 79pp 


8007300914 "Arcli i tectural Auslllarg Sc Reactor Bldg Floor Plan> 
Elevation 1 f 974 Ft " 

• Bechtel Corp. 10466. 79/04/04 Ip 


'9007300S17 ’■Architectural Auslliarg tt Reactor Bldg Floor Plan. 
Elevation 2.000 Ft " 

a Bechtel Corp 10466 79/04/04 Ip 


"8007300920 "Architectural Auslliarg Ic Reactor Bldg Floor Plan. 
Elevation 2,026 Ft " 

• Bechtel Carp 10466. 79/11/05 Ip 


•*-8007300921 "Architectural CNU Mall Penstra tions. Auxi lary Bldg 
a Bechtel Corp 10466. 79/04/14. Ip 


•8007300992 "Archl tec tural; Ausi 1 lary & Reactor Bldg Floor Plan, 
Elevation 2,047 Ft, 6 Inches " 
e Bechtel Corp 10466. 79/04/04 Ip 


-6007300924 "Architectural CNU> Mall Pene tra tions, Control Bldg. 
« Bechtel Corp 10466 79/06/19 Ip 


— 6007300926 "Architectural Auslllary & Reactor Bldg Floor Plans, 
Elevations 1,908 Ft, 1,989 Ft h 2,013 Ft, 6 Inches " 
e Bechtel Corp. 10466 79/04/04 Ip. 


— 8007300928 "Arc h 1 tec tura 1 : CHU Nsl 1 Penetrations. Con tro I Oldg U 
CoMMUnicatl on Corridor " 
a Bechtel Corp 10466 80/01/23 Ip 


■6007300529 "Architectural Auxiliary Bldg.Btalrs A-1 & A-lA.Plans 6 
Sections. " 

e Bechtel Carp 10466 76/10/04 Ip 


•"6007300933 "Architectural CMU Wall Penetrations, Contra! Bldg 6 
Conaunlcatl on Corridor " 

* Bechtel Corp 10466 79/03/29 Ip 


•8007300534 "Architectural Auxiliary Bldg, Stair A-2, Plana & Sections " 
• Bechtel Corp 10466 78/10/04 Ip 


— 8007300935 "Architectural CMU Wall Pone tra t 1 ons, Contro 1 Bldg *, 
CoBMsunication Corridor," 

* Bechtel Corp 10466 80/03/13 Ip 


•8007300936 "Architectural Auxiliary Bldg, E) »VBtor2, Plane 6 Sections 
» Bechtel Corp 10466. 76/10/04 Ip 


■8007300938 "Architectural CMU Wall Penetrations. Control Bldg & 
CosMunicatlon Corridor." 
e Bechtel Corp. 10466 79/03/29 ip 


— 8007300939 "Architectural CMU Wall Penetrations, Control Bldg 6 
CoaMUnlcatisn Corridor." 

« Bechtel Corp, 10466 60/03/05 Ip 


' — 6OO73OO940 "Architectural Control & Diesel Oenerator Bldgs 6 
Camsunica tion Corrl d or> Floor Plans, Elevations 1,974 t, 1,984 
Ft. " 

♦ Berhtsl Corp. 10466 78/09/11 Ip 


--8007300942 "Architectural Control 6 Diesel Oenerator Bldgs 6 
Communication Corri dor, Fioor Plans, El evat 1 one 2,000 6 2,016 
Ft, " 

» Bechtsl Corp. 10466 79/04/04 Ip 


--8007300543 "Architectural CMU Wall Pene trot 1 one, Con trol Bldg, 
Communication Corridor 6 Radwaste Bldg " 

« Bechtel Carp 10466 80/03/12 Ip 


--B007300546 "At c h I tec turn 1 Control 6 Diesel 

Communication Corridor. F I oor P 1 an*. Eleva tions 3/ 03«. » 2.047 
Ft " 

• Bechtel Corp 10466 79/04/04 Ip 


— 8007300347 "Architectural Oeneral Masonry Details 
• Bechtel Corp 10466 aO/Ol/SS Ip 


— 8007300549 "Architectural Control Bldg f, CommunI cation Corridor Flo 
Plan, Elevatians 2.073 Ft. 6 Inches !< Roof PJ an. E I ovation 
2, 087 Ft. 2 Inches " 

« Bechtel Cerp 10466 79/04/04 Ip 


— 80073005S1 "Architectural Genera] Masonry Details ” 
* Bechtel Corp 10466 79/10/22 Ip 


— B0073005S4 "Architectural Access Control Floor PI on. El ovatl on 1.984 
Ft " 

» Bechtel Corp 10466 76/08/29 Ip 

— 8007300336 "Architectural Access Control 6 Control Bnom Arens, I liter 1 
Elevations " 

* Bechtel Corp 10466 79/04/19 Ip 


— 8007300559 "Architectural Control Bldg t, CommunI cation Corridor. 
NiscBllaneous Details t Blairs C-2.CC-2 6 CC-3 ■' 

» Bechtel Corp 10466 79/03/07 Ip 


— 8007300562 "Art ti 1 tee turn I Hot l.ab Eguipmont t. Furniture Layout. 
Elevations 6 Detail s, Elevat i on 1.9B4 Ft " 

» Bechtel Corp 10466 78/09/13 Ip 


--B007300964 "Architectural Computer Room t. Control Room Detailed Floi 
Plans. El evat 1 an 2,047 Ft. 6 Inches " 

« Bechtel Corp 10466 60/01/28 ip 


•8007300566 "Architectural Control Dlds-Stair C-1, Plans S, Bectlon “ 
* Bechtel Corp 1^466 7B/0B724 tp 


— 8007300568 "Architectural Communlcatton Cott Idor, Sto Ir CC-I, Plans % 
Bectlon " 

« Bechtel Corp 10466 BO/01/07 Ip 


— 8007300570 "Architectural Elevator I Commun lent I on Corridor Plan,«, 
Sections 6 Details " 

e Bechtel Corp 10466 60/02/26 Ip 


F Security, medical, emergency 6 fire protection plans 


11007190534 Informs that guard training plan required by iaCFI)73,App D, 
will be submitted by 801101 

BRYAN.U K Union Electric Co 80/07/08 2pp 


0 Adjudicatory correspondence 


8007310243 Foruiards Commission BOOS27 momornndum 6 order containing 
decisions on UC8 780S03 petition for ree ons I dera tl on of 
780413 memorandum S, ardor DCS 77IJ04 petition sought action 
re fire protection for electrical cables 
ElSENHUr, D 0 Division of Licensing 80/06/23 e9pp 


H Genera 1 correspondence 


B0072900B9 Responds to 800328 Itr from Lawson. MO school fttudant* to 
President Carter re adequacy of qualifications of personnel 
designing plant Certain design activities failed to moot 
NRC requirements Util corrective notions under revieu 
DIRCKS.M J Office of the Executive Director fo-r Operations 
80/09/30 Ip 


B007230070 Responds to enc 1 0OOSO4 Itr to President Carter re nuclear 
energy Use of both coal t< nuclear power necessary, to freo US 
of over dependent e on foreign ail President Carter 791207 
press release 6 energy plan end 

DENTON, H R Office of Nuclear Reactor Regulatioti, Director 
80/06/27 22pp 


0 Inspection reports, IE Bulletins 6 (.orrespondenc e 


B0D721O401 Forwards IE Circular 80—13, "Grid Strap Damage in 
Mestlnghouae Fuel Assemblies " No written response required 
KEPPLER.J 0 Region 3. Chicago, nffice of the Director 60/05/28. 
Ip 
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DOCKETED ITEMS 


0007010123 Fortaiards. IE It^fo Notice Q0-S3> “Lobs of Suction to Eofergencii 
Eecduater Pumps Mo uiMtten responso required 

KEPPLER.J O Region 3> Chicago, Office of the Director 50705/29 
Ip 


00070101/i2 JlespondB to IE Dulletin 79-S9> "Possible lialfunction Of 
NAHCa Model EAISIO Limit Suitcbcs at Elevated Temps " Top 
cover gaskets on sultches iii/app 1 icab le date codes lei 1 1 be 
replaced on valves listed in encl 

PETRICKrN A Standardlied Nuclear Unit Power Plant Sgstefc 
eO/06/02 2pp 


8007100441 Responds to IE Dulletin 80-05. "Vacuum Condition Resulting 
in Damage to Chemical Vol Cunirol Sgs ICVCSI Holdup Tanks '' 

SNUPP9 recgcle holdup tanks do not depend on pressure 
regulators to compensate for level varlatiuns 
PETRICKi M A Standardised Nuclear Unit Power Plant Sgsteoi 
0O/0&/0A 2pp 


8007220222 Forwards IE Info Notice 80-2/>. "Evaluation of Contractor 
QA Programs " Mo written response required 

KEPPLER.J 0 Region 3. Chicago. Office of the Director QD/OA/IO 

Ip 


a0071A020D Forwards IE Info Notice 80 27. “Degradation of Reactor 
Coolant Pump Studs " No specific action or response 
required 

KEPPLER.J 0 Region 3. Chicago. Office of the Director 00/06/11 
If 


6007280628 Forwards IE Info Notice 80—28# "Prompt Reporting Of Info In 
Accordance U/10CFR50 5S(e) " No written response required 
KEPPLER.J 0 Region 3. Chicago# Office of the Director 80/06/13 
Ip 


8007020378 Responds to IE Dulletin B0~09. “Hgdramotor Actuator 
Deficiencies " Two safety-related uses of ITT General 
Controls Models AH-90 & NH-90 series hqdramotor actuators 
have been identified ITT is testing actuators 
PETRICK.N A Standardlied Nuclear Unit Power Plant Bystem 
80/06/16 Ip 


B007020S70 Forwards IE Circular B0-15> "Loss of Reactor Coolant Pump 
Cooling t< Natural Circulation Cooldown “ No written response 
required 

KEPPLER.J O Region 3. Chicago. Office of the Director BO/06/SD 
Ip 


8007170513 Forwards IE Circular 80-14. “Radioactive Contamination of 
Plant Deminerallied Hater Sgs ti Resultant Internal 
C o-n tain i nation of Personnel *' No written responov required 
KEPPLER.J 0 Region 3. Chicago. Office of the Director 80/06/24 
IP 


8007230343 Forwards IE Dulletin QO-16. "Potential Misapplication of 
Rosemount Inc Models 1151 Ei 1152 Pressure Transmitters 
H/Elther A or D Output Codes Hritten response required 
IE Circular 80-16 also end Ho written response required 
KEPPLER.J 0 Region 3, Chicago. Office of the Director 80/06/87. 
Ip 


6007810198 Responds to IE Bulletin 80-08. "Eiam of Containment Liner 
Penetration Uelds " Forwards Apps D li E of Dechtel Power 
Corp Spec 10466-M-203 providing details re weld joints, 
pipe matl L si le for flued head penetration assemblies 
BRYAN. JK Union Electric Co 30/07/01 5pp 


S Reportable occurrences. LERs & related correspondence 


8007140198 Act receipt Of Q0D6I6 interim deficiency rept re surface 
mounted plates Final rept will be reviewed upon receipt 
FIDRELLl.O Region 3# Chicago# Reactor Construction ti Eng 1 neering 
Support Drench 80/06/24 Ip 


3007210048 Ack receipt of 800612 Final deficiency rept re Bunker Rama 
Carp electrical ponetration assemblies Rept util be reviewed 
i< evaluated 

CARLS0M#n T Region 1# Philadelphia. Reactor Operations Nucloar 
Support Branch 80/06/25 kp 


3007210231 Acte receipt Of 800606 Interim deficiency rept re centrifugal 
charging pump operation follauilng secondary side high energy 
line rupture Rept will be reviewed li evaluated 

CARLS0N#R T Regtnn i. Philadelphia. Reactor Operations Nuclear 
Support Branch 80/06/26 Ip 


\ 


3007070325 Discusses 308620 rept of potential deficiency re escesslve 
pressure in feedwater lines following postulated high energy 
line break Eicosslve pressure does not constitute deflclenty 
per 10CFR50 S3e 

PETRICK.N A Standardlied Nuclear Unit Power Plant System 
80/06/30 Ip 


8007270245 Ack receipt of 800612 Itr re pipe support swey strut 
deficiency Rept eipected by 800731 

CARLSON.R T Region 1. Philadelphia. Reactor Construction t. 
Engineering Support Branch 80/07/03 Ip 


— 8007290254 Confirms 000611 telcon requesting extension until 800731 to 
submit rept of significant deficiency re pipe support sway 
struts. Addl limo required for further engineering 
examination h study 

8EIKEN# S J Standardized Nuclear Unit Power Plant Bystem 

80/06/12 Ip 


8007310297 Ack receipt of 800630 final deficiency rept re postulated 
feedwater line piping break 

CARLSON.R T Region 1. Philadelphia. Reactor Construction t. 
Engineering Support Branch 80/07/11 Ip 


■8007310302 Deficiency rept re postulated feedwater line piping break 
Excessive peak pressure calculations performed by Bechtel 
considered part of normal design evolution Does not consider 
matter reportable per 10CFR50 SSlet 

PETRICK.N A Standardlied Nuclear Unit Power Plant Systam, 
00/06/30 Ip 


B0072S0336 Intorim deficiency rept re out-of-tolerance conditions on 
major halt 6 minor nut diameters for matls supplied by 
Industrial Kechani cs. Inc Insp program establlshod h 
equipment on order Final rept expected by 801201 
DRYAN.J K Union Electric Co 80/07/18 Ip 


3007290590 Final deficiency rept re generic deficiencies In Corner !< 
Lada. Inc pipe support sway struts Onsite Insp ti/or tests 
will assure that assemblies are acceptable for use Corner 
b Lada generic rept encl. 

PETRICK.N A Standardlied Nuclear Unit Power Plant System 
80/07/24 9pp 


U Congrcssional/Executlve Correspondence 


3007110546 Responds to S00S16 Itr re delays in OL application reviews. 
Full review schedules are being developed for llceneing of 
docketed applications Delays resulted from THI-2 accident 
AHEARNE.J T. Commission 80/06/23 Ip 


■8007110552 Responds to 800516 Itr re delays in OL application rtvltwt. 
Full review schedules are being developed for licensing of 
docketed applications Delays resulted from TMI-2 accident. 

AHEARNE.J F. Commission 80/06/23 tp 


— 8007110566 Responds to 300516 itr re delays in OL application reviews. 
Full review schedules arc being developed for llcenilnp of 
docketed applications Delays resulted from TMI-2 accident 
AHEARNE.J F. Commission 80/06/23 Ip 


■80071 1056B Responds to 800516 itr re delays in OL application reviews. 
Full review schedules are being developed for licensing of 
docketed applications Delays resulted from TMl-2 accident 
AHEARNE.J F Cofluslsslon 80/06/23 Ip 


— 8007110571 Discusses concerns about delays in NRC review of OL 
applications NRC failure to carry-out review In timely 
manner Increases cost qf electricity supplied to 
const! tuents 

EAOLETON. T F > DOLE, R Senate 80/03/16 4pp 


B0O72B0509 Responds ’to 800530 Itr rq assignment of NRC project manager 
for facility (. delay In NRC review of OL applications for 
plants under const In HD Rroject manager has been assigned 
to facility Licensing delays resulted from TMI-2. 

DIRCKS. M J Office of the Executive Director for Operations 
80/07/07 Ip 


DOCKET STN -50-488 PERKINS NUCLEAR STATION. UNIT i 


A Appl Icatlon/consferuc tion stage documents Ic correspondence 


8007230001 Forwards statement of policy re requirements to be met for 
current OL applications, as derived from NURE6-0660 U found 
In NUSEO-0694 

EISENHUT.D B Division of Licensing 80/06/26 2pp 


I 

' ? 



DOCKETED ITEMS 
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0 Adjudicatory corroipondence 


S0<M>2{XM}6& Foruiartfs Pages 4i S t< 6 uhlch uere inadvertently omitted 
from Eihlblt A of High Rocli Lalte Association BODSSI 
affidavit 

EPRINOER.D High Rock Lake Association BO/05/23 Ip 


^^0006200071 Pages 4i 5 & 6 for Eshihit A of High Rock Lake Association 
B00921 affidavit 

BPRINOERiD High Rock Lake Association 7B/11/16 4pp 


6007310243 Foriiiards Commission B00327 oieisoranduin ti order containing 
decisions on UCB 7B0302 petition for reconsideration of 
760413 memorandum & order UCS 771104 petition sought action 
re fire protection for electrical cables 
EI8ENHUT. 0 0 Division of Licensing BO/06/25 B9pp 


8007020473 Request for 30-day eitenslon to file brief in support of 
D Springer 600413 petition to intervene & request for 
hearing Certificate of Bvc end 

BPRINCER.D Affiliation Unknoun 80/06/27 2pp 


8007030243 Buppl silthdrauing argument presented in NRC B00636 response 
in opposition to Interveners' motion to reconsider or reopen 
record Untimely filing Is no longer asserted per ALAD-397 
but motion still fails to meet stds Certificate of Sve end 
BARTH. C A Hearing Branch 3 80/07/01 4pp 


8007090311 Comments on 0 Springer 800321 affidavit advancing Lake 
Norman as best site in proceeding Adheres to prior position 
for denial stated in NRC B0050S response to D Springer 
800413 petition Certificate of Sve end 
BARTHi C A Hearing Branch 3 B0/O7/OB 4pp 


8007110348 Order granting 20-day extension for Springer to file brief 
in support of 800413 petition Eitension begins upon receipt 
of NRC 800708 response to Springer affidavit filed in CP 
procaedlng 

BOHERSiE 8 Atomic Safety and Licensing Board Panel 80/07/09 Ip 


8 Inspection reports. IE Dullotlns (< correspondence 


8007240139 Foruards IE Info Notice 80-20. "Loss of Decay Heat Removal 
Capability at Davis-Bosse Unit 1 Uhile in Refueling Hade " 

No response required 

□ 'REILLY. J P Region 2. Atlanta. Office of the Director 80/03/08 
2pp 


6007210439 Forwards IE Circular 80-13. "Orid Strap Damage In 
Uestinghouse Fuel Assemblies " No written response required 
O'REILLY. J P Region 2. Atlanta. Office of the Director 80/03/28 
Ip. 


80070101B8 Forwards IE Info Notice 60-23. "Loss of Suction to Emergency 
Feedwatqr Pumps " No written response required 

O'REILLY) J p Region 2. Atlanta. Office of the Director 80/03/29 

Ip 


6007220034 Forwards IE Info Notice BD~S6. "Evaluation of Contractor 
QA Programs " No written reeponse required 

O'REILLY. U P Region 2. Atlanta. Office of the Director 80/06/10 

2pp 


8007160230 Forwards IE Info Notice 80-27. "Degradation of Reactor 
Coolant Pumps Studs " No spsclfic action or response 
required 

O'REILLY. J P Region 2. Atlanta. Office of the Director 80/06/11 
Ip. 


8007230368 Forwards IE Info Notice 80-2Q. "Prompt Reporting of Info In 
Accordance U/IOCFRSO S3<e) " No written response required 
O'REILLY, d P Region 2. Atlanta, Office of the Director 00/06/13 

2pp 


8007020443 Forwards IE Circular 00-15, "Loss of Reactor Coolant Pump 
Cooling S. Natural Circulation Cooldown " No written response 
required, 

O'REILLY, J.P Region 2. Atlanta, Office of the Director 60/06/20 
Ip 


8007170096 Forwards IE Circular 80-14, "Radioactive Contamination of 
Plant Damlneral Itod Hater 6yi ti Resultant Internal 
Contamination of Personnel " No written response required 
O'REILLY. J.P Region 2. Atlanta, Office of the Director. 00/06/24 
Ip 


0007230226 Forwards IE Bulletin 60-16. "Potential Misapplication of 
Rosemount Inc Models 1151 t< 1133 Pressure Transmitters 
U/Elther A or D Output Codes " Written response required 
IE Circular 60-16 also encl No written response required 
O'REILlY. J P Region 2. Atlanta. Office of the Director 80/06/27 
IP 


6007250532 Foruards response to IE Dulletm BO-08. "Exam of Containment 
Liner penetration Welds " Piping penetrations are designed 
6 fabricated in accordance ui/1977 edition of ASME Boiler 6 
Pressure Vessel Code, including Summer 1977 addenda 
DAIL. L C Duke Power Co BO/07/07 6pp 


DOCKET STN-30-4B9 PERKINS NUCLEAR STATION. UNIT 2 


A Application/constriiction stage documents fi correspondence 


6007230001 Forwards statement of policy re requirements to be mot for 
current DL appl icatlons. as derived from NUREO-0660 6 found 
In NUREG-0694 

EtSENiiUT.D 0 Division of Lirenslng 60/06/26 2pp 


0 Adjudicatory correspondence 


BO073IO243 Forwards Commission 800527 memorandum 6 order containing 
decisions on UCB 760502 petition for reconsideration of 
7B0413 memorandum 6 order UCS 771104 petition sought action 
re fire protection for electrical cables 
EISENHUT.D 0 Division of Licensing 00/06/23 B9pp 


6007020475 Request for 30-day eitension to file brief in support of 
D Springer 8004IS petition to intorvenc 6 request for 
bearing Certificate of Sve encl 
SPRINGER. D Affiliation Unknown 60/06/27 2pp 


8007030243 Buppl withdrawing argument presented in NRC 800626 response 
In opposition to intorvenors' motion to reconsider or reopen 
record Untimely filing is no longer asserted per ALAB-597 
but motion still falls to meet stds Certificate of Sve encl 
BARTH. C A Hearing Branch 3 60/07/01 4pp 


B00709031! Comments on D Springer 600521 affidavit advancing Lake 
Norman as best site In proceeding Adheres to prior position 
for denial stated In NRC 600505 response to D Springer 
B0041S petition Certificate of Sve end 
BARTH. C A Hearing Branch 3 60/07/06 4pp 


8007110340 Order granting 20-day extension for Springer to file brief 
in support of 800413 petition Extension begins upon receipt 
of NRC 800706 response to Bpringer affidavit filed in CP 
proceeding 

BBWERB.E 8 Atomic Safety and Licensing Board Panel BO/07/09 Ip 


a Inspection reports. IE Bulletins 6 correspondence 


B007240I39 Forwards IE Info Notice 60-20. "Loss of Decay Heat Removal 
Capability at Davls-Desse Unit 1 While in Refueling Mode " 

No response required 

O'REILLY, J P Region 2. Atlanta, Office of tho Director GO/03/08 
2pp 


8007210439 Forwards IE Circular BO-13, “Grid Strap Damage In 
UeitlngbousB Fuel Assemblies " No written response required 
O'REILLY. J P Region 2. Atlanta. Of fire of the Director 80/03/28 
‘P 


B007010tB8 Forwards IE Info Notice 00-23. "Loss of Suction to Emergency 
Feedwater Pumps " No written response required 

B'REILLY.J P Region 2, Atlanta. Office of the Director 80/05/29 
Ip 


8007220034 Forwards IE Info Notice BO-26. "Evaluation of Contractor 
QA Programs " No written response required 

O'REILLY, J P Region 2, Atlanta, Offiie of tho Director 80/06/10 

app 


6007160230 Forwards IE Info Notice 80-27. "Degradation of Reactor 
Coolant Pump Btuds " No specific action or response 
required 

O'REILLY, J P Region 2. Atlanta. Office of tho Director 80/06/11 
Ip 


8007230368 Forwards IE Info Notice 80-28. "Prompt Reporting of Info In 
Accordance W/10CFR50 551o) " No written response required 
O'REILLY, JP Region 2, Atlanta. Office of the Director 80/06/13 

app 
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3007020445 Forwards IE Ttrcular 80-15. ’’Loss oF Reactor Coolant Pump 
Coolins tJatoral firculaHOTi Cooldnun “ No luritton response 
required 

O'flEILLV. J P Region 2, Atlanta. Office of the Director 80/06/20 

IP 


8007170096 Forwards IE Circular BO-14. ''Ra d i nac 1 1 ve Contamination of 
Plant Deoiineral 3 red Hater Sys 6 Resultant Internal 
ContaiTtinati on of Personnel " No written response required 
O'HEILLV. J P Region 2. Atlanta, Office of the Director BO/Oi/24 
IP 


8007230220 Forwards IE Bulletin 90-16, ‘“Potential Misapplication of 
Rosemount Inc Models 1151 h 1152 Pressure Trait smi tters 
M/Either A or D Output Codes " Written response required 
IE Circular S0-i6 also end Mo written response required 
O'REILUV. JP Region 2, Atlanta, Office of the Director BO/06/27 
IP 


B0O7250532 Forwards response to IE Bulletin BO-OS, "Eiam of Containmont 
Liner Penetration Welds Piping penetrations are designed 
ti fabricated in accordance ut/ 1 977 edition of ASNE Boiler L 
Pressure Vessel Code, including Bummer 1977 addenda 
DAIL.L C Dole Power Co 80/07/07 6pp 


DOCKET STN- 50-490 PERKINS NUCLEAR STATION, UNIT 3 
A Application/construc tion stage documents f< t onr o s p ond en c a 


80072S036B Forwards IE Info Notice 80-20. '’Prompt Reporting of Info in 
Accordance W/10CFR50 3D(ol '’ No written response required 
O'REILLY, J P Region 2, Atlanta, Office of the Director t?0/06/13 
2PP 


3007020445 Forwards IE Circular GO-15. "Loss of Reactor Coolant Pu«p 
Cooling S< Natural Circulation Cooldown *' No written response 

O'REILLY, J P Region 2, Atlanta, Offlte of the Director 80/06/20. 
ip 


0007170096 Forwards IE Circular BO-14. "Radioactive Contamination of 
Plant Oemlneral i led Water Sijs L Resultant Internal 
Contamination of Personnel " No written response required 
O'REILLVivl P Region 2, Atlanta, Office of the Director 80/06/24 
ip 


6007230223 Farwards IE Bulletin 00-16, "Pntentlat Misapplication of 
Rosemount Inc Models 1151 & 1152 Pressure Transmitters 
H/Either A or D Output Codes ’’ Written response required 
IE Circular BO-16 also end No written rosponso required. 

□ 'REILLY, J P Region 2, Atlanta. Office of the Director 80/06727, 
ip 


8007250532 Forwards response to IE Bulletin 80-08. "E«am of Containment 
Liner penetration Welds " piping penetrations are designed 
& fabricated in accordance w/1777 edition of ASME Boiler fc 
Pressure Vessel Code, includ Ing Bummer 1977 addenda 
DAIL, L C Duke Power Co SO/07/07 6pp 


6007230001 Forwards statement of policy re requirements to be met for 
current OL appl 1 catiuns. as derived from N17REO-066O A found 
in NUREG-0694 

EI96NHUT, D C Division of Licensing 80706/26 2pp 


O Adjudicatory correspondence 


BOO 7020475 Request fop 30 -day ertension to file brief in support of 
D Springer G004I5 petition to intervene & request for 
hearing Certificate of Svc enc 1 

SPRIN8ER, D Affil Idtlon Unknown 00/06/27 2pp 


B007D30243 Suppl withdrawing argument presented in NHC 000626 response 
in opposition to intervenors' motion to reconsider or reopen 
record Untimely filing is nP longer asserted per ALAD-597 
but motion still fails to meet stds Certificate of 3vc end 
BARTH. C A Hearing Branch 3 80/07/01 4pp 


8007090311 Comments on D Springer 000521 affidavit advancing Lake 
Norman as best site in proceeding Adheres to prior position 
for denial stated in NRC 800SD5 response tu D Springer 
800415 petition Certificate of Bvc enc 1 
QARTH.C A Hearing Branch 3 80/07/08 4pp 


80D7Li034B Order granting 2D-day eitension for Springer to file brief 
in support of B00415 petition Eitonsion begins upon receipt 
of NRC B0070a response to Springer affidavit filed in CP 
proceed ing 

BOWERS.E S Atomic Safety and Licensing Board Panel BO/07/09 Ip 


8 Inspection reports, IE Bulletins A correspondence 


8007240139 Forwards IE Info Notice 80-20. ’’Loss of Decay Heat Removal 
Capability at Davis-Desse Unit I While In. Refueling Mode " 

No response required 

□ 'REILLV, J P Region 2, Atlanta, Office of the Director BO/05/OB 

2pp 


8007210439 Forwards IE Circular 00-13, "Grid Btrap Damage in 
Uestlngbovse Fuel Assemhlies ’’ No written response required 
□ 'REILLY, J P Region S, Atlanta. Office of the Director 80/05/20 
IP 


8007010188 Forwards IE Info Notice 00-23. "Lops of Suction to Emergency 
feedwater Pumps " Mo written response required 

□ 'BElLLI/jJ P Region 2, Atlanta, Office of the Director 00/03/29 

Ip 


8007220034 Forwards IE Info Notice BO-26, “Evaluation of Contractor 
OA Programs No uhlttcn response required 

O'REILLY, vl P Region 2, Atlanta, Office of the Director 0O/D6/tO 

2pp 


9007160230 Forwards IE Info Notice 80-27, "Degradation of Reactor 
Coolant Pump Studs " No specific action or response 
required 

O'HEJLLY.vf P Region 2. Atlanta, Office of the Director flO/06/ll, 


DQCHET STN-30-491 CHEROKEE NUCLEAR STATION, UNIT 1 


A Appl ice tion/cnnstruc tion stage documents A correspondence 


B007030301 Forwards organ 1 la t ion charts for Ofc of Nuclear Reactor 
Regulation effective 000428 States means of appeal of staff 
position 

TEDESCa.R L Assistant Director for Licensing 80/06/12 2pp 


B007230001 Forwards statement of policy re requirements to be met for 
current OL appl i cat i ons, as derived from NUREO-0660 << found 
in NUREO-0694 

EJSENHUT, D 0 Division of Licensing 00/06/26 2pp 


0 Adjudicatory c orrespondenco 


0007310243 Forwards Commission 800327 memorandum A order containing 
decisions on UCa 7805DS petition for reconsideration of 
780413 memorandum A ardor UC8 771104 petition sought action 
re fire protection for electrical cables 
EISENHUT, D O Division of Licensing 60/06/23 89pp 


Q Inspection reports, IE Bulletins A correspondence 


6007240139 Forwards IE Info Notice 80-20, “Loss of Decay Heat Removal 
Capability at Davis-Bcsse Unit 1 White in Refueling Hade " 

No response required 

O'REILLY, J P Region 2, Atlanta, Office of the Director B0/03/0fl 

app 


0007210439 Forwards IE Circular 00-13, "Qrid Strap Damage in 
Wcstinghouse Fuel Assomblios " No written response required. 
O'REILLY, J P Region 2. Atlanta, Office of the Director. 80/03/28. 
Ip 


6007010188 Forwards IE Info Notice 00-23, "Loss of Suction to Emergency 
Feedwater Pumps " No written rosponoo required 

O'REILLY, J P Region 2, Atlanta, Office of the Director. 80/03/29 
ip 


8007220034 Forwards IE Info Notice 80-26, "Evaluation of Contractor 
QA Programs " No written response required 

O'REILLY, J P Region 2, Atlanta, Office of the Director 80/06/10 

2pp 


0007160230 Forwards IE Info Notice 80-27, "Degradation of Reactor 
Coolant Pump Studs " No specific action or response 
r e qu i r e d 

O'REILLY, U P Region 2, Atlanta, Office of the Director 80/06/11 
ip 


60D72S036B Forwards IE Info Notice 80-28, "Prompt Reporting Of Info in 
Accordance W/IOCFRSO 55(e) “ No written response required. 

□ 'REILLY, J P Region 2, Atlanta, Office of tha Director 80/06/13 

2pp 
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BOOTOaO'HS FoTutardB IE Circular BO-i9i "Loss of Reactor Coolant Pump 
Cooling l< Natural Circulation Cooldoun No uiritten response 
raqutrod 

O'nEILLYf J P Region 2< Atlanta. Office of the Director 00/06/20 

Ip 


B007170096 Forward* IE Circular 80-l4i ’'Fladioactive Contamination of 
Plant Demineral i led Uater By* & Resultant Internal 
Contsnlnation of Personnel '* No written response required 
O'REILUYfJ P Region 2. Atlanta. Office of the Director 00/06/24 
Ip 


0OO7S3OSSB Forwards IE Bulletin 80-16. "Potential Misapplication of 
RoaeMount Inc Models 1191 & 11S2 Pressure Transmitters 
M/Elther A or D Output Codes " Written response required 
IE Circular 60-16 also end No written response required 
O'RElLLY.d P Region 2. Atlanta. Office of the Director 80/06/27 
tp 


8007290532 Forwards response to IE Bulletin 80-0B. "Eiam of Containment 
Liner Penetration Welds " Piping penetrations are designed 
It fabricated in accordance w/1977 edition of ASME Doiler & 

Pressure Vessel Code. includ ing Bummer 1977 addenda 
DA1L.L C Dolic Power Co 80/07/07 6pp 


DOCKET 8TN-90-492 CHEROKEE NUCLEAR STATION- UNIT 2 


A Application/canstruetlon stago documents it correspondence 


8007030201 Forward* organ! ration charts for Ofe of Nuclear Reactor 
Regulation effective 800428 States means of appeal of staff 
position 

TEDESen. R L Assistant Director for Licensing 80/06/12 2pp 


8007230001 Forwards statement of policy re requirements to be met for 
current OL appl ications. as derived from NUREQ-0660 U found 
in NUfiEO-0694 

EI6ENHUT. D 0’ Division of Licensing 80/06/26 2pp 


0. Adjudicatory correspondence 


8007310243 Forwards Commission 800927 memorandum it order containing 
decisions on UCS 780902 petition for reconsideration of 
780413 memorandum li order UCB 771104 petition sought action 
re fire protection for electrical cables 
EI8ENHUT. D. 0 Division of Licensing 00/06/25 S9pp 


0 Inspection reports. IE Bulletins it correspondence 


8007240139 Forwards IE Info Notice 80-20. "Loss of Decay Heat Removal 
Capability at Davis-Oesse Unit 1 While in Refueling Hade *' 

No response required 

D'REILLY.J P Region 2, Atlanta, Office of the Director 80/09/08 

2pp. 


8007210439 Forward* IE Circular 80-13. "Orld Strap Damage In 
Weetlnghouse Fuel Assemblies " No written response required 
O'REILLY. U P Region 2, Atlanta. Office of the Director 80/05/88 
ip. 


8007010188 Forwards IE Info Notice 80-23. "Loss of Suction to Emergency 
Feedwater Pumps ” No written response required 

O'REILLY, J.P Region 2. Atlanta, Office of the Director, 00/03/29 
ip 


8007220054 Forwards IE Info Notice 60-26. "Evaluation of Contractor 
OA Programs " No written response required 

D'REILLY.d P. Region 2, Atlanto. Office of the Director 80/06/10 

app 


8007160230 Forwards IE Info Notice BO-27, "Degradation of Reactor 
Coolant Pumps Studs " No specific action or response 
required 

O'REILLY. U P Region 8. Atlanta. Office of the Director 80/06/11 

Ip 


8007250368 Forward* IE Info Notice 80-28, "Prompt Reporting of Info in 
Accordance W/IOCFRSO 95<el " No written response required 
O'REILLV.O P Region S, Atlanta. Office of the Director 80/06/13 
app 


8007020449 Forwards IE Circular 80-19. "Loss of Reactor Coolant Pump 
Cooling t< Natural Circulation Cooldown " No written response 
required 

O'REILLY, J P Region 8, Atlanta, Office of the Director 80/06/20 

ip 


8007170096 Forwards JE Circular 80-14, "Radioactive Contamination of 
Plant Demineralized Water 8y * it Resultant Internal 
Contamination of Personnel *’ No ujiitten response required 
O'REILLY, JP Region 2. Atlanta, Office of the Director 80/06/24 
Ip 


8007230228 Forwards IE Qulletin 00-16. "Potential Misapplication of 
Roseraount Inc No,de)5 1191 t< 1192 Pressure Transmitters 
H/Elther A or D Output Codes " Hrittsn response required 
IE Circular 00-16 also end Nu written response required 
O'REILLY. J P Region 2. Atlanta. Office of the Director 80/06/87 
Ip 


8007290932 Foruiarils response to IE Bulletin 80-08, “Eaam of Containment 
Liner Penetration Welds " Piping peiieti ations are designed 
b fabricated in accordance u/1977 edition of ASME Doiler t. 

Pressure Vessel Cod e, inc 1 urling Bummer 1977 addenda 
DAIL, L C Duke Power Co 00/07/07 6pp 


DOCKET STN-90-493 CHEROKEE NUCLEAR STATION, UNIT 3 


A App 1 1 cat lon/c ons true t ion stage documents ti correspondence 


6007030201 Forwards organiiatlon charts for Ofc of Nuclear Reactor 
Regulation effective 800420 States moans of appeal of staff 
position 

TEDESCO, R L Assist, snt Director for Licensing 80/06/12 2pp 


8007230001 Forwards statement of policy re requirements to be met for 
current OL app 1 i cot i ons. as derived from NUBE0-066O fc found 
in NUReO-0694 

EISENHUT.DO Division of Licensing 00/06/26 2pp 


0 Adjudicatory correspond ence 


0007310243 Forwards Commission 800927 raemorandom order containing 
decisions on UCS 780902 petition for recans iderat i an of 
700413 memorandum 6 order UCS 771104 petition sought action 
TO firo protection for electrical cables 
EI8ENHUT,D0 Division of Llconsing 80/06/25 a9pp 


Q Inspection reports. IE Bulletins *< correspondence 


0007240139 Forwards IE Info Notice 80-20, "Loss of Decay Heat Removal 
Capability at Davis-Besse Unit 1 While in Refueling Mode " 

No response required 

O'REILLY. J P Region 2. Atlanta. Office of the Director 80/09/08 
2pp 


0007210439 Forwards IE Circular 00-13, "Orld Strap Damage in 
Westinghouse Fuel Assemblies “ No written response required 
O'REILLY, J P Region 8, Atlanta, Office of the Director 00/05/28 
ip 


80'070l01Ba Forwards IE Info Nntice 80-23, "Loss of Suction to Emergency 
Feedwater Pumps " No written response required 

O'REILLY. JP Region 2, Atlanta. Office of the Director 80/09/89 

ip 


BO0722OOS4 Forwards IE Info Notice 80-26, "Evaluation of Contractor 
OA Programs ” No written response required 

O'REILLY, JP Region 2, Atlanta, Office of the Director 00/06/10 

2pp 


0007160230 Forwards IE Info Notice 80-27. "Degradation of Reactor 
Coolant Pumps Studs " No specific action or response 
required 

O'REILLY, J P Region 2, Atlanta, Office of the Director 00/06/11 

ip 


8007250360 Forwards IE Info Notice 00-28. “Prompt Reporting oP Info In 
Accordance W/lOCFRSO 99(e) " No written response required. 
D'REILLY.JP Region 2. Atlanta, Office of the Director 80/06/13 

2pp 


8007020445 Forwards IE Circular 80-15, "Loss of Reactor Coolant Pump 
Cooling *( Natural Circulation Cooldown " No written response 
required 

D'REILLY.JP Region 2. Atlanta, Office of the Director 00/06/20 

Ip 


0007170096 Forwards IE Circular 00-14, "Radloacttva Contamination Of 
Plant Demineralized M.-iter Sys !< Rusi.ltoiit Internal 
Contamination of Personnel " No uiritten renponse required 
D'REILLY.JP Region 2. Atlanta. Clffire of the Director 00/06/34 
ip 
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O007a3a32B Foruiards IE Oulietjn 90-16. "PDientsal Misapplication ot 
Rosemount Inc Models 1151 & 1133 Pressure Transmitters 
W/Elther A or D Output Codeo ' tin tCen response required 
IE Circular 00-16 also end No uritfcen response required 
a'REILLY. O P Region 2. Atlanta. Office of the Director BO/06/27 
Ip 


B007230533 Forwards response to IE Dulletin BO-Oa. "Eiam of Containment 
Liner Penetration Welds " Piping penetrations are designed 
ti fabricated In accordance la/ i'977 edition of ASME Boiler t 
Pressure Vessel Code, including Summer 1977 addenda 
DAIL.L C Duke Power Co a0707/07 6pp 


DOCKET 50-496 HONTACUE MUCLEAR POWEn STATIOM, UNIT 1 


A Appl i cat ion/c uns t rue 1 1 on stage dDCuments 6 correspondence 


B0072300D1 Forwards statement of policq re requirements to he met for 
current DU ap p 1 i c a t tons, as derived from NUnEG-OA60 t> Found 
in NUREG-O690 

EISENHUT, D O Division of Licensing 80/06726 2pp 


DOCKET 50-497 MONTAGUE NUCLEAR POWER STATION. UNIT 2 
A Application/construction stage documents & correspondence 


8007230001 Forwards statement of policy re requirements to be met for 
current OL app I icat i one. as derived Prom MUnEO-0660 ti found 
In NUREO-0694 

ElSENHUr.D O Division of Licensing 60/06/26 Spp 


DOCKET STN-50-49B SOOTH TEXAS PROJECT, UNIT 1 
A App 1 icat Inn/construc fclon stage documents l> correspondence 


6007020673 Responds to 800514 request for revision of items contained 
in NRC 000417 immediate action 1 tr Inaccuracies in 
preliminary info Inttlallg provided to Region 4 were 
Included in immediate action Itr 

SEYFRir. K V Region 4. Dallas. Office of the Director 00/06/10 

2pp 


— 8007020676 Requests revision of items contained in NRC B00417 immediate 
action Itr to ensure that correct info is transmitted ti 
misinterpretations are minlmiied Inaccurate info provided 
to NRC included in laimediato action itr 

TURNER, E A Houston Lighting fc Power Co 00/05/14 2pp 


B007020227 Forutards NRC Ofc of Nuclear Reactor Regulation 800420 
reorgani lation chart Necessary period of transition made 
ui/mln disruption to ongoing activities 

7EDESC0. R L Assistant Oiroctor for Licensing 80/06/13 2pp 


8007230001 Forwards statement of policy re requirements to be met for 
currant OU app 1 icat i ons. as derived From NURE'0-0660- li found 
in NUREO-D694 

EISENHUT. D 0 OiviBton of Licensing BO/06/26 2pp 


8007300375 Requests specific direction & Instructions for qualification 
of stress analysis computer code Coda is planned to be 
released from AO Little. Inc :< uiill be used in calculations 
for piping sys (ABIIE til b/or ANSI 031 1) 

DARKER. D 0 Houston Lighting b Power Co BO/07/23 ip 


O Adjudicatory correspondencp 


6007020603 Confirms understandings re laitbdrawals of Drown b Root 
brochure on implementation of OA program at job site 
b associated videotape Copies will be available as evidence 
in order to show ciiuse b pending OL application 
CONAN, F E Bator b Botts BO/06/10 Spp. 


B0D7110001 Answers to NRC interrogatories b request for documents 
Identifies D£ Buagre as witness intended to be called re 
nonconformance repts of Contention I DG Dridenbaugh fa R 
Hubbard will be called re Contontion 3 M/Certl f 1 c ate of Sve 
SINKIN.L A Committee for Application (*f Nuremberg Principles to U0 
Nuclear Pouor Production BO/06/13 7pp 


8007310243 Forwards Commission 800327 memorandum fa order containing 
decisions on liCS 78D302 petition for reconsideration of 
700413 memorandum b order UCE 771104 petition sought action 
ro fire protection for electrical cabins 
EISENHUT, DO Division of Licensing 80/06/23 89pp 


9007300415 Discusses 800616 deposition fa request for documents Requests 
reasons for document request within 14 days fa change in date 
of deposition to last wk in Jut in San Antonio, TX Releted 
correspondence 

SINKIN.L Citiiens Concerned About Nuclear Power. Inc 00/07/02 

Ip 


0007300406 Requests confirmation that moeting notes. member s names, 
documents fa records, position papers, taped convorsatl ons. 
consent of intervi ewees. by-laws b notes will be provided as 
agreed in deposition Related correspondence 
COHAN, F Baker fa Batts 80/07/07 4pp 


6007160553 Identifies documents to be produced within 30 days per P 
Ouchorn deposition testimony re application far OL Related 
cnrrespandonce 

HUDSON. T B Daker fa Botts BO/07/0B 4pp 


0007310145 Hotian for discovery schedule oitension until 801S01 NRC 
000430 order to show cause wording parallels Contention 1 7 
which may be resolved by util corrective actions in answer 
to order U/Certif icate of Sve Rotated correspondence 
SINKIN.L A Cltltens Concerned About Nuclear Power. Inc 

SINKIN.L A Citiiens for Equitable Utilities 00/07/08 4pp. 


8007100246 Forwards notice of appearance in proceeding 
BLACK. R L Hearing Branch I 80/07/16 2pp 


8007220013 Submits rept re status of enforcement action Early heerlng 
schedule discussions re OA/OC Issues should abide 
enforcement action resolution Day City TX 800819 public 
hearing will be held per A8U0 800430 order 
SLACK, R L Hearing Branch 1 80/07/18 2pp 


□007240485 Advisee of status of enforcement action per NRC coewiitment 
Houston Lighting fa Power responded to IE 000430 notice of 
violation fa civil penalty by paying amount Imposed Affirms 
position re discussions of QA/OC early hearing schedule 
SLACK, R L Hearing Branch J 80/07/10 2pp 


6007300417 Discovery rept for June-Jul 1980 Received 800616 Rentfro b 
Harrack interrogoturies fa replied on 800709 Received 600706 
liarrack motion to quash subpoena for deposition. Deposition 
taken by agreement on 800716 Related correepondence 
COPELAND, J 0 Daker & Botts 80/07/18 Ip 


B007300090 Response stating no opposition to Citiiens Concerned About 
Nuclear Powor fa Citiiens for Equitable Utils motion for 
discovery oitension until 801201 Certificate of 8vc cncl 
HUDSON. T D Houston Lighting fa Power Co HUDSON. T D Daker fa 
Dotts » Lowensteln. Newman. Reis. Aielrad fa Toll 60/07/23 2pp 


8007290740 Response stating no objection to issuance of order eitendlng 
discovery period until 801201 upon request of Citiiens 
Concerned About Nuclear Powor No hearings re IE enforcement 
action are imminent Certificate of Sve end 
DLACK, R L Hearing Branch 1 80/07/20 2pp 


H Oenerai correspondence 


8007300348 Requests change of addressee on NRC correspondence from 
EA Turner to GW Dprea.Jr Address is unchanged 
OPREA. 0 W Houston Lighting fa Power Co 80/07/23 Ip 


N Antitrust correspondence 


6007010247 Forwards work order eitendlng Hartley contract to 800531 M/« 
one 1 

BLUNE.M B Antitrust Division 80/04/14 Ip 


6007010264 Forwards signed stipulation abiding by ABLE 800331 
protective order re Houston Lighting b Power corporate 
study U/d end 

BLUME. H 0 Antitrust Division 80/04/14 ip 


8007010298 Forwards documents mistakenly omitted from Hartley 
documents W/o end 

HODODON. A P Antitrust Division BO/OS/07 Ip 


0007020577 Ack receipt of 800330 Ur to TX Parks b Wildlife Dept 
advising that TX Utils Oensrating Co is not prepared to 
enter into lease agreement w/Dept covering Squaw Creek 
Resorvior. Requests info re util intentions 
PREISTER.D J Texas, State of 80/06/10 2pp. 
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0007810389 Rbv1*U)S 000702 draft transmission »vc sottlement agree/nent 
Oocumant found to be unacceptable due to provisions making 
Austin jurisdictional as practical matter for uiheeling 
"Poitags stamp" wheeling rate is not proper in TX 
BALOUCH. n C Austin. TX BO/07/10 2pp 


13007190485 Status rept advising that absent change in DOJ policy 
position, uti 1 will not bo able to reach settlement u/dept 
Differences w/NRC re license conditions not yet resolved 
Certificate of Svc end 

OREENi D 0 Houston Lighting (. Power Co * Baker b Botts * 
Louenstein. Newman. Reis. Asclrad b Toll 00/07/11 7p p 


6007130431 Status rept on settlement negotiations Urges AO— day 
suspension of proc eed ingo. inc lud ing hearing date. due to 
continued negotiations w/Public Utils Board of City of 
Brownsville. TX W/Certi f Icate of Svc b pleading before FERC 
STAHL. 0 H Central b South Ucst Carp STAHL. D M tsham. Lincoln b 
Beale 00/07/ It 8bpp 


6007130449 Status rept by Public Utils Board of City of Brownsvi 1 le. TX 
re settlement progress City would not object to further 
eitension limited to 30 days although negotiations do not 
appear to be fruitful Certificate of Svc encl 

POIRIER.hr Brownsville. TX POIRIER, MR Spieg e! *, McDiarmid 
BO/07/11 6pp 


BOO7150S0O Third status rept on settlement progress Suggests 30-day min 
extension to pursue negotiations b to present proposed 
license conditions re transmission sves & other areas 
Certificate of Svc encl 

CHANANIA. F t) Antitrust Division 80/07/11 Qpp 


B0071A0683 Status rept re settlement negotiation progress Expresses no 
optimism for agreement u/DDJ but agreement w/NRC may be 
reached re license conditions dealing w/bulk power wheeling 
rates Certificate of Svc encl 

SAMPLES. H D KNOTTS. J B Texas Utilities Oeneratlng Co 
SAMPLES. H D Worsham. Forsythe b Sampcls 80/07/11 6pp 


B0071703A4 Status rept re development of settlement discussions Urges 
denial of addl extension of time due to belief that no 
settlement will be reached between DOJ b applicants 
Certificate of Bve end 

CYPHERT.S B Uustlce.Dept of 00/07/11 hpf 


8007170300 Second status rept re settlement negotiations progress Urges 
further antitrust settlement efforts to proceed apace u/FERC 
settlement due to similarity of Issues Certificate of Svc 
end 

JOHN. D F Affiliation Unknown JOHN. D F Med ina electric 
Cooperative, Inc JOHN. D F Mr Dortnot t . Wi 1 1 b Emery BO/07/U App 


B007210495 Submits status rept of settlement negotiations in Houston 
Lighting b Power Co et al b TX Utilities Generating Co 
Mod of joint ownership agreement drafts exchanged 
Certificate of Bve end 

BURCHETTE. W H . R1TT9.FH Northeutt Ely 00/07/11 4pp 


B0071A0947 Motion seeking renewal of DOJ 800821 motion to establish 
trial t) other procedural dates Suggests 000900 for briefs 
It 801006 for comnencement of evidentiary hearing Bettlemont 
does not appear to be possible Certificate of Bve end 
CYPHERT.S D . PARMENTER, F Justice. Dept of B0/07/t4 6pp 


0OO722OSOO Suggests reconsideration of 800307 discovery order in light 
of extensive settlement negotiations Bubsequently conducted 
by all parties b counsel on 800403 

MILLER. M. E Atonic Safety and Licensing Board Panel 80/07/16 Ip 


B007220996 Order denying petitions for directed certification u/o 
prejudice to resubmisolon fallowing ABLD determination 
DI8H0P.C J Atomic Safety and Licensing Appeal Panel 80/07/10 

app 


8007300418 Withdrawal of 790511 notice of appearance fi FabriVant 
responsible for all communica t 1 ens until further notice 
Certificate of Svc encl 

CYPHERT.S B Justice, Dept of 80/07/23 4pp 


80072S06SO Draws attention to two pleadings that should be treated 
separately although stapled togetherNRC motion for 
extension of time b NRC/OOJ joint motion for clarification b 
for establishment of production schedule 
CHANANIA. F D Antitrust Division 80/07/25 Ip 


0007280627 Motion for extension until 800731 to file objections w/ 
proposed revision to A8LD 800/17 prehearing conference 
order b notice of final prehearing conference Discussions w/ 
parties have commenced b must proceed 
LEWIB, S H Hearing Branch 2 60/07/29 2pp 


— 8007200636 Joint motion for c 1 a r i f i c iit i on. of ASLD 800716 memorandum 
containing decision to reconsider ASLD 800307 order re 
settlement documents Moveo for order establishing schedule 
for production of settlement documents H/Cert i f icote of Svc 
FAQRIKANT.R Justice. Be pt of ClfANANIA, F D , DLUME. H 0 
Antitrust Division 80/07/23 Bpp 


□007300356 Order gr.inting extension until 600731 for NRC to submit 
objections ?. proposed revisions to 800717 final prehearing 
conference order 

WOLFE. 8 J Atomic Safety and Licensing Board Panel 00/07/23 Ip 


N Antitrust hearing transcripts 


8007180008 Transcript of B007H prehearing conference in Bethesda. 
MB re settlement negotiations Pp 891-946 

• Atomic Safety and Licensing Board Panel 00/07/14 7Bpp 


□007250441 Proposed correction to 800409 prehearing transcript 
Certificate of Svc encl 

GREEN. D 0 Houston Lighting b Power Co * Baker b Dotts » 
Lowenst eln, Newman. Re 1 9. Axe 1 rad b Toll 80/07/22 9p p ' 


O Inspection reports. IE Bulletins b correspondence 


8007250319 Forwards IE Info Notice 80-12. "Instrument Failure Causes 
Opening of PQRV b Blork Valve " No specific action or 
response necessary 

8EVFRIT.K V Region 4. Dallas. Office of the Director 80/03/31 
IP 


8007150064 Ack receipt of 000109 b 0308 Itrs informing NBC of steps 
taken to correct violations noted in IE Insp Repts 
90-498/79-20 b 50-499/79-20 

SElBLEi W C Region 4. Dallas. Reactor Construction & Engineering 
Support Branch @0/04/04 Ip 


— 8007150075 Responds to NRC 791212 b 800220 Itrs re violations noted in 
IE Insp Repts 50-498/79-20 b 50-499/79-20 Corrective 
actions const procedure CCP-4 revised on 800317 to 
incorporate baffle board use 

TtlRNER. E A Houston Lighting b Power Co BO/OO/IB 2pp 


8007010072 Updates 800331 response to IE Oulletln 79-20. "Possible 
Malfunction of NAMCO Model CA180 Limit Switches al EUvatod 
Temps " No addl info has been received from vendors 
TURNER.E A Houston Lighting & Power Co 80/04/30 Bpp 


S00723071B Ack receipt of 600430 1 tr from NRC Responses to notice ot 
vl 0 1 at i on. not i c e of proposed impaoition of civil penalties 
b Section 6 of order to show cause will be submitted within 
periods specified in NRC notice b orders 
OPREA. 0 W Houston Lighting b Power Co 80/09/14 tp 


8007240505 Foruorils IE Info Notice 80—21. "Anchorage b Support of 
Safety-Related Elrctrical Enulpment " No written response 
required 

8EVFRIT. K V Region 4» Dalles. Office of the Director QO/OS/tA 

Ip 


80070i0203 Forwards IE Insp Repts 50-498/60-06 b 50-499/00-06 during 
Apr 1980 No noncompliance noted 

SEIDEL. W C Region 4. Dallas. Reactor Construction b Engineering 
Support Branch BO/OS/19 'Jpp 


— 8007010212 IE Insp Repts 50-498/60-06 b 50-497/80-06 during Apr 1980 
No noncomp 1 lance noted Major areas Inspected previous items 
of noncompl lance. Site tour . safe ty-re I atod p ip ing. containment 
structural steel b followup on const deficiency 
PHILLIPS. H B . CR088HAN. W A Region 4. Dallas. Office of the 
Director BO/05/13 App 


□007100342 Forwards IE Insp Repts 30-498/00-11 b 90-499/BO-lt on 
600505-08 No nonenmp 1 iance noted 

BEIDLE, W C Region 4. Dallas. Reactor Construction b Engineering 
Support Branch BO/05/23 Spp 


— 8007100346 IE Insp Repts 50-498/60-1 1 b 50-499/BO- 11 on 000505-08 No 
noncompl ianc e noted Major areas inspected const activities, 
stop work order for RCPD welding ft reactor containment 
1 iner dome welding 

CROSBHAN. W A Region 4. Dallas. Reactor Construe tion b Engineering 
Support Branch GIUDERT.L 0 . MARTIN. L E Region 4, Dallas. 

Office of the Director BO/05/22 6pp 


□007020253 Forwards IE Info Notice 80-22. "Dreakdciwns In Contamination 
Control Programa " No written response required 

8EYFRIT. K V Region 4. Dallas. Office of the Director BO/05/20 

IP 
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8007010037 Foruiards ]E ln#D Motic? 00-33, "Loss of Suction to Emergency 
Faeduater Pumps “ No written response required 

SEVFRITtK W fiegion 4, Dallas, Office of the Director 00/05/29 

>P 


0007150007 Forwards IE Investigation Pept* 5O-49B/0O-15 «, 
on S00605-06 No noncumpl lance noted 

BEYrRlT.K V Region 4, Dallas, Office of the Director 
Ip 


30-499/00-19 

0O/Oii/3O. 


B007240333 Forwards IE Insp Hepts 50-498/80-12 l< 50-499/00-12 on 
800512-15 No none orrp 1 1 snee noted 

SEIDLEiH C Region 4, Dallas, neactar Construction Sr Engineering 
Support Drench 80/05/03 2pp 


— 8007240337 IE Insp Repts 50-49B /30- 12 U 50-499/80-12 on 800512-15 No 
noncnirpl lance noted Major arras inspected observation of 
work ti review of records re earthwork 8< cooerete 
TrtPIft.J I , CROSSHAN.W A Region 4. Dallas, Office of the 
Director HALL.R E Region 4, Dallas, Reactor Construction & 
Engineering Support Branch 80/06/03 6pp 


8007100433 Updates respanso to IE Dullctin 79-28 re use of NAMCO Hodlol 
EA IBO sten-mounteil limit switches No corrective action 
required for majority of vendors Cno vendor still conducting 
revlaid t< other implemented corrective action recommended 
TURNER, E A Housl^in Lighting f. Power Co 80/06/04 2pp 


8007220090 Forwards IE Info Notice 80-26. "Evaluation of Contractor 
OA Programs " No written response required 

8CVFR1T.K V Region 4. Dallas, Office of the Director 80/06/10 
IP 


D007020104 Ack recBjpt nf 800523 Itr informing NFIC of steps taken to 
correct violations noted in 800430 notice of violation U 
order to show cause Implementation of oiisting OA/OC 
procedures will be focus of followup insp 

8TELL0,V Office of Inspection 6 Enforcement, Office of the 
Director 80/06/11 2p p 


B007170203 Responds to tC Bulletin 60-09 "Hydramo tor Actuator 
Deficiencies '' No safety-rotated sg s or component in South 
TX Project uses Bubj actuators 

OPREA, 0 H Houston Lighting *, Power Co 80/06/13 Ip 


8007390059 Forwards JE Info Notice 8O-30, "Prompt Reporting of Info in 
Accordance W/JOCFRSO 55(e) " No written response requireit 
BEYFRIT.K V Region 4, Dallas, Office of the Director BO/06/13 

Ip 


8007330278 Forwards IE Insp Repts 50-498/80-10 6 30-499/00-10 during 
Hag 1900 No none ompl t ance noted 

3EIDLE, W C Roglnn 4, Dallas, Reactor Construction !< Engineering 
Suppo.rt Branch 00/06/19 2pp 


—8007230292 IE Insp Repts 5O-49B/0O-IO (t 50-499/80-10 during Mag 1900 No 
noncompl iance noted Major areas inspected structural 
bac k fi 11, strut tura] concre te, con tainment tendons, comp onent 
storage 6 followup on const deficiencies 

CRQSSKAN.N A > PHILLIPS, H S Region 4, Dallas, Office of the 
Director 80/06/17 6pp 


8007240039 Forwards IE Circular 80-15, "Less of Reactor Coolant Pump 
Cooling Si Natural Circulation Cooldown " No written response 
required 

SEYFRIT.R V Region 4, Dallas, Office of the Director 80/06/20 
Ip 


8007260132 Forwards IE Investigation Repts 50-490/00-09 t, 30-499/00-09 
on B0041S-1B No noncomp 1 iance noted 

EEYFRIT.K V Region 4> Dallas, Dffice of the Director 80/06/23 
2pp 


—8007150009 IC Investigation Repts 50-49B/B0-15 S< 50-499/80-19 on 
000605-06 No none omp 1 1 anc e noted Major areas Inspected 
allegations that consultant firm had recammended const be 
discontinued at site for one qr 

HERR,R K , DRISKILL. 0 D. , SEYFRIT,K V Region 4, Dellas. Office of 
the Director 80/06/30 6pp 


B007090246 Revises IE DuJlatln BO-OS review submittal date from 600707 
to 0804 

OPRCAi 0 W Houston Lighting 6 Power Co 00/07/03 2pp 


8007220576 Responds to IE Bulletin, 79-28 re use of NAHCO Model EA ISO 
stem-mountod limit swi tches. Revl ew of all vendors indicates 
only one affected Recommended corrective action implemented 
□PREA.O M Houston Lighting h Power Co 80/07/14 2pp 


S Reportable occurrences, LERs (i related correspondence 


8007100443 Second Interim deficiency rept re damage to Unit 2 reactor 
containment bldg steel liner plat.e Plete removal b mapping 
completed Neiit interim rept to be submitted by 800711 
TURNER, E A Houston Lighting b Power Co 80/06/06 4pp 


8007160219 Second interim Part 21 rept re steel liner plate In reecter 
containment b Idg. Progress on repair Includes completed 
removal of deformed liner plate b detailed mapping of 
removed plate submitted to contractor 

TURNER.E A Houston Lighting b Power Co BO/06/06 6pp 


8007070306 Second Interim deficiency rept re polar crane rail tie-down 
studs Investigation by vendor concludes that acceptability 
of polar crane hold-down studs are questionable Brown b Root 
will further evaluate sys Nest report to be sent 800001 
TURNER, E A Houston Lighting b Power Co 00/06/23 Spp 


B007020616 RO on 000529, during design review, set emlc qualification of 
essential coaling water Intake structure gantry crane b 
diesel generator fuel storage tank found ui/deficient 
response spectra values New seismic evaluation in progress. 

DPREA.O W Houston Lighting b Power Co 00/06/26 4pp 


0007090365 Interim deficiency rept re breakdown in quality prograa for 
concrete placoment CII-W90 Brown b Root continuing 
Investigation of conditions b examining documentation b 
physical quality of placement 

OPREAiO N Houston Lighting b Power Co 00/07/03 2pp 


B0071 10337 Advises that 800605 potentially reportable deficiency r» 
concrete placement in diesel generator bldg is not 
reportable under 10CFR50 95(e> 

OPREA, 0 H Houston Lighting b Power Co 00/07/03 Spp 


8007150649 Final deficiency rapt re roactor vessel outlet noiile safe- 
ends Evaluation shows that condition would not advariely 
affect safety of plant operation Hatter considered not 
reportable under 10CFfi90. 591 e > 

OPREA.O U Houston Lighting b Power Co 80/07/03 Spp 


0007160604 Forwards Interim deficiency rept re linear plate bulge 
repair Next rept will be submitted 601001 
OPREA.O U Houston Lighting b Power Co 00/07/11 3pp 


— 8007280137 IE Investigation Repts 50-498/80-09 b 50-499/00-09 on 
000415-18 No noncompl iancD noted Major area Investigated 
allegation that Brown b Ruot, Inc attempted to Intimidate QC 
inspectors b employees into covering up const defects 
BEVFniT, K V , DRISKILL. D D , BACLP E Region 4, Dallas, Office of 
the Director 80/06/19 lOpp 


flomt •xn**’!- •--- *- ” - 14 , "Radioactive Contamination of 

internal 
ponse required 
- •'‘---tor 80/06/24 


llcation of 

ed 

rod 

r 80/06/27 


—0007160609 Interim deficiency rept re linear plate bulge consleting of 
logic for linear plate bulge repair 
» Houston Lighting b Power Co BO/07/11 Ip 


0007210511 Third interim deficiency rept re damage to steel liner In 
reactor containinent bldg Logic for liner bulge repair end 
Next rept will be forwarded by 001001 

OPREA,* M Houston Lighting b Power Co BO/07/U 4pp 


8007290441 Part 21 rept re latent matl noncomp I lances In A6KE Section 
til pipe supports supplied by NPB Industries Initial review 
indicates no deficiency since supports are used in 
noniiield 1 ng op plications 

RICE, N H Brown b Root Corp (subs of Halliburton Corp } 

B0/07/H 3pp 


8007230512 First interim deficiency rept re breakdown In Broun b Root 
QA program re procurement cycle of purchased matls at 
facility Procedures for procurement cycle control b all 
vendoi — related activities b records under review 
OPREA.e H Houston Lighting b Power Co 00/07/14 Spp 
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8O07S30929 Interim doPlciency rept re diesel generater Fuel oil tanh 
room exhaust fans Per t onimi tmen t s in P8AR *< FSfiR< fans must 
b* connected to Class IE poviier Fans not supplied from Class 
IE source Corrective actions being evaluated 
OPREA.O U Houston Lighting & Pouior Co SO/07/1& 3pp 


8007830476 Interim deficiency rept re min/max soil density test on 
Bssential cooling uator backfill Detailed info re dcficienc«,l 
wilt be provided to NRC as part of response to Item SiApp A< 
of Q00430 order to shou cause 

OPREAiO U Houston Lighting & Power Co 80/07/17 3pp 


BOD7230S40 Interim deficiency rept re matl control of ASTM A-S33 
structural steel bolts Improper segregation of Category I l< 
non-Category I structural steel bolts in field resulted in 
bolts procured under non-Category I specs 
OPREAiO W Houston Lighting ti Power Co 80/07/17 4pp 


8007300382 Interim deficiency rept re rc-svaluatlon of piping welds 
previously found acceptable Liquid penetrant retest by 
Southwest Research determinod that eight uields exhibited 
lineal Indications In excess of code limitations 
OPREAi 0 H Houston Lighting b Power Co 00/07/84 3pp 


U Congresslonal/Eiecutl ve Correspondence 


BOO73D0369 Requests testimony presented at B0D689 committee hearing re 
Issues relating to const of nuclear power plants 

ECKHARDT.B House af Rep , Interst b Foreign Commerce QD/07/11 

2pp 


DOCKET 9TN-90-499 SOUTH TEXAS PROJECT. UNIT 2 


A. Applicatlon/constriictlon stage documents b correspondence 


8007020679 Responds to 800514 request for revision of items contained 
in NRC 800417 Immediate action Itr Inaccuracies In 
preliminary Info initially provided to Region 4 were 
Included in immediate action Itr 

SCYFHIT.K'U Region 4> Dallas. Office of the Director 80/06/10 

2pp. 


— -8007030678 Requests revision of items contained in NRC 800417 immediate 
action Itr to ensure that correct info is transmitted b 
misinterpretations are mlnlmiiod Inaccurate info provided 
to NRC Included in immediate action Itr 

TURNER.E A Houston Lighting b Power Co BO/OS/14 3pp. 


80070202S7 Forwards NRC Ofc of Nuclear Reactor Regulation 800438 
reorgani xatl on chart Necessary period of transition made 
w/mln disruption to ongoing activities 

TEDE8C0.R L Assistant Director for Licensing 80/06/13 2pp 


8007230001 Forwards statement of policy re requirements to he met for 
current OL appl Icatlons. os derived from NUREO-0660 b found 
in NUREO-0694 

EIBENHUT.D 0 Division Of Licensing 80/06/36 2pp 


B007300379 Requests specific direction b instructions for qualification 
of stress analysis computer code Code Is planned to be 
released from AD Little. Inc b will be used in calculations 
for piping sys lABHE III b/or ANSI 031 1) 

BARKER. 0 0 Houston Lighting b Power Co 80/07/23 tp 


O Adjudicatory correspondunce 


6007030609 Confirms understandings re wlthdrawale of Brown b Root 
brochure on implementation of QA program at job site 
b associated videotape. Cop 1 os will be available as evidence 
in order to show cause b pending OL application 
COHAN. F E Baker b Botts RO/06/10 3pp 


8007110001 Answers to NRC interrogatories b request for documents 
Identifies DE Swayie as witness intended to be called re 
nonconformance repts of Contention 1 DO Brldenbaugh b R 
Hubbard will ho called rc Contention 3 H/Cer ti f 1 cate of Svc. 

8INK1N.L A Committee for Application of Nuremberg Principles to US 
Nuclear Power Production 80/06/13 9pp 


BO07310243 Forwards Commission 800937 memorandum b order containing 
decisions on UC8 7B0S03 petition for reconsideration of 
780413 memorandum b order UCB 771104 petition sought action 
re fire protection for electrical cables, 

EIBENHUT. D 0 Division cif Li eon sing 80/06/28 89pp, 


8007300419 Discusses D0061B deposition b request for documents Requests 
reasons for document request within 14 days b change tn dote 
of deposition to last wh in Jul in Ban Antnnlo.TX Reletcd 
correspondence 

SINKIN.L Citirens Cancel ned About Nuclear Powcir. Inc 80/07/02 
Ip 


8007300406 Requests r o n ( i rms 1 1 on that meeting notes, members names, 
documents t< records, post 1 1 on papers, taped conversations, 
consent of 1 nter vl owe e s. b y — I aws f. notes will be provided as 
agreed in deposition Related {orresponUance 
CDWAN.F Baker L Dotts 80/07/07 4p p 


8007160993 Identifies documents to be produced within 30 days per P 
Buchorn deposition testimony re application for OL Related 
correspondence 

HUDSON. T n Qaker }< Dotts BO/07/OB 4pp 


8007310145 Motion for discovery schedule extension until 001301 NRC 
B00430 order te show cause wording parallels Contention 1 7 
which maij be resolved by util lorrectlve actions in answer 
tq order tl/Cert 1 f i ca t e of Svc Related c orrespondonc e 
81NKIN.L A Citijons Concerned About Nuclear Power. Inc 

8INK1N.L A Cltiiens for Equitable Utilities 80/07/00 4pp 


8007100346 Forwards notice of appearance in prncepding 
BLACK. R L Hearing Branch 1 00/07/16 2pp 


8007220013 Submits rept re status of enforcement action Early bearing 
schedule discussions re QA/QC issues should abide 
enforcement action resolution Day City TX 800at9 public 
hearing will be held per ABLU 800430 order 
DLACK.R L Hearing Dranch 1 80/07/19 2pp 


80072404BS Advises of status of enforrement action per NRC commitment 
Houston Lighlliiy b Power responded to IE 800430 notice of 
vlolatien b civil penalty by paying amount imposed Affirms 
position re discussions of QA/(IC early hearing schedule 
BLACK.R L Hearing Branch 1 B0/O7/1Q 2pp 


8007300417 Disrovery rept for June-Jol 1980 Received 000616 Hentfro b 
Narrack interrogatories I. replied on 000709 Received 6OO’706 
Karrack motion to quash subpoena for deposition Deposition 
taken by agreement on 800716 Related corrospondenco • 

COPELAND. J 0 Baker Dotts B0/07/1Q Ip 


0007300090 Response stating no opposition to Cltiiens Concerned About 
Nuclear Power J< Citiiens for Equitable Utile motion for 
discovery extension until 801301 Certificate of Svc one 1 
HUDSON. T D Houston Lighting t< Power Co HUDSON. T D Dakor (< 
Butts » Lousnstei n. Newman. Reis. Axelrad A Toll 80/07/23 3pp 


8007290748 Response stating no objection to Issuance of order extending 
discovery period until 601201 upon request of Cititens 
Concerned About Nurlear Power No hearings re IE enforcement 
ac t ion are imminent Certificate of Svc one I 
DLACK.R L Hearing Branch I 80/07/28 2pp 


H General correspondence 


8007300343 Roquosts Change of addressee on NRC correspondence from 
EA Turner to OH Oprea. Jr Address is unchanged 
OPREA.O W Houston Lighting 6 Power Co 80/07/23 ip 


H Antitrust correspondence 


8007010247 Forwards work orifor extending Hartley contract to 800931 H/o 
end 

DLUME.M C Antitrust Division 80/04/14 Ip 


8007010264 Forwards signed stipulation abiding by ASLQ 800331 
protective order re Houston Lighting l< Power corporate 
study H/o enc I 

BLUHE. M D Antitrust Division 80/04/14 Ip 


800701029B Forwards clocuments mintakenly omilted from Hartley 
documents H/o end 

HODODON. A P Antitrust Division 00/09/07 Ip 


8007020977 Ac k receipt of 800930 Itr to TX Parks t< Wildlife Dept 
advising that TX Utils Ounerating Co is nut prepared to 
enter into lease agreement w/Unpt covering Squaw Creek 
Reservior Requests Info re util intentions 
PREIBTER.D J Texas, State of 80/06/10 2pp 
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B0072IO3B8 Ravi eus 600702 iTraft trdtismi ssi on avt settlement agreemant 
Document faunil' tc be unacceptable Oue to proviamne making 
Austin jonsillctjonal aa practical natter for uhpel ing 
"Postage stamp'' uiheeling rate is not proper in TX 
&ALDU0H. R C Austin. TX BO/07/10 2pp 


6007150425 Status rept advising that absent change in DOJ policy 
post t ion. ut] 1 uill not be able to reach settlement u/dept 
OiPferences u/NHC re license conditions not yet resolved 
Certificate of Svc end 

OREEN. D 0 Hooston Lighting h Power Co BO/07/11 7pp 


6007150431 StatOB rept an settlement negotlatians Urges bO-day 
suspension of proceedings. me Jud i ng hearing date. due to 
continued negotiations u/Public Utils Board of City of 
Brotunsvil I e> TX U/Cer 1 1 f lea t e of Svc l< pleading before FERC. 
STAHL. D M Central i South West Corp SO/07/ii 2&pp 


S0071S0447 Status rept by Public Utils Doard of City of Drowns vl 1 le. TX 
r* settlement progress City mould not object to further 
estenslon limited to 30 days although negotiations do not 
appear to be fruitful Certificate of Svc encl 
FDIRIER.M R Brownsvi 11 e- TX B0/O7/11 bpp 


B007150900 Third status rept on settlement progress Suggests 30-day min 
extension to pursue negotiations & to present proposed 
license conditions re transmission sves l< other areas 
Certificate of Svc encl 

CHANAMIA. F » Antitrust Division B0/O7/11 Bpp 


BDD71&Db29 Status rept re settlement negotiation progress Eipresses no 
optlniism for agreement u/ODJ but agreement ui/NRC may be 
reached re license conditions dealing u/bulV power wheeling 
rates Certificate of Svc end 

SAMPLES, M D Texas Utilities Generating Co K MOTTS. J B Debevoise 

4< Liberman BOfD7/ll App 


60O717O3A4 Status rept re development of settlement discussions Urges 
denial of addl extension of time due to belief that no 
settlement lain be reached between BOJ t< applicants 
Certificate of Svc end 

CYFHEBTiB B Uustlce.Dept of 00/07/11 App 


— 80072B0636 Joint motion for e lari ficat ion of A9LB 00071 A memorandum 
containing decision to reconsider ASLD B0O307 order re 
settlement documents Moves far order establishing schedule 
for production of settlement documents W/Cert 1 f 1 cate of 8vc 
FADRIKANT.R Justice. Dept of 00/07/25 8pp 


B00730035A Order granting extension until 800731 for NRC to Submit 
objections f. proposed revisions to 00071 7 final prehearing 
conference order 

HDLFE, 3 J Atomic Safety and Licensing Beard Panel. B0/07/S3 ip 


M Antitrust hearing transcripts 


0007100008 Transcript of 000714 prehoorlng conference In Dethesda, 
MD re settlement negotiations Pp 071-74A 

* Atomic Safety and Licensing Board Panel BO/07/14 70pp 

0007230441 Proposed correction to 000409 prehearing transcript 
Certificate of Svc end 

OREENi D 0 Houston Lighting t, Power Co 80/07/22. 5pp 


Q Inspection reports, IE Bulletins A correspondence 


B(1072S0319 Forwards IE Info Notice 80-12, "Instrument Failure Causes 
Opening of PORV f< Block Valve. " No specific action or 
response necessary 

SEYFRIT, K V Region 4, Dallas, Office of the Director 00/03/31. 
ip 


B0071500A4 Ach receipt of B00109 tc 0308 Itrs informing NRC of steps 
taken to correct violations noted in IE Insp Ropts 
50-490/79-20 b 80-499/79-20 

BEIDLEiM C Region 4, Dallas. Reactor Construe 1 1 orf ti Engineering 
Support Branch 80/04/04 ip 


— B0071S0075 Responds to NRC 791212 ti 000220 Itrs re violations noted in 
IE Insp Repts 50-490/79-20 li SO-499/79-20 Corrective 
actions const procedure CCP-4 revised on 000317 to 
incorporate baffle board use 

TURNER. E A Houston Lighting <t Power Co 00/03/18 2pp 


6007170368 Second status rept re settlement negotiations progress. Urges 
further antitrust settlement efforts to proceed apace w/FERC 
settlament due to similarity of issues Certificate of Svc 
enc 1 

JOHN. D F Affiliation Unknown 00/07/11 App 


0OO72IO45S Submits status rept of settlement negotiations in Houston 
Lighting b Power Co et al & TX Utilities Oenerating Co 
Hod of joint ownership agreement drafts exchanged 
Certificate of Svc end 

flURCHETTE.M H Northcott Ely 60/07/ il 4pp 


60D71AO547 Hotion seeking renewal of DOJ 0DO52J motion to establish 
trial h other procedural dates Suggests BOO9O0 for briefs 
ti 801006 for commencement of evidentiary hearing Settlement 
does not appear to be possible Certificate of Svc encl 
CVPHERT. 8 D Justice. Dept of 80/07/14 App. 


80O722D5D0 Suggests reconsideration of 8003-07 discovery order in light 
of extensive settlement negotiations subsequently conducted 
by all parties N counsel on 8DD402 

HILLER. M E Atomic Safety and Licensing Board Panel BO/07/iA Ip 


8QD722055A Order denying petitions for directed c er tl Fi c a t j an w/u 
prejudice to resubmissior following ASLB determination 
BISHOP. C J Atomic Safety and Licensing Appeal Panel 00/07/16 
2pf 


0OO7D1DO72 Updates 600331 response te IE Bulletin 79-26, "Possible 
Malfunction of NAHCD Model EAISO Limit Bwitches at Elevated 
Temps " No addl info has been received from vendors 
TURNER. E A Houston Lighting it Power Co 60/04/30 2pp 


8007230716 Acit receipt of 800430 1 tr from NRC Responses to notice of 
violation. notice of proposed imposition of civil penalties 
tl Section A of order to show cause will be submitted within 
periods specified In NRC notice A orders 
□PREA.O U Houston Lighting ti Power Co 60/09/14 Ip 


8007240505 Forwards IE Info Notice 80-21, “Anchorage ti Support of 
Safety-Related Electrical Equipment " No written response 
required. 

SEYFRIT. K V Region 4. Dallas. Office of the Director 80/0S/1A 
Ip. 


6007010203 Forwards IE Insp Repts 50-490/80-06 ti SO-499/80-0A during 
Apr 1980 No noncomp llance noted 

SEIDEL, N C Region 4, Dallas, Reactor Construction li Engineering 
Support Branch 80/09/19 3pp 


8007100342 Forwards IE Insp Repts 30-490/80-11 1, 50-499/80-11 on 
80050S-OS No noncompl iance noted 

BEIDLE, U C Region 4, Dallas, Reactor Construction l< Engineering 
Support Branch 00/05/23 2pp 


B00730041B Withdrawal of 790511 notice of appearance R Fabrikant 
responsible for all communications until further notice 
Certificate of Svc enc I 

CYFHERT. 9 D Justice, Dept of 60/07/23 App 


8007200620 Draws attention to twn pleadings that should be treated 
separately althpuyb stapled together NRC motion for 
extenalon af time ti NRC/DDJ joint -motion for clarification 1. 
for establishment of production schedule 
CHANAbllAiF D Antitrust Division B0/07/8S Ip 


— B00710034A IE Insp Repts 80-496/80-11 l< 50-499/80-11 on 600505-08. No 
noncomp lianee noted Major areas inspected ’ const activities, 
stop work order for RCPB welding h reactor containment 
liner dome welding 

GROSSMAN, N A Region 4, Dallas, Reactor Construction i< Engineerins 
Support Branch OILBERT, L D , MARTIN, U E Region 4, Dellas, 

Office of the Director 80/05/22 App 


B00702D2S3 Foruards IE Info Notice 60-22, "Breakdowns In Contemlnation 
Control Programs " No written response required 

SEYFRIT, K V Region 4, Dallas, Office of the Director. 80/09/28. 

ip 


B0072B0627 Motion for extension until 600731 to file objections w/ 
proposed revision te ASLB 800717 prehearing conference 
order R notice uf final prehearing conference Discussions w/ 
parties have commenced tc must proceed 
LEHI6, 8 H Hsarlng Branch 2 60/07/25 2pp 


6007010037 Forwards IE 
Feedwater Pumps " No 
SEYFRIT, K V Region 
Ip 


Info Notice 00-23, "Loss of Suction to Emergeneif 
written response required 

4, Dallas, Office of the Director 00/09/29. 
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0007240333 ForuiartJs IE Insp fiepts 50-49Q/B0-12 t> 50-499/00-12 on 
B00512-19 No nonconp 1 iance noted 

8€IIH.E>W C Region 4i Dallasi Reactor Construe t ion ti Engineering 
Support BrancK S0/06/O3 Spp 


— 8007240337 IE Inep Repts 5O-49B/0O-12 ti S0-499/B0-12 on 800512-13 No 
nonconpUance noted Major areas inspected observation of 
work (< review of records re earthwork b concrete. 

TAPIA. J I . CRQB8MAN, W A Region 4, Dallas. Office of the 
Director HALL.R E Region 4. Dallae. Reactor Construction l< 
Engineering Support Branch 80/0&/03 6pp 


0007100433 Updates response to IE Bulletin 79-2B re use of NAMCO Model 
EA IBO sten-niounted limit switches No corrective action 
raiiuired for majority of vendors One vendor still conducting 
review t< ether implemented corrective action recommended 
TURNER. E A Houston Lighting {< Power Co 00/06/04 2pp 


8007220098 Forwards IE Info Notice 00-26. '‘Evaluation of Contractor 
OA Programs " No written response required 

BEYFUIT. K V Region 4, Dallas. Office of the Director 00/06/10 

ip 


9007020104 Aek receipt of 800923 Jtr informing NRC of steps taken to 
correct violations noted in 600430 notice of violation & 
order to ehow cause, Imp lementetion of existing OA/OC 
procedures will be focus of followup insp 

ST^LO.V Office of Inspection t. Enforcement. Office of the 
Director 00/06/11 2pp 


9007170203 Respondi to IE Bulletin 00-09 "Hydramotor Actuator 
Deflcleneiea ” No safety-related sys or component in South 
TK Project uses subj actuators 

OPREA.O W Houston Lighting (. Power Co 00/06/13 Ip 


BOO729O059 Forwards IE Info Notice 00-28. "Prompt Reporting of Info in 
Accordance W/10CFR90 99<e> " No written response required. 

SEYFRIT.K V Region 4> Dallas. Office of the Director 60/06/13 

ip 


8007230276 Forwards IE Insp Repts 90-498/60-10 t. 90-499/00-10 during 
Hay 1900 No noncompliance noted 

eEIDLE.H C Region 4. Dallas. Reactor Construction & Engineering 
Support Branch 60/06/19 2pp 


— 0007230292 IE Insp Repts 30-490/80-10 it 90-499/00-10 dOring May 1960 No 
ntincempl lance noted Major areas inspected structural 
backfl 1 li structural concrete, containment tendons. component 
storage it followup on const deficiencies 

CFtOBSMAN. N A. I PHILL1P8.H S Region 4. Dallas. Office of the 
Director 00/06/17 6pp. 


aod7240039 Forwards IE Circular 00-19. "Loss of Reactor Coolant Pump 
Coaling l< Natural Circulation Cooldown " No written response 
reiiuired 

BEVFRITiK V Region 4. Dallas, Office of the Director BO/06/20 

IP 


0007200132 Forwards IE Investigation Repts 90-498/80-09 (< 90-499/00-09 
on 800419-18 No noncomp 1 lance noted 

eCYFRlT.K V Region 4. Dallas. Office of the Director 00/06/23. 
2pp 


— 6007260137 IE Investigation Repts 90-498/80-09 ti 90-499/80-09 on 
800415-18 No noncompliancB noted Major area investigated 
allegation that Brown 1. Root. Inc attempted to intimidate QC 
inspectors & employees into covering up const defects 
SEYFRIT.K V , DRI9K1LL.D D , HACI.P E Region 4. Dallas. Office of 
the Director 00/06/19 lOpp 


8007170676 Forwards IE Circular 80-14. "Radioactive Contamination of 
Plant Otmlnerall zed Mater Sys (. Resultant Intsrnal 
Contamination of Personnel " No written response required 
SEYFRIT.K V Region 4< Dallas. Office of the Director 80/06/24 

Ip. 


0007230364 Forwards IE Bulletin 80-16. "Potential Misapplication of 
Rosamount Inc Models 1191 t< 1192 Pressure Transmitters 
W/Etther A or D Output Codes. " Written response required 
IE Circular 80-16 also end No written response required 
SEYFRIT.K V, Region 4. Dallas. Office of the Director 00/06/27 
ip 


8007130007 Forwards IE Investigation Repts 90-498/00-19 «< 90-499/00-15 
on 800609-06, No noncompllence noted, 

BEYFRITjK. V. Region 4, Dallas. Office of the Director 80/06/30 

ip 


— 8007190009 IE Investigation Repts 50-490/00-15 4c 50-499/00-15 on 
800605-06 No noncompliance noted Major areas inspected 
allegations that consultant firm had recommended const be 
discontinued at site for one yr 

HEHR.R K , DRISKILL, D D , SEYFRIT.K V Region. 4, Dallas. Office of 
the Director 00/06/30 6pp 


8007090246 Revises IE Bulletin 80-00 review submittal date from B00707 
to 0804 

DPREA. G U Houston Lighting t< Power Co 80/07/03 Spp 


0007220578 Responds to IE Bull e tin 79-28 re use of NAHCQ Model EA 180 
stcm-rrioonted limit switches Review of all vendors indicates 
only one affected Recommended corrective action implemented 
OPREA. 0 W Houston Lighting h Pawer Co BO/07/14 2pp 


6 Reportable occurrences. LERs 4. related correspondence 


0007100443 Second interim deficiency rept re damage to Unit 2 reactor 
containment bldg steel liner plate Plate removal b mapping 
completed Not interim rept to be submitted by 800711 
TURNER, E A Houston Lighting t< Power Ce 00/06/06 4pp 


8007160219 Second interifn Part 21 rept re steel liner plate in reactor 
containment bldg Progress on repair Includes completed 
removal of de formed liner plate b detailed mnpp t ng of 
removed plate submitted to contractor 

TURNER, E A Houston Lighting «< Power Co 00/06/06 6pp 


0007070306 aecond interim deficiency rept re polar crane rail tie-down 
studs Investigation by vendor concludes that acceptability 
of polar crane hold— dawn studs are questionable Drown &. Root 
win further evaluate sys Next report to be sent BOOBOI 
TURNER. E A Houston Lighting 4. Power Co 00/06/23 Spp 


8007020610 RO on B00529< during design revi eu, sel smic qualification of 
essential coo ling water in take s tract ore gantry crane 4. 
diesel generator fuel storage tank found w/deflclent 
response spectra values New seismic evaluation In progross 
OPREA. 0 W Houston Lighting & Power Co 80/06/26 4pp 


0007090365 Interim deficiency rept re breakdown In quality program for 
concrete placement C11-W90 Broun t. Root continuing 
investigation of conditions N examining documentation & 
physical qual 1 ty of placement 

OPREA. 0 H Houston Lighting 4. Pownr Co 80/07/03 Spp 


8007110337 Advises that 800609 potentially repor table deficiency re 
concrete placement in dlesol generator bldg is not 
reportable under 10CFR50 SS<b3 

□PREA, 0 N Houston Lighting I. Power Co 80/07/03 Spp 


8007190645 Final deficiency rept re re.ictor vessel outlet nozzle safe- 
ends Evaluation shows that condition would not adversely 
affect safety of plant opor.Ttion Natter considered not 
reportable under lOrPBSO 35(e) 

OPREA. 0 M Houston Lighting 4. Power Co 80/07/03 Spp 


8007160604 Forwards interim deficiency rept re linear plate bulge 
repair Next rept will be submitted 001001 
OPREA, 0 M Houston Lighting t. Power Co 80/07/11 3pp 


--8007160609 Interim deficiency rept re linear plate bulge consisting of 
logic for linear plate bulge repair 
* Houston Lighting 4. Power Co BO/07/11 Ip 


8007210911 Third interim deficiency rept re damage to steel liner in 
reactor containment bldg Logic for llnot bulge repair end 
Next rept will be forwarded by 801001 

OPREA, 0 W Houston Lighting 4. Power Co 80/07/it 4pp 


0007290441 Part 21 rppt re latent matl noncomp I lances in A6ME Section 
III pipe supports supplied by NP8 Industries Initial review 
Indicates no deficiency since supports are used in 
nonwelding applications 

RICE, H H Brown N Root Co-rp (subs of Halliburton Corp ) 

BO/07/il Spp 


8007230912 First interim deficiency rept re breakdown In Drown 4. Root 
QA program re procurement cycle of purchased matls at 
faci 1 1 ty. Procedures for procurement cycle control 4. all 
vendor-related activities K records under review 
OPREA, 0 W Houston Lighting 4, Power Co 60/07/14 5pp 


BOO7230923 Interim deficiency rept re diesel generator fuel oil tank 
room exhaust fans Per commi tmenls in PSAR I. FSAR,fan8 must 
be connected to Class IE power Fans not supplied from Class 
IE source Corrective actions being evaluated 
OPREA, 0 W Houston Lighting 4, Power Co 60/07/16 Spp 
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BOO7B30476 Interin deficiency rept re mln/maii soil density test on 
essentia) cooliny uater backfill Detailed snfo re deficiency 
uill be provided bo NFIC as part nf response to Item a. App Ap 
of QOOdSD order to shoie cause 

□PREAp 0 U Houston Lighting tt Poisier Co 80/07/17 3pp 


11007830540 Intarini deficiency rept re mat! control of ASTM A-3a5 
structural steel bolts Improper segregation of Category I & 
non-Cotegory I structural steel bolts in field resulted in 
bolts procured under non-Category I specs 
OPREAi 0 W Houston Lighting !< Potiier Co BO/07/17 4pp 


BOOTGOOOea Inlen™ deficiency rept re re-evaluation of piping tuelds 
previously found acceptable Liquid penetrant retest by 
Southuest Research determined that eight uields eehsiiited 
lineal indicabiuns In cicess of code limitations 
OPREA/C W Houston Lighting *< Pouier Co 30/07/24 3pp 


U Congr essiona I/Eipc utive Correspondence 


80073003A5 Requests testimony presented at 60068*? committee hearing re 
Issues relating to const of nuclear poieer plants 

ECKHARDT. B House of Rep . intersl fc Foreign Commerce 60/07/11 

app 


DOCKET SO-300 DAVlB-BESaE MUCLEAR POWER STATION, UNIT 2 


A Application/construction stage documents 4i correspondence 


8007230001 Poruards statement of policy re requirements to be met for 
current OL appl icationsi as derived from NURE0-06&0 8« found 
in NUREO-0694 

EISENHUTiOO Division of Licensing BO/06/26 2pp 


0 Adjudicatory correspondence 


8006200066 Forwards Pages 4, S !f 6 which were Inadvertently omitted 
from Exhibit A of High Rock Lake Association 800321 
af f idavi t 

SPRINOERi D High Rock Lake Association B0/0S/S3 Ip 


— 8006200071 Pages 4. 3 «< 6 for Exhibit A of High Rock Lake Association 
eOOSSl affidavit 

ePRINgERiO High Rock Lake Association 78/11/16 4pp 


H Oenerai e orrespondeoee 


8007890046 Responds to inquiry re rioodlns of site Natural phenomena 
considered in plant design t< const Access to li from plant 
during flood considered in emergency plan In Flood emergency 
rail, host or DKU transportation will be utiliieif 

KEPPLER.J Q Region 3, rhicago, Offico of the Director 80/05/22 

2pp 


8007020053 Responds to 800320 1 tr re J Dranum inquiry about facility 
expansion Counsel for applicants requested that A8LAD 
terminate proceedings on CP applications due to redeced 
growth projections It financial constraints No action taken 
DtnCK'S/ H J Office of the Executive Director for Operations 
80/06/20 Ip 


DOCKET 30-301 DAV1S-DES6E NUCLEAR POWER STATION. UNIT 3 


A Appl ication/c onstruc tion stage documents h correspondence 


B00723DDOI Forwards fitotement of policy re requirements to be met for 
current OL app licat t ons. as derived from NIIRE9-0660 b found 
in NUREO-0694 

EI8ENHUT.0 0 Division of Licensing 80/06/26 2pp 


H Oeneral correspondence 


8007290048 Responds to inquiry re fiooiting of site Natural phenomena 
considered in plant design const Access to & from plant 
during flood considered in emergency plan In flood emergency 
rail. boat or DKW transportation will be utiliied 

KEPPLER.J 0 Region 3. Chicago. Office of the Director 80/03/22 

2pp 


SD070200S3 Responds to 800520 I tr re ul Dranum inquiry about facility 
expansion Counsel for applicants requested that ASI.A8 
terminate proceedings on CP applications due to reduced 
growth projections t< financial constraints No action taken 
DIRCKS.U J OffiLB of the Executive Director for Operations 
80/06/20 Ip 


DOCKET BTN -80-302 HAVEN NUCLEAR PLANT, UNIT 1 


A Application/construetion stage documents l< correspondence 


8007230001 Forwards statement of policy re requirements to be net for 
current DL appl ieations, as derived from NUnEO-0660 6 found 
In NUREO-0694 

EI8ENHUT.D O Division of Licensing 80/06/26 2pp 


0 Adjudicatory correspondence 


8007230802 Motion for termination of proceeding Director of Ofe of 
Nuclear Reactor Regulation notified on 800317 re uithdrauat 
of application Certificate of Bve end 

CHURCH ILL. D U Wisconsin Electric Power Co CHURCHILL, D W Shew, 
Pittman, Potts & Trowbridge 80/07/17 4pp 


0007310314 Responds to applicants' 800717 motion to terminate 
proceeding No objection to termination or to applicants 
800517 withdrawal of application Certificate of 6vc end 
ODLOQERO. B C Hearing Branch 2 80/07/29 Spp 


DOCKET STN-SO-90B MPPSS NUCLEAR PROJECT. UNIT 3 


A Applleation/constructlon stage doquments b correspondence 


8007830001 Forwards statement of policy re requirements to be eiet for 
current OL appl icati oils, as derived from NUREQ-0660 t< found 
in NUREO-0694 

EISENHUT. D 0 Division of Licensing BO/06/26 2pp 


F Security, medical, emergency li fire protection plans 


0007300344 Forwards map. overlay, table & methodology basis rd SMergency 
evacuation time estimates per NRC 800702 request 
RENBEROER.D L Washington Public Power Supply System BO/07/24 
tlpp 


0 Adjudicatory correspondence 


8007310243 Forwards Commission 800527 memorandum 6 order containing 
decisions on UCS 780302 petition for reconsideration of 
7B0413 memorandum t< order UCS 771104 petition sought action 
re fire protection for olectrlcal cables 
EIBENHUT.D 8 Division of Licensing 00/06/29 BVpp 


8 Inspection reports. IE Bulletins l< correspondence 


6007230007 Forwards supp 1 info to 790529 response to IE Bulletin 78-12 
Record search in response to C-E rept. "Atypical Weld Matl 
in Reactor Vessel Welds. “ produced no evidence of use of 
atypical weld matl in reactor pressure vessels 

RENDEROER.D L Washington Public Power Supply System 80/03/17. 

Ip 


8007290405 Forwards insp program committed to in 790710 response to 
IE Bulletin 79-03 re longitudinal weld defecte in stalnlese 
steel pipe spools No evidence of longitudinal weld defects 
MBS found 

RENDEROER.D L Washington Public Power Supply System 80/04/19 
33pp. 


8007180023 Forwards IE Insp Repts 90-508/80-05 ti 90-309/80-05 on 
800913-13 No non compliance noted 

BOOK. M E Region 9. San Francisco. Fuel Facility «( Materials Safety 
Branch 80/05/23 2pp 


—8007180029 IE Insp Repts 50-508/80-03 li 30-909/80-05 on 0OO3i3-i9 Ho 
noncompliance noted ftajor areas Inspected organization ti 
administration, procedures, audl ts S. CP requirements 
VDHAS. 0 P . WENSLAWSKT.F A Region 9. San Francisco. Office of ths 
Director, BOOK. H E. Region 3> Ban Francisco. Fuel Facility li 
Materials Safety Branch B0/O5/2S 9pp 


0007820292 Forwards IE Info Notice 80-26. "Evaluation of Contractor 
QA Programs " No written response required 

ENGELKBN. R H Region 9. San Francisco, Office of the Director 
80/06/10 ip 


0007300306 Responds to lE Bulletin 80-03 r* damage to chemical vol 
control sys tanks Tanks adequately protected against vacuum 
damsge Holdup tanks equipped w/vacuum breakers Equipment 
drain tank designed for full vacuum w/nltrogen cover gas. 
RENOEROER. D L Washington Public Power Supply System 60/06/12 
Spp 
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B0O739009O Forumrd# IE Info Notice 0O-20< "Protopt Reportinp of Info in 
Accordance M/10CFR90 99(el " No urltten response required 
ENCELKENi n H Region 3. San Franciscoi Office of the Diroetor 
B0/0&/13 Ip 


B0O7D20466 Forwards IE Circular 80-19/ "Loss of Reactor Coolant Pump 
Cooling ti Natural Circulation Cooldouin " No written response 

Foqulrad 

ENOELKEN/ R H Region 3» Son Franclscoi Office of the Diroetor 
80/0&/20 ip 


0007180299 Forwards IE Circular BO-14/ "Radioactive Contamination of 
Plant Deatneralized Hater Sgs (< Resultant Internal 
CentaMlnation of Personnel " No written response required 
ENOEUKENi R K Region 9i Son Francisco/ Office of the Director 
00/06/24 ip 


B007S30401 Forwards IE Bulletin 80-16> "Potential Hitappl Ication of 
Rosaaount Inc Models 1191 6 1192 Pressure Transmitters 
U/Elther A or D Output Codes " Hritten response required 
ZE Circular BO-16 also end, No written response required 
ENOELKENi R H, Region 9/ San Franclscoi Office of the Director 
00/06/27. ip 


8007180329 Responds to NRC 000609 Itr re violations noted in IE Insp 
an 800920-23 Corrective ections'Util has established hold 
point to vlsuallg inspect all accessible Inter lor/e>terior 
ASME Eecton III spool welds 

REMBEROER.D L Washington Public Power Supplg Eg stem 00/07/ it 

4pp 


U Congrasslonal/Esacutlva Correspondence 


8O0730O367 Submits questions re unusual financing arrangement between 
util tc Bonneville Power Administration Related 
correspondence 

WEAVER. J House of Rep 80/07/ 14 3pp 


DOCKET BTN-9iD-909 WPPBfl NUCLEAR PROJECT. UNIT » 


A Application/construction stage documents ti correspondence 


8007230001 Forwards statenant of polieg re requirements to be met for 
currant OL applications, as darived from NUREO-0660 It found 
In NUREO-0694 

EISENHUT.D 0. Division of Licensing 80/06/26 2pp 


F Sacurity. medical/ emergeneg Si fire protection plans 


8007300344 Forwards map. ovarlag . table b methodologg basts re emergeneg 
ovacuation time estimates per NRC 800702 request 
RENBERCER.D L Washington Public Power Bupplg Bgstem BO/07/24 

11pp. 


0. Adjudicatory correspondence 


0007310243 Forwards Commission 800927 memorandum b order containing 
decisions on UC8 700902 petition for reconsideration of 
7B0413 mamorandum b order UCa 771104 petition sought action 
ra fire protection for electrical cables 
EISENHUT. D 0 Division of Licensing 80/06/29. e9pp 


—8007100025 IE Insp Repts 50-508/00-05 b 50-909/00-05 on 000913-15 No 
none amp 1 i anc 0 noted Major areas inspocted organiiation b 
admi nistra ti on. procedures, aud it s !< CP requirements 

YUHAS. 0 P . WENSLAWSKl.r A Region 5. Ban Franc jsep, Office of the 
Director BOQK.H E Region 5. San Francisco. Fuel Facilllg b 
Materials Safetg Branch B0/05/Sa 9pp 


8007220252 Forwards IE Info Notsco 80-26. "Evaluation of Contractor 
<1A Programs " Mo urltten response required 

ENOELKEN.R H Region 5, Ban Francisco, Office of the Director 
00/06/10 ip 


BOD7300306 Responds to IE Dulletin BO-OS re damage to chemical vol 
control sgs tanks Tanks adequately protected against vacuum 
damage Holdup tanks equipped uj/vacuum bieakers Equipment 
drain tank designed for full vacuum w/nitrogen cover gas 
RENBERQER. D L Washington Public Power Supplg Bgstem BO/06/12 
2pp 


0007290090 Forwards IE Info Notice 00-29. "Prompt Reporting of Info in 
Accordance H/IOCFR90 S9<o> " No written response required 
ENOELKEN.R H Region S. San Franc i sc u. Office of the Director 
80/06/13 Ip 


8007020466 Foruards IE Circular 80—15/ "Loss of Reactor Coolant Pump 
Cooling & Natural Circulation Cooldown " No urltten response 
requirod 

ENOELKEN.R H Region 5. San Francisco. Office of the Director 
80/06/20 ip 


8007180299 Forwards IE Circular 00-14. "Radioactive Contamination of 
Plant Domincra 1 iied Water Bgs fc Resultant Internal 
Conta mi nation of Personnel " No written response required 
EN6ELKEN/R H Region 9. Ban Francisco. Office of the Director 
80/06/24 Ip 


8007230401 Forwards IE Dulletin 00-16/ "Potential Misapplication of 
Rosemount Inc Models 1 151 b 1152 Pressure Transmitters 
W/Either A or D Output Codes " Written response required 
IE Circular 00-16 also end No written response required 
ENQELKEN/R H Region 5. San Francisco. Office of the Director 
00/06/27 Ip 


8007180329 Responds to NRC 800609 Itr re violations noted In IE insp 
on 800520-23 Corrective actions util has established hold 
point to vi sua 1 Ig 1 nspcc t all accessible Interlor/eiterior 
ASKE Secton 111 spool welds. 

REN8ER0ER/ D L Washington Public Power Supply System BO/07/lt 
4pp 


DOCKET 90-913 WPP68 NUCLEAR PROJECT, UNIT 4 


A Appl i cation/c onstr ucti on stage documents b correspondence 


8007030197 Forwards organiiation charts for Ofc of Nuclear Reactor 
Regulation effective 800420 9tates moans of appeal of staff 
position 

TEOESCO.R L Assistant Director for Licensing BO/06/12 2pp 


0007230001 Forwards statement of policy re requirements to lie met for 
current OL app 1 icat ions, as derivfd from NURE0-D66(} b found 
in NUREO-0694 

EIBENHVT.D 0 Division of Licensing 80/06/26 2pp 


a Inspection reports. IE Bulletins b correspondence 


B007S3D007 Forwards suppl info to 790929 response to IE 
Racord search in response to C-E rept. "Atypical Weld 
in Reactor Vessel Welds." produced no evidence of use 
■typical weld matl in reactor pressure vessels 
RENBERQER. D L Washington Public Power Bupplg Bgstem 
Ip. 


Bulletin 78-12 

Matl 

of 

80/03/17 


0007290405 Forwards insp program comnittsri to in 790710 response to 
IE Bulletin 79-03 re longitudinal weld defects in stainless 
■t««l pipe spools No evidence of longitudinal weld defects 
was found 

RENBERQER. D L Washington Public Powtr Supply agstem 00/04/19 

a3pp 


8007100023 Forwards IE Insp Rapti 90-30B/80-09 b 90-909/SO-09 on 
800513-15 No noncompliance noted 

BOOK/ H E. Region 9. Ben Francisco. Fuel Facility b Materials Safetg 
Branch BO/09/23 2pp 


B007210392 Ac k receipt of NRC 800430 Itr approving request to 
discontinue certain aquatic monitoring b requesting copies 
of util submittals to State of WA re water quality NRC does 
not have authority to require water quality filings 
REMBEROER.D L Washington Public Power Supplg Sgsteis 80/07/14 
app 


6007290944 Forwards "Reliability Evaluation of WPPSS Nuclear Projects 
Numbers i b 4. " in response to NRC B00184 request for 
evaluation of loss of main feedwater event 

RENBERQER, D L U.ishlngton Public Power Supply System 80/07/22 

2pp 


—8007230592 "Reliability Evaluation of WPPSS Nuclear Projects Numbers 
1 b 4. " Vol 1 . mai n rept 

MCBRIDE, A F , MINARICK. J W . DOZARTH, 0 P Science Applications, 
Inc 80/07/16 2I4pp 


Q Ad jud icatory cor re span donee 


8007310243 Forwards Coirirsl sslon 800987 memorandum ti order containing 
decisions on UCS 780SD2 petition for recansideration of 
730413 memorandum b order tICS 771104 petition sought action 
re firo protection for electrical cables 
EISENHUT.D Q Division of Licensing BO/06/89 B9pp 
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Q Inspection reports< IE Bulletins h corresponiJerice 


8D07270444 Responds to IE Bulletin 8<0~-03> “Loss of Charcoal from Std 
Tiipe II> Tuo-Inchi Tray Adsorber Cells ” Standardized 31 S X 
33 inch, flat bediType 11 charcoal adsorber cell units used 
in all cleanup sys 

RENBEROER.O L Uashington Public Pouer Supply System GO/03/19 
3pp 


B007S20353 Foruards IE Info Notice BD-2di> "Evaluation of Contractor 
QA Programs " No uritten response required 

ENOELKEN. R H Region 3, San Francisco. Office of the Director 
aO/Ob/IO ip 


S007300299 Fortiiards response to IE Bulletin 80-05 re vacuum damage to 
chsmlcat control sys tanks Design changes to lou pressure 
process tanks not required Table describing subj tanks b 
protection provided end 

RENBEROERi D 1. Uashington Public Pouier Supply System S0/O6/1S 
lOpp 


B007290090 Forwards IE Info Notice 60-2B. "Prompt Reporting of Info in 
Accordance M/IDCPR9D 55(e> “ Mo uritten response reituired 
ENSELKEH. R H Region 5. San Francisco. Office of the Director 
eo/o&/i3 Ip 


ao07D204d>d> Forwards IE Circular B0-15i "Loss of Reactor Coolant Pump 
Cooling b Natural Circulation Cooldoun " No written response 
requi red 

ENDELHEN. R H Region 5. Ran Francisco. Office of the Director 
a0/0&/2D Ip 


a007160299 Forwards IE Circular BO-14. "Radioactive Contamination of 
Plant Denineral 1 tod Mater Sys & Resultant Internal 
Contamination of Personnel " No written response required, 
ENRELKEN.R H Region 9. San Francisco. Office of the Director 
80/0A/S4 Ip 


8007830401 Forwards IE Bulletin BO-iiii "Potential Ml sappltcatlan of 
Rosemount Inc Models 1151 *i 1152 Pressure Transmitters 
H/Either A or D Output Codes " Hrlttefi response required 
IE Circular 80-16 also end Mo written response required 
EMOELKEM. R H Region 5. Ban Francisco. Office of the Director 
80/06/37 1 p 


8007390518 Responds to IE Bulletin BD-00 Problems re containment liner 
pentratlon weld do not exist at facility Design for primary 
piping typical of ASKE cade configurations Process pipe/ 
fined head asse/nblles not installed 

REMBEROERi D L Washington Public Power Supply System BO/07/10 

2pp 


8 Reportable occurrcncesi LERs ft related correspondence 


B007170577 Forwards intertai deficiency rept re defective condition in 
design of floor supporting component cooling I< makeup pump 
area heat i ng. vent Hat i on & air conditioning sys Train Q 
equi pment 

BENBEROER. D L Washington Public Power Supply Gystem BO/07/11 
*P- 


■B007I705B3 Interim deficiency rept re defective condition in floor 
supporting component cool ing t« makeup pump area Caused by 
usage of Incorrect vertical amplified response spectra, 
Structural frame designed for installation 
» Washington Public Power Supply System BO/07/lt, 2pp 


DOCKET 50-314 PEBBLE SPHINOB NUCLEAR PLANT. UNIT 1 


A, Appl i cat! on/ c ons true 1 1 o-n stage documents correspondence 


B007020S65 Forwards NRC Ofe of Mud ear Reactor Regulation 800420 
reorganization chart Necessary period of transition made 
w/min disruption to ongoing activities 

TEDEBCO. R L Assistant Dlroctor for Licensing 00/06/13, 2pp 


B007230001 Forwards statement of policy re requirements to be met for 
current OL app 1 ications. as derived from NUREO-0660 ft found 
in NURE0~O694 

ElfiENHUTfD G Division of Licensing BO/06/86 8pp 


D NRC Draft/Flnol Environmental Statements, supple ft correspondence 


0007070080 FOIA request Prom A tty General , Bta te of IL for documents 
r.?.. „ . Issue suppi to final ElB for facility 
HANSELL.D Illinnis. State of 88/05/20 2pp 


8007070036 Responds to Atty General. State of IL request fop docufMikt* 
re NRC decision to issue suppi to final EIS for facilities. 

Foruards documents listed In App A 

FELTON. J M Division of Rules and Records BO/06/19 3pp 


— 8007070031 Discusses alternate site reviewa on pending casta re 
Bssessment of effort ft Impacts Involved fn upgrading 
alternative site analysis section of FES Provides detailed 
description of active cases 

REGAN. W H Assistant Director for Environmental Projects 
78/06/08 4pp 


— 0007070033 Discusses facilities altsrnatlva site ravlsMS. Rsqueeta 
rivieu of alternative site Issues including camnents as to 
dsficiencits in light of Board decisions 

BALLARD. R L Environmental Projects Branch 1, 7B/07/1B. Igi. 


— 0007070036 Discusses fecilitles' alternative site analytlt. 
FEB is insufficient Lists deficiencies under Pilgrim ft 
Seabrook Applicant has not made explicit environ comparison 
of alternative sites investigetsd 
LAWRENCE. J F Hearing Branch 4 78/07/24 Spp 


— 8007070040 Discusses facilities' alternate site reanalyslt. List* 
diflciencles in FEB needing correct i on, Forsiards appropriate 
methodology for conducting ulternative sits analysis in 
light of recent adjudicatory decisions. 

LAWRENCE. J F Hearing Branch 4. 78/08/01 app 


— B007D7QO44 Discusses review of alternative site record in light 
Board decisions Recommends need to supplement present 
record, indicating further explication of processes used ft 
bases for view of relative desirability of available sites 
LAWRENCE, vf F Hearing Branch 4 78/08/OS app. 


— 0007070046 Notion for leave to supplement record re alternative) aitesa 
based on guidance found in Pilgrim decision 

BQRDENICK. B N . LAWRENCE. J F Hearing Branch 4. 78/08/02 Spp. 


— 8007070049 Fiorwapds schedule for alternative site review for 
Fad 1 i ties. Verbal assessment of deficiencies have been 
provided Ltr of authorization is being drafted 
WATKINB.D Building ft Operations Branch 78/08/11 2pp. 


•80070700SO Order approving 780802 motion for leave to suppleeiant recetd 
as to alternative sites for facilities, 

YORE. J R Atomic Safety and Licensing Board Panel 78/08/17 

2pp 


— B00707'0053 Forwards tentative schedule for conduct of addl alternative 
site assessment ft NRC technical ft legal questions as result 
of preliminary review of FES.CP ft environ rept on 
alternative sites Provides euthori zatlon’ to pruceed M/work. 

MOORE. V A Assl stent Director for Environmental Projects 
78/09/33, 5pp 


■8007070035 Responds to 700928 requsst Forwards Info re casee eon>ittln| 
of or having potential op eddl alternative site studies, 

MOORE. V A Assistant Director for Environmental Projects 
78/09/20 App 


F Becurlty. medical, emergency ft fire protection plans 


0007290825 Forwards "Evacuation Time Estimates For Oilliam ft Harrow 
Counties. DR ft Klickitat County.UA in response to 800702 
request. Advises that NRC responded to 791286 request on 
B0O404 Study found no unusual evacuation problem. 

LINDBLAD, W 0 Pacific Gas ft Electric Co. 80/07/25 ip. 


B007E90B32 Forwards "Evacuation Time Estimates for 91 11 ism ft Morrow 
Countiss.OR ft Klickitat County, WA per 791286 request, 

Prelimlnery study revealed no unusual evacuation prablams. 
LINDBLAD.W J Pacific Oas ft Electric Co 80/04/04 ip. 


•8007290835 "Evacuation Time Estimates For Gilliam, ft Morrow Counties.OR 
ft Klickitat County, WA " 

* Pacific Oas ft Electric Co 80/03/31, 2tpp. 


O Adjudicatory correspondence 


0007310243 Foruards Commission 000527 memarandum ft order containing 
decisions on UCB 780502 petition for reconsideration of 
780413 memorandum ft order UCB 77H04 petition sought action 
re tire protection for electrical cables. 

ElflENHUT.D 0 Division of Licensing. 80/06/25 89pp. 
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B007170201 notion For postponement oP B007S3 pretrial conference re 
early site euitabtlity hearing issues Suggests conference 
call to hear applicant objections State of OR b t.K Harbet 
have no objection to postponement Certificate of Svc end 
BORDENICK.B M Hearing Branch 4 80/07/15 6pp 


0 Inspection reportsi IE Bulletins & correspondence 


QD07SS0S39 Forwards IE Info Notice BO-S&> "Evaluation of Contractor 
<liA Programs '• No written response required 

ENOELKENi R H Region 5. San Francisco. Office of the Director 

ao/o&/io ip 


DOCKET 90-515 PEBBLE SPRINOS NUCLEAR PLANT, UNIT S 


Appl leatlon/constructi on stage documents & correspondence 


SOO7OS026S Forwards NHC Qfc of Nuclear Reactor Regulation 000423 
r aorganiiat tan chart Necessary period of transition made 
M/aiin disruption to ongoing activities 

TEDEBCOiR L Assistant Director for Licensing BO/Ct/lO 2pp 


8007230001 Forwards statement of policy re reitu (retnsnt s to be met for 
current OL appl teat i ons. as derived from NUREO-0640 6 found 
in NVREO-0A94 

EIBENHUTiDO Division of Licensing ao/06/2f> app 


D. NRC Oraft/Final Environmental Statements, supple & correspondence 


8007070028 FOIA renustfc from Atty Oenoral. State of IL for documents 
r* NRC diclslon to Issue suppl to final EIS far facility. 

HAN8ELL. D Illinoli. State of 80/09/28. Spp. 


B00'707002& Responds to Atty Ceneral > State of It rstiuest for documents 
rs NHC decision to issue suppl to final EIS for facilities 
Forwards documents listed in App A 

FELTON. J M Division of Rules and Records B0/0ii/i9 app 


•S007070031 Discusses alternate site reviews on pending cases re 
assessment of effort & impacts involved in upgrading 
altcrnetive site analysis section of FES Provides detailed 
detcrlptlon of active cases 

REOAN.N H. Assistant Director for Environmental Projects 
78/06/OB 4pp 


—0007070033 Discusses facilities alternative site reviews Requests 
review of alternative site Issues including comments as to 
dsflclsncles in light of Board decisions, 

BALLARD) R L Environmental Prnjects Branch 1 78/07/18 ip. 


•8007070036 D1 scuBses facilities' alternative site analysis 
FEB Is Insufficient. Lists deficiencies under Pilgrim ti 
Soabrooi Applicant has not made explicit environ comparison 
of alternative sites investigated 
LAWRENCE. J F Hearing Branch 4 78/07/24 2pp 


—8007070040 Discusses facilities' alternate site reanalyslt Lists 
deficiencies in FEB needing c or recti on. Forwards appropriate 
mfethodology for conducting alternative site analysis in 
light of recent adjudicatory dacisiont 
LAURENCE. J F Hearing Branch 4 70/08/01 2pp 


—8007070044 Discusses ravlew of alternative site record In light of 
Board decisions Recommands need to supplement present 
record, indi eating further explication of processes used & 
beset for view of relative desirability of available sites 
LAURENCE. J P Hearing Branch 4 78/08/02 2pp 


—8007070046 Notion for leave to supplement record re elternatlve sites, 
based on guidance found in Pilgrim decision 

BCWDENICR.0 M . LAWRENCE, J F Hearing Branch 4 78/08/02 2pp 


—8007070049 Forwards schedule for alternative site review for 
facilities Verbal assessment of deficiencies have been 
provided Ltr of authoriiation is being drafted 
WATKlNBiD. Building 6 Operations Branch 78/08/(1 2pp 


—8007070050 Order approving 780808 motion for leave to supplement record 
as to alternative sites for facilities 

YORE. U R Atomic Safety and Licensing Board Penal 7S/DB/17 

app. 


—8007070053 Forwards tentative schedule for conduct of addl alternative 
site sseessment V NRC technical h legal questions as result 
of prellminsry review of FES. CP 8 environ rept on 
altsrnetive sites Provides authoriiation t* proceed w/work 
NOOREi V A Assistant Director for Envipcinmental Projects 
78/09/29. 9pp 


— 0007070055 Responds to 780928 request Forwards info re cases consisting 
of or having potential of addl alternative site studies 
HOOREp V A Assistant Director for Environraentol Projects 
7a/09/2B App 


F Security, medical, emergency tt fire protection plans 


8007290825 Forwards "Evacuation Time Estimates For Oil Ham b Morrow 
Counties.OR b Klickitat County. HA in response to 800702 
request Advises that NRC responded to 7912S6 request on 
800404 Study found no unusual evacuation problem 
LINDBLAD.H J Pacific Oas b Electric Co 80/07/25 ip 


— — 8007B90B32 Forwards "Evacuation Timo Estimates for Gillian b Morrow 
Counties. OR b Klickitat County. VIA per 791226 request 
Preliminary study revealed no unusual evacuation problems 
LINDQLAD.H J Pacific Gas It Electric Co 00/04/04 Ip 


— 8007890835 "Evacuation Time Estimates For Oilliam b Norrou Couniies.OR 
be Klickitat County. HA “ 

a Pacific Gas ft Electric Co 80/03/31 SIpp 


B Adjudicatory correspondence 


8007310243 Forwards Commission B00527 memorandum b order containing 
decisions on UCS 780502 petition for reconsideration of 
780413 memorandum b order UCS 771104 petition sought action 
re fire protection for electrical cables 
ElBENHUTiD G Division of Licensing 80/06/29 89pp 


8007170201 Motion For postponement of 800723 pretrial conference re 
early site suitability hearing issues Suggests conference 
call to hear applicant objections State of OR b LK Harbet 
have no objection to postponement Certificate of Svc end 
BORDENICK. Q M Hearing Branch 4 B0/07/i8 6pp 


Q Inspection reports. IE Bulletins U correspondence 


8007220239 Forwards IE Info Notice 00-26. "Evaluation of Contractor 
QA Programs " Mo written response required 

ENBELKEN.fl H Region 5. San Francisco, Office of th« Director 
80/06/10 Ip 


DOCKET STN-50-516 JAM£ SPORT NUCLEAR STATION, UNIT 1 


A Application/construction stage documents b correspondence 


8007230001 Forwards statement of policy re requirements to be met for 
current OL app I icat luns. as derived from NUREO-0660 b found 
in NUREG-0694 

EISENHUT.D G Division of Licensing 80/06/26 2pp 


M General c orrespondence 


8007180042 ResponilB to 800133 ltr le NRC approach to emergency planning 
around nuclear plants Commissi an endorsed NUREQ-0396 for 
development of state & local radiulogical plans Eiact 
configuration of xones will bo decided during plant review 
DENTON. H R Office of Nuclear Reactor Regulation. Director 
80/06/03 2pp 


— 8007100047 Requests that NRC amend proposed regulation re formulation 
of evacuation plan to Include all torritory east of 
facility Proposed lO-mile radius is unworkable for people of 
Long Island Responsible plan should be developed 
BEHAN.H L New York. State of 00/01/23 Ip 


Q Inapectlo.n reports, IE Bulletins b correspondence 


80O70J02B0 Forwards IE Info Notice BO-23, "toss of Suction to Emergency , 
Feedwater Pumps " No written response required 
GRIER, D H Region i. Philadelphia, Office of the Director 
80/09/29 ip 


0OO7OJOO66 Responds to IE Cglletin 80-05, "Vacuum Condition Resulting 
in Damage to Chemical Vol Control Sij s (CVC8) Holdup Tanks " 
Engineering activities have been curtailed to point where 
detail design data requested is unavailable 
PLABKON.R E Long Island Lighting Co 80/06/05 ip 


800721057i Forwards IE Info Notice 80-26, "Evaluation of Contractor 
OA Programs " No written response requii ed 
GRIER. D K Region t. PhilaiJelp b I a. Office of the Director 
80/06/10 Ip 
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B0071&040I Forudrds IE Info Notice t30-27> "Degradat i an of Reactor 
Coolant Fump Studs “ No specific action or response 
required 

ORIERiO H Region I, Phi lad el pA 1 a> OfFice of the Director 
BD/Ofa/ll Ip 


B0073a039d Forwards IE Info Notice BO-3B. "Prompt Reporting of Info in 
Accordance U/IDCFR30 35fe) " No written response regulred 
DRIER. 8 H Region 1. Philadelphia. Office of the Director 
BO/Dh/13 Ip 


0007020509 Forwards IE Circular 00-15. "Loss of Reactor Coolant Pump 
Cooling ti Natural Circulation Cooldown ” No written response 
required 

ORIEiR, D H Region I. Philadelphia. Office of the Director 

a0/0f>/20 1 p 


0-007160704 Forwards IE Circular 80-14. "Radioactive Contamination of 
Plant Demineral 1 led Hater Sgs tt Resultant Internal 
Contamination of Personnel *' No written response required 
GRIER. 0 H Region 1. PJi i I ade 1 ph lar nfflce of the Director 
aO/06/24 Ip 


80D7210177 Forwards IE Info Notice 00-24. "Lou Love! Raduaste Burial 
Criteria “ No written response required 

GRIER. 8 H Region I. Philadelphia. Office of the Director. 
80/06735 ]p 


G007230138 Forwards IE Bulletin 00-16. ''Potential N 1 sapp 1 icat 1 on of 
Rosemount Inc Models 1151 Ic 1152 Pressure Transmitters 
U/Elther A or D Output Codes " Urittan. response required 
IE Circular BO-16 alsa enc 1 No written response required 
GRIER.B H Region 1. Philadelphia. Office of the Director 
80/06/27 2pp 


B00721051S Responds to IE Bulletin 00-08 re Containment liner 
penetration weld eiaminatlons Penetrations will be 
fabricated per Reg Guide 1 19 Butt welds will be 
rad iographed 

PLASKON.R E Long Island Lighting Co 60/07/01 2pp 


DOCKET STN-90-517 JAMESPDRT NUCLEAR STATION. UNIT 2 
A App 1 icatl on/cons true 1 1 an stage documents correspondence 


8007230001 Forwards statement of policy re requirements to be met for 
current OL appl icotions. as derived from NURE0-O66O fit found 
in NDHEa-0694 

EISEHHUT. D G Division of Licensing 80/06/26 3pp 


H General correspondence 


8007100042 Responds to G00123 llr re NRC approach to emergency planning 
around nuclear plants Commission endorsed KUHEO-0396 for 
development of stole ti local radiological plans Eiact 
configuration of zones will be decided during plant review 
DENTON. H R Office of Nuclear Reactor Regulation. Director 
80/06/03 2pp 


— BOO71B0047 Requests that NRC amend proposed regulation re formulation 
of evacuation plan to include all territory east of 
facility Proposed lO-mlle radius is unworiable fo-r people of 
Long Island Responsible plan slinuld be developed 
BEHAN, J L New York. State of 80/01/23 Ip 


0 Inspection reports. IG Bulletins 6 correspondence 


9007010280 Forwards IE Info Notice 80-23. "Loss of Suction to Emergency 
Feedwater Pumps " No written rosponsr required 
GRIER.B H Region 1. Philadelphia. Office Of the Director 
80/05/29 Ip 


80070-10066 Responds to IE Bulletin 00-05. "Vacuum Condition Resulting 
In Damage to Chemical Vol Control Sijs (CVC8I Holdup Tanks " 
Engineering activities have been curtailed to point where 
detail design data requested is unavailable 
PLA8K0N.R E Long Island Lighting Co 80/06/05 Ip 


8007210571 Forwards IE Info Notice 80-26, "Evaluation of Contractor 
QA Programs " No written responsu required 
ORIER.O H Region 1. Philadelphia. Bfficu of the Director 
80/06/10 Ip 


B007160401 Forwards IE Info Notice 80-2/. "Degradation of Reactor 
Coolant Pomp Studs " No specific action or response 
required 

GRIER, D H Region I, Philadelphia. Office of the Director 

80/06/11 Ip 


80D7280S94 Forwards IE Info Notice 80-28, "Prompt Reporting of Infs Iq 
Accordance W/10CFR50 53<o> " No written response required 
ORtER.O H Region 1, Philadelphia. Office of the Director 
80/06/13 Ip 


8007020509- Forwards IE Circular 80-15, "Loss of Reactor Coolant Puap 
Cooling & Natural Circulation Cooldown “ No written respo-noe 
required 

GRIER.B H Region 1, Philadelphia. Dfricc of the Director 
80/06/20 Ip 


0007160704 Forwards IE Circular 80-14, "Radioactive Contaninatlon of 
Plant Deeiinerali ted Uator 8ys «< Resultant Internal 
Contamination of Personnel " No written response required 
GRIER, D H Region I, Philadelphia, Office of the Director 
80/06/24 Ip 


0007210199 Forwards IE Info Notice 00-24, "Low Level Raduaste Burial 
Criteria " No written response required 

GRIER.B II Region 1, Philadelphia, Office of the Director. 
80/06/25 Ip 


8007230120 Forwards IE Bulletin 00-16, "Potential Mlsapplicatlpn of 
Rofiemount Inc Models 1151 It 1152 Pressure Transmitters 
M/Eltber A or D Output Codes '* Hriiten response required 
IE Circular 80-16 also enc I No written rssponse required 
GRIER, B H Region 1, Philadelphia, Office of the Director 
80/06/27 2pp 


0007210515 Responds to IE Bulletin BO-OG re containment liner 
penetration weld eiaminatlons Penetrations will be 
fabricated per Reg Guide I 19 Butt welds will be 
rad iographed 

PLABKON.H E Long Island Lighting Co 00/07/01 Spp 


DOCKET STN-50-5i8 MARTSVILLE NUCLEAR PLANT. UNIT 1 
A Appl icdtion/canstruc tion stage documents 1, correspondence 


9007020252 Forwards NRC Ofe of Nuclear Reactor Regulation B0042B 
reorganliati on chart Necessary period of transition made 
u/mln disruption to ongoing activities 

TEDESCQ.R L Assistant Director for Licensing 80/06/13 2pp 


8007010330 Forwards ''Socioeconomic Monitoring 1, Hltlgatlen Rapt." 
Continuing info will he provided on eemiannual basis 
MILLS, L M Tennessee Volley Authority 00/06/25 Ip. 


— 8007010350 "Socipeconomlc Monitoring ft Mitigation Rept, " data as of 
790930 

* Tennessee Valley Authority BO/05/31 52pp. 


8007230001 Forwards statement of policy re requirements to be met for 
current OL spp 1 isations, as derived from NURE0-066O & found 
in NUREO-0694 

EIBENMUT.D 0 Division of Licensing 80/06/26 2pp 


0 Adjudicatory correspondence 


800-7310243 Foru/BTife Commission 800527 memorandum & order conta-lnlng 
decisions on UC3 7B0502 petition for reconsideration of 
7804J3 mem-orandum It order IIC8 771104 petition sought action 
re fire protection for electrical cables 
EIBENMUT.D 0 Division of Licensing 80/06/25 S9pp 


H General correspondence 


0007110570 Responds to enc 1 B00506 Itr addressed to President Carter T4 
safety msasures being taken to protect cltliens of TN 
Facility Is aubj to stringent const controls Radiation 
eiposure will be kept to as low as reasonably achieveble 
TEDE8CD, fl L Assistant Director for Licensing 00/06/26 2pp 


0, Inspection reports. IE Bulletins t, correspondence 


6007340089 Forwards IE Info Notice 00-20, “Loss of Decay Heat Removal 
Capability at Davts-Besse Unit 1 Uhile in Refueling Mode " 

No response required 

O'REILLY. J P Region 2, Atlanta. Office of the Director BO/OS/OB 
Spp 


8007140479 Forwards lE Bulletin 80-13, "Cracking in Core Spray 
Spargers “ No written response required 

O'REILLY, if P Region 2, Atlanta, Office of the Director BO/03/18 

Ip 
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00070102S5 FoTuard* IE Info Motlcc 00-23, "Loss of Suction to Efncrgoncij 
F«Bii)wat<r Pumps '* No uritten respunsB req,u 9 red 

O'REILLY, JP Repion 2, Atlanta, Office of the Ojrfctor B0/0&/29 

Ip. 


6007220029 POTUiardB IE Info Notice BO-26. "Evaluation of Contractor 
OA Programs " No written response req,)jired 

O'RCILLY.JP Region 2, Atlanta, Office at the Dnector 00/06/10 
3PP 


B00714D3D1 ForuardB IE Bulletin SO-iA. "UeBradat ion of DMR Scram 
Discharge Voi Capability " No written response required 
D'REILLY, J P Region 2, Atlanta, Office of the OlTBctor BO/06/12 
Ip. 


600729D3Q4 Forwards IE Info Notice 80-3B, "Prompt Reporting of Info in 
Accordance W/10CFR50 95(a>," No written response required 
0'flEILLY,J P Region 2, Atlanta, Office of the Director 00/06/13 

3pp. 


B007020479 Forwards response to IE Bulletin 60-09 transmiitted by 
JP O'Reilly 800417 Itr Final rept for Hartsville i< Phipps 
Band plants will be sent on or before 601017 
HILLB, L H Tennessee Valley Authority 60/06/16 2 p p 


9007300907 Forwards IE Insp Repts 90-918/00-10,90-819/60-10, 
SO-S2O/B0-10 «< 50-521/80-10 on BOD42S-0330 No non c omp 1 1 an c e 
noted 

HtAIPHY, C E Region 2, Atlanta, Reactor Construction & Engineering 
Support Branch BD/06/17 3pp 


— 0007300994 IE Insp Repts 50-818/80-10,50-519/00-10,50-520/00-10 & 
90-921/60-10 on 000426-0930 No noncompliance noted Major 
areas Inspected earth compac tl on, structural concrete i< 
previous Insp findings 

CANTRELL, F. 8 Region 2i- Atlanta, Reactor Construction tt 
Engineering Support Branch BNAN, N Q Region 2> Atlanta. OfFice 
of the DirectoT 0O/&6/17 6 pp 


0007020391 Forwards IE Circular 00-19, "Loss of Reactor Coolant Pump 
Cooling ti Natural Circulation Cooldown " Ho written response 
Taiiulrail 

O'REILLY.J P Region 2, Atlanta, Office of the Blroctor 80/06/20 

Ip. 


0007170070 Forwards IE Clr-ular 60-14, "Radioactive Contdisina t ion of 
Plant Danineral i led Mater Sys ti Resultant Internal 
Contamination of Personnel ’■ No written response required 
0'RE1LLY,J P. Region 2, Atlanta, Office of the Director 00/06/24 
ip. 


0007230293 Forwards IE Bulletin OO-I 61 "Potential Misapplication of 
Roseaiount Inc Models 1151 t< 1152 Pressure Transmitters 
H/Either A or D Output Codes " Nrltten response required 
IE Circular BO-IA also encl No written response rcqulrod 
O'RCILLY.J P Region 2, Atlanta, Office of the Director 80/06/27 
ip. 


0007220236 Responds bo IE Bulletin 79-20, "Ppssihlo Malfunction of 
HAMCD Modal EAI0O Limit Rultches .rt Elevated Temps " 
Investigations show no NAHCD EAIBO switches are installed or 
planned for installation. 

MILLB.L M Tennessee Valley Author I bg 60/07/01 Ip 


6007280619 Responds to IE Bulletin 80-08, "Er amlnat i on of Containment 
Penetration Holds *' Results of Investigation encl 
HILLB,L H Tennessee Valley Authorltij 80/07/07 Sp p 


B007240269 Ack receipt of 000624 Itr Informing NRC of steps taken to 
correct violations noted In IE Insp Repts 50-51 B/BO-08, 
9O'-919/0O-O3, 50-920/00-00 J, 50-521/00-00 

MURPHY, C.E Region S, Atlanta, Reactor Construction (< Engineering 
Eupport Branch 00/07/03 Ip 


—0007240279 Responds to NRC 800530 Itr re violations noted in IE Insp 
Repts 50-916/00-08, 50 - 519 / 00 - 08 , 90-520/80-08 L 50-521 /BO-OB 
Corrective actions temp {< humidity monitoring equipment 
onsite t< ready for Installation on next vessel 
HILLB, L M Tennessee Valley Authority GO/06/24 4pp 


“0007240293 Forwards IE Insp Repts 50-518/00-08,50-519/00-00, 
90-520/60-00 & 30-521/80-08 on B00331-0423 It notice of 
yloletlon 

MURPHY, C.E Region S, Atlanta, Reactor Construction t, Engineering 
Support Branch 80/05/30 Bpp 


—8007240329 IE Insp Repts SO-SIS/BO-OB, 30-519/60-03, 50-S20/B0-Q8 tr 
SO-32J/0O-OB on 800331-0425 None om p 1 lanc e noted reactor 
pressure vessel stored In dusty area 

CDNTRELLi F S Region 2, Atlanta, Reactor Construction 8 , 
Engineering Suppurt Branch SHAN, M 0 Region 2, Atlanta, OfficB 
of the Director 00/05/30 6 pp 


8 Reportable occurrences. LEHs It related c orr 0 spon d enc e 


0007170S36 Part 21 rept re potential defect In air conditioning units 
in facilities Detailed info will ho provided to <issist 
determination of significant s<ifety haiard 

OIROLIX, E \i Carrier Corp Carrier Air C ond i 1 1 on 1 r>g Div 60/06/17 
3pp 


80062S0279 Forwards final deficiency rept re incorrect root face on 
skewed codweld sleeves 

M1LL0I L M Tennessee Valley Aubhiirity 80/06/19 Ip 


8007170247 Part 21 rept of potentially defective Rosemount, Inc 
transmitter in control sys of air conditioning units Info Is 
provided to assist In determination of significance as 
safety haiard 

OIRDUXiE J Carrior Corp Carrier Air Conditioning Dtv 80/06/20 

a9pp 


B007110320 Forwards first infceiim deficiency rept on Rosemount Model 
H52 pressure transmitter defects Initially reported 000603 
Final rept will be submitted on or before 600917 
MILLS, L M Tennessee Valley Authority BO/07/02 Ip 


--8007110328 First Interim deflcioncy rept on Rosemount Model 1152 
pressure transmitter defects During testing, G£ found 
ambiguous output to over t< underpressure conditions Review 
to determine number of transmitters on location underway 
■» Tennessee Valley Authority 60/07/02 Ip 


B007140349 Forwards second Interim deficiency rept re cracks in reactor 
pressure vessel shield wall Final rept to ho submitted 
before 601003 Mill provide addl info re repair of shield 
wall e, corrective actions 

MILLS. L M Tennessee Valley Authority 80/07/03 Ip 


— 8007140353 Second interim deficiency rept re cracks in reactor pressure 
vessel shield wall Discovered base metal cracks In shieldl 
wall inner shell plates Evaluation revealed crack Initiated 
at tee of tack we 1 li bead nf backing strip 
a Tennessee Valley Authority 00/07/03 2pp 


0007230528 Final deficiency rept re omitted heators from Reliance 
Electric Co motor operator Deficient motor will he replaced 
by 801130 OE will review vendor QA program to assure proper 
implementation 

MILLS, L M Tennessee Valley Authority 80/07/16 app 


B007290734 Final Deficiency Rept 4 re deflciont welds found on anchor 
bolt chair t, containment shell S, base plato Caused by QA/QC 
Inspectors not allowing welds to pass msp Task Force !< 
retraining recertification program initiated 
e Tennessee Vatley Authority 60/07/24 3 pp 


DOCKET 8TN-50-519 HARTSVILLE NVCLEAR PLANT. UNIT 2 
A Appl i cat I on/c nnstr uc 1 1 on stage ducurricnts F< correspondence 


B0070202S2 Forwards NRC Ofc of Nuclear Reactor Regulation B00429 
reorganization chart Necessary period of transition made 
w/ffliti disruption to ongoing activities 

TEDEBCO. H L Assistant Director for Licensing 80/06/13 2pp 


B007010338 Forwards "Socioeconomic Monitoring 4, Mitigation Rept “ 
Continuing Info will lie provided 00 semiannual basis 
HILLB, L M Tennessee Valley Authority B0/06/?1i Ip 


— 8007010390 '’Sec loeconumit Monitoring t< Mitigation Rept. ” data as of 
790930 

» Tennessee Viillcy Authority 80/05/31 52pp 


B007230001 Forwards r. tatement of policy re requirements to be met for 
current DL ap p 1 1 c nt 3 ons, a s derived from NURED-OAbO *< found 
In NUREG-0694 

EISENHUTiO 8 Division of Licensing 60/06/26 Spp 


If 


— 0007240309 Notice of violation from insp en 800331-0425 
• RKSlo-n 2, Atlanta, Dffice of the Director 80/OS/30 
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DOCKETED ITEMS 


0 Ad ju d ica'toi'y ,c nrrpspnTt dene « 


□007310343 Foruards CDmmi aaion 300527 memo rand um h order containing 
decisions on UCB 700502 petition for reconsideration of 
700413 menorandutn t< order UC5 771104 petition sought action 
re fire protection For electrical cables 
E1S£NHUT<D 0 OivisioTi of Licensing B0/0f>/35 69pp 


H General < erresp endenc e 


8007110970 Responds to encl 80aS0& 1 tr addressed to President Carter re 
safety measures being taken to protect citiiens of TN 
Facility Is subj to stringent const controls Radiation 
eiposure uill be kept to as loLt as reasonably achievable 
TEDESCOi R L Assistant Director for Licensing 80/06/36 2pp 


0 Inspection repurtsi IE Bulletins ti correspondence 


Q0D7a40'OQ9 Forwards fE InFo Notice 00-20^ "Loss of Decay Heat Removal 
Capability at Davis-Desse Unit 1 Uhlle In Refueling Mode “ 

No response required 

O'REILLV.J P Region 2. Atlanta. Office of the Director 80/05/08 

3pp 


8007140479 Foruards IE Bulletin 80-13. "Cracking in Core Spray 
Spargers “ No uiritten response required 

O'REILLYrJ P Region S. Atlanta. Office of the Director 80/05/13 
*P 


0007010335 Foruards IE Info Notice 80-33. "Loss of Suction to Emergency 
Feedwater Pumps " No written response required 

O'REILLV.O P Region 2, Atlanta. Office of the Director 80/05/3? 

Ip 


8007330029 Forwards IE Info Notice 80-26. "■Evaluation of Contractor 
<1A Programs " No written response required 

O'REILLy.J P Region 3. Atlanta. Office of the Director 80/06/10 
Spp 


8007140301 Forwards IE Bulletin 80-H. "Degradation of BUR Scram 
Discharge Vol Capability ” No written response required 
Q'REILLV.J P Region 3. Atlanta. Office of the Director 80/06/12 
Ip 


0007250384 Forwards IE Info Notice 80-28. "Prompt Reporting of Info In 
Accordance M/10CFR50 55ie) " No written response required 
O'REILLY. JP Region 3, Atlanta. Office of the Director 80/06/13 
3PP 


8007020499 Forwards response to IE Bulletin 80-0? transmitted b'y 
viP O'Reilly 800417 Itr Final rept for Hartsvllle f< Phipps 
Bend plants uill be sent on or before 801017 
lltLLSil. M Tennessee VaUey Authority 80/06/16 Spp 


B0073005B9 Forwards IE Insp Repts 90-518/80-10, 50-319/00-10, 
30-620/80-10 ti 50-521/80-10 on 800428-0530 No noncomp 1 ianc* 
noted 

NURPHY.C E Region 2. Atlanta. Reactor Construction Engineering 
Support Branch 80/06/17 Spp 


— 8007300994 IE Insp Repts 30-518/80-10, 90-519/80-10. 90-580/80-10 b 
50-531/80-10 on 800428-0530 No none omp 1 i ance noted Major 
areas inspected earth c ompac tlcn. strut tural concrete It 
previous insp findings 

CANTRELL. F S Region 3. Atlanta. Reactor Construction t< 
Engineering Suppiirt Branch SWAN, N D Region S. Atlanta. Office 
of the Director 60/06/17 6pp 


8007020391 Forwards IE Circular 00-15, "Loss of Reactor Coolant Pump 
Gaoling & Natural Circulation Cooldown “ No written rosponse 
required 

O'REILLY, J P Region 2. Atlanta. Office of the Director 80/06/80. 

Ip 


B007170070 Foruards !E Circular 80-14. "Radioactive Contamination of 
Plant Deminerali I ed Water 9ys Resultant Internal 
Coniaminaii on nf PerKonnel " No uiritten response required 
O'REILLY, ti P Region 3. Atlanta. Office of the Director 00/06/84. 
IP 


8007330353 Forwards IE Bulletin 80-16. "Potential misapplication of 
Rosemaunt IiJt Models 1191 & 1152 Pressure Transmitters 
U/Elther A or D Output Codes " Written response required 
IE Circular 80-16 also encl No written response required 
O'REILLV.tJ P Region 8. Atlanta. Office of the Director 90/06/37. 
Ip 


0007230236 Responds to IE Bulletin 79-28. "Possible HalfunctioTi of 
NAMCD Model EA180 Limit Switches at Elevated Temps " 
Investigafclons show no NAMCO EAIBO switches are installed of, 
planned for installation 

HILLS. L M Tennessee Valley Authority 00/07/01 Ip 


8007280615 Responds to IE Bulletin 80-08, "Eiamlnatton of Csnt«lnafnt 
Penetration Welds " Results of investigation end 
MILLS. L M Tennessee Valley Authority 00/07/07 Spp 


8007240365 Ack receipt of 800634 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-510/60-08. 
50-919/00-00,90-520/00-00 *i 50-521/80-08 

MURPHY. C E Region 3, Atlanta, Reactor Construction t. Engineerlni 
Support Branch 80/07/08 Ip 


— 8007240279 Responds to NRC BOOS30 Itr re violations noted in IE In«e 
Repts 50-510/80-08,90-919/80-08,50-930/80-00 8. 50-581/60-00 
Corrective actions temp t. humidity monitoring equipment 
onsite $c ready for installation on next vessel 
MILLS, L M Tennessee Valley Authority 80/06/34 4pp 


—0007240393 Forwards IE Insp Repts 90-518/00-00, 50-519/00-08, 
50-330/00-08 ti 50-521/00-08 on 600331-0425 it notice of 
violation 

MURPHY. C E Region 3. Atlanta., Reactor Construction l< Engirtaertnf 
Support Branch 80/09/30 2pp 


—8007240309 Notice of violation from insp on 000331-0485 

e Region 2, Atlanta. Office of the Director 80/05/30 Ip 


—000724033? IE Insp Repts 90-910/80-00. 50-519/00-08. 50-980/00-00 h 
S0-S21/B0-0B on 000331-0425 Noncomp 1 1 anc e noted reactor 
pressure vessel stored in dusty area 

CONTRELL.F 5 Region 3, Atlanta. Reactor Construction It 
Engineering Support Branch 6WAN. W B Region 2. Atlanta. Offlca 
of the Director 80/05/30 6pp 


8 Reportable occurrences. LCRs t< relatod correspondence 


8007170336 Part 31 rept rc potential defect In air conditioning unitf 
in facilities Detailed info uill be provided to assist 
determination of significant safety hazard 

OIROUI. E J Carrier Corp Carrier Air Conditioning Div 80/06/17 
3pp 


8007170547 Part 31 rept of potentially defective Rosimount. Inc 
transmitter in control sys of air conditioning units. Info ia 
provided to assist in determination of significance as 
safety haiard 

eiROUX.E J Carrier Corp Carrier Air Conditioning Div BO/06/S0 
S?pp 


8007110330 Forwards first interim deficiency rept on Rosimount Hodel 
1152 pressure transmitter defects Initially reported 800603 
Pinal rept will be submitted on or before 000917 
MILLS.L H Tennessee Valley Authority 80/07/08 Ip 


— 0007110338 First interim deficiency rept on Rosemount Model 1192 
pressure transmitter defects During testing.OE found 
ambiguous output bo over t< underpressure conditions Review 
to determine number of transmitters on location underway 
e Tennessee Valley Authority 00/07/03 Ip 


8007390734 Final Deficiency Rept 4 re deficient welds found on anchor 
bolt chair St containment shell t. base plate Caused by OA/OC 
inspectors not allowing welds to pass insp Task force It 
retraining It recertification program initiated 
« Tennessee Valley Authority 80/07/34 Spp 


DOCKET 8TN-90-520 HARTBVTLLE NUCLEAR PLANT. UNIT 3 


A Appllcati on/construc ti on stage documents It correspondincc 


8007020832 Forwards NRC Ofe of Nuclear Reactor Regulation 000429 
rearganl lotion chart Necessary period of transition made 
w/mln disruption to ongoing activities 

TEDESCO, R L Assistant Director for Licensing 80/06/13 Spp 


8007010330 Forwards "Socioeconomic Monitoring 6 Mitigation Rapt * 
Continuing info mill be provided on semiannual basis 
MILLS.L M. Tennessee Valley Authority 00/06/25 Ip 


— 0007010390 "6oc ioer onomic Monitoring It Mitigation Rept." data as of 
790930 

* Tennessee Valley Authority 00/05/31, 52pp 
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6007i23<X>0t rorwardt ctataaent of pollcg re requirements to be met for 
curro-nt tX. appl icattonsi as derived from NUFlEO-0660 l< found 
in NURI&0-0di94 

EISEfMUT. D 0 Division of Uicenslnq 00/06/26 2pp 


0 Ab jud Icatorg correspondence 


B0O7310243 Foriiiards Commission B0OS27 memorandum Ic order containing 
dBcisian* on UC3 700302 petition for reconsideration of 
790413 nemorandun b order UCS 771104 petition sought action 
TB fire protection for electrical cables 
EISCNHUTrD 0 Division of Licensing 00/06/25 0fpp 


H OBneral correspondence 


B007110970 Responds to end 600506 Itr addressed to President Carter re 
safatg eieasures being taken to protect citliens of TN 
Facilltg is subj to stringent const controls Radiation 
aspaiUra will be kept to as lou as reasonably achievable 
TEDESCO. R L Assistant Director for Licensing 60/06/26 2pp 


O Inapection reportsi IE Bulletins 6 correspondence 


6007240089 Forwards IE Info Notice 0O-2O( "Loss of Decay Heat Removal 
Capability at Davls-Besse Unit 1 Uhile in Refueling Mode " 

No reeponae required 

O'RElLLYiJ P Region 2> Atlantoj Office of the Director 80/03/00 

3pp 


D0Q7140479 Forwards IE Bullatln B0-I3i "Cracking in Core Spray 
Bparpars ” No written response required 

O'RErLLV.J P Region 2. Atlanta. Office op the Director 60/03/12 
IP 


60070103S9 Forward! IE Info Notice 80-23. "Loss of Suction to Emergency 
Faadwater Pumps " No written response required 

O'REILLY.J P Region 2. Atlanta. Office of the Director BO/03/29 

Ip. 


B0072200S9 Forwards IE Info Notice 80-26. "Evaluation of Contractor 
8A Programs " No written response required 

□ 'REILLY. J P Region 2, Atlanta. Office of the Director, 80/06/10 

3pp 


0007140301 Forwards IE Bulletin 80-14. "Degradation of BUR Seram 
Discharge Vol Capability " No written response required 
O'REILLY. P. Region 2. Atlanta. □Pfice of the Director 80 / 06/12 

Ip. 


B007S90^4 Forwards IE Info Notice BO-28. "Prompt Reporting of Info in 
Accordance U/tOCFRSO S5<e> " No written response required 
□ 'REILLY. J P Region 2. Atlanta. Office of the Director 80/06/13 
3pp. 


B007020499 Forwards response to IE Bulletin 60-0? transmitted by 
JP O'Rallly 800417 Itr Final rept for Hartsvllle (t Phipps 
Band plants will be sent on or before B01017 
lilLLBfL H Tennessee Valley Authority 00/06/16 2pp 


B007300S89 Forwards IE Insp Repts 30-510/00-10.30-919/80-10. 
90-920/00-10 A 30-921 /BD-10 on B004Se-0330 No none omp 1 lance 
nafcad. 

liURPHYt C. E Region 2. Atlanta. Reactor Construction t< Engineering 
Buppopt Branch 80/06/17 2pp 


— B007300594 IE Insp Repts 90-518/00-10, 30-319/B0-1O, 50-520/00-10 & 
90-921/00-10 on 800428-0330 No none omp 1 lanes noted Najor 
araoB inspected earth compac t ion. struc tural concrete A 
previous Insp findings 

CANTRELL. F 0 Region 2. Atlanta. Reactor Construction A 
Engineering 0upport Branch 6NANi N D Region 2. Atlanta. Office 
of the Director 60/06/17 6pp 


8007020391 Forwards lE Circular 00-15. ^“Loss of Reactor Coolant Pump 
Cooling A Natural Circulation Cooldown " No written response 
raqulred 

O'REILLY.vi P. Region 2. Atlanta. Office of the Director 00/06/20 
ip. 


6007170070 Forwards IE Circular 00-14. "Radioactive Contamination of 
Plant Demineral 1 tad Water Bys A Resultant Internal 
Con taMi nation of Personnel " No written response required 
□ 'REILLY. J P Region 2, Atlanta. Office of the Director BO/06/24 

ip. 


0007230253 Fpruards IC Dulletln 00-16, "Potential Mi s.Tppl i cat t on of 
Rosomount Inr Models 1151 f< 1152 Pressure Transmitters 
W/Either A or □ Output Codes " Written response required 
IE Circul. 1 T 00-16 also cncl No written response required 
O'REILLY. J P Region 2, Atlanta. Office of the Director 60/06/27 
Ip 


□007220236 Responds to IE Bulletin 79-20, "Possible Halfunction of 
NAHCD Model EAIBO Limit Switches at Elevated Temps " 
Investigations show no NAMCO EAIBO switches are Installed dr 
planned for installation 

MILLS, L M Tennessee Valley Authority 80/07/01 Ip 


0007280615 Responds to IE Bulletin 60-08. "Eiamination of Containment 
Penetration Welds " Results of investigation chc] 

MILLS. L M Tennessee Valley Aiitharity 00/07707 Spp 


0007240265 Ack receipt of B0D624 Itr Informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-S 16/60-08. 
50-319/60-00.50-520/00*00 A 50-521/00-00 

MURPHY. C E Region 2. Atlanta. Reactor Construction A Engineering 
Support Branch 00/07/08 Ip 


— 6007240279 Responds to NfJC 800530 Itr re violations noted in IE Insp 
Repts 50-516/80-06, 50-519/BO-oa. 50-520/80-00 A 50-521/60-08 
Corrective actions temp A humidity monitoring equipment 
onsite A ready for installation on neit vessel 
MILLS. L M Tonnessee Valley Authority 00/06/24 4pp 


—6007240293 Forwards IE Insp Repts 50-510/00-00,50-519/60-00, 
50-520/80-06 A 50**32 1 /8O~O0 on B00331-042S A notice of 
vlfllatlon 

MURPHY. C E Region 2. Atlanta. Reactor Construction A Engineering 
Support Branch 60/05/30 2p p 


— 8007240305 Notice of vinlaticin from Insp on 000331-0423 

* Region 2. Atlanta. Office of the Director 00/05/30 Ip 


—6007240329 IC Insp Repts 50-510/80-00, 50-519/00-00, 90-520/30-08 A 
50-521/00-08 on 000331-0425 None omp I lane * nnted reactor 
pressure vessel stored in dusty area 

CONTRELL, F S Region 2. Atlanta. Reactor Construction A 
Engineering Support Branch SWAN. H D Region 2, Atlanta, Office 
of the Director BO/05/30 6pp 


0 Reportable occurrences. LERs A related corresp etidenc e 


8007170236 Part 21 rept re potential defect In air conditioning units 
In facilities Detailed info tuill be provided to assist 
determination of significant safety haiard 

91RDUX. E J Carrier Corp Carrier Air Conditioning Dlv 00/06/17 
3PP* 


8007170247 Part 21 rept of potentially defective Rosemount. Inc 
transmitter in control sys of air conditioning units Info Is 
provided to assist in determination of significance as 
safety haiard 

OinoUX.E J Carrier Corp Carrier Air Conditioning Oiv 00/06/20 

a9pp 


0DO71 10320 Furujards first interim deficiency rept on Rosemount Model 
1152 pressure transmitter defocts initially reported 600603 
Final rept will be submitted on or before 800917 
niLLB.L M Tennessee Valiey Authority 80/07/02 tp 


— 8007110326 First interim deficiency rept on Rosemount Model 1192 
pressure transmitter defects During testingiQE found 
ambiguous output to over A underpressure conditions Review 
to determine number of transmitters on location underway 
* Tennessee Valley Authority 80/07/02 !p 


DOCKET aTN-3(J-S21 HART3V1LLE NUCLEAR PLANT, UNIT 4 


A Appl i cat ion/c ons true 1 1 on stage documents A correspondence 


8007020252 Forwards NRC Ofc of Nuclear Reactor Regulabion 800426 
rearganiiation chart Necessary period of transition made 
w/min disruptlun to ongoing activities 

TEDESCO. R L Assistant Diructur for Licensing 80/06/13 2p p 


6007010330 Forwards "Sac 1 oec onorai c Monitoring A Mitigation Rapt " 
Continuing info will be provldod on semiannual basis 
HILLS, L M Tennessee Valley Authority 60/06/25 tp 


— 6007010350 "Boc lOBConumic Monitoring A Mitigation Rept." data as of 
790930 

* Tennessee Valley Authority 00/05/31 92pp 
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B007230001 Forward* statonpnt of policy re reqo i reraon ts to be met for 
current OL ap p 1 1 cat ions . as derived from MUflEO-OAfiO If found 
In NUBE0-0A94 

EISENHlfTiDO Division of Licensing 0O/O6y2t 2pp 


<5 Ad jud 1 oatorg correspondence 


a0D7310S43 Forwards rpmniisslon B00527 mennirandum ti order containing 
decisions on DCS 7E)0S0B petition for reconsideration of 
760413 merrtorondum A order UCS 77ii04 petition sought action 
re fire protection for electrical cables 
EISENHUr. D 0 Division of Licensing 60/0A/25 a9pp 


H General correspondence 


B007110370 Hesponds to ent 1 300506 Itr addressed to President Carter re 
safety measures being taten to protect citiions of Tft 
Facility is subi tu stringent const controls nadlation 
eiposure (pill be kept to as low as reasonably achievable 
TEDESCD. R L Assistant Director for Licensing 30706/86 2pp 


O Inspection reports# IE Rollotlns & correspondence 


D007S400B9 Forwards IE Info Motlco BO-BO# "Loss of Decay Heat Removal 
Capability at Davls-Resse Unit 1 Uhile in Refueling Hade ” 

No response required 

BAREILLY# J P Region 3, Atlanta. Office of the Director 80/05/00 
3pp 


6007140479 Fnrwards IE Sutletln BO-13. "Crocking in Core Bpray 
Spargers " No written rosponse required 

O'REILLV.J P Region 2. Atlanta. Office of the Director SO/OS/IB 
Ip 


6007010225 Foriiiards IE Info Notice B0-B3i "Loss of Suction to Emergency 
Feedwater Pumps " No written response required 

O'REILLV.J P Region 2. Atlanta# Office of the Director 60/09/29 
IP 


6007330029 Fariiiards IE Info Notice 00-36# "Evaluation of -Contractor 
OA Pr-ograms " No written response required 

□ 'REILLY. JP Region B, Atlanta# Office of the Director BO/OA/10 
3pp 


0007140301 Forwards IE Bulletin BO-14. "Degradation of BWR Scram 
Discharge 9ol Capability " No written response required 
O'REILLY. JP Region 2. Atlanta# Office of the Director B0/O6/I2 
•p 


9007250384 Forwards 1C Info Notice 80-20. "Prompt Reporting of Info in 
Accordance U/10CFR50 55(e) " No written response required 
O'ftEILLV. J P Region 2# Atlanta. Office of the Director B0/O6/13 
3pp 


8007020499 Forwards response to IE Bulletin 00-09 transmitted by 
dp O'Reilly 600417 Itr Final rept for Hartsville «< Phipps 
Osnd plants will be sent on or before B01017 
HILLS. L H Tennessee Valley Authority 00/06/16 2pp 


B0073005B9 Forwards IE Insp Repts 50-9 1 B/B0-10> 50-519/80-10# 
50-520/60-10 l< 50-521/00-10 On 000423-0530 No noncomp 1 1 flu ct 
noted 

HURPHViC E Region 2# Atlanta# Reactor Construction 1< Engineering 
Support Branch 00/06/17 2pp 


— 0007300394 IE Insp Repts 50-5 1B/B0-10> 50-51 9/00-1 0. 50-520/60-10 t, 
90-521/B0-10 on 600428-0530 Nn none amp J 1 ance noted Hajor 
areas inspected earth c ompac 1 1 on# s true tural concrete ti 
previous insp findings 

CANTRELL. F 6 Region 2. Atlanta# Reactor Construction & 
Engineering Support Branch 60/06/17 6pp 


B007020391 Forwards IE Circular 80-19. “Loss of Reactor Coolant Pump 
Cooling tc Natural Circulation Cooldoun " No larltten response 
requl red 

O'REILLY. J P Region 2. Atlanta. Office of the Director BO/06/20 

Ip 


80D7170070 Forwards IE Circular BO— 14# "Radtoac t Ive Contamination of 
Plant Demineratt I ed Mater Sys t. Resultant Internal 
Contamination of Personnel " No written response required 
O'REILLY# J P Region 2. Atlanta. Office of the Director B0/D6/84 
Ip 


3007230253 Foruards IE Dullotin 60-16# "Potential Hi sappl Ication of 
Rosemount Inc Models 1151 t> 1152 Pressure Transmitters 
M/Either A nr D Output Codes " Written response required 
IE Circular BO-16 also end No uritten response requlrid 
O'HEILLV.J P Region 2. Atlanta. Office of the Director 60/06/87 
Ip 


3007220236 Responds to IE Bulletin 79-26, "Passible Malfunction of 
NAHCO Hadel EAIBO Limit Switches at Elevated Temps " 
Investigations show no NAHCO EAlBO switches are installed or 
plonne-d for Installation 

MILLS.L H Tennesseu Valley Authority 80/07/01 Ip 


B0072B06I5 Responds to IE Bulletin 80-08# "Eiamlnatlon of Containment 
Penetration Melds " Results of investigation and 
HILLS.L M Tennessee Valley Authority 00/07/07 Spp 


3007240265 Act receipt of 800624 Itr informing NRC of steps taken t» 
correct violations noted In IE Insp Repts 50-518/80-03# 
50-919/60-06# 5O-92O/80-BO b 50-521/60-06 

MURPMV.C E Region 8# Atlanta# Aaactor Construction & Engineering 
Support Branch 80/07/08 Ip 


— 6007240279 Responds to NRC 600530 Itr re violations noted in IE Inif 
Repts 50-518/80-03.50-519/60-00.50-920/30-08 b 50-521/80-08 
Corrective actions temp b humidity monitoring equipment 
onsite b ready for Installation on ne>t vessel 
HILLS.L H Tennessee Valley Authority 80/06/24 4pp 


— 0007240293 FoTiuards IE Insp Repts 50-518/80-08.50-919/80-08, 
90-920/80-08 b 90-521/80-08 on 300331-0425 b notice of 
Violation 

MURPHY# C E Region 2, Atlanta. Reactor Construction b Engineering 
Support Branch 80/09/30 2pp 


— 8007240309 Notice of violation from insp on 800331-0429. 

• Raglan 2# Atlanta# Office of the Director 80/05/30. Ip 


— 0007240329 IE Insp Repts 50-510/00-09. 50-519/80-08# 50-520/60-06 b 
50-521/00-06 on 800331-0429 None amp 1 i anc e noted reactor 
pressure vessel stored in dusty area 

CANTRELL# F S Region 2. Atlanta# Reactor Construction b 
Engineering Buppurt Branch 60/09/30 6pp 


S Reportable occurrences# LERs b related correspondence 


8007170236 Part 21 rept re potential defect in air conditioning units 
In Facilities Detailed Info will be provided to assist 
determination of significant safety hoiard 

0 1 ROUX I E J Carrier Corp Carrier Air Conditioning Dlv 00/06/17 

Spp 


8007170247 Part 21 rept of potentially defective Rosemount, Inc 
transmitter In control sys of air conditioning units Info It 
provided to assist in determination of significance as 
safety hatard 

OIROUX# E J Carrier Corp Carrier Air Conditioning Dlv SO/06/20. 
29pp 


0007110320 Forwards first Interim deficiency rept on Rossmount Hodtl 
1192 pressure trensmittor defects initially reportsd 600603. 

Final rept will be submitted on or before 800917 
HILLS.L M Tannessee Valley Authority 80/07/02 ip 


— 0007110328 First interim deficiency rept on Rosemount Model 1152 
pressure transmitter defects During testing. DE found 
ambiguous output to over b underpressure conditions Review 
to determine number of transmitters on location underway 
» Tennessee Valley Authority 80/07/02 Ip 


DOCKET BTN-90-9a2 3KAOIT NUCLEAR POWER PRDdECT, UNIT 1 


A App 1 lea tlon/c ons true t ion stage documents b correspondsnee 


BD0703030S Comments on proposed rules 10CFR30 b 91 u/8uinomlsb Tribal 
Community endorses position for ful'l consideration of Class 
9 accidents Urges consideration of Class 9 accident in 
Skagit proceedings W/6ertificate of 8vc 

OENDLER# H M Skagttonians Concerned About Nuclear Power fEANSiD, 8 
Affiliation Unknown 00/06/17 4pp 


8007230081 rorwards statement of policy re requirements to be met for 
current OL app 1 Icatlons. as derived from NUREO-0660 fc found 
in NUREO-0674 

eiSENHUT. D Q Division of Licensing 00/06/26 2pp 
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tS0O7l9O737 Inforn* NRC that four private utils have formed uih al ly-oynsd 
•h|lnttorlng It eonet cofipang to perform engineer 1 ng> 1 Icensing 
li const cvce for major generating projects Company ulll be 
activatod on B0071S Press release end 
FERCUBON. H J Affiliation Unknown 00/07/08 4pp 


0. Adjudicatorg correspondence 


EH07ai03S7 pDruarde ASL.B 000306 nsmorandum summariiing hearing status h 
FT Thonsen B00414 itr to ASLB indicating site change 
posalliility U/o end 

BKAMSONi t> T Hearing Branch 1 00/04/16 Ip 


0007310343 Forwards Commission B00S27 memorandum (c order containing 
daclslons on UC0 7GO902 petition for reconsideration of 
760413 mesoTandum fc order UC8 771104 petition sought action 
re flra protection for electrical cables 
ElSENHUTiD « Division of Licensing 00/06/29 e9pp 


6007100171 Submits third status repfc concerning progress made in 
reaalvlng USSB/NRC 000306 requests for addl info re geology/ 
eeismolagg of plant site Reguests for addl info remain 
vnehangad due to Incomplete rept 

THOMSEN > F T. Pertinsi Coiei 0tono< Olsen 8< hlllllams B0/O6/27 
3pp. 


6007010330 Advises of no development re NRC or USOS review of 
application. NRC is unable to predict date for rescheduling 
hearings 

BLACKER. L. Hearing Branch 1 00/06/30. Ip 


8007300372 Forwards notice of withdrawal of counsel RM Sandvik t< 
appearance of FM Ostrander as counsat for State of OR 
8AN0VIK. R. M Oregom State of 00/07/03 Ip. 


— 8007300377 Notice of withdrawal of counsel RH Sandvik It appearance of 
FW Ostrander as counsel for State of OR Certificate of 
8vc and. 

OSTRAKDER.F N Oregon. State of 00/07/03 3pp 


8007110043 achedult setting 000731 for applicants ti NRC to submit repts 
In rasponea to A61.B 800306 ord er. Paragraph 14 C Applicants 
Mat Indlcata intantion to change site $c NRC must explain 
status of response to epplicants' 000213 submittal 

SEALE. V. B. Atomic Safety and Licensing Board Panel 00/07/08 Ip 


8007230797 Motion for order evidencing current status ti setting 
schedule for further proceeding Amend to application will be 
filed bg 8O093D Anticipated schedule for environ rept (t POAR 
aninds may bo filed on tame date H/draft order ti releasa. 

THOMSEN. F. T. Portland Ceneral Electric Co TH0M9EN.F T Perkins. 
Cola, atone. Olsen N VJtlliams 00/07/16 7pp. 


8007290391 Forwards 800216 certificate of svc inadvertently omitted 
from 800716 eorrospandenee 

THOMSEN. F. T. Perhins. Cole, atone. Olsen & Hi 11 lams B0/07/S7 
3pp. 


0 Inspection reports. IE Bulletins & correspondence 


0007320344 Forwards IE Info Notice 00-26. "Evaluation of Contractor 
(M Programs " No written response required 

ENOELREN.R H Region 9. Ban Francisco. Offlca of the Dirsctor 
00/06/10. Ip. 


0007140418 Forwards IE Bulletin 80-14. "Degradation of BHR Scram 
Discharge Uol Capability," No written response required 
EHOELKEN.R H Region 9. Ban Francisco. Office of the Director 
00/06/13 Ip. 


DOCKET 8TN-90-923 8KA01T NUCLEAR POWER PROJECT. UNIT S 


A Appl icatton/constructlon stage documents li correspondenct 


8007030309 Comments on proposed rules 10CFR50 & 91 u/Swinomlsh Tribal 
Caswsunlty andorees position fop full consideration of Class 
9 accldants Urgss consideration of Class 9 accident in 
Skagit procaedlngs. W/Certif Icate of Svc 

OENDLEHf H. W Skagttonians Concerned About Nuclear Power. 00/06/17 

4pp. 


8007S30001 Forward! statement of policy re requirements to be met for 
current OL applications. as derived from NURE0-06A& 1. found 
In NUREO-0694 

EIBENHUT.D 0 Division of Licensing 00/06/36 2pp 


0007150737 Informs NRC that four private utils have forraei wholly-owned 
engineering h const company to perform eng inesr ing. lie enstng 
t< const sves for major generating projects Company will be 
activated on B00715 Prsas release end 
FEROUSON. W J AFfilsation Unknown 00/07/00 4pp 


0 Adjudicatory correspondence 


8007010297 Forwards ABLD 000306 memorandum summariiing hearing status (c 
FT Thomsen 000414 Ibr to ASLB indicating site change 
possibility W/o end 

8WANS0N.D T Hearing Branch 1 00/04/16 Ip 


8007310243 Forwards Commission 000527 tnemorandum i order containing 
decisions on UCS 700902 petition for reconsideration of 
700413 memDrandura & order UCS 771104 petition sought action 
re fire protection for electrical cables 
EtSENHUT. D 0 Division of Licensing 00/06/25 BBpp 


8007100171 Submits third status rept concerning progress made in 
rasolving USOS/NRC 800306 requests for addl info re geology/ 
seismology of plant site Requests for addl info remain 
unchanged due to incomplete rept 

THOMSEN. F T Perkins, Coie. Stono. Olsen S< Williams 00/06/27 
3pp 


8007010330 Advises of no development re NRC or USSS review of 
application NRC is unable tn predict date for rescheduling 
hearings 

BLACK. R L Hearing Branch 1 00/06/30 Ip 


6007300372 Forwards notice of withdrawal of counsel RM Sandvik 6 
appearance of FW Ostrander as counsel for State of DR 
8AND71K.R M Dregon. State of 80/07/03 ip 


--0OO73OO377 Notice of withdrawal of counsel RH Bandvtk fr appearance of 
FH Ostrander as counsel for State of OR Certificate of 
Svc end 

OSTRANOER.F W Oregon. State of B0/07/D3 3pp 


8007110042 Schedule setting 000731 for applicants 1. NRC to submit repts 
In response to ASL0 000306 order. Paragraph 14 C Applicants 
must indicate intention to change site 4. NRC must eiplain 
status of response to applicants' 000315 submittal 

DEALE. V.D Atomic Safety and Licensing Board Panel BO/07/QD Ip 


0007230797 Motion for order evidencing current status & setting 
schedule for further proceeding Amend to application will be 
filed by 000930 Anticipated schedule for environ rept l< PBAR 
amends may be filed on same date W/droft order f< release 
TH0M3EN. F T Pot tl and Oeneral Electric Co THOMSEN. F T Perkins. 
Coie. Stone. Olsen b Williams 00/07/16 7pp 


0007290351 Forwards 000216 certificate of svc inadvertently omitted 
from 000716 correspondence 

THOMSEN. F T Perkins. Coie. Stone. Olsen t< Williams 00/07/17 
3pp, 


0 Inspection reports. IE Bulletins 4< correspondence 


8007220344 Forwards IE Info Notice BO-36. "Evaluation of Contractor 
OA Programs “ No written response required 

ENOELKEN.R H Region 9. San Francisco. Office of the Director 
80/06/10 Ip 


0007140410 Forwards IE Bulletin 80-14. "Degradation of DWR Scram 
Discharge Vol C.ipability " No wrltben response required 
ENOELKEN.R H Region 5. San Francisco. Office of the Director 
00/06/13 Ip 


DOCKET STN-90-53B PALO VERDE NUCLEAR STATION. UNIT 1 


A Application/construction stage documents tc correspoodene e 


0007210237 Summary of 000311 meeting w/utll In Dethesda.MD re review 
plans for OL applications 

LICITRA.E-A Light Water Reactors Branch 3 00/04/25 4pp 


0007010550 Forwards NRC reorgani lat 1 on chart for Ofc of Nuclear Reactor 
Regulation. effective 000420 Considerations re activities 
should be made through assigned mgt repi csentatives Areas of 
disagreement may be discussed through informal appeal 
TEDEBCOi R L Assistant Director for Licensing 00/06/13 2pp 
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800702020'? Ack receipt »< docketing of 791001 joint application for 
□Ls Forwards list of inconplete sections fallowing 
prel loilnarg revisu of FSAR tr environ repb Discusses 
licensing procedures !< importance of timelg c omnun i cat ion 
EISENHUT. D 0 Division of Licensing ao/OA/16 7pp 


800702019^ Notification of Q00709-10 meeting u/utiJ in DethesdaitIO to 
discuss ac power sys 

KERRlOANi-J Licensing Branch 2 SO/Ddi723 2pp 


8007230001 Foruards statement of policy re requirements to be net for 
current OL app J 1 cat ion Si as derived from NUREO-0660 ti found 
in NUfieG-Oii94 

EISENHUTrD 8 Division of Licensing 80/06/26 2pp 


8007080227 Requests auth orl la 1 1 on under CPPR~141 1 CPPR-I 42 It CPPR-143 to 
use ASHE Code Cases N-S74> a 1 ternati ve rules for eiaminatian 
of weld repairs & M-275i repair of welds 

VAN BRUNTiE E Arizona Public Service Co BO/06/27 Ip 


8007070285 Poruarils Bechtel Power Corp t< util responses to open items 
of Class JE dc power sys review Responses have been 
submitted to review board :< final resolution will be 
submitted to NRC when completed 

VAN BRUNT. E E Arizona Public Service Co 80/06/30 lOpp 


8007110398 Forwards proofs of sve for applicant FSAR.OL appllcatieni 
general info t< environ rept. required by NRC 800618 Itr 
VAN BRUNT. E E Ariiona Public Service Co 80/07/01 Bpp 


O Adjudicatory correspondence 


8007020680 Forwards 800519 Itr.FR notice & Director's decision under 
10CFR2 206 denying Friends of the Earth 791024 petition to 
require supplemental environ statemonts on Class 9 
accidents at facilities 

DENT ON < H R Office of Nuclear Reactor Rogulatloni Director 
80/06/ 1 9 2pp 


8007310243 Forwards Commission 000527 memorandum (t order containing 
decisions on UCS 7B0302 petition for reconsideration of 
780413 memorandum It order UCB 771104 petition sought action 
re fire protection for electrical cables 
EI8ENHVT.D0 Dlvl s ion of Licensing 80/06/23 e9pp 


8007170539 Forwards 800702 FR notice re opportunity for hearing on 
application for OLs 

BCHWENCERi A Operating Reactors Branch 3 80/07/02 3pp 


— 8007170342 Notice of receipt of application for facility OLsj notice of 
availability of applicant environ reptinotico of 
consideration of issuance of facility QLs l< notice of 
opportunity for hearing Newspaper notice end 
SCHUENCER. A Licensing Branch 3 80/07/02 lOpp 


8007110002 Order granting ei tens ion until 800722 for Commission to 
elect to review decision on enf orcemont action request. 

DD-aO-22 

HOVLE.J C Office of the Secretary of the Commission 90/07/08 
If 


8007300106 Notices of appearance In proceeding Certificate of Bve end 
QEHRiA C . BISCHOFFj C A Arizona Public Service Co 80/07/23 3pp 


H General correspondence 


8007110326 Responds to 800409 Itr to R Ryan Each unit will Include 
separate fuel bldg for housing new fuel arooi spent fuel 
poo 1. sh 1 pp Ing cask area tt fuel pool cooling ft cleanup sys 
Detailed description may be found In FSARfSeetlon 9 t 
SCHkIENCER.A Licensing Branch 2 80/06/26 4pp 


8007210018 Advises that accepted version of application for OLs for 
facilities Is being forwarded Lieted previously submitted 
3-ring binders may be discarded 

SOUDER. 0 L Division of Rules and Records, 90/07/07 Ip 


K Utility Final Safety Analysis Report (FBAR) tc amends 


8OO720O5BS MotiPios that FSAR ti environ rept complete U no further 
action required Forwards revised new pages to be 
incorporated in next FBAR amend !< environ rept suppl 
VAN BRUNT. E E Arizona Public Service Co 80/07/23 Ip, 


■B0072B0590 "Aridl Info for Amend 2 to FEAR. ’’ re geology, sci smology *( 
geotechnical engineering of structural design. I< Integrity 
Of reactor cnolant pressure boundary Preliminary version " 
e Arizona Public Service Co 80/07/23 19pp 


—8007280398 “Addl Info for Suppl 1 to Environ Rept. re need for power, 
geography U demography. t< applicant preeparational environ 
programs Preliminary version 

» Arizona Public Service Co 80/07/23 29pp 


Q Inspection reports. IE Bulletins (t correspondence 


80072B0063 Suppls 800208 response to IE Bulletin 79-28. '•Poeeible 
Malfunction of NAHCO EA180 Limit Suitchas at Elevated 
Temps " Bubj switch is supplied on 1 S-inch pneumatic 
operated gate valve. Gaskets replaced prior to shipment 
VAN BRUNTiE E Ariiona Public Service Co 80/03/11 ip 


80072S03S7 Responds to IE Bulletin 80-03. "Loss of Charcoal frost 8td 
Type 11.2-Inch Tray Adsorber Cells " Type II tray adsorber 
cells are not used at facility Filtration units used art 
rechargeable, permanent, single-uni t adsorbers, 

VAN BRUNT, E E Arizona Public Service Co 80/03/18 Ip 


8007170265 Forwards IE Insp Repti 60-828/80-05,50-529/80-09 1. 
50-830/80-03 on 800303-14 No noncompl iance noted 
SPENCER. 0 S Region 8. Ban Francisco. Reactor Construction ti 
Engineering Support Branch, 80/03/20 2 pp. 


— 0007170270 IE Insp Repts 90-828/80-08,90-329/00-09 t. 90-930/80-09 on 
800303-14 No noncompliance noted Major areas inspsctsdillnlt 
i control bldg cable tray, concrete records ti Unit 3 
containment basemat concrete placement 

VORDERDRUEGGEN Region 9. San Francisco, Office of ths Director 
DODDS. R T Region 9, Ban Francisco. Reactor Construction li 
Engineering Support Branch 80/09/20 4pp 


8007010016 Forwards IE Info Notice 80-23. "Loss of Suction to Emsrisneg 
Feedwater Pumps " No written responss required 
ENOELKEN. R H Region 9. San Francisco. Office of the Director 
80/09/29 ip 


8007220239 Forwards IE Info Notice 80-26. "Evaluation of Contractor 
QA Programs " No written response required 

ENGELKEN.R H Region 5. Ban Francisco. Office of the Director 
80/06/10 Ip 


6007300916 Responds to IE Bulletin 80-09 re damage to chemical vot 
control sys tanks Thirty addl days needed to obtain info 
requested in Item 2 

VAN BRUNT. E E Arizona Public Service Co 80/06/10 ip 


8007290080 Forwards IE Info Notice 80-28. "Prompt Reporting of Info in 
Accordance N/10CFR50 9S(e> " No written response required 
ENOELKEN, R,H Region 5, Ban Francisco. Office of the Director. 
80/06/13 Ip. 


6007290923 Responds to IE Bulletin BO-09 Two suppliers maks use of 
hydramotor ac tuators. Thirty-day extension necessary to 
determine if actuators are used in safety-related sys ti if 
corrective actions required, 

VAN BRUNTiE E Arizona Public Service Co 60/06/17 ip 


6007020477 Forwards IE Circular 80-19, "Loss of Reactor Coolant Pump 
Coaling t. Natural Circulation Cooldown " No written response 
raquirad. 

ENGELKEN.R H Region 9, Ban Francisco, Office of the Director. 

80/06/20 ip. 


8007180286 Forwards IE Circular 80-14, "Radioactive Contamination of 
Plant Demineralized Hater Bys S. Resultant Internal 
Contanination of Personnel. " No written response required 
ENGELKEN.R H Region 9, San Francisco, Office of the Director 
80/06/24 ip 


8007230381 Forwards IE Bulletin 80-16, "Potentlet Hiseppl Icetion of 
Rosenount Inc Kodels 1191 (< 1192 Pressure Tranemlttere 
M/Either A or D Output Codes " Hritten response required 
IE Circular 80-16 also enc 1. No written response required. 
ENGELKEN.R H Region 9, Sen Francisco, Office of the Director 
80/06/27 Ip 


8007300930 Responds to IE Bulletin 80-08 re damage to chemical vol 
control sys tanks No addl vacuum faaturee needed for 
justification LRS holdup tanks cannot collapse due to 
vacuum 

VAN BRUNT. E E Arizona Public Service Co 80/06/27 2pp. 


8007290916 Responds to IE Bulletin 80-09 rs hydromotor actuator 
deficiencies Field adjustment of present units necessary 
Springe used have stroke length precluding permanent set 
problem 

VAN BRUNT.E E Arizona Public Service Co 80/07/03 Bpp 
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8007S10943 Ack receipt Of 800624 Itr Informing of eteps taken to 
eorroct Item of noncompliance noted In IE In^p Repts S0-92Q/ 
eO-~Q6, 90-929/80-06 & 30-930/80-06 Corroctivo actions ulll be 
verified during future insp 

SPENCERi O S Region 3< Ban Franciscoi Reactor Construction & 
Enginuerlng Support Branch 60/07/08 ip 


— 8007310S46 Foroiarde response to item of noncompliance noted in IE Insp 
Repts 80-928/80-06,90-929/80-06 h 30-930/80-06 on 800419-18 
Kotice of violation uas more misunderstanding than omission 
to reptios situation uas potentlallg reportable deficianeg 
VAN BRUNT, E E Arizona Public Service Co Q0/O6/S4 3pp 


—6007210996 Forwards IE Insp Repts SO-9SB/60-06, 90-929/80-06 & 
90-930/60-06 on 800419-18 b notice of violation 
SPENCER, 0 B Region 9» San Francisco, Reactor Construction 6 
Engineering Support Branch 80/09/23 2pp 


— 6007S10S69 Notice of violation from Insp on B00419-1& 

• Region 9, Ban Francisco, Office of the Director 60/09/83 Ip 


— BO07SIO978 IE Insp Repts 90-928/80-06,90-929/80-06 tc 90-930/80-06 on 
800419-18 Noncompliance noted failure to rept deflciencg 
within required reporting perioil 

ECKHAROT, J H > HERNANDEZ, 0 Region 3, Ban Francisco, Office of the 
Director DOODB, R T Region 3, San Francisco, Reactor 
Construction b Engineering Support Branch 80/09/83 6pp 


8007310905 Forwards IE Insp Repts 30-328/80-09.90-929/60-09 b 
90-930/80-09 on 600901-23. No noncompliance noted 
SPENCERcO 6 Region 9, San Francisco, Reactor Construction b 
Engineering Support Branch BO/07/11. 2pp 


—8007310916 IE Insp Repts 90-928/80-09,90-329/60-09 b 30-930/80-09 on 
600901-23 No none ompltencs noted. Major areas inspected Unit 
1 cadwelder quallf Ication. conta Inment bldg closureiplpc 
hangers b supports b electrical cable installation program 
VORDERBRUEOOEN Region 9, Ban Francisco, Office of the Director. 
DODDS, R T ' Region 9. San Francisco, Reactor Operations Nuclear 
Support Branch, 80/07/10 3pp 


8 Reportable occurrences, LERs b related correspondence 


6007080931 Forwards final deficiency rept re Inadequate size of Figure 
Sll swag strut assemblies 

VAN BRUNT, E E Arizona Public Service Co 80/06/29 2pp 


—8007020933 Final deficiency rept re inadequate size of Figure 211 suag 
strut assemblies. Stop work order issued Matl ulll be 
ratiirized to supplier Only safety-related sway struts which 
caaply w/ASME Section III code will be installed 
• Arizona Public Service Co 80/06/29 ip 


6OO70309S9 Forwards Interim deficiency rept re undersized fillet welds 
fur structural steel. 

VAN BRUNT.E. E Arizona Public Service Co 80/06/26 2pp 


>8007020929 Interim deficiency rept re undersized fillet welds for 
structural steel Caused by personnel error Melding 
procedures b qual if Ication repts of five suppliers being 
reviewed b evaluated 

• Arizona Public Service Co 80/06/26 2pp 


8007140207 Forwards final deficiency rept re NAMCO controls Series 
EA 160 limit switches 

VAN BRUNT, E E Arizona Public Service Co 80/07/03 2pp 


•8007140217 Final deficiency rept re NAHCD controls Beries EA IBO limit 
switches Top cover gasket matl emits resin vapor which 
forms deposit on intornal components of switch Caused by 
Improper curing of gasket matl Oaskets will be replaced 
« Arizona Public Service Co 60/07/03 ip 


8007140339 Forwards interim deficiency rept re operability failure of 
vertical fire dampers 

VAN BRUNT, E E Arizona Public Service Co 80/07/03 2pp 


—6007140341 Interim deficiency rept re operability failure of vertical 
fire dampers Caused by lack of design tolerance on sheet 
metal tides preventing full cloture of damper door Tests b 
design changes are being Implemented Final rept by 600919 
e Arizona Public Service Co 00/07/03 ip 


B007160692 Forwards final deficiency rept re closure of Comtip, Inc 
cantalnment 90s analysis pump valve 

VAN BRUNT, E E Arizona Public Service Co 80/07/09 2pp 


— 8007160698 Final deficiency rapt re Comsip, Inc containment gas analysis 
sys pump Protection For pump is inadequate in case of 
inadvertent closure of outlet valve w/pump running Units 
will be modifted per Comsip.lnc instructions 
s Arizona Public Service Co BO/07/09 3pp 


0007170470 Forwards final doficiency rept re visual map rather than 
insp by liquid penetrant of circumferential weld joints on 
ASliE Section III. Class 3 piping sys 

VAN BRUNT. E E Arizona PubJic Service Co 80/07/09 2pp 


— -B007170493 Fina] deficiency rept re visual insp rather than insp by 
liquid penetrant of circ umf er ent i .il weld joints on ASHE 
Section lll.Class 3 piping sys Melds reinspected by liquid 
penetrant Three deficient welds discovered b repaired 
* Arizona Public Service Cn 80/01/09 2pp 


B007290722 Final deficiency rept re Inadequate embedment of anchor 
bolts for seal tables Caused by omission of ■inehor bolt 
BZtensian in design drawings Design change will be 
implemented to reflect proper anchoring in concrete 
VAN BRUNT.E E Arizona Public Service Co 80/07/21 4pp 


0007290773 Final deficiency rept re inadequately designed reinforcing 
steel in walls of main steam support structure Caused by 
failure to use dynamic load factor of 2 o in design Design 
change package will be Implemented 

VAN BRUNT.E E Arizona Public Service Cn 80/07/21 4pp 


DOCKET STN-30-929 PALO VERDE NUCLEAR STATION, UNIT 2 


A Appl i catl on/constr ucti on stage documents b correspondence 


8007210237 Summary of 800311 meeting w/util in Bethesda.MD re review 
plans for OL applications 

LICITRA, E A Light Water Reactors Branch 3 SO/04/29 4pp 


8007010S50 Forwards NRC reorganization chart for Ofc of Nuclear Reactor 
Regulation. effective Q0042B Considerations re activities 
Should bo made through assigned mgt representatives Areas of 
disagroBment may be discussed through Informal appeal 
TEDESCO, R L Assistant Director For Licensing 80/06/13 3pp 


6007020209 Ack receipt b docketing of 791001 joint application for 
OLs Forwards list of Inconiplote sections following 
preliminary rovlou of FSAR b environ rept Discusses 
licensing procedures b importance of timoly communication 
EISENHUT. D G Division of Licensing 80/06/16 7pp 


8007020196 Notification of 800709-10 meeting w/utll in Bethesda.MD to 
discuss ac power sys 

KERRIOAN, 0 Licensing Branch 3 60/06/23 Spp 


8007230001 Forwards statement of policy re requirements to be met for 
current OL applications, as derived from NURE0-066D b found 
In NUREO-0694 

EISENHUT, D 0 Division of Licensing BO/06/S6 2pp 


6007080327 Requests authorization under CPPR-141. CPPR-l 42 b CPPB-i43 to 
use A8ME Code Cases N-374, alternat i ve rules for oiamlnation 
of weld repairs b N-B73i repair of wolds 

VAN BRUNT.E E Arizona Public Service Co 80/06/27 Ip 


BD07090269 Forwards Bechtel Power Carp b util responsos to open items 
of Class IB dc power sys review Responses have been 
submitted to review board b final resolution will be 
submitbBd to NRC when conpletad 

VAN BRUNT.E E Arizona Public Service Co 80/06/30 lOpp 


8007110390 Forwards proofs of sve for applicant FSAR. DL application, 
general info b environ rspt, required by NRC 80061B Itr 
VAN BRUNT.E E Arizona Public Service Co 80/07/01 Opp 


G Adjudicatory corr espondence 


8007020680 Forwards 800919 Itr.FR notice b Director's decision under 
10CFR2 206 denying Friends of the Earth 791024 petition to 
require supplemental environ statements on Class 9 
accidents at facilities 

DENTON, H H Of file of Nuclear Reactor Regulation. Director 
80/06/19 2pp 


8007310243 Forwards Commission 800927 memorandum b order containing 
decisions on UC9 780902 petition for rBconsideratlon of 
780413 momorandum b order UCS 771104 petition sought action 
re fire protection for electrical cahlos 
EISENHUT, D 0 Division of Licensing 00/06/25 89p f 


I 
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Q00717033D Foruiapds 900702 FR notice re opportunity For hearing on 
application For OLs 

BCHWENCER.A Oporatlng Reactors Dranch 3 00/07/02 3pp 


— BOOTiyOS'lS Notice oF receipt oF application for Facility OUsinotico of 
availability of applicant environ reptinotlce of 
c oneiijeration of issuance of facility OLs 8t notice of 
opportuncty for hearing Neuispaper notice end 
SCHWENCirn, A Licensing Branch 3 BO/07/02 lOpp 


B007I 10002 Order granting citension until B00722 for Commission to 
elect to revieii) decision on enforcement action request. 

DD-B0~32 

HDYLEi J C Office of the Secretary of the Commission 80/07/08 

«P 


8007300106 Notices of appearance In proceeding Certificate ef Bve end 
OENR.A C . UIBCHOrF. C A Arizona Public Service Co BO/07/23 3pp 


HI General cerrcspondejice 


6007110336 Responds to 900AO? 1 tr tn R Ryan Each unit uiljl Include 
separate fuel bldg for housing ncui fuel area, spent fuel 
pool I shlpp Ing cask area R fuel pool cooling 6 cleanup sys 
Detailed description may be Pound In FSAR. Section 9 1 
aCHWEMCER.A Licensing Branch 2 BO/06/36 4pp 


0007210DIR Advises that accepted version of application for OLs for 
facilities is being foruarded Listed previously submitted 
3~rlng binders may be discarded 

50UDER. J L Division of Rules and Records 80/07/07 ip 


K Utility Final Safety Analysis Report (F9AR> ti amends 


8007380939 Notifies that FSAft Sc environ rept complete 6 no further 
action required roruiardi revised 6 now pages to be 
incorporated in next FSAH amend 6 environ rept suppl 
VAN DRUNT, E E Artiona Public Service Co 80/07/23 Ip 


— 6007380590 “Add! Info for Amend 2 to FSAR." ro geology, seismology b 
guotechnlcal engineering of structural design, b Integrity 
oP reactor coolant pressure boundary Preliminary version " 
a Ariiona Public Service Co 80/07/33 19pp 


— 6007380590 "Addl Info for Suppl 1 to Environ Rept." re need for pouier. 
geography b demography. 6 applicant preop erat 1 ona 1 environ 
programs Prelliminary version 

e Arliona Public Service Co 00/07/23 29pp 


ft tnspectian reports. IE Bulletins 6 correspondence 


8007380063 BuppU H0020B response to IE Bulletin 79-29. "Possible 
HalFunctlon of NAHCO EAIBO Limit Switches at Elevated 
Temps " Subj suitch is suppllnd on 1 5-lnch pneumatic 
operated gate valve Gaskets replaced prior to shipment 
VAN nnUNT. E E Arliona Pub lie Bervlce Co 80/03/11 Ip 


B0072S0357 Responds to IE Bulletin 00-03. "Loss of Charcoal Prom atd 
Type II.2-Incb Tray Adsorber Cells " Typo II tray adsorber 
cells are not used at facility Filtration units used are 
rec hargeab 1 e> permanent, s ing 1 e-unl t adsorbers 
VAN BRUNT. E E Arliona Public Service Co 00/03/18 Ip 


000717026S Foruiardia IE Insp Ropts 50-528/80-08.90-929/00-09 b 
90-530/80-05 on 000303-14 No noncomp 1 lance noted 
SPENCER* 0 8 Region 5. San Francisco. Reactor Construction b 
Engineering Support Branch BO/05/20 2pp 


— B007I70270 IE Insp Repts 50-528/00-05.90-329/00-05 fc 90-930/80-08 On 
60D303-14 No n nnc omp 1 t anc e noted Major areas inspected Unit 
1 control bldg cable tray, concrete records 5t Unit 3 
containment basomat concrete placement 

VDRDERDRUESQCN Region 5. San Francisco. DPPlce of the Director 
ODDOS.R T Region 5. Ban Francisco. Reactor Construction b 
Engineering Support Branch 80/03/20 4pp 


eoOTOmoii Foruords IE info Notice 80-23. "Loss of Suction to Emergency 
Feedvater Pumps " No url tten response required, 

ENOEiLKENaR H Region 5. Ban Franclacp. Office of the Director 
80/08/29 Ip 


B007S30239 Foruards IE InFo Notice 00-26. "Evaluation of Contractor 
OA Programs " Me leritton response required 

ENQELKENiR H Region 5. San Fronclscix Office of the Director 
80/06/10 Ip 


8007300516 Responds to IE Bulletin 00-05 re damage to chemical vol 
control sys tanks Thirty addl days needed to obtain info 
requested in Item 2 

VAN BRUNT. E £ Arliona Public Service Co BO/06/10 Ip 


0007290080 Forwards IE Info Nutlce 00-38. "Prompt Reporting of Info Iti 
Accordance H/10CFR50 55<e) " No written response required 
ENOELREN. R H Region 5, San Francisco. Office of the Director 
00/06/13 Ip 


0007290923 Responds to IE Bulletin 80-09 Two suppliers make use of 
hydramotor actuators Thirty-day extension neeessory to 
determine if actuators are used in safety-related sys 6 If 
corrective actions required 

VAN DRUNT. E E Ariiona Public Service Co 00/06/17 Ip 


0007080477 Forwards IE Circular 80-19. "Loss of Reactor Coolant Pump 
Cooling I. Natural Circulation Cooldown " No written responee 
required 

ENOELKGN.R H Region 9. Ban Francisco. Office of the Director 
00/06/20 Ip 


0007100286 Forwards IE Circular 00-14. "Radioactive Contamination of 
Plant Demineraii led Hater 0ys ti Resultant Internal 
Contamination of Personnel " No written response required 
ENOELKEN.R H Region 9. Son Francisco. Office of the Director 
00/06/ 24 Ip 


0007330301 Forwards IE Bulletin 00-16. "Potential Misapplication of 
Rosemount Inc Models 1191 6 1193 Prossurs Transmitters 
g/Elther A or D Output Codes " Hrltten response required 
IE Circular 00-16 also end No written response required 
ENOELKEN.R H Region 5. Son Francisco. Office of the Director 
80/06/27 Ip 


0007300530 Responds to IE Bulletin 00-09 re damage to chemical vol 
control sys tonks No addl vacuum features needed for 
justification LRS holdup tanks cannot collapse due to 
vacuum 

VAN BRUNT.E E Ariiona Public Service Co 00/06/27 Spp 


0007890916 Responds to IE Bulletin 00-09 re hydromotor actuator 
deficiencies Field adjustment of present units necessary 
Springs used have stroke length precluding permanent set 
problem 

VAN BRUNT.E E Ariiona Public Borvlco Co 00/07/03 2pp 


□007210843 Atk receipt of 000624 Itr informing of steps taken to 
correct item of noncomp I lance noted In IE Insp Repts 80-’S28/ 
80-06.90-889/00-06 b 90-330/00-06, Corroc t Ive actions will be 
verified during future insp 

BPENCERiO 0 Region 8. Ban Francisco. Reactor Construction l< 
Engineering Support Branch 00/07/00 Ip 


— 8007310546 Forwards response to item of noncomp 1 lance noted In IE Insp 
Repts 30-820/00-06,90-929/80-06 b 50-530/80-06 on 000419-16 
Notice of violatian was more misunderstanding than omission 
to rept. as situation was potentially reportable deficiency 
VAN BRUNT.E E Arliona Public Borvlco Co 00/06/34 3pp 


—8007210596 Forwards IE Insp Ropts 80-930/80-06,50-529/00-06 8. 
SO-830/80-06 on 000419-10 6 notice of violation 
SPENCER, 0 8 Region 5, San Francisco, Reactor Construction ti 
Engineering Support Branch 00/09/23 Spp 


— 8007210965 Notice of violation from Insp on Q0041S-18 

# Region 3, Ban Francisco. Office of the Director 00/09/23 ip 


—0007310978 IE Insp Repts 80-528/60-06,30-929/00-06 ti 50-530/80-06 on 
800413-10 Noncompliance noted failure to rept deficiency 
Within required reporting period 

6CKHARDT, J H . HERNANDEZ, 0 Region 5. Son Francisco. Office of the 
Director OODDS, R T Region 9, 6an Francisco, Reactor 
Construction 6 Engineering Support Branch 60/09/23 6pp. 


8007310809 Forwards IE Insp Repts 30-528/60-09.90-339/80-09 S. 
50-330/00-09 on 000901-23 No noncomp 1 1 anc e noted 
SPENCER. 0 B Region 9. San Francisco, Reactor Construction li 
Engineering Support Oronch 00/07/11 3pp 


—0007310916 IE Insp Repts 90-820/00-09,30-929/80-09 t. 80-930/00-09 on 
000901-23 No noncompliancB noted Major areas inspected Unit 
1 cadwelder qual i Pica t ion. containment bldg closoreipipe 
hangers b supports b electrical cable installation program. 
VORDERERUEOOEN Region 9, Ban Francisco, Office of the Director 
DODDB.R T Region 5, Ban Francisco, Reactor Operations Nuclear 
Support Branch 80/07/10 9pp 



DOCKETED ITEMS 


326 


0 occurriincei. LERs ti related correspondence 
♦ / — — _ — 

-ppuards interim deficiency rept r* underslied fillet uelds 
(T^ral steel 

, E Aril one Public Service Co QO/Oi/aA 2pp 

'r 

^ Interim deficiency rept re undersiied fillet uelds for 
^^pil steel Caused by personnel error Welding 
f* 0 * ti qualification repts of five suppliers being 
U evaluated 

Public Service Co QO/OA/S6 2pp. 

t ^ 

^pruards final deficiency rnpt re NAMCO controls Series 
^it suitehes 

E Arliona Public Service Co 80/07/03 app 

<' 

^ Final deficiency rept re NAMCD controls Senes EA IBO limit 
I Top cover gasket rnatl emits resin vapor uhich 

on internal components of suitch Caused by 
curing of gasket matl Caskets ulll be replaced 
Public Service Co B0/'07/O3 ip 

l^arwards interlnv deficiency rept re operability failure of 
’sire ddmpers 

E Ariiona Public Service Co 80/07/03 2pp 

4 Interim deficiency rept re operability failure of vertical 
*^pert Caused by lack of design tolerance on sheet 
^jdes preventing full closure of damper door Tests (t 
*^fianges are being Implemented Final rept by 800719 
gjH» Public Service Co 80/07/03 Ip 


^aruards final deficiency rept re closure of Comsipilnc 
gas analysis pump valve. 

' , E E Arliona Public Service Co 00/07/09 app. 


0 f 0 Final deflclancy rept re Comsipilnc containment gas analysis 
Protection for pump is Inadequate in case of 
^fcnt closure of outlet valve u/punp running Units 
^ modified per Comsipilnc instructions 
2 one Public Service Co 00/07/09. 3pp 


poruerds final deficiency rept re visual insp rather than 
liquid penetrant of circumferential ueld joints on 
feion IlliClass 3 piping sys. 

Tj E E Arliona Public Service Co 00/07/09 3pp 


93 Final dtficisTiey rapt re visual inep rather than Insp by 
penetrant of circumferential ueid jointa on AShtE 
n IlliClass 3 piping eys Welds ralnspacted by liquid 
(•Bit Three deficient welds discovered li repaired 
x«na Public Service Co 80/07/09 2pp 


Final deflclancy rept re Inadequate embedment of anchor 
■' seal tables Caused by omission of anchor bolt 
n in design drawings Design change wilt be 
tad to reflect proper anchoring in concrete 

E Arizona Public Service Co. SD/07/21 4pp 


—ao-SSO PAUO VERDE NUCLEAR STATION. UNIT 3 
t lon/constructlon stage documents (< carrespondenc a 


B0070B0227 Requests so t h or 1 1 at l on under CPPR- 1 41 , CPPR- 1 42 & CPPR-t43 to 
USD ABME Code Cases N-374i .il tornati vp rules for ejamination 
of uold repairs !< N-S7S>repair of uelds 

VAN BRUNT, E E Ariions Public Service Co 00/06/27 ip 


8007090285 Forurards Qechte] Pnu(.r Corp C< util responses to open items 
of Class IE dc power sys review Responses havo been 
submitted to reviou board tt final resolution will be 
submitted to NRC when completed 

VAN BRUNT. E E Arliona Public Service Co BO/06/30 lOpp 


B007J 10390 Forwards proofs of svc for applicant FSAR. OL application, 
general info !< environ re p t. r equ s re d by NRC 30061S Itr 
VAN BRUNT. E E Ariiona Public Service Co 30/07/01 Bpp 


O Ad judicatory correspondence 


8007020680 Forwards 800919 Itr.FR notice •!< Director's decision under 
lOCFRE 206 denying Friends of the Earth 791034 petition to 
require supplemental environ statonvents on Class 9 
accidents at facilities 

DENTON.H R Office of Nuclear Reactor Regulation. Director 
80/06/19 2pp 


0007310243 Forwards Commission 800537 memorandum b order containing 
decisions on UCS 780502 petition for reconsideration of 
700413 memorandum & order UCS 771104 petition sought action 
re fire protection for electrical cables 
EIBENHUT.D 0 Division of Licensing 80/06/25 09pp 


8007170530 Forwards 800703 FR notice re opportunity for hearing on 
application for OLs 

aCHWENCERiA Operating Reactors Branch 3 00/07/02 3pp 


-“0007170942 Notice of receipt of application for facility OLsinotice of 
availability of applicant environ repttnotice of 
consideration of issuance of facility OLs Si notice of 
opportunity for hearing Newspaper notice end 
BCHWENCER. A Licensing Branch 3 00/07/02 lOpp 


8007110002 Order granting eitension until 800722 for Commission to 
elect to review decision on enforcement action request, 

DD-aO-32 

HOYLEivl C Office of the Secretary of the Comniisslpn 00/07/00 

Ip 


8007300106 Notices of appearance in proceeding Certificate of Svc end 
OEHR, A C I BISCIIOFF.C A Ariiona Public Service Co 00/07/33 3pp 

N Ocnoral correspond once 


0007110526 Responds to 8004 09 Itr to R Ryan Each unit will include 
separate fuel bldg for housing new fuel area, spent fuel 
pool, shipping cask area tf fuel pool cooling 1, c leanup sys 
Detailed description may be found In F8AR, Section 9 1 
BCHWENCER I A Licensing Branch 3 80/06/26 4pp 


8007210010 Advises that accepted version of application for OLs for 
facilities is being forwarded Listed proviously submitted 
3-Ting binders may be discarded 

SDUDERi J L Division of Rules and Records 00/07/07 Ip 


K Utility Final Safety Analysis Report (FBARI 6 amends 


Summary of B003II meeting u/wtil In BethesdeiMD re review 
^ OL applications 

A Light Water Reactors Branch 3 80/04/29 4pp 


^’'oruards NRC rearganiietien chart for Ofc bf Nuclear Reactor 
'**'1, effective B0O42D Considerations re activities 
^ made through assigned mgt representatives Areas of 
l^bnt may be discussed through informal appeal 
”'L Assistant Director for Licensing 80/06/13 2pp. 


8007200505 Notifies that FSAR J, environ rept CDJnplete f« no further 
action required Forwards revlsod b new pages to be 
In c or p orate if In heit FSAR amend f< environ rept suppl 
VAN DRUNTiE E Ariiona Public Service Co 80/0//23 Ip 


— 0007280590 "Ad d 1 Info for Amend 2 to FSAR," re geolojyi selsmol ogy fc 
gaotochnlcal enginsorlng of structural design, {, integrity 
of roactop coolant pressuro bonndiiry Preliminary version " 

* Ariiona Public ServlcB Co 00/07/23 19pp 


'^eli receipt & docketing of 791001 joint application for 
^'I'ds list of incomplete sections fallowing 
^■"y review of FSAR l< environ rept Discusses 
® procedures & importance of timely communication 
* lb 8 Division of Licensing 80/06/16 7pp 


•B0072B0590 "Addl Info for Suppl I to Environ Rept," re need for power, 
geography S, demographij, t< applicant preopera t Iona 1 environ 
programs Preliminary version 

» Arliona Public Service Co 80/07/33 29pp 


^Notification of 800709-10 meeting w/utll in OethesdeiHD to 
power sys 

VI Licensing Branch 3 90/06/23 3pp, 

^tioruards statement of policy re requirements to be met for 
appi 1 cat 1 ons, as derived from NLIREO— 0660 Sc fotind 
\ 5*94 

<1 0 Division of Licensing 80/06/26 2pp 


Q Inspection reports, IE Bulletins *, correspondence 


8007380063 Suppls 800208 response to IE Bulletin 79-28. "Passible 
Malfunction of NANCO EAISO limit Switches at Elevated 
Temps “ Subj switch is supplied on t 5-lnch pneumatic 
operated gate valve Oaskote replaced prior to shipment 
VAN nilUNT, E E Ariiona Public Service Co BO/03/11 ip 



DOCKETED ITEMS 


17350357 Re^pondt to IE Bull«tln B0-03p “Losb of Charcoal from 8ti 
■Ipe III 3-Inch Traij Adsorber Cells " Type II tray adsorbor 
ells are not used at facility Filtration units used are 
-echarpeafaloi permanent, single-unst adsorbers 
'AN DRUMT. E € Ariiona Public Service Co BO/03/1B Ip 


>7170265 FoTwards IE Insp Repts 50-328/80-05.50-529/00-05 6. 
10-330/80-05 on B00303-14 No none omp 1 1 a n c e noted 
iPENCER.G S Hogion 5. San Francisco. Reactor Construction ti 
inglneering Support Branch ao/05/20 3pp 


007170270 IE Insp Repts 50-528/B0-05. 50-529/80-05 t< 50-330/80-05 on 
800303-14 No noncompl i ance noted Major areas inspected Unit 
1 control bldg cable tr ay. c oncrete records !i Unit 3 
containment basemat concrete placement 

VORDERnRUEOOEN Region 5. San Francisco. Office of the Director 
OODDS. R T Region 5. San Francisco. Reactor Construction ti 
Engineering Support Branch 80/05/20 4p p 


>7010016 Foruards IE Info Notice 80-23. "Loss of Suction to Emergency 
'eeduater Pueips “ No leritten response rcq.uired 

iNOELKEN. R H Region S. San Francisco. Office of the Diroctor 
I0/O5/S9 Ip 


>7320235 Foruards IE Info Notice 80-26. "Eva 1 irat ion of Contractor 
A Programs " No uritten response required 

LNOELHENI.R H Region 5. San Francisco. Office of the Director 
10/06/ 10 Ip 


'7300516 Responds to IE Bulletin 80-05 re damage to chemical vol 
ontrol sys tanks Thirty addl days needed to obtain info 
’Cquested in I tern 3 

■AN BRUNT. E E Ariiona Public Service Co 80/06/10 Ip 


'7390080 Forwards IE Info Notice 80-38. "Prompt Reporting of Info in 
kccordance U/10CFR30 35<o) ” NO’ written response required 
LNCELKEN.R H Region 5> Ban Francisco. Office of the Director 
10/06/ 13 Ip 


'7390523 Responds to IE nullctln 80-09 Twa suppliers make use of 
gdramotor actuators Thirty-day extension necessary to 
etarnine if actuators are used in safety-re lated sya 1. If 
lorrcctive actions required 

'AN BRUNT, E E Ariiona Public Service Co 80/06/17 Ip 


7020477 Forwards IE Circular 80-15. "Loss of Reactor Coolant Pump 
Doling & Natural Circulation Cooldown " No written retponse 
■cquived 

INGELKEN, R H Region 3, San Francisco. Office of the Director 
10/06/20 Ip 


I7IQ0386 Foruards IE Clrcul.sr 80-14. "Radioactive Contamination of 
lant Dcmineral lied Water Sys 4. Resultant Internal 
ontamina tlan of Personnel " No written response required 
INGELKEN, R H Region 5, Son Francisco. Office of the Director 
10/06/34 ip 


17330381 Forwards IE Bulletin 80-16. "Potential Misapplication of 
osemount Inc Models 1151 l< 1153 Pressure Transmitters 
l/Elther A or 0 Output Codes *' Mritton response required 
E Circular 80-16 also end No written response required 
INGELKEN, R H Region S> San Francisco. Office of the Director 
0/06/37 Ip 


7300530 Responds to !E Bulletin 80-03 re damage to chemical vol 
ontrol sys tanks No addl vacuum features needed for 
ustificatlon LRS holdup tanks cannot collapse due to 
'actium 

AN BRUNT, E E Ariiona Public Service Co 80/06/27 8pp 


17390316 Responds to IE Bullotin 80-09 rc hydrnmotor actuator 
eflciencies Field adjustment of present units necessary 
prlngs used have stroke length precluding permanont set 
rob I em 

AM BRUNT.E E Ariiona Public Service Co 80/07/03 2pp 


7210343 Ack receipt of 800624 1 tr informing of steps taken to 
orrect item of noncompllance noted in IE Insp Ropts 30-528/ 
0-06,30—529/80-06 ti 50-330/80-06 Corrective actions will be 
'erlfied during future insp 

PENCER, 0 8 Region 5, San Francisco, Reactor Construction l< 
ngineering Support Branch 80/07/08 ip 


1007310346 Foriffards response to item of noncorapl lane e noted in IE Insp 
Repts 30-538/80-06. 50-529/80-06 h 50-530/80-06 on B0041S-18 
Notice of vinletion was einro misunderstanding than omission 
to rept.as situation was potentially reportable deficleTicy 
VAN BRUNT.E E Arizona Public Service Co 80/06/34 3pp 


— 8007310335 Forwards IE Insp Repts 50-520/80-06,80-339/80-06 6 
50-530/80-06 on 000415-18 t. notice of violation 
SPENCER. 0 S Region 5. San Francisco, Reactor Construction «. 
Engineering Support Branch 80/05/23 2pp 


— 8007210565 Notice of violation from Insp on 000415-18 

» Region S. San Francisco, Office of the Director 80/08/23 Ip 


— 8007310570 IE Insp Repts 50-528/80-06.30-539/80-06 t. 50-530/80-06 on 
800415-10 Noncomp 1 lance noted failure to rept deficiency 
within required reporting period 

ECKHARDT.J H . HERNANDEZ, O Region S, San Francisco, Office of the 
Director DODDS, R T Region 5, San Francisco, Reactor 
Construction & Engineering Support Branch 80/05/23 6pp 


0007310503 Forwards IE Insp Repts 30-528/80-09,50-529/80-09 Si 
30-530/80-09 on 000501-23 No none omp 1 i anc e noted 
SPENCER, 0 8 Region 5, Ban Francisco, Reactor Construction b 
Engineering Support Branch 60/07/11 2pp 


— 0007310516 IE Insp Repts 50-520/80-09.50-329/00-09 6 50-530/00-09 on 
800501-23 No noncompl iance noted Major areas inspected Unit 
1 cadueldcr qua 1 1 f 1 eat ion. conta i nment bldg elosure.plpe 
hangers 6 supports ti electrical cable installation program 
VORDERDRUEGOEN Region S. San Francisco, Office of the Director 
DODDS, n T Region 5, San Francisco, Reactor Operation* Nuclear 
Support Branch 80/07/10 Spp 


B Reportable occurrences, LERs tt related correspondence 


B00702052S Forwards interim deficiency rept re underelied fillet weld* 
for structural steel 

VAN BRUNT.E E Ariiona Public Service Co 80/06/26 2pp 


—8007020527 Interim deficiency rept re underslied fillet weld* for 
structural steel Caused by personnel error Melding 
procedures t< qualification repts of five suppliers being 
reviewed {< evaluated 

« Ariiona Public Service Co 80/06/26 2pp 

B007160546 Forwards final deficiency rept re dowel omission during 
concrete placement 

VAN BRUNT.E E Ariiona Public Service Co 80/07/00 2pp 

--0007160551 Final deficiency rept re dowel amission during concrete 
placement Dowels which tie Into slab were added prior to 
concrete placement Dowel ommission isolated case b no 
further inveatigations necessary 
* Ariiona Public Service Co 00/07/08 Ip 


B0071606S2 Forwards final deficloncy rept re closure of Comtipilne 
containment gas analysis pump valve 

VAN BRUNT.E E Ariiona Public Service Co 00/07/09 2pp. 


--0007160638 Final deficiency rept re Comsip.Inc containment gas analyai* 
sys pump Protection for pump is inadequate In case of 
Inadvertent closure of outlet valve u/pump running Units 
will be modified per Comsip.Inc instructions 
e Ariiona Public Service Co 00/07/09 Spp 


DOCKET 50-537 CLINCH RIVER BREEDER REACTOR 


B. Utility Preliminary Safety Analysis Roport, amends 


0007080264 Forwards affidavit confirming distribution of P8AR Amend 55 
to local public officials b EPA representatives 

COPELAND, R L Energy, Dept of, Clinch River Breeder Reactor Plant 
00/07/03 2pp 


F Security, medical, emergency fire protection plans 


B007010366 Forwards physical security plan Plan withheld 
(ref IOCFR2 7901 

COPELAND, R L Energy. Dept of. Cllncli River Breeder Reactor Plant. 
00/06/27 4pp 


8007100194 Forwards revised responsos to Question* 421 3 b 421.10 
re physical security plan Responses withheld (ref 
10CFR2 790> Related correspondence 

COPELAND, R U Energy, Dept of, Clinch River Breeder Reactor Plant. 
80/06/27 App 


DOCKETED ITEMS 


o 




DOCKET 90-830 MEMPHIS STATE UNIV RESEARCH REACTOR 


P SeeurltUi mc'dicali emargpnc^ ti firp protection plans 


B0O73BOSSA Forwardt phi^slcal seeuritg plan for SNH of tou strategic 
■lgnl#lcanco Plan withheld (ref 10CFR2 790) 

JONES. D H Memphis State Unlv B0/O7/S3 Ip 


0. Inspection reports. IE Dulletins b correspondence 


B007170I77 Forwards IE Circular 80-14. "Radioactive Contamination of 
Plant Demineral i >ed Mater Bgs & Resultant Internal 
Contamination of Personnel " No written response required 
□ 'REILLY. J P Region 2. Atlanta, Office of the Director BO/’06/24 

tP 


DOCKET BTN-30-946 MARBLE HILL NUCLEAR STATION, UNIT 1 


A Application/'eanstructlon stage documents b correspondence 


I S00701009A Forwards util revised project OA manual Contains reeolution 
, of IE comments from review of previous manual Project mgt 
procedures it ASMS OA manual will be reviewed for consistency 
w/project QA manual. W/o end 

BHIELDS.B M Public Service Co of Indiana, Inc 80/06/04 Ip 


8007210098 Advises of readiness fop NRC review b evaluation of Items 
A l.c .d. b B 1 of app to V Stella 800919 Itr re graduated 
revision of order dated 790619 

BHIELDS.B M Public Service Co of Indiana. Inc 80/06/19 Ip 


B007M0981 Confirms 800627 meeting u/MD Menscer b HA Darker at site to 
discuss const related activities 

KEPPLER.J.O Region 3. Chicago, Office of the Director 60/06/24 

Ip, 


8007230001 Forwards statement of policy re requirements to be met for 
currant DL appl ieatlons. as derived from NUREO-0660 b found 
In NUREO-0694 

EIBENHUT.D. 0 Division of Licensing 80/06/26 2pp 


8007290142 Notifies that licensee revised OA program b prerequisites 
necessary for receipt insp. under restart program Items A 2 
Ic S.S.have been satisfactorily completed Utii is authorlied 
to begin receipt Insps for Item B.4. 

STELLO. V. Office of Inspection b Enforcement. Office of the 
Director. 80/07/07 Spp. 


F Security, ffledleal. emergency b firs protection plans 


8007280991 Requests confirmation that divisional personnel located 
onsite would not be covered by NUREe-0684 b FEHA REP-1 
unless spsciflc onsits emergency assignments were involved 
BHIELD8.8.W Public Service Co. of Indiana. Inc 80/07/18 2pp 


0. Adjudicatory correspondence 


8007310243 Forwards Commission 800827 memorandum b order containing 
decisions on UC3 7B0S02 pstition for reconsideration of 
780413 memorandum b order UC8 771104 petition sought ectlon 
re fire protection for electrical cables 
EX8ENHUT. D. e. Division of Licensing. 80/06/29 e9pp 


8007100299 Discusses Save the Valley addl comments to Commissioner re 
resumption of work et fecility. docketed on 600914 NRC will 
review document to determine whether addl enforcement 
measures ere appropriate 

8TELL0.V Office of Inspection b Enforcement. Office of the 
Director. BO/06/26 2pp 


■8007100308 Notice that Save the Valley addl comments to Commissioner re 
resumption of work at feci I itg. doc ketad on 800914. will be 
treated under 10CPR8 206 

8TELL0.V Office of Inspection b Enforcement. Office of the 
Director 80/06/26 Ip 


H Oeneral correspondenco 


8007110886 Forwards response to questions b comments presented at 
800329 public meeting. Util required to adhere to ASHE code 
for safety-rdlated piping sys Revised QA program description 
enel,H/o description, 

BTELLO. V Office of Inspection b Enforcement. Office of the 
Director 80/09/33 8pp. 


6007010031 Submits addl info aiising from Sassafras Audubon Society 
790901 request For hearing re heavy faults !< forwards 800610 
1 tr to DO Fry 

STELLOi V Office of Inspection b Enforremont. Office of the 
Director BO/06/16 2pp 


“8007010046 Ack receipt of 800915 reply to request for background info 
on statement re heavy faults made in 790901 request for 
hearing Term was inappropriate Conrrete structures will 
exhibit cracks which do not affect integrity 

SHEUMAKER.n E Office of Inspection t, Enforcement. Office of the 
Director 80/06/10 3pp 


—8007010055 Responds to 800508 inquiry re statement In 790901 request 
for hearing on confirming suspension of const re heavy 
faults Forwards 790111 Indianapolis Star news article in 
which statement appeared Requests any info on subj 
FREY. D O Sassafras Audubon Society 80/05/19 2pp 


8007110544 Notifies that action per 10CFR2 2(16 is being taken to 
consider comments docketed on 800507 b 14 re resumption of 
const at plant Notice of request for action will be 
published in FR 

STELLO. V Office nP Inspection b Enforcement. Office of the 
Director 80/06/26 4pp 


B007220S49 Forwards summary of latest (June 19B0) organ] lat ional 
change Info includes revised org.sni tat ion charts b provides 
overview identifying individual changes which affect 
overall OA program 

SHIELDS. S W Public Service Co of Indiana. Inc 60/07/09 8pp 


Q Inspection reports, IE Dulletins b correspondence 


Q007210363 Forwards IE Circular 80-13, "Grid Strap Damage In 
Meetinghouse Fuel Assemblies " No written response required 
KEPPLER.J Q Region 3. Chicago, Office of the Director B0/O5/2B 
Ip 


8007010074 Forwards IE Info Notice 80-23. “Loss of auction to Emergency 
Feedwater Pumps " No written response required 

KEPPLER.J <5 Region 3, Chicago, Office of the Director 80/03/29 

tp 


8007100096 Forwards IE Insp Repts 50-546/80-19 b 50-347/80-19 on 
800513 No none omp 1 lane R noted 

DAVIS, A B Region 3. Chicago. Fuel Facility b Materials Safety 
Branch 80/06/03 2pp 


— 8007100099 IE Insp Repts 50-546/00-19 S, 50-947/80-19 on 000513 .No 
noncompliance noted Major areas inspected environ 
monltering program b environ protection program 

EBSIO. T H , GREER. n H Region 3. Chicago, Office of the Director 
80/06/02 Spp 


8007160469 Forwards IE Insp Repts 50-546/80-!7 b 50-547/00-17 on 
600422-25.30 b 0513 No noncompliance noted 

FIORELLI.O Region 3, Chicago. Reactor Construction b Engineering 
Support Branch 80/06/10 2pp 


— 8007160479 It Insp Repts 90- 546/00-17 & 50-547/80-17 on 800428-23.30 
0513 No noncompliance noted Major areas inspected project BA 
manua 1. personne t quali f 1 cat i ons b physical verification of 
s true tural steel activities 

SCHWEIDNINZ. E . HARRlSDMiJ J . M1LLIAM8.C C Regions, Chicago, 
Office of the Director 80/06/06 9pp 


8007220215 Forwards IE Info Nut ice 80-26. "Evaluation of Contractor 
QA Programs ’• No written response required 

KEPPLER.J 0 Reginn 3, Chicago, Office of the Director 80/06/10 

Ip 


B0O7i60187 Forwards IE lofo Notice 80-27. “Degradation of Reactor 
Coolants Pump Studs " No specific action or response 
required 

KEPPLER.J 0 Region 3. Chicago, Office of the Director 80/06/11 

Ip 


8007020027 Ack receipt of 800528 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-546/79-02 b 
90-547/79-02,50-946/79-03 b 50-947/79-03,90-546/79-04 b 
99-947/79-04 

FIORELLI.O Region 3, Cliicagn, Reactor ConstTUtt«nn *< Enalneerlni 
Support Branch 80/06/13 Ip 


— 8007020031 Responds to NRC Itr re violations 
50-546/79-02, 50-947/79-02. 90-546/79-03.50- 
50-946/79-04 b 90-947/70-04 Corrective ai 
re QC insp have been rewritten to ^larif^ 
SHIELDS. S M Public Barvice Cn of Indii 
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DOCKETED ITEMS 


OOTSflOfjTl Foruarils IE In+o Nolite 80--2E3. "Prompt flsportlng of Info in 
Ac c ordiiiic u llyiOrPRSO 55(e) " No lontten response renuired 
KCrPLER^ J G Region 3. Chicago, Office of the Director 80/06/13 

Ip 


D007i4050/j liesponds to IE Bulletin B0-09j "HyiiTaniotor Actuator 
Deflcienclen “ (/endor will not utilire intarrecfc spring tnatl 
In facility octiidtors having greater than 3-incb stroke No 
mod needed for equipment qonl i f ica 1 1 on or tost programs 
SHIELDSES W Public Service Co of Indinna, Inc BO/06/I8 ip 


1007230704 Forwards It Jnsp Hepts bO-bdh/HO-aa (< 30-947/80-32 on 
S0090I— 31 No noncotnp 1 lance noted 

FIonELLI/G Region 3> Chicogo, Reactor Cot)s truct ion & Engineering 
Support Dranch 00/06/19 3p p 


•8007330710 IE Inap Repts 50-546/80-22 Ii SO-547/DO-32 on 800301-31 No 
noncoinp I i<inc « noted Major areas inspected auiiliary (< fuel 
handling bldgs f. containment 

HARRISON, J J , WILLIAMS,!: C Roglnn 3, Chicago. Office of the 
Director 00/06/13 4pp 


9007020940 Forwards IE Circular BO-IS, ''Loss of Reactor Coolant Pump 
Cooling It Natural Circulation •Tooidouin ■' Nn written response 
required 

KEPPLER, J O Regini) 3, Chicago, Office of the Director 80/06/30, 

Ip 


>007170510 Foruarils IE Circul.ir 80-14, “Riid looc 1 1 vo Contamination of 
Plant Deminei al i led Hater Sys 5 Resultant Internal 
Contaninatlnn of Personnel " Nn written response required 
KEPPLER., fO Region 3, Chlcagu, Offico of the Director 80/06/24 

Ip 


9007230338 Forwards IE Oulletln 00-16, "Potential Misapplication of 
Rosemounl Inc Models 1151 6 1152 Pressure Transmitters 
M/Either A or 1) Output Codes " Written response required 
IE Circular BD-i6 also one 1 No written response required 
KEPPLER, 0 0 Region 1, Chicago, Office of the Director 00/06/27 
ip 


1007P30330 Responds to IE Dull et in Q0~08, "Ecam of Containment Liner 
Penetration Welds ” Penntrations will be installed per ASHE 
code Radiographic examinations of Types 1 b 3 flueil head 
penotratinns will be performed 

8MIELDR. S U Public Service Co of Indiana, Inc 80/07/03 Spp 


>007230093 Responds to IE Du Hot in (10-03, “Vacuum Condition Resulting 
In Damage to Chemical VoJ Cuntrol 9yn <Ci/CS> Holdup Tanks " 

Design features f< proper oporating procodiires onsuro 
adequate protection against vacuum damage 

BHIELDS.H W Public Service Co pf Indionn, Inc BD/07/07 2pp. 


90072D0003 Forwards restart program ui/NRC hold points Oased on insp 
f ind Ings.U'h ich confirm info reported in 000627 1 tr, c one lodes 
Items A 2 I, U 3 uf restart program meet OA requirements 
Program acceptable 

8TELL0, V Office of Inspertioit &• Enforeemont, Office of the 
Director 80/07/07 4pp 


Reportable oce iirrent es, LERs 6 related correspondence 


>007100229 Interim doflciencij rept re certified matt test repts for 
weld filler mail A8MC has not provided code interpretation 
of requirements rc repts tu dote, but util expects to file 
final rapt on nr before ClOlOOl 

SMlELDBrS W Public Service Cn of Indiana, Inc 80/06/37 Ip 


1007210013 Ack receipt of 000430 final deficiency rept rc damage to 
containment liner un tinlt 1 

FIORELLI.G Region 3, Chicago, Reactor C'en s true t ion R Engineering 
Support Drench 80/07/03 ip 


>007210021 Ack receipt of 000602 intorim deficiency rept re problem in 
oporalton of centrifugal charging pumps at min allowable 
flow rate 

FIDnCLLI.O Reqtan 3, Chicago, Reactor Construction {< Eng ineer 1 ng 
Support Dranch 80/07/03 ip 


1007210025 Ack receipt of 800423 interim deficiency rept re certified 
matl tost repts fnr weld filter matl 

FlORCLLliO Rugiun 3, Chirago, Reartor Construction 6 Engineering 
Support Dranch 80/07/03 ip 


'007210031 Ack roclepl of Q0043U final deficiency rept re concrete 
iSuxtllary bldg slab 

FIORCLLIiO Region 3, Chic.igu, Reactor Construction (c Engineering 
Support Branch 80/07/03 Ip 


8007210054 Ack receipt of 800423 final deficiency rept re joints In 
sa foty — rc 1 ated structure! steel 

FIORELLI.O Region 3, Chicago, Reactor Construction tt Engineering 
Support Branch 00/07/03 Ip 


8007230615 Ack receipt of 80042S final deficiency rept re use of 
noncode matl in certain code, Category 1 component supports 
FIORELLtiO Region 3, Chicago, Reactor Construction S, Engineering 
Support Dranch 00/07/03 Ip 


8007180536 Ack receipt of 800913 final deficiency rept re failure to 
meet PSAR basis secondary cooling flow rate due to main 
feedwater line rupture w/ concurrent failure of steam 
generator blowdown laolation valve on another loop 
FlCRELLl.O Region 3, Chicago, Reactor Construction b Engineering 
Support Branch 80/07/07 Ip 


B007240319 Ack receipt of 000627 interim deficiency rept re incorrect 
weld filler used in welding of safety-related pipe spool 
pieces 

FlDRELLIiO Region 3, Chicago, Reactor Construction St Engineering 
Support Branch 80/07/10 ip 


C0072S0397 Interim deficiency rept re automatic actuation function of 
Uestinghouee Type W-2 switch Util will consider vendor 
findings b determine any corrective actions Final rept will 
be forwarded by 801121 

6HlELDa,S W Public Service Co ef Indiana, Inc 00/07/21 2pp 


0007280667 Interim deficiency rept re reinforcing steel installations 
not meeting spec requirements Cause not stated Engineering 
evaluation will be performed on pertinent reinforced 
concrete elements 

6H1ELD8.S W Public Service Co of Indiana, Inc 80/07/24 2pp 


U Congressional /Es ocut 1 ve Correspondenc e 


8007110310 Discusses concerns re DOJ investigation of alleged coverup 
of const flaws Stop work order should not be lifted w/o 
release of final FOI rept Independent engineer should be 
allowed continued access to site if const resumes 
FORD.W M Senate 8O/OS/0iB Ip 


8007080159 Responds bo 000313.0417 b 0503 1 brs re facility const 
resumption Use of consultant to perform regular Insp 
functions would not provide addl safety assurance 
AHEARNE. J F Commission 80/06/16 Spp 


0007250225 Provides five main topics of considerations re resuaption of 
safety-related const work. In response to 000519 request 
Inc lud es verification of adequacy of previously placed 
concrete b ratios b numbers of QA/OC personnel 
DIRCK3, W J Office of the Executive Director for Operations 
80/07/02 Spp 


— 0007290246 Requests info re IE recommendation to allow gradual 
resumption of const b issues discussod in related Commisalon 
brie f ing 

DECKARD, J House of Rep , Oovernmont Operations BO/OS/IS Spp 


DOCKET STN-90-947 MARDLC HILL NVCLEAR STATION, UNIT 2 


A App 1 i cation/construct 1 on stage documents b correspondence 


S007010096 Fnruorrts util revised project OA manual Contains resolution 
of IE comments from review of previous manual Project mgt 
procedures b ASME QA manual will be reviewed for consistency 
w/project QA manual W/o enc 1 

SHIELDS. 8 W Public Service Co of Indiana, Inc 00/06/04 Ip. 


G00721009B Advises of readiness for NRC review b evaluation of Items 
A 1 c ,d, b D i of app to V Stello S00S15 Itr re graduated 
revision of order dated 790815 

SHIELDS, SW Public Service Co of Indiana, Inc BO/06/19 ip. 


8007140901 Confirms 800627 moeting lu/MD Menscor b HA Barker at site to 
discuss const related activities 

KEPPLER, J 0 Region 3, Chicago, Office of the Director. 80/06/24 

Ip 


8007230001 Forwards statement of policy re requirements to be met for 
current OL app t icatlons, as derived from NUREO-0660 b found 
In NUREO~0694 

EISENHUT.DO Division of Licensing 00/06/26 2pp 


DOCKETED ITEMS 


B007S90142 Notifies that licensee revised OA program *1 prerequisites 
neeeteary for receipt insp> under restart program items A a 
tt B 3> have been satisfactorily completed Util is authoriied 
to begin receipt Insps For Item B 4 

BTELLOiV Office of Inspection t Enforcement! Office of the 
Director 00/07/07 5pp 


F Securltyi medicali emergency ti fire protection plans 


S0073S09?! Requests confirmation that divisional personnel located 
onsite would not be covered by MURE0-O&94 & FEMA HEP-l 
unless specific onsite emergency assignments were tnvalvsd 
OHIELDSj 8 W. Public Service Co of Indiana. Inc 00/07/ IB Opp 


O Adjudicatory correspondence 


D007310243 PoTieards Commission 000357 memorandum 8. order containing 
decisions on UCS 700902 petition for reconsideration of 
700413 meieorandun Ic order UC5 771104 petition sought action 
re fire protection for electrical cables 
EIBENHUT. 0 0 Division of Licensing 80/06/29 B9pp 


8007100299 Discusses Save the Valley add! comments to Commissioner re 
resumption of work at fad 1 i ty. doc k eted on 800514 NRC uiill 
revicu document to determine whether addl enforcement 
measures are appropriate 

BTEULO) V Office of Inspection l< Enforcement. Office of the 
Director 00/06/26 Spp 


0007100300 Notice that Save the Valley addl comments to Commissioner re 
resumption of work at fac i 1 1 ty , doc ke ted on B0O514.idlll be 
trsa.ted under 10CFR2 206 

STELLO.V Office of Inspection it Enforcement. Office of the 
Director 80/06/26 Ip 


H. Otneral correspondence 


B007110936 Forwards response to questions it comments presented at 
800329 public mcstlng Util required to adhere to ASHE code 
For safety-related piping sys Revised OA program description 
and W7o description 

STELLO.V Office of Inspection 1< Enforcement. Office of the 
Director BO/03/23 epp 


0007010031 Bubisits addl info arising from Sassafras Audubon Society 
790901 request for hearing re heavy faults h forwards 800610 
Itr to DO Fry 

8TELL0.V Office of Inspection & Enforcement. Office of the 
Director. 00/06/16- 2pp 


■0007010046 Ack receipt of 800313 reply to request for background info 
on statement re heavy faults made in 770901 request for 
hearing. Term was Inappropriate Concrete structures will 
exhibit cracks which do not affect integrity 

BHEHMAKEr.R E Office of Inspection it Enforcement. Office of the 
Director 80/06/10 2pp, 


— 0007010099 Responds to 800900 inquiry re statement in 790901 request 
for hearing on confirming suspension of const re heavg 
faults Forwards 790111 Indianapolis Star news article in 
which statement appeared Requests any Info on subj 
FREYi D 0 Sassafras Audubon Society 80/09/13 2pp 


8007110944 Notifies that action per 10CFR2 206 is being taken to 
consider comments docketed on 800907 b 14 re resumption of 
const at plant Notice of bequest for action will be 
published in FR 

STELLO.V Office of Inspection it Enforcement. Office of the 
Director BO/06/86 4pp 


0007220949 Forwards summary of latest (June 1980) organ! lational 
change- Info includes revised organisation charts h provides 
overview Identifying individual changes which affect 
ovvfaII OA program 

BHIELDB.8 U Public Service Co of Indiana. Inc 80/07/09 Bpp 


Q Inspection reports. IE Bulletins 8c correspondence 


8007210363 Forwards IE Circular 80-13( "Orid Strap Damage in 
Nestinghouse Fuel Assemblies '* No written response required 
KEPPLER.J 0 Region 3» Chicago. Office of the Director 8O/0S/2B 


B0O701OO74 Forwards IE Info Notice 00-23, "Loss of Suction to Emergency 
Feedwater Pumps ’• No written response required 

KEPPLER.J, 9 Region 3. Chicago. Office of the Director 80/05/29 


8007100076 Forwards IE Insp Repls 50-'>46/flO- 17 J. a0-'>47/D0-17 on 
BD0913 No noncomp I lanes noted 

DAVIS. A 8 Region 3. Chicago Fuel Facility it MiStorlals Safety 
Branch 80/06/03 3pp 


— 8007100077 IE Insp Repts 50-946/BO-17 6 30-547/BO-19 on 800513 No 
noncompl I ance noted Major areas inspected environ 
monitoring program 6 environ protection program 

EESIOi T H . GREER. H H Region 3. Lhicagii. Office of the Director 
80/06/02 3pp 


8007160469 Forwards IE Insp Repts b0-b46/a0 17 *. 30-547/00-17 on 
800422—35.30 1* 0513 Mo noncomp 1 lane e noted 

FlORELLl.G Region 3. Chicago. Reactor Cons true tl nii h Engineering 
Support Drench 00/06/10 2pp 


— 8007160479 IE Insp Repts 50-546/00-1/ t< 50-547/80-1/ on 800422-25.30 
0913 No noncocnp ) lane e noted Najnr ai eas inspected project DA 
manual, porsonno I qual i f i c.it i ons it physical verification of 
structural steel activities . 

SCiiUEIDNINZ.E . HARRISOM.J J , Nil LIAMS. C C Region 3, Chicago. 
Office of the Director 80/06/06 9pp 


8007220215 Forwards IE Info Nutice 80-26. "Evaluation of Contractor 
QA Programs " Nn written respanso raquirod 

KEPPLER.J 0 Ruglon 3. Chicago. Office of the UlrectuT 80/06/10 
Ip 


DO07160167 Forwards IE Info Notice BO— 27. "Dogradatiun of Reactor 
Coolants Pump Studs No specific .iction or rosponsc 
required 

KEPPLER.J 0 Region 3. Chicago. Office of the Diroctor 80/06/11, 

Ip 


8007020087 Ack receipt of 800520 Itr informing NBC of steps taken to 
correct violations noted In Ib Insp Repts 50-946/79-03 it 
90-547/77-02. 50-546/77-03 *, 50-547/77-03. 50-546/79-04 S. 
39-547/77-04 

FIDRELLI, 0 Region 3. Chitago. HoecLor Construction t< Engineering 
Support Branch 80/06/13 Ip 


□007020031 Responds to NRC Itr rn violations noted in IE Insp Repts 
30-946/79-02. 50-547/79-OJ. 50-546/77-03. 50-547/77-03. 

90-946/77-04 S< 30-547/70-04 Co.rroctivc actions procedures 

ro QC insp have been rcwrltton to cleilfy process 

SHIELDS. S U Public Service Co of Indiana. Inc Q0/09/2B Spp 


8007200631 Foi words IE Info Notice H0-2D. "Prompt Reporting of Info in 
Accordance W/10CFR90 53(o) No written reapense required 
KEPPLER.J 0 Region 3. Chicago. Office of the Director 00/D6/I3 
Ip 


0007140506 Responds to IE Dullelln BO-09. "ilydrhmutor Actuator 
Deficiencies ’’ Vendor will not utiliie incorrect spring natl 
in facility actuoturs having greater than 3-inch stroke No 
mod needed for equipment qual 1 f 1 cat i nn or lest programs 
SHIELD3.0 W Public Service Co of Indiana. Inc 00/06/10 Ip 


8007230704 Forwards IE Insp Repts 50-546/00-32 & 30-547/00-22 nn 
BOOSOl-31 No noncampl laiice noted 

FlORELLliO Region 3. Cliit.igo. Beartor Construction 6 Englnaerlna 
Support Dranch 80/06/19 3 pp 


•8007230710 IC Insp Bopts 50-946/80-22 h 9O-34//G0-22 on DOOSOl-31 Wo 
none amp 1 1 ance noted Major areas inspected auxiliary l< fuel 
handling bldgs f. containment 

HARRISON. J J , UILllAMS.C C Rcgiuti 3. Chicago. OPPIce of the 
Director 00/06/18 4pp 


0007020948 Forwards IE Circulai 80-13. "Loss of Hp.ictDr Coolant Pump 
Cooling !c Natural Clriulotlon Cooldown " Ho written response 
required 

KEPPLER.J & Region 3. Chiragii. Office of the Dlioctor 00/06/20 
Ip 


8007170510 Forwards IE Circular 80-14. "Radioactive Conlaml not ion of 
Plant Demineral lied Water Sys 6 Rusoltant Internal 
Contaminat inn of Personno! •• No written response required 
KEPPLER.J 0 Region 3. Chicago. Office of the Directur 00/06/24 
Ip 


8007230338 Forwards IE Bulletin 80-16. “Patential 
Rosemount Inc Models 1151 1192 Pros sure Tram 

N/Either A of D Output Codes '* Nritton responsi 
IE Circular 80-16 also end No written response 
KEPPLER.J 0 Region 3. Chicago. Office of the 0 
Ip 



m 


DOCKETED ITEMS 


a007230S3B nesponds to IE Bulletin BO-OS. "Siam of Containnent Liner 
Penetration Welds " Penetrations will be Installed per ASME 
code Radiographic eiaminations of Types 1 t< S flued head 
penetrations mill be performed 

SHIELDS. S W Public Service Co of Indiana. Inc 30/07/03 3pp 


0007230093 Responds to IE Bulletin 00-05, “Vacuum Condition Resulting 
in Damage to Chemical Vol Control 5ys (CVCSi Holdup Tanks " 

Design features fc proper operating procedures ensure 
adeiiuate protection against vacuum damage 

SHIELD3.3W Public Service Co of Indiana. Inc 90/07/07 2pp 


0007280063 Forwards restart program w/NRC hold points Based on Insp 
f inding s. luhic h confirm info reported in BOOB27 1 tr, cone 1 udes 
Items A a & D 3 of restart program meet OA requirements 
Program acceptable 

STEUUO.V Office of Inspection t< Enforcement, Office of the 
Director 30/07/07 4pp 


S Reportable occurrences. LERs U related correspondence 


0007100229 Interim deficiency rept re certtPiod matl test repts for 
weld filler matl ASME has not provided code interpretation 
of requirements re repts to date. but util eepects to file 
final rept on or before 801001 

6H1EL08.SW Public Service Co of Indiana. Inc 30/06/37 ip 


8007310021 Act receipt of 300602 interim deficiency rept re problem in 
operation of contiifugal charging pumps at min allowable 
flow rate 

FiaDELLl.O Region 3, Chicago. Reactor Construction t< Engineering 
Support Branch 30/07/03 tp 


9007210035 Ack receipt of B0042S interim deflciancy rept re certified 
matl test repts for lueld filter matl 

FJ0RELLI.9 Region 3. Chicago, Reactor Construction b Engineering 
Support Branch 60/07/03 Ip 


9007210031 Ack reclept of 300420 final deficiency rept re concrete 
auilkiary bldg slab 

FIDHELLI.O Region 3. Chicago. Reactor Construction b Engineering 
Support Branch 30/07/03 Ip 


9O072IOOS4 Ack receipt ef 300425 final deficiency rept ra joints In 
safety-related structuraj steel 

PlOSELLIiO Region 3. Chicago. Reactor Construction & Engineering 
Support Branch 80/07/03 Ip 


3007230615 Ack receipt of 300425 final deficiency rept re use of 
noncode matl in certain c ode, Ca tegory I component supports 
FIDRELLI. O Region 3. Chicago, Reactor Construction b Engineering 
Support Branch 50/07/03 Ip 


9007130536 Ack receipt of 300513 final deficiency rept re failure to 
meet PSAR basis secondary cooling flow rate due to main 
feedwater line rupture Wi/eoncurrent failure of steam 
generator blowdown isolation valve on. another loop. 

FIORELLIiB Region 3. Chicago, Reactor Construction b Engineering 
Support Branch 30/07/07 Ip 


3007240319 Ack receipt of 800637 interim deficiency rept re incorrect 
weld filler used in welding of safety-related pipe spool 
pieces. 

FIDRELLI, Q Region 3, Chicago, Reactor Construction b Engineering 
Support Branch 30/07/10 Ip 


9007250397 Interim deficiency rept re automatic actuation function of 
Uestinghouse Type W-2 switch Util will consider vendor 
findings b determine any corrective actions Final rept will 
be forwarded by 601121 

SHIELDS.S W Public Service Co of Indiana, Inc 80/07/21 2pp 


8007280667 Interim deficiency rept re reinforcing steel installations 
not meeting spec requirements Cause not stated Engineering 
evaluation will be performed nn partinont reinforced 
concrete elements 

SSilELDS.S M Public Service Co of Indiana, inc. BO/07/24, 3pp. 


I Congreesl ona 1 /E/ecut ive Correspondence 


8007110318 Discusses concerns re DOJ investigation of alleged covorup 
Of const flaws Stop , work order should not be lifted lu/o 
release of final FDI rept Independent engineer should be 
allowed continued access to site if const resumes 
FORD, U H Senate BO/OS/09 tp 


3007090159 Responds to 000313,0417 b 0509 Itrs re facility const 
resumption Use of consultant to perform regular insp 
functions would not provide addl safety assurance 
AHEARNE, J F Commission 80/06/16 3pp, 


DOCKET 50-549 GREENE COUNTY NUCLEAR POWER PLANT 


A Appl icatlon/construc tlon stage documents b correspondence 


0007230001 Forwards statement of policy re requirements to be met for 
current OL app 1 ications, as derived from NUREO-0660 b found 
in NUREO-0694 

EISENHUT.D 0 Division of Licensing 00/06/26 2pp 


DOCKET BTN-50-553 PHIPPS BEND NUCLEAR PLANT. UNIT 1 
A Application/construction stage documents b correspondence 


BO0701022B Advises of r eorgani 1 at 1 on of Ofc of Nuclear Reactor 
Regulation, effective 900423 Mgt of all licensing matters for 
facilities has been assigned to D Bcaletti Organtratienal 
description end 

TEDE8C0. R L Assistant Director for Licensing 30/06/13 lOpp 


8007230001 Forwards statement of policy re requirements to be met for 
current OL appl ications, as derived from NUnE0-O66CI b found 
in NUREO-0694 

EISENHUT.D 0 Division of Licensing 80/06/26 2pp 


O Adjudicatory c orre span dance 


8007310243 Forwards Commission 800527 memorandum b order containing 
decisions on DCS 7B0502 petition for reconsideration of 
780413 memorandum b order UC9 771104 petition sought action 
ra fire protection for electrical cablai 
EIEENHUT.D Q Division of Licensing 90/06/25 e9pp 


H General correspondence 


3007130481 Responds to end 300223 I tr to President Carter re nuclear 
power plants Radiation exposure considered as part of EIS 
before CP issued Every effort made to protect public health 
b safety at all nuclear plants 

DENTON.H R Office of Nuclear Reactor Regulation, Director 
90/05/09 2pp 


Q Inspection reports, IE Bulletins b correspondence 


3007240089 Feruards IE Info Notice 80-20, "Loss of Decay Heat Removal 
Capability at Davis-Desse Unit 1 While in Refueling Mode " 

No response required 

O'REILLY. J P Region 2, Atlanta, Office of the Director 30/05/08 
3pp 


3007140479 Forwards IE Bulletin 80-13, "Cracking in Core Spray 
Spargers " No written response required. 

O'HEILLV.O P Region 2, Atlanta, Office of the Director 90/09/12 

Ip 


30070 10225 Forwards IE Info Notice 80-23, "Loss of Suction to Emergency 
Feedwater Pumps " No written response required 

O'REILLY, J P Region 2, Atlanta, Office of the Director 80/09/29. 

Ip 


3007220029 Forwards IE Info Notice 80-26, "Evaluation of Contractor 
QA Programs " No written response required 

O'REILLY, U P Region 2, Atlanta, Office of the Director 30/06/10 
3PP 


3007140301 Forwards IE Bulletin 00-14, "Degradation of DWR Seram 
Discharge Vol Capability " No written response required. 

O'REILLY. JP Region 2, Atlanta, Office of the Director 80/06/12. 
ip. 


3007250334 Forwards IE Info Notice 30-23, "Prompt Reporting of Info in 
Accordance W/I0CFR50 55(«> " No written response required 
O'REILLY, J P Region 2, Atlanta, Office of the Director 30/06/13. 
3pp 


3007020499 Forwards response to IE Bulletin 30-09 transmitted by 
JP O'Reilly 800417 Ur Final rept for Hartsville b Phipps 
Bend plants will be sent on or before 801017 
NILLB.L M Tennessee Valley Authority 00/06/16 2pp 


BO07I70S59 Responds to TV Abbotlello 800606 telcon re IE Investigation 
Repts 50-993/80-05 b 50-594/80-04 Error In Paragraphs 2 b 3 
of Attachment A of subj repts hat bee'n corrected, ehang ing 
assistant const engineer to assistant const superintendent. 

AUDER8DN, C E Region 2, Atlanta, Office of the Director. 90/06/19 

tp. 



DOCKETED ITEMS 
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—€007170367 PeriMrds IE Investigation Bapts 80-533/00-03 b 50-534/BO-04 
•n BOOa20-23. No noncoaipliance notad 

LCMOiF. J Region 2> Atlantar Office of the Director 80/05/29 

agp 


— €007170304 IE Investigation Repts 30-333/80-05 b 5O-554/BO-04 from Insp 
en 000220-22. Hajor areas Inspected allegation that ueldlng 
OC inapeetor was instructed bg supervisor to eiceed 
paraisslble weld bead widths. 

LONOt F J > HARSH) R J Region 3t Atlanta* Office of the Director 
80/03/28 lOpp 


0007020391 Forwards IE Circular 80-13) "Loss of Reactor Coolant Pump 
Cooling l« Natural Circulation Cooldown " No written response 

required 

O'REILLY) J F. Region 2> Atlanta) Office of the Director 00/06/20 
Ip. 


8007170070 Forwards IE Circular 80-14) "Radioactive Contamination of 
Plant Dealnaraliiad Hater Sgs tt Resultant Internal 
Contanlnation of Personnel " No written response required. 

O'REILLY) JF Region 8) Atlanta. Office of the Director 00/06/24 
IR 


8007230233 Forwards IE Bullatln 80-16. "Potential Hi sapp llcatlon of 
RaseaMunt Inc Hodals llSi b 1132 Prtssure Transmitters 
M/Eltbar A or D Output Codes " Written response required 
IE Circular 60-16 also and No written response required 
O'REILLY. J P Region 2) Atlanta. Offict of the Director 00/06/27 
IR. 


^007220336 Responds to IE Bulletin 79-28. "Possible Malfunction of 
NAHCO Hodtl EAleO Limit Switches at Elavatad Temps " 
Invaitlgations show no NAHCO EAieo switches arc installed or 
planned for installation. 

HILLS. L.H. Tannessse Vallag Author itg. 80/07/01, Ip. 


8007180189 Ack' rscaipt oR 800619 itr informing NRC of steps taken to 
correct violation noted In IE Insp Repts 80-333/00-00 % 
30-394/80-07, 

HURPHY.C, E/ Region 2> Atlanta. Reactor Construction b Engineering 
Support Branch 80/07/02. Ip. 


— 8007180199 Forwards IE Insp Repts 30-333/80-08 bt 50-334/80-07 on 
(900307-09 t) notice of violation 

HURFHY.C E Region 2. Atlanta) Reactor Construction b Enginoerldg 
Support Branch, B0/O3/2B 2pp 


—0007180220 Notice of violation from insp on 000907-09 

• Region 2. Atlanta. Reactor Construction b Engineering Support 
Branch 80/03/21. Ip 


—^8007180^ IE Insp Repts 30-533/00-00 «< 30-334/80-07 on 800307-09. 
Noneoapllance noted* inadequate concrete batch plant insp 
LENAHAN) J J Region 2. Atlantoi Office of the Director 
CONLON) T, E. Region 2> Atlanta. Reactor Construction b Engineering 
Support Branch 80/03/21. Spp, 


8007280613 Raipondf to IE Bulletin 80-08. "Examination of Containment 
Penetration Welds, " Results of investigation end 
HILLS) L. H Tonnessae Vail eg Author itg 80/07/07, Spp 


8, Reportable occurrences. LERs b related correspondence 


(9007170236 Part 21 rapt ra potential defect in air conditioning units 
In facillttat, Detailed info will be provided to assist 
determination of significant safetg haiard 

OIHOUX.E 0 Carrtar Corp Carrier Air Conditioning Dlv 80/06/17 

3fp. 


8007170247 Part 21 rept of potentially defective Rosemount) Inc 
transmitter In control sgs of air conditioning units Info is 
provided to assist in determination of significance as 

safety haiard 

eiRDUXiE. J Carrier Corp Carrier Air Conditioning Dlv 80/06/20 

a9pp. 


8007100232 Fifth interim defideneg rept re high pressure core spray 
diosel generator swltchgoar wiring discrepancies OE has not 
provldtd to util revissd/corrected drawings or replacement 
parts to complots actions Final rept to be filed bg BOiOOt 
HILLS. L N Tennessee Vail eg Authority 80/06/27 Ip 


8007110320 Forwards first interim deficiency rept on Rosemount Model 
1132 pressure transmitter defects inttiallg reported 800603 
Final rept will be submitted on or before 000917. 

HILLS. L.H. Tennessee Valley Authority 80/07/02. Ip 


— 8007110320 First interim deficiency rept on Rosemount Model 1152 
pressure transmitter defects During testing. OE found 
ambiguous output to over & underpressure conditions Review 
to determine number of transmitters on location underway 
* Tennessee Valley Authority 00/07/02 Ip 


0OO722O4SO First interim dofldeney rept ro reactor pressure vessel 
shroud head b moisture separator assembly fire Reactor 
pressure vessel assembly was initially hydrnblasted w/ 
d eminora 1 1 i ed water Assembly will be cleaned thoroughly 
• Tennessee Valley Authority 00/07/14 3pp 


DOCKET STN-SO-554 PHIPPS DEND NUCLEAR PLANT. UNIT 8 


A App 1 ication/construc tion stage documents b correspondence 


8007010220 Advises of reorganiiatlon of Ofc of Nuclear Reactor 
Regulation, effet tive 000428 Mgt of all licensing matters for 
facilities has been assigned to D Bcaletfei Organi lational 
description enc 1 

TEDESCO.R L Assistant Director for Licensing 00/06/13 lOpp 


0007230001 Forwards statement of policy re requirements to be neb for 
current DL appl icatians. as derived from NUREO-0660 b found 
in NUREO-0694 

EISENHUT.D 0 Division of Licensing 00/06/26 2pp 


0 Adjudicatory correspondence 


0007310243 Forwards Commission 800327 memorandum b order containing 
decisions on UC8 700902 petition for reconsideratiO'n of 
760413 memorandum b order UC8 771104 petition sought action 
re fire protection for electrical cables 
EISENHUT.D 0 Division of Licensing 80/06/23 09pp 


K Oaneral corresp ondence 


0007160481 Responds to end 000220 Itr to President Carter re nuclear 
power plants Radiation eiposure considered as part of EIS 
before CP issued Every effort made to protect public health 
b safety at all nuclear plants 

DENTON.H R Office of Nuclear Reactor Regulation. Director 
00/09/03 2pp 


Q Inspection reports. IE Bulletins 6 correspondence 


0007240009 Forwards IE Info Notice 00-20. "Loss of Decay Heat Removal 
Capability at Davis-Bpsse Unit 1 Hhlle In Refueling Mode " 

No response requ Ired 

O'REILLY.J P Region 2. Atlanta. Office of the Director 80/03/00 
3pp 


0007140479 Forwards IE Bulletin 00-13. "Cracking in Core Spray 
Spargers " No written response required 

O'REILLY.J P Region 2. Atlanta. Office of the Director 80/05/12 
IP 


0007010225 Forwards IE Info Notice 80-23. "Loss of Suction to Emergency 
Feedwater Pumps " No written response required 

O'REILLY.J P Region 2, Atlanta. Office of the Director 00/05/29 

Ip 


0007220029 Forwards IE Info Notice 80-26. "Evaluation of Contractor 
QA Programs " No written response required 

O'REILLY.J P Region 2, Atlanta. Office of the Director 80/06/10 
Spp 


0007140301 Forwards IE Bulletin 80-14, "Degradation of BWR Scram 
Discharge Vol Capability " No written response required 
O'REILLY.J P Region 2. Atlanta. Office of the Director 00/06/12 
Ip 

I 

0007230304 Forwards IE Info Notice 00-20. "Prompt Reporting of Info In 
Accordance W/10CFR50 95 <b) •' No written response required ' 

O'REILLY.J P Region 2. Atlanta, Office of the Director 80/06/13 

3pp 1 


000702049? Forwards response to IE Dulletin 00-09 transmitted by , 

JP O'Reiny 000417 Ur Final rept for Hartaville b Phipps 
Bend plants will be sent on or before 801017 I 

MILLS, L M Tennessee Valley Authority 00/06/16 2pp ‘ 


8007170SS9 Responds to TV Abbatiello 800606 telcon re IE Investigation [ 
Repts 90-553/80-05 b 50-594/00-04 Error In Paragraphs 2 b 3 , 

of Attachment A of subj repts (las been corrected, chang ing . 

assistant const engineer to assistant const superintendent 
ALDERBON, C E Region 2, Atlanta, Office of the Director, 00/06/19, ' 

Ip 


DOCKETED STEMS 


007170567 Foruiards IE Investigation Hepts 50-553/60-05 h 50-534/ao-og 
on B00220-S3 No none onpl 1 ance noted 

LONO.F vl Region 2. Atlanta, Office of the Director HO/05/39 
2pp 


007170504 IE Investigation Repts 50-553/B0-O5 *r 50-554/00-04 from insp 
on G00220~S2 Major areas inspected allegation that ueldlng 
QC inspector uas instructed bg supervisor to exceed 
permissible uield bead uidths 

LONO.F J . MAREKi R J Region 2. Atlanta, Office of the Director 
BO/O5/20 lOpp 


7020391 Forviards IE Circular BO-15, "Loss of Reactor Coolant Pump 
loling l< Natural Circulation Cooldoun " No written response 
egulrcd 

'REILLV. J P Region 2, Atlanta, Office of the Director BO/Ofc/20 


7170070 Forwards IE Circular SO-lfl, "Radioactive Contamination of 
lant Demlnoral lied Mater Sgs 6 Resultant Intarnal 
intamlnation of Personnel " No written response required 
'REILLY, JP Region 2. Atlanta, Office of the DirfCter BO/04/S4 


'2302S3 Forwards IE Bulletin e0-16i "Potential Misapplication of 
isemount Inc Models 1151 & 1152 Pressure Transmitters 
'Either A or D Output Codes " Written response required. 

Circular 00-16 also end No uirltton response required 
REILLY.J P Region 2, Atlanta, Office of the Director BO/06/37 


'320236 Responds to ]E Bulletin 79—20. "Possible Malfunction of 
MCO Model IEA18D Limit Switches at Elevated Temps " 
vest i gat i ons sboij no NAHCO EAI0E> switches are installed or 
anned for installation 

LLB, L M Tennessee Vallog Authority 80/07/01 Ip 


100107 Act receipt of B0D6 I ? Itr informing NRC of steps taken to 
meet violation noted In IE Insp Repts SO-553/HO-OB tc 
-354/B0-O7 

flPHY.C E Region 2, Atlanta. Reactor Construction 6 Engineering 
pport Branch 00/07/02 Ip 


07IB0197 Forwards IE Insp Repts 50-353/00-03 f. 5O-SS4/0O-O7 on 
300507-09 J. notice of violation 

lURPHY.C E Region 2, Atlanta, Reactor Const] nctlon h Engineering 
Support Oianch B'0/OS/2D 2pp 


37180530 Notice of violation from insp on D00507-09 

Region 3, Atlanta. Reactor Construction 6 Fnginoering Support 
■ranch 00/09/21 Ip, 


17100334 IE Insp Repts 50-553/00-00 *. 50-554/00-07 on 000507-09, 
loncamp 1 1 ance noted inadequate concrete batch plant Insp 
ENAHAN, \l vl Region 3, Atlanta. Office of the Director 
lONLON, T E Region 2. Atlanta. Reactor Constiuction 6 Engineering 
uppart Dranch OD/05/21 5pp 


’0D6IS Responds to 1£ Bulletin BO-OB. ''Examination of Containment 
letration Welds ” Results of Investigation enc] 

L8> L M Tennessee Valley Authority 00/07/07 S-p p 


'portable occurrences. LEFIs 6 related correspondence 


70336 Part 21 ropt re potential defect in air conditioning units 
facilities Detailed info will be provided to assist 
errninatlan of significant safety haiard 

□UXiE J Carrier Corp Carrier Air Conditioning Div 80/06/17 


90375 Forwards final deficiency rept re incorrect root face on 
wed cadweld sleeves 

LS,L M Tennessee Valley Authority 00/06/19 Ip 


70347 Part 31 rept of potentially defective Rosemounti Inc 
nsmltter in control sys of air conditioning units Info Is 
vided to assist In determination of significance as 
•ty haiard 

IWXiE -J Carrier Corp Carrier Air Conditioning Div 00/06/20 


00353 Fifth intorlm doflciencg rept re high pressure core spray 
sel generator switchgear wiring discrepancies QE has not 
vided ta util revt sed/c orrec ted drawings or replacement 
ts to complete actions Final rept to be filed by BOIOOl 
US, L M Tennessee Valley Authority BO/06/37 Ip 


0007110320 Forwards first Intorim deficiency rept on Roseoount Keddl 
1153 pressure transmitter defects initially reported 800603 
Final rept will be submitted on or before 600917 , 

MILLS. L M Tenneoseo Valley Authority 00/07/03 Ip, 


— 8007110338 First Interim deficiency rept on Rosemount Hodsl 1193 
pressure transmitter d ef ect s During testing. OE found 
ambiguous output to over 6 underpressure conditions nevlew 
to determine number of transmitters on location underway 
* Tennessee Valley Authority 00/07/08 Ip 


8007280450 First interim deficiency rept re reactor pmssure vessel 
shroud head b moisture separator assembly fire Reactor 
pressure vessel assembly was initially hydroblasted u/ 
deminora 1 1 led water Assembly will be cleaned thoroughly 
e Tonnessee Valley Authority 00/07/14 3pp 


DOCKET STN-50-556 BLACK FOX STATION. UNIT 1 


A Appllcatlon/constructlon stage documents b corraspandunee 


0OO63OO36B Advises that list of matl s to be used in const of fire stops 
& characteristics re flammability b fira retordancy will ha 
provided 1 yr subsequent to receipt of CP 

fHJENCH. G M Public BerVtce Co of .Oklahoma 00/06/30 3pp. 


BD07230001 Forwards statemant of policy ra reqUlrenants to be net for 
current <X appl ica t ions. as derived from NUnEG-0660 & found 
in NVnE0~0694 

ElBERHl/Ti D 0 Division of LlcenslTig 00/06/36 Spp 


O Adjudicatory correspond anca 


0QO7O2O613 Motion to Intervone as Interested state in Casa GO-1966 
before US Court of Appeals for DC Circuit NRC regulations 
grant states legal right to intervene at appeal staga 
Certificate of Gve end Related correspondonca 

BERGER. R F . CARTURIGHT. J E Oklahoma, State of 00/06/34 lOpp 


B007310S43 Forwards Commission 800527 memorandum b order containing 
decisions on UC8 7QOS02 petition for reconsideration of 
700413 oiiemoranduffl 6 order UC3 771104 petition sought action 
re fire protection for electrical cables 
EISENKUT. D 0 Division of Licensing 00/06/39 09pp 


0007310153 Notices of JO Thomas & CS Rogers withdrawal ti Rf Barger 
appearance in proceeding. Cert 1 fi cate of Sve and 

THOMAS. J G . RDOERB, C 8 > DEROER. R F Oklahoma. State of 00/06/30 
7pp 


0'OO7t7O369 Forwards SH Hanauor of Accident Task force 711009 namo, 
designated Number 33, re telcon u/P Dray of OE. in response to 
B00709 Itr 

PATONiU D Hearing Branch 4 00/07/19 Ip 


— 0007170371 Advises of telcon w/R Salvatori of Uestinghousa ro Claesas 
8-B accidents 6 probable causes Official use only. 

HANAUER.S H Atomic Energy Commission 71/10/09 Ip 


H General correspondence 


80O703D013 Responds to 000509 Itr re emergency planning for facllltlas 
Requirements for emergency planning are being revised in 
response to recommendations of NRC/EPA Joint Task Forca 
on Emergency Planning t< TMl Lessons Learned Task Forces. 

GRIMES, 0 K Emergency Preparedness Program Office. 80/06/33, Spp 


— 0007030019 apposes const of facilities until adequate emergency 
response plan can be developed Recommends responsibility for 
emergency response plan be placed w/independent consulting 
SVC. not State of OK 

MALONE. K Affiliation Unknown 80/09/09 2pp 


Q Inspection reports. IE Bulletins tr correspondence 


0OO722O1IB Forwards IE Info Notice 00-36. "Evaluation of Contractor 
QA Programs " No written response required 

SEYFRITiK V Region 4. Dallas. Office of the Director 80/06/10 
Ip 


8007390075 Forwards IE Info Notice 80-33. "Prompt Reporting of Info in 
Accordanco M/IOCFRSO 99(e> " No written response required 
SEVFBIT.K V Region 4, Dallas, Office of the Director 80/06/13 
Ip 


DOCKETED ITEMS 
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DOCKET STN-50-987 BLACK POX STATION, UNIT S 


A Application/construction stage documents ti correspondence 


B007330001 Forwards statement of policy re requirements to be met for 
current OL app 1 icat ions, as derived from NUREG-OAAO & found 
In NURE0-0i94 

EISENHl/Tt D 0 Division of Licensing 00/06/26 2pp 


F, Becurlty, medical, emergency & fire protection plans 


B00630036G Advises that list of matls to bo used in const of fire stops 
h characteristics re flammability It fire retardancy ulll be 
provided 1 yr subsequent to receipt of CP 

NUENCH, 0 W Public Service Co of Oklahoma 00/06/20 2pp 


0 Adjudicatory correspondence 


0007080613 Motion to Intervene as interested state in Case 80-1566 
before US Court of Appeals for DC Circuit NRC regulations 
grant etates legal right to intervene at appeal stage 
Certificate of 8vc end. Related correspondence 
■ BEROER.RF. . CARTWRIOHT, J E Oklahoma, State of 00/06/24 lOpp 


6007310343 Forwards Commission 600527 memorandum & order containing 
declalons on UCB 70OSO2 petition for reconsideration of 
780413 memorandum (c order UCB 771104 petition sought action 
re fire protection for electrical cables 
EZ8ENHUT, D 0 Division of Licensing 00/06/25 S9pp 


6007310193 Notices of JO Thomas tt CS Rogers withdrawal t, RF Berger 
appearance in proceeding Certificate of 8vc end 

THOHAS, JO, # ROOERS, C.8. , BEROER, R F Oklahoma, State of 00/06/30 
7pp. 


6007170369 Forwards 8H Hanautr of Accident Task Force 711005 memo, 
dsfignated Number 22, re tilcon u/P Bray of OE, in response to 
600709 Hr. 

PATONiW. O Hearing Branch 4 00/07/15 tp 


—8007170371 Advises of telcon w/R Salvatorl of VJestinghouse re Classes 
2-8 accidents 6 probable causes Official use only 
HANAUERtB, H, Atomic Energy Commlsfion 71/10/05 Ip 


H Oeneral correspondence 


8007030013 Responds to BOOSOS Itr re emergency planning for facilities 
Requirements for emergency planning are being revised in 
response to recommendations of NRC/EPA Joint Task Force 
on Emergency Planning t, TMI Lessons Learned Task Forces 
ORlMEBiD. K, Emergency Preparedness Program Office 80/06/23 2pp 


—8007030019 Opposes const of facilities until adequate emergency 
response plan can be developed Recommends responsibility for 
emergency response plan be placed w/independent consulting 
svc> not State of OK 

HALOfCiK Affiliation Unknown 80/09/05 2pp 


Q Inspection reports, !E Bulletins correspondence 


8007220118 Forwards IE Info Notice 80-26, "Evaluation of Contractor 
QA Programs " No written response required 

SEYFRITiK V Region 4, Dallas, Office of the Director 00/06/10 


8007290075 Forwards IE Info Notice 80-20. "Prompt Reporting of Info In 
Accordance H/10CFR50 SSiel " No written response required 
fieVFRIT.K. U. Region 4, Dallss. Office of the Director 80/06/13 

Ip 


DOCKET 8TN-80-561 B-BAR-20S 


H Oeneral correspondence 


8007280149 Ac k receipt of essay on "Escellence in Operations " Commends 
attitude toward work on nuclear power 

DENTON, H R Office of Nucleer Reactor Regulation, Director 
80/07/14 Ip, 


DOCKET STN-50-566 VFL LOW CRtCK N'ICLEmH PLANT UNIT 1 


A App 1 1 cat , on/c 011 s 1 1 uc t , on =t£,gf, floci'ments 1, c arrespond ence 


0OO73iOS37 Confirms 000701 telcon ip placemi'nl nf oarthfll! in ERCW 
spray pond Concurs in rosumptiun of earthPill placement, 
based on final rept in util 800711 itr 

O'REILLY. J P Region a, Atlanta. Office of the Director 00/06/16 
tp 


0007230001 Forwards statement of pnlicy re requirements to be met for 
current OL app 1 1 cat ions, as derived from NUnEG-0660 J< found 
in NUfiEO-0694 

ElSENHUTtD G Division of Licensing 80/06/26 app 


0 Adjudicatory correspondence 


0007310843 Forwards Commission 800927 memorandum h order containing 
decisions on UCS 70OSO2 petition for reconsideration of 
700413 imemorandum t< order UCB 771104 petition sought action 
re fire protection for electrical cables 
EISENHUT.D 0 Division of Licensing 00/06/25 09pp 


H General correspondence 


0007300013 Responds to 790405 Itr re nuclear power State of IL has 
seven nuclear power plants Reasons for use of nuclear power 
plants in IL listed in end eicerpt from util annual rept 
President 791207 statement re Kcmeny Commission Rept end 
DENTON, H R Office of Nuclear Reactor Regulation, Director 
00/06/26 aepp 


0007220027 Responds to DO Jour dan 000320 Itr to J Schlesinger 
Regulations require that extensive studies be performed to 
show that proposed plants will not endanger health & safety 
DENTON, H R Office of Nuclear Reactor Regulation, Director 
00/07/01 2pp 


--8007220030 Forwards DO Jourdaii 000326 Itr for consideration 
KENDRICKiH Energy, Dept of 00/06/03 3pp 


Q Inspection reports, IE Bulletins & correspondence 


0007240089 Forwards IE Info Notice 00-20, "Loss of Decay Heat Removal 
Capability at Davis-Desse Unit 1 While in Refueling Mod* " 

No response required 

O'REILLY, J P Region 2, Atlanta, Office of the Director 00/03/00 

app 


0007210400 Forwards IE Circular 00-13, "Grid Strap Damage in 
Westinghousc Fuel Assemblies " No written response required 
O'REILLY, J P Region 2. Atlanta, Office of the Director 00/05/20 
Ip 


8007010225 Forwards IE Info Notice 00-23, "Loss of auction to Emergency 
Feedwoter Pumps " No written response required 

O'REILLY, J P Region 2, Atlanta, Office of the Director 00/05/89 
IP 


0007150447 Forwards IE Insp Repts 50-366/80-00 $t 50-567/80-00 on 
800513-16 No noncomp) lance noted 

NURPHY, C E Region 8, Atlanta, Reactor Construction J< Engineering 
Support Branch 00/06/05 2pp 


— 0007150452 IE Insp Repts 50-566/80-00 b 50-567/00-08 on 800913-16 No 
noncompl iancp noted Major areas inspected licensee 
identified items, insp followup i tern, warehouse storage b 
observation of safety-related concrete activities 
THOMAS, M Region 2, Atlanta, Office of the Director 
CANTRELL, F S Region 2, Atlanta, Reactor Construction b 
Engineering Support Branch 80/06/04 4pp 


8007220029 Forwards IE Info Notice 80-26, "Evaluation of Contractor 
QA Programs " No written response required 

O'REILLY, J P Region 2, Atlanta, Office of the Director 00/06/10 
3pp 


8007160207 Forwards IE Info Notice 00-27, "Degradation of Reactor 
Coolant Pump Studs " No specific action or response 
required 

O'REILLY, J P Region 2, Atlanta, Office of the Director 80/ 

Ip 


0007250384 Forwards 16 Info Notice BO-20, "Prompt Report 
Accordance W/J0CFR50 55 (bI " No written response requi 
O'REILLY, d P Region 2, Atlanta, Office of the Direct 
3PP 


334 


DOCKETED ITEMS 


000702039 1 Foiwrfrds IE CirruUn Lei's- of n oar tor Coolant Pump 

Conling (r Natural '' i r r uWrt K'n i^ooldoun " No wr j ttoi> r export 40 
required 

Q^RElLLViJ P Reijioti t* /itlaKtai Offire «f ttic Bireitor BO/06/30 
Ip 


B007290422 Forward a It Ini-p Rrpts bO- ')66/ 30-09 *, ')0-*5ii7/80-09 on 
800602-06 No ni'iii omp 1 1 anLt noted 

MUHPHVi C E Regioti 2, Atiantilj Realtor Coustrurtlon 6 Englneorinjj 
Support III altch 81)706/23 2rp 


— 8007290432 IE Intp Repta 50-566/110-09 ». 50-567/80-09 on 800602-06 
No nontomp 1 lance noted Major areas Inspected steel 
structUTea ?( suppoita in ronta i nmeii t ucld lng> uel d Ing matl 
controls welder qualification R proiedurca 

HER1>T>6 R Region 2> Atlanta* Reactor Construction If Engineering 
Support Branch CROVILEY>B R Region 2. Atlanta* Office of the 
Director 00/06/20 6pp 


8007170070 Forwards IE Circular S0-14i "Radioactive Contamination of 
Plant Dem i neral i 1 ed Slater 5gs t< Resultant Internal 
Contamination of Personnel “ No -written response required 
O'REILLY* J' P Region 2, Atlanta. Office of the Director 80/06/24 
*P 


8007230-233 Forwards IE Dullctln BO-16. "Potential Misapplication af 
Rosemount Inc Models 1151 I. 1152 Pressuro Transmitters 
U/Elther A or P Output Codes '* Uritten response required 
IE Circular BO-16 <ilso enc 1 No written response required 
O'REILLYxJ P Region 2. Atlanta. Office of the Director 80/06/27 
Ip 


8007210036 Forwards response to IE bulletin BO-OB re-eiamlnat 1 On of 
containment liner ponetratiun welds Penetrations at 
Sequogahii Wa tts Car & Dellefonte contain flued head design 
Design for Yellow Creel not get completed 
HILL6.L K Tennessee Vail eg Author! tg BD/a7/DB 5pp 


S Reportable occurrences. LERs 6 related correspondence 


6007160473 Forwards second interim deficlencg rept re const QA audit 
Next rept will be submitted bg BO0B2O U/o end 
MILLS. L M Tennessee Valleg Author! tg 60/07/09 Ip 


800723-0355 Part 21 rept re Dristol structural steel framing for control 
bldg Reworl of fillet -welds is being performed Next rept 
will be submitted by 8QOB15 

HILLS. L M Tennessee Valleg Author! tg BO/07/09 3pp 


0007170342 Forwards final deflclencg rept re placement of carthfill 
In ERCU sprag pond 

HILLS. L H Tennessee Valleg Autboritg 80/07/10 Ip 


— 8007170344 Final deficiencg rept re placement of earthfill In ERCM 
sprag pond OA audit revealed eight items of noncomp 1 i ance re 
placement 6 insp of earthfill Laborers will be assigned to 
remove all visible unsuitable matl during fill placement 
» Tennessee Valley Author I tg 00/07/10 4pp 


8007170356 Forwards final deficiencg rept re const OA audit 
HILLS. L M Tennessee Valleg Authnritg 80/07/10 ip 


— B007170358 Final deficiencg rept re const OA audit Concrete placement 
evaluated 6 found acceptable Inspectors instructed in 
requirements of general const spec 
• Tennessee Vallog Authority 80/07/10 ip 


6007130639 Forwards revised final deficiency rept re placement of 
earthfill in essential raw cooling water spray pond 
HILLB.L M Tennessee Valleg Authority 80/07/11 Ip 


— 8007150663 Revised final deficiencg rept re placement of earthfill in 
cssentlfil rasi coaling water sprag pond Insufficiently 
compacted matl was removed i< replacement fill r ecompac ted 
Util will use penctremeter tests for fill pperations 
» Tennessee Valley Authority 80/07/11, 4pp 


DOCKET STN-SO-567 YELLOW CREEK NUCLEAR PLANT. UNIT 2 


A App 1 i cat! on/cees truct 1 an stage documents (< corre ipandeiice 


6007310337 Confirms 800701 tel con rr placement of earthfill in ERCM 
sprag pond Concurs in resuniptlon pf earthfill placamen-ti 
based an final rept in util 800711 Itr 

O-'REILLY.-J P Region 2. Atlanta. Office of the Director 80/06/16. 

Ip 


8007230001 Forwards -tatement of policy re requirements to be met for 
current OL ap p l icat ions. as derived from NUREO-0660 6 found 
in NUREO-0694 

EIBENHUT. 0 C Division of Licensing 80/06/26 2pp 


0 Adjudicatorg correspondence 


8007310243 Forwards Commission 000327 meninrandum 6 order containing 
decisions on UCS 780502 petition for reconsideration of 
780413 memorandum b order UCS 771104 petition sought action 
re fire prntecti-on for electrical cables 
EISENNUT.DG Division of Licensing 80/06/25 e9pp 


K Oeneral corresp-ondence 


8007300013 Responds to 790405 Itr re nuclear power State of IL has 
seven nuclear power plants Reasons for use of nuclear power 
plants in IL listed in enc I excerpt from util annual rept 
President 791207 statement re Kcmeny Commission Rept end 
DENTON. If R Office of Nuclear Reactor Regulation* Director 

80/06/26 2Qpp 


8007220027 Responds to DO Jourdan 600328 Itr to J Schlesinger. 
Regulations require that extensive studies he performed to 
show that proposed plants will not nndanger health St safety 
DENTON. H R Office of Nuclear Reactor Regulation. Director 
80/07/01 2p p 


— 8007220030 Forwards DO Jourdan 300320 Itr for consideration. 
KENDRICK. K Energg.Dept of 60/06/03 3pp 


0 Inspection reports. IE Dulletlns It correspondence 


DOO724O039 Forwards IE Info Notice 80-20. "Loss of Decag Heat ReeiovBl 
Capability at Davis-Oesse Unit 1 While in Refueling Mode “ 

No response required 

O'REILLY. J P Region 2. Atlanta. Office of the Director. BO/OS/06, 
3pp 


6007210469 Forwards IE Circular BO— 13. "Orld Strap Damage in 
Uestlnghouse Fuel Assemblies " No written response required, 
O'REILLY. J P Region 2. Atlanta. Office of the Director. BO/03/88 
Ip 


0007010223 Forwards IE Info Notice 80-23, "Loss of Suction to Emergency 
Feedwater Pumps '' No written response required 

O'REILLY. J P Region 2. Atlanta. Office of the Director BO/03/29 

Ip 


B007150447 Forwards IE Insp Repts 50-566/BO-OB 6 5O-S67/0O-OB on 
B00S13-16 No noncompliance noted 

MURPHY. C E Region 2. Atlanta. Reactor Conitructlon h Engineering 
Support Branch 00/06/05 2pp 


—0007160452 IE Insp Repts 50-3A6/B0-08 t< 3O-567/B0-0B on BOOSiO-lA, No 
noncomp 1 lance noted Majpr areas inspected’ 1 tcensce 
identified iterASflnsp followup 1 tern, warehouse storage << 
observation of safety-related concrete activities 
THOMAS. H Region 2. Atlanta. Office of the Director 
CANTRELL. F B Region 2. Atlanta. Reactor Construction It 
Engineering Support Branch 80/06/04 4pp 


0007220029 Forwards IE Info Notice 80-26, "Evaluation of Contractor 
8A Programs " No written response required 

O'REILLY. J P Region 2. Atlanta. Office of the Director. BO/06/10 

app 


BOO7I602B7 Forwards IE Info Notice 80-27. "Degradation of Reactor 
Coolant Pump Studs " No specific action or response 
required 

□ 'REILLY. J P Region 2, Atlanta. Cfflce of the Director BO/06/il 

tp 


6007250304 Forwards IE Info Notice 00-20. "Prompt Reporting of Info in 
Accordance N/IOCFRSO 35<e> “ No written response required. 

O'REILLY. J P Region 2. Atlanta. Office of the Director. 80/06/13, 

3pp 


0007020391 Forwards IE Circular 00-15. "Loss of Reactor Coolant Pump 
Cooling t< Natural Circulation Cooldown " No written response 
r equl red. 

O'REILLY. -J P Region 2. Atlanta. Office of the Director 80/06/20. 
Ip 


0007290422 Forwards IE Insp Repts 50-566/80-09 8, 50-567/80-09 on 
600602-06 No noncompliance noted 

MURPHY. C E Region 2. Atlanta. Reactor Conslructlon 6 Engineering 
Support Branch BO/06/23 2pp 
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— 8007890432 lE In»p R*pt* 5O-St<j/B0-07 t< 50-367/BO-09 on BD0602-0& 

No noncoap I l«nce notad Major areai inopectad iteel 
atructura* l< lupporta In containnisbt utl d Ingi uald i ng matl 
controli waldar qualification Ii procedures 

HERDTiA R Raglan 2> Atlanta^ Reactor Construction J< Engineering 
Support Branch CROWLEY< B R Region 2. Atlanta. Office of the 
Director 80/06/20 6pp 


6007170070 Foruardt IE Circular 60-14. "Radloactlva Contamination of 
Plant Danlnaral i lad Hater Bys h Rasultant Internal 
Contamination of Personnel " No urltten response required 
0'REILl.Yi J P Region 2t Atlanta. Office of the Director 80/06/24 


6007230293 Forwards IE Bulletin 80-16. "Potential Miiappl ication of 
Rosenount Inc Models 1191 & 1152 Pressure Transmitters 
..U/Elther A Or D Output Codes " Urltten response requirod 
IE Circular 60—16 also and No written response required 
O'REILLY. JP Region 2. Atlanta. Office of the Director 00/06/27 
tp. 


6007210036 Forwards response to IE Bulletin BO-OB re-eismlnation of 
containment liner penetration welds Penetrations at 
Sequoyah. Uatts Bar t. BollePonte contain flued head design 
Design for Yellow Creek not yet completed 
NILLStL H Tennessee Valley Authority BO/07/0B 9pp 


9 Reportable occurraneest LERs L related correspondence 


6007160473 Forwards second interim deficiency rspt re const OA audit. 
Nest rapt will be submitted by B00B2O H/o and 
MILLS. L M. Tennasaee Valley Authority 00/07/09 Ip 


6007230299 Part 21 rept re Bristol structural steel framing for control 
bldg Rawork of fillet welds is being performed Nvit rept 
will be submitted by B00619 

HILLS.L K Tennessee Valley Authority BO/07/09 3pp 


B007170342 Forwards Pinal detlcioncy rept re placement of earthflll 
In ERCH spray pond 

MILL8.L. M Tennessee Vallay Authority 80/07/10 tp 


— 6007170344 Final daflclency rept re placement of earthflll in ERCU 
epray pond OA audit revealed eight items of noncompliance re 
placement L insp of earthf 11 1 . Laborers will be assigned to 
rsmova all visible unsuitable matl during fill placement 
• Tennessee Valley Authority BO/07/10. 4pp 


8007170396 Forwards final deficiency rept re const QA audit 
HILLS. L. M Tennessea Valley Authority BO/07/iO ip 


— 8007170396 Final deficiency rept re const QA audit Concrete placement 
evaluated ti found acceptable Inspectors instructed in 
requirements of general const spec, 
e Tennessee Valley Authority 60/07/10 Ip 


DOCKET BTN-90-a6B MEP NUCLEAR. UNIT 1 


A. Application/construction stage documents tt correspondence 


6007830001 Forwards statement of pol icy re requirements to be met for 
current OL appl Ications.as derived from NURE0-066D t< found 
In NUREO-0694 

EI8ENHUT. D 0 Division of Licensing B0/O6/26 2pp 


DOCKET BTN-90-969 NEP NUCLEAR. UNIT 2 


A Appllcation/constructlon stage documents % correspondence 


8007830001 Forwards statement of policy re requirements to be met for 
current OL appl icatlons. as derived from NUREO-0660 it found 
in NURE9-0694 

EieENHUT.D, 0 Division of Licensing B0/O6/26 2pp 


DOCKET BTN-90-9B0 ERIE NUCLEAR PLANT. UNIT 1 


A Application/construction stage documents 1. correspondence 


6007830001 Forwards statement of policy re requirements to be met for 
current OL applications. as derived from NUREO-0660 b found 
In NUREO-0694 

E18ENKUT. D 0. Division of Licensing 80/06/26 2pp 


DOCKET HTN-50-5ai ERIE NUCLEAR PLANT, UNIT 2 


A App 1 icati on/ c ans truct 1 on stage documents b correspondence 


8007230001 Forwards statement of policy rc requirements to be met for 
Current DL app 1 icati ons. as derived from NtlREG-0660 h found 
In NUBEC-0694 

EISENHUT. D 0 Division of Licensing DO/06/26 2pp 


DOCKET 30-592 SUNDfcSEHT. UNIT 1 


A Appllcation/constructlon stage documents b correspondence 


8007230001 Forwards statement of pulley re requirements to be met for 
current OL ap pi ic ations, as derived from NUREG-0660 b found 
in NURE0-O694 

E16ENHUT.D 0 Division of Licensing 80-/06/26 2pp 


DOCKET 30-383 SUNDEBERT, UNIT 2 

A Application/construction stage documents b correspondence 

0007230001 Forwards statement of policy re requirements to be met for 
current OL appl ic atio-ns. as derived from NUREC-0660 Sc found 
in NUHEO-0694 

EISENHUT.D 0 Division of Licensing 60/06/26 2pp 


DBCKET STN-30-992 PALO VERDE NUCLEAR STATION. UNIT 4 
A Appl icatlon/cnns true tian stage documents b correspondence 


8007230001 Forwards ntateme-nt of policy re requirements to be met for 
current OU applications, as derived from MLIRE0-06AO b found 
In NURE0-0694 

ElBENHUT. D G Division of Licensing 80/06/26 2pp 


H Oeneral corresponiJenc s 


8007110326 Responds to 900409 Itr to R Ryan Each unit will include 
separate fuel bldg for housing new fuel area, spent fuel 
pool, shipping cask area b fuel pool cooling b cleanup sys 
Detailed description nay be found in FSAR. Section 9 1 
BCHHENCER, A Licensing Branch 2 60/06/26 4pp 


DOCKET BTM-30-993 PALO VERDE NUCLEAR STATION. UNIT 5 


A Appllcation/constructlon stagn documents b correspondence 


BO072300D1 Forwards statement of pnlicy re requirements to be met for 
current OL appl icatlons. as derived from NUREO-0660 b found 
In NUREO-0694 

ElBENHUT. D Q Division of Licensing 80/06/26 2pp 


H General correspondence 


8007110326 Responds to QD0409 Hr to R Ryan Each unit will include 
separate fust bldg for housing new fuel area. spent fuel 
pool, shipping cask area -h fuel pool cooling b cleanup sys 
Detailed description may be found In rBAB. Section 9 1 
8CHUENCER. A Licensing Branch 2 H0/D6/26 4pp 


DOCKET 50-594 KO-Rl. UNITS 3 b 4 


A Appl i cat ion/construc ti on stage doegmentn b correspondence 


8007280479 Requests license to export steam generator components to 
South Korea 

HEBB.R J Westlnghouae Electric Corp 80/07/19 2pp 


— 8007280487 Advises that amend request should remain active Vendor ie 
applying for separate components license rather than waiting 
for amend approval 

HEMDY.E Q afPice of International Programs. Director BO/07/1S 
ip. 


— 8007280493 Submits application to amend license bo add intermediate 
conslgnea 

HESS.R U Uestinghovse Electric Corp 90/04/10 ip 
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DOCKET STM-SO-&9h NEW HAVEM. UNIT I 


A App ] ) cat lon/cons true 1 1 on ttage dpcuinents St coTreepondsne e 


B007S30001 Fariuards statEment of polScg td r oqu 1 r efnents to he met for 
current QL ap p 1 i ca 1 1 ons. as derived from NUF1EQ-Oi60 t< found 
tn NUnEO-0694 

EISENHUTtD G Divlsiori of Licensing B0/&&/2A Spp 


DOCKET 8TN-50-597 NEU HAVEN. UNIT 3 


A App laca t lon/cons true ti nn stage documents St correspondence 


B007230001 Foruiards statement of policy re requirements to be met for 
current OL ap p 1 1 cat 1 uns. as derived from NUnE0-0A60 St found 
in MUnE0-069d 

EIBENHUT.D O Division of Licensing B0/0^/S& Zpp 


DOCKET 30-399 CARROLL FACILITY I 


C Utility Environmental Report (ER), amends St correspondence 


80071A0&27 Fpruards affidavit of sve for distribution of site 
suitability environ re p t, Revl si on 3iSuppl 2. i n response to 
NRC 790404 request 

NAUOHTOM. W F Commonuealth Edison Co BO/05/23 2pp 


C Ad jsid icatory correspondence 


BD07010131 Request for ei tension until 800710 to File brief In 
opposition to Citliens Against Nuclear Pouier tt E Oogol 
aOO&J2 notice uf appeal from ABLB BODSCiO mentor a ndum t< order 
NRC mas involved in other adjudication W/Cert I f 1 cate of Bvc. 
DOLDDERO. B C Hearing Branch 2 B070fr/27 4pp 


BDD70204di'3 Brief in opposition to CltlienB Against Nuclear Pouer ot al 
appeal from ASLD 800930 order re denial of Contentions l>2i 
4-11 8t 13 Early site revieio need nut include full review 
required under NEPA W/ciin t enti ons 3. Certificate of Sve 
HILLER, M 1 , OIELAHSKliA P Cooimonwo a 1 th Edison Co MILLER, M I 

Isham, Lincoln t> Dcale Q0/0&/27 2App 


BDD7100244 Request fur extension until B0071B to file brief in 
oppesltlen to Cltiiens Against Nuclear PouieriJ Runyon ft E 
Oogol BDD612 appeal from ASLB B00930 memorandum it order re 
contentions WYnotsce of appearance A Certificate of Bvc 
JONES, B W Hearing Branch 3 80/07/3? 5pp 


B007220110 Brief in opposition to Cltiiens Against Nuclear Power, J 
Runyon it E Gogol 800612 notice of appeal from ASLB QG0330 
flietileranduin f, order denying intervention Argument re EIS 
constitutes ioipermi ss i b le challenge to NRC regulations 
GOLDBERG, a C , JONES, D W Hearing Branch H BD/07/18 27pp 


— B0D722O1S1 Suoinorlxes veluis on early site rovloui proposed regulations 
Supports idea in general but opposes application to 
reprocessing facilities S' expresses concerns re certain 
technical issues Certificate of Sve end 

BPETHiO Council on Environmental Quality 77/01/S7 3pp 


DOCKET 50-t00 CARROLL FACILITY II 

C Utility Environoiental Report (ER), amends Si correspondence 


B007160&27 Forwards affidavit of sve fop distribution of site 
suitability environ rapt, Revl si on 3,Suppl 2, in response to 
NRC 790404 request 

NAUOHTON, W F Commonwealth Edison Co 80/05/23 2pp 


O Adjudicatory correspondence 


6007010131 Request for extension until Q00710 to file brief in 
opposition to Cltiiens Against Nuclear Power it E Oogol 
000612 notice of appeal from ARLD 800330 memorandum {< order 
NRC was involved in other adjudication IJ/Cer fcl f i cate of Bvc 
GOLDDEROi S C Hearing Branch Z B0/O6/27 4pp 


B0070204A2 Brief in opposition to Cltiiens Against Nuclear Power et al 
appeal from ASLB S0O530 order re denial of Contentions i, 2, 

■4-H ft 13 Early site review need not include full review 
required under NEPA W/conteiitions Certificate of Bvc 
MILLER, M r , DIELAWSKI.A P Commonwealth Edison Co MILLER, M 1 
Isham, Lincoln t, Beale 80/06/27 26pp 


Q007100244 Request for extension until B0071B to file brief in 
apposition to Cltiiens Against Nuclear Power, 0 Runyon (t E 
Oogol 800612 appeal from ASLB 800930 memorandum & order re 
contentions M/notice of appearance ti Certificate of Bvc 
JDNEB, B H Hearing Branch 3 00/07/09 Spp 


B007220110 Brief in opposition to Cltiiens Against Nuclear Power, J 
Runyon t< E Oogol B00612 notice of appeal from ASLB B00930 
memorandum 8, order denying intervention Argument ro EIS 
constitutes impermissible challenge to NRC regulations 
ODLDBERO,8 C , JONES, B H Hearing Branch 2 80/07/tB 27pp 


— 8007220121 Summarlies veius on early site review proposed regulations 
Supports idea in general but opposes application to 
reprocessing facilities & expresses concilrns re certain 
technical issues Certificate of Bvc end* 

8PETH, O Council on Environmental Quality 77/04/27 Spp 


DOCKET 30-754 GENERAL ELECTRIC TEST REACTOR 


G Adjudicatory correspondence 


B0D7020468 Forwards May I9B0 safety evaluation re GETR 
8MANSDN, D T Hearing Branch 1 80/06/27 Ip 


DOMESTIC LICENSING OF SPECIAL NUCLEAR MATERIAL 


DOCKET 70-OOD8 DATTELLE COLUMBUS LABORATORIEB 


BOO7140D35 Forwards IE Insp Repts 70-0000/00-01 (i 30-05726/60-01 on 
800422-24 No none omp 1 lance noted 

DAVIB.A B Region 3, Chicago, Fuel Facility li Materials Bafaty 
Branch 80/06/03 2pp 


—8007140041 IE Insp Repts 70-0000/80-01 *c 30-09720/80-01 on 800432-24. 
Mo noncoirpl iance noted Major areas inspected' organl latlon, 
operations revi ew> faci li ty changes ti mods, safety coiemlttees 
St internal tt external exposure control 

ri8HER,M L Region 3, Chicago. Fuel Facility (c Materials Safety 
Branch 00/06/02 6pp 


B007170607 Forwards IE Circular 00-14, "Radlooctive Contamination 6f 
Plant Demlneral lx ed Uator Sys ti Resultant Internal 
Contamination of Personnel " No written response required 
KEPPLER, J O Region 3, Chicago, Office of the Director, 80/06/24 
Ip- 


0007180502 Notifies of fee required for review o.f 791218 request for 
route approval for shipment of Monticello spent fuel 
mi-LERiiJ Q License Fee Management Branch flO/07/02 tp 


0007250049 Forwards 000602 fee requost for NRC review of physical 
protection plan for SNM of moderate ti low strategic 
significance Payment is requested within iS days N/o end, 
MEISSr D License Fee Management Branch 00/07/16 Ip 


DOCKET 70-0025 ROCKWELL INTERNATIONAL CORP 


0007030005 Forwards IE Bulletin 80-15, "Possible Loss of Eeiergency 
Nafclficati on Sys <ENS) N/Loss of Offsito Power." Written 
response required. 

ENGELKEN.R H Region S, Ban Francisco, Office of the Director 

80/06/18 ip 


8007310542 Forwards revised pages to B00507 increment of analysis of 
effects of natural phenomena 6 environmental character 
surrounding plant Revisions include significant changes in 
demography minor changes in dispersion meteorology 
ROUSE, L C Advanced Fuel h Spent Fuel Licensing Branch 8D/06/1B 
6pp 


0007100201 Forwards IE Circular eO-14, "Radioactive Contamination of 
Plant Demineralized Water Sys & Resultant Internal 
Contamination of Personnel " No written response required 
ENGELKEN.R K Region 5, San Francisco, Office of the Director 
aO/06/24 ip 


0007240495 Forwards IE Insp Rept 70-0029/00-07 on 000630-0702 of 
activities under License BNM-21 No noncompl iance noted 
Major areas inspected physical protection against industrial 
sabotage End withheld (ref lOCFRS 790) 

NORDERHAUOaL R Region 5, San Francisco, Safeguards Branch. 
80/07/10 ip 
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BOO72909QO Responds to 800612 reiiuest for reconslderst 1 on of anend foe 
submitted for NRC revioui of 800519 physical security plan 
Plan will require major amend to License &NM-21 Thereforei 
fiRC fee assessment is justified 

MILLER. U 0 License Fee Hanayement Branch 80/07/11 2pp 


—8007290988 Forwards safByuords amend fee for NRC review of physical 
security plan Requests reconsideration of fee Licensee 
submitted plan in response to regulatory requirement It was 
not applying to amend License Sh)ht-21 

REMLEYj M. E Rocktuell International Corp . Energy Systems Div 
80/06/12 ip 


B007310492 Amends License SNM-Et. Sect ion 9 0 by correcting 
administrative errors in License Condition 9 A 1 A & oddlng 
800314 page change to security plan Approves 800314 request 
to use specific type of shotgun at faciltiy 

MCCBRKLE. 0 U Physical Security Licensing Branch 80/07/16 Ip 


B007310479 Forwards request for addl info t< revisions to B90-a0-17( 
"Physical flecurlty Plan for Protection of Moderate Strategic 
Quantities 'of &NM at Hot Labs of Energy Sgs Group of 
RoetueU Inti " End withheld (ref 10CFR2. 790> 

MCCORKLE.O U Physical Becurlty Licensing Branch 80/07/16 Ip 


DOCKET 70-0027 BABCOCK «. MJLCOX CO 


8007020339 Forwards revised application for amend to License SNM-42i 
replacing 790831 application All refs to alloy shop pickle 
operations have been deleted. 

GORDANI.R A Babcock (i Uilcos Co . Naval Nuclear Fuel Div 
eO/09/30 Ip 


“B00702039fl Replaces 790831 Itr by forwarding Revision 4 to License 
8NH-4S Revision deletes night shift mgt audi t> incorporates 
conditions during power outage & changes emergency plan Fee 
end. 

CQROANI. R A Babcock ti Milcos Co , Naval Nuclear Fuel Div 
80/09/30 4pp 


—8007020:^65 Application for amend to License 8NM-42i deleting night shift 
mgt audit. Incorporating conditions during power outage ii 
changing emergency plan as noted 

« Babcock (* Nilcox Co. • Naval Nuclear Fuel Oiv 80/09/30 6pp 


8007280220 Discusses IE Insp of License 8NM-42 on 800913-16 & forwards 
IE Insp Rept 70-OOS7/BO-07 

KENNA.U B Region 2i Atlanta. Safeguards Branch 80/06/03 2pp 


— 8007280229 IE Imp Rept 70-0027/80-07 on 800913-16 No noncompl ianee 
noted Major areas Inipected operations. organ t lat ion. fac i 1 Ity 
changes t< mods, internal audits t. followup of previously 
identified Items 

CORYELL. 0 F Region S. Atlanta. Office of the Director 

KAHLE. J B Region 2. Atlanta. Safeguards Branch 80/06/03 9pp 


8007020721 Forwards IE Bulletin BO-IS. "Possible Loss of Emergency 
Notification 8ys (ENS) U/Loss of Offsite Power " Urttten 
response required 

O'REILLY. J P Region 2. Atlanta. Office of the Director BO/06/1B 

»P 


6007170149 Forwards IE Circular 80-14. "Radioactive Contamination of 
Plant Deminerat lied Mater 8ys (< Resultant Internal 
Contamination of Personnel " No written response required 
O'REILLY. J P Region 2. Atlanta. Office of the Director 80/06/24 
Ip. 


8007240119 Amend tl to License 8NM-48. author i ling deletion of night 
shift manager audit. Audible alarm requirement exemption 
request denied 

PAOE.ft. 0. Uranium Fuel Licensing Branch 80/07/01 Ip 


—8007240129 Discusses rsvlaw of 600930 license amend application. 
Recommends deletion of night shift mgt audit requirement 
Denies exemption from audible alarm requirements under 
postulated conditions. 

KET2LACH. N . CROW, W T Uranium Fuel Licensing Branch 80/07/01 

3pp 


8007210097 Notifies that 791109 request for route approval involving 
spent fuel shipment to Nuclear Engineering Co In Hanford 
Works. MA is subj to license fee schedule Review completed on 
800326 

MILLER. U 0 License Fee Management Branch 80/07/03 Ip 


8007290648 Forwards revisi'd NUREG-0961 amending interim rule for 
physical protection of spent fuel m transit Addl areas 
have been designated as heavily populated Routes approved 
for BhW end New requirements apply 800703 W/o encl 
MCCORKLE.O W Physical Security Llconslng Branch 80/07/03 Ip 


S0072900S3 Requests notification of approx meeting date to discuss 
status of possible scrap recovery contract between NRC £< 
facilities NRC has proposed Aug or Sept 1980 meeting date in 
Si Iver Spring. MB 

PARTLOMi 3 0 Material Control Licensing Branch 80/07/19 ip 


DOCKET 70-0033 TEXAS INSTRUMENTS. INC 


8007070048 Forwards page changes to fundamental nuclear matl control 
plan Changes include organs i at tonal revis i ons. NRC review 
recommendations l< current operational procedures Changes 
withheld (rot 10CPR2 790) 

BCHWENSFEIR.n Toias Instruments. Inc 80/05/27 2pp 


8007030389 Recommends approval of page changes to fundamental nuclear 
matl control pl.m submitted 791126.800227 8. 0927 License 
Conditions 1 1,2 3.3 1.3 1 1.3 2.6 3 :< 8 1 should be 
deleted Ltr to vendor S. amend encl 

HUFF. D Material Control Licensing Branch 80/06/13 Ip 


— 8007030395 Amend MPP-l to License SNM-23 permitting use of shipper 
values for U-308 receipts Lleensee shall report all 
intentional discards 6 matl unaccounted for on monthly 
bast s 

» Material Control Licensing Branch 00/06/16 3pp 


8007020629 Forwards IE Bulletin 80-15, "Possible Loss of Emergency 
Notification Sys lENS) W/Lqhs of Offsite Pouter " Written 
response required 

DRIER. Q H Region 1, Philadelphia. Office of the Director 
00/06/18 ip 


8007160842 Forwards IE Circular 80-14, "Radioactive Contamination of 
Plant Demineral i J ed Water Sys Resultant Internal 
Contami notion of Personnel " No written response required 
GRIER. Q H Region 1. Ph i I ade 1 phia. Office of the Director 
80/06/24 ip 


8007310167 Ack receipt of 800612 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 70-0033/80-06 
SMITH,© H Region 1. Philadelphia Fuel Facility St Materials Safety 
Branch 80/06/24 Ip 


—0007210175 Responds to NRC 800522 ltr re violatiuhs noted in IE Inap 
Rept 70-0033/00-06 Corrective actions route card for metaj 
drufna revised to show drums are opprovod only for 
contaminated metal waste 

SCHMENSFEIR. R Toias Instruments. Inc 80/06/13 2pp 


—8007210180 Forwards IE Insp Rept 70-0033/80-06 on 000421-29 6 notice 
of violation 

SMITH. 0 H Region 1. Philadelphia, Fuel Facility t< Materials 
Safety Branch 80/09/33 2pp 


— 0007210184 Notice of violation from insp on 000431-29 

* Region 1. Philadelphia. Office of the Director 80/05/32 ip 


—8007210199 IE Insp Rept 70-0033/80-06 on 800421-25 Nnneomp 1 lane e noted 
failure to fallow posted max safe quality at work station 
KINNEY. M M Region 1, Philadelphia. Office of the Director 
CROCKER, H H Region 1. Philadelphia, Fuel Facility It Materials 
Safety Branch 80/09/22 9pp 


8007210098 Requests payment of administrative amond fee in connection 
IJ/B0061B request for delay in sobiritting safeguards plan 
MEI8S, 0 D Liconse Fee ManaBcmont Branch 80/07/09 ip 


8007220527 Advises that requlrementE for IE Bulletin 00-15. “PoBsiblB 
Loss of Emergency Notification Sys w/Lnss of Offsite Power" 
have been completed 

SHERMAN. F L Texan Instruments, Inc 80/07/16 3pp 


8007250445 Responds to IE Bulletin 80-15. “Possibls Loss of Emergency 
Notification Sys (ENS) M/Loss of Offsltu Power " Bulletin 
requirements have been completed Phono opeTallng on 
emergency power was successfully tested w/NRC on 000716 
SHERMAN, F L lexas Instruments. Inc 80/07/21 3pp 



DOCKETED ITEMS 


DOCKET 70-003& COMBUSTION ENOIHEERIMO, INC 


B0071706I9 Forwards IE Circular B0~t4> "Radioactive Contamination of 
Plant DamLnaral lied Water Sijs ti Itecultant Internal 
Contonlnatinn of Perionnel “ No urltten response required 
KEPPLER.J O Region 3. Chicago. OrFlce of the Director BO/06/24 


DOCKET 70-0139 BABCOCK b WILCOX CO 


B007t40B44 Forwards IE Imp Rept 70-0I39/B0-0B fc 70-364/80-07 an 
000303-28 No nonconpllance noted 

MARTIN. H O Region 1. Philadelphia. Safeguards Branch 80/03/31 

2pp 


ir«X)7140<,4B IE Imp Hepts 70-0135/BO-Oa k 70-036.4/80-07 on B00303-2B 
No nonconp 1 lance noted Major areas Inspected motl control h 
accounting, physical tecur 1 tg. heal th t. industrial safetg Info 
withheld (ref 10CFR2 790) 

JOYNER. J M r KU8HNER. U L Region 1. Philadelphia. Fuel Facility 1. 
Materials Safety Branch BO/OS/OB 7pp 


B0O70SOOOS Ack receipt of B00912 Itr informing NRC of steps taken to 
satisfy coTOSttMent made per IE Imp Repts 70-0135/80-09 & 
70-0364/80-08 

HARTIN.U.O Regtan 1. Phllad elph 1 e. Safeguards Branch B0/O5/3B 
If. 


■S0Q7OB0009 Confirms action taken to implement commitment made per IE 
Insp Repts 70-0133/80-09 «< 70-0364/60-03 Corrective actions 
rawlssd lobi enriched U physical inventory to incorporate 
csweitieent to remeasure each uranyl nitrate tank 

AliSTlN.M A. Babcock «< Wilcox Co . Nuclear Material Div. 80/05/12 

>P 


— 8007020000 Forwards IE Insp Repts 70-0139/60-09 1. '70-0364/00-00 on 
800317-20 li 24-36 No noncamp 1 1 ance noted 

HARTINiU 0 Region It Philadelphia. Bafeguards Drancb 60/04/22 
2pp 


— 8007020012 IE Insp Rapts 70-01 39/B0-O9 St 70-0364/BO-QB on a00317-20 h 
24-24, Ho ngncompl ianca noted Major areas Inspected 
naasurements Ic statistical controls Details withheld 
<ref 1QCFR2 790) 

JOYNER. J. H Region 1. Philadelphia. Bafeguards Branch 
HOLODY. D. J Region 1. Phlladelpbiai Office of the Director 
80/04/17. Ip 


8007170422 Forwards IE Insp Repts 70-0133/80-13 «■ 7O-0364/B0-13 on 
830909-09. No none amp ^ance noted 

MARTIN, id. 0 Region 1. Philadelphia. Safeguards Branch 60/09/28 

2pp. 


—0007170430 IE Imp Repts 70-0135/60-13 Sc 70-0364/60-12 on 000905-09 
No noncoMpl lane e noted Major areas Inspected physical 
Invantory b Internal controls Details withheld 
<ref 10CF82.790) 

BIB8ETT.P H . JOYNER. J H Region 1. Philadelphia. Office of the 
Director BO/09/27 Ip. 


6007140998 Responds to 800114 Itr requesting exemption from 10CFR73 
requlreoients Applicability of ragulation should be 
datermined for various types of BNM waste 4 appropriate 
application should t« eiade 

HCCORKLE.O W. Physical Security Licensing Branch B0/04/i2 3pp 


8007220211 Forwards Amend 6 to License 6NM- 149. revl sing Spec 1-4 
(organiiatlon) 4 Spec 1-9 (Tech Specs V control sys) of 
conditions eaction of application 

PAOEi R. 0 Uranium Fuel Licensing Branch BO/06/23 2pp 


8007170432 Responds to 800625 1 tr i e i eqocst for o« tension to complete 
requirements of lOCFR/0 91 for low enriched U mat! balance 
period ending 000611 Licensee shall romplete mall balance 
by 600725 

PARTLQU. J G Material Cuntiol Licensing Branch aO/07/03 Ip 


8007160372 Ack receipt of B<1062b Itr requesting amend to License 
SNM-145 Approval was granted on 000703 Amend requires 
administrative fee 

UE18S. D License Fee Management Oranch BO/07/00 Ip 


DOCKET 70-0143 NUCLEAR FUEL 8l RVICEI, INC 


8007170620 Appoints WJ Dircks to coordinate personnel to evaluate MUF 
discrepancy at facility R Durnett will supervise NRC 
personnel at site Requests .iJvisement of any resource 
problems re administrative l./oi personnel support 
OOBSICK.L V Office uf the Eiecotivo Director foi Operations 
79/09/ IB Ip 


8003250064 Discusses 000205-07 site visit to assess e f f e c 1 1 venesa of 
new process monitoring requirements Due to incomplete 
feedstock d i ssol u I t i on. t I of 19 dissolution batches alarmed 
Further review will be made doling 800225 site visit 
JOY. D R tfaterial Control Licensing Bianch BO/OO/OS Ip 


8007110006 FOIA request for 11 documents concerning facility 

COCHRAN. T B Natural Resources Defense Council 80/04/10 2pp 


8007140513 Forwards IE Insp Rept 70-0143/00-12 on B00317-0424 

KENNA.U 8 Region 2. Atlanta. Safeguards Dr.inch 80/09/16 2pp 


— 0007140527 IE Itisp Rept 70-0 1 43/0()-!2 on 800317-0424 No noncompliance 
noted Major areas inspected phgslcal inventory observations 
b verification Dotails withheld <rof 10Crn2 790) 

CLAV.C L , GILLFSPIE-F I’ Region 2. Atlanta. Safeguards Branch 
HODGE 3. J U Region 2. Atlanta. Office of the Director 80/03/15 
)P 


0OO72BO179 Safety evaluation re NFS proposed remedial actions b other 
altuTnativos re soli contaminot iun Recommends contaminated 
Danner Spring Oram h stream bed be fenced until final action 
at decommissioning 

CROW.W T , SHUM.E V Uranium Fuel Licensing Branch 80/06/06 
13pp 


— 60072B0184 Forwards "Investigation Progress Rept of Soil Contamination 
(Former Creek Bed) at NFS— Erwin " 

HICHEL. C J Nuclear Fuel Services. Inc (subs of Getty Oil Co, ) 
80/02/04 ip 


— 8007280187 "Investigation Progress Rept of Soil Contamination 
(Former Creek Bed) at Nrs-Erioin “ 

* Nuclear Fuel Services. Inc (subs of Getty Oil Co ) 80/01/31 

JBpp 


8007250376 Disapproves of (Jocislun reached hy NRC re continued 
operotions of NFS facility Due to Ibbor conflict b licensing 
vlo lotions. fac i 1 i ty operated less thnn sti months during 
1979 Quality production impurtunt in such facility 
SHERBONDY. B N Affiliation Unknown 00/06/10 Spp 


8007010109 Ack receipt of 800'*14 itr informing NRC of steps taken to 
correct violations noted in IE Insp Repf 70-0143/80-00 
HENNA, W I) Region 2, Atlanta, Safeguards Branch 80/06/11 Ip 


— 8007010109 Responds to NRC 000420 Hr re violations noted in IE Insp 
Rept 70-0143/80-08 Corroctlvn actions withhold (ref 
10CFR2 790) 

MANSER. V) C Ntir ) ear Fuel 3ervirt.s. Inc (subs of Gotty Oil Co ) 
80/03/14 ip 


— B007010117 Forwards IE Insp Rept 70-0143/80-00 on 000311-14 b notice of 
Violation Notice of viutotion withheld (ref I0CFR2 790) 

KENNA. W B Region 2. Atlanta. Safeguards Dranch 80/04/28 2pp 


— 80070)0129 IE Insp Rept 70-0143/80-08 on 800311-14 Nnneomp 1 lance noted 
failure to follow prorodtircs Details withheld (ref 
lOCFRS 790) 

FERNY. C 0 . DllLLSPtE. F P Region 2. Atlanta. Bafeguards Branch 
80/04/28 Ip 


8007010221 Responds tq 800603 request for change In matl balance area 
structure re Plant (I Cheingo is acceptable Lirense Condition 
2 4 is added to Amend MFP~1 of License SNM-124 
PARTUOW. J O H.itcrial Control Licensing Branch ^ 60/04/ 17 Ip 
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6007030298 

Info 

HAN8ER. U 
B0/06/’17 


Ack recdpt 

C Nuclaar 

Ip 


of IE Insp Rppt 70-0143/00-19 No proprietarg 
Fuel Sarvicesp Inc (subs of Oebky Oil Co > 


"0007140064 Ftespuntls to NRC B00514 Itr re violations noted In IE Insp 
Rept 70-0143/80-14 Corrective sctlons withheld (ref 
10CFR2 790) 

MANSER. W C Nuclear Fuel Servitesi Inc (subs of Oottg Oil Co 1 
□0/06/03 Ip 


— 6007030899 Forwards IE Insp Rept 70-0143/00-15 on 800513-16 No 
nonconp llano noted 

KENNAi U B Region 2< Atlanta. Safeguards Branch 00/06/03 Spp 


— 8007140067 Forwards IE Insp Rept 70-0143/00-14 on 800422-35 t< notice 
of violation Notice of violation withheld (ref 10CPR8 7901 
KENNAi W B Region 2. Atlanta. Safeguards Branch 80/05/14 2pp 


—6007030898 IE Insp Rept 70-0143/80-15 on 000513-16 No noncompliance 
noted Kajor areas Inspected records it repts. fact 1 i tg 
erganliatton. operation tc mgt of matls control sgs 
HODOE0. 0 U. , eiLLESPIE. F P Region 2. Atlanta. Safeguards Branch 
60/06/03 Spp 


6007020789 Forwards IE Bulletin 80-15. "Possible Loss of Emergencg 
Notification Sgs (EN8) kl/Loss of Offsite Power “ Written 
response reauirad 

O'REILLV, J P Region 2. Atlanta. Office of the Dlreiitor 00/06/10 
IP- 


8007180SS9 Forwards Revision 14 to fundamental nuclear matl control 
plan.Ltr ti revision withhold (ref 10CFR2 790) 

HENSLEY. K 0 Nocltar Fuel Services. Inc (subs of Oettg Oil Co ) 

60/06/16 2pp. 


6007020856 Reports manhours used in reviewing 790830 application for 
amend of License BNK-124 

DELANEY. J. C, Uranium Fuel Licensing Branch BO/06/19 Ip 


8007080304 Reports manhours used in revltuing 790330 application for 
amend of Ltcenie 8nN-184 

DELANEY* J.C Uranium Fuel Licensing Branch 80/06/19 Ip 


— 8007140073 IE Insp Rept 70-0143/80-14 on 800422-25 None omp 1 ianc B noted 
failure tn notify NRC of change made to matl control 1. 
accounting program within 3 months of change Details 
withheld (ref lOCFfta 790) 

DATES. J U Reginn 2. Atlanta. Office of the Director 
OILLESPIE, F P Region 2. Atlanta. Safeguards Branch 80/03/14 
Ip 


0007110994 Grants 000613 request. w/NRC mods, for delag In determining U 
Inventorg difference value re H00527 htghlg enriched U 
phgsical inventorg of Plant 1 Conditions added to Amend 
MPP-l of License SNM-124 

BURNETT.R F Division of Safeguards 80/06/26 2pp 


8007020637 Forwards process monitoring charts which provide summarg 
required bg NRC 800626 Itr End withheld (ref iOCFR2 790) 

IMANSER. M C Nuclear Fuel Services. Inc (subs of Gettg Oil Co I 
80/06/37 Ip 


B007020645 Note forwarding corrected version of Commission 800626 
memorandum 6 order. CLl'aO-27 t< Commission 800637 notice of 
hearing in License SNM-184 proceeding 
e Docketing 6 Services Branch 80/06/27 Ip 


6007070010 Ack receipt of 000909 Itr informing NRC of steps taken to 
correct violation* noted in IE Inep Rept 70-0143/00-04 
O'REILLYi U. P. Region 3, Atlanta. Office of the Director 00/06/19 

Ip. 


— 0(X>7070014 Retponde bo NRC 000416 itr re violations noted in IE Insp 
Rept 70-0143/80-04. Corrective actions shipments dl scortlnued 
until program has been established to prevent recurrence of 
infraction 

MAN8ER>H C Nuclear Fuel Services. Inc (subs of Oettg Oil Co, } 
60/09/09. 6pp 


— -8007020647 Corrected memorandum 6 order. CLI-B0-37i granting NRDC 800806 
request for hearing re whether License SNI1-tS4 should be 
revoked Contemplates informal procedural framework due to 
sensitive militarg issues re weapons enriched w/U 
CHlLK. 8 J Office of the Secretary of the Commissian 80/06/26 
llpp 


— 0007020656 Corrected notice of legislative hearing in response to NRDC 
800206 request. re revocation of License SMM-134 Written 
factual (. legal testimong due bg 800901. sugges tions bg 
000915 Oral argument scheduled for 801015-1101 

CHILK.S J Office of the Secretarg of the Comml ssloti 00/06/87 
4pp 


—6007070019 Forwards IE Insp Rept 70-0143/00-04 on 000221 U notice of 
violation 

STOHR.J P Region 8. Atlanta* Fuel Facility 8. Materials Safety 
Branch 80/04/16 8pp 


—6007070017 Notice of violation from insp on 800821 

* Region 8. Atlanta. Office of the Director 80/04/16 2pp 


— 8007020660 "Amend to Rules of General Applicability Providing Eseeption 
from Proceriues for Adjudications re Conduct of Militarg or 
Foreign Affairs Functions." lOCFRS immediately effective 
final rule Permits more flexible due process limits 
CHILK.S J Office of the Secretary of the Commission 00/06/26 

12pp 


—6007070019 IE Imp Rept 70-0143/80-04 on 000221 None omp Hare e noted 
fallura to transfer 6Nli in accordance w/terms (. conditions 
of recipient radioactive matl license 6 to adequately 
survey package prior to shipment 6 transfer. 

DAVIS, J H Region 2. Atlanta. Office of the Director OIB80N. A F 
Region 2. Atlanta. Fuel Facility 6 Materials Oafetg Branch 
60/04/14 9pp. 


6007140076 Forwards IE Insp Rept 70-0143/80-17 on B00424-D923 No 
noncompliance noted 

KENNA.U.B Region 2. Atlanta. Safeguards Branch 80/06/24. Ip. 


•6007140066 IE Imp Rept 70-0143/00-17 on 000484-0523 No noncompl iance 
noted Hajor areas inspected, c ontrlbutors to cumulative 
inventory differences (c worker concerns Details withheld 
(rtf 10CFR2. 790), 

LEE>T. 0 ) JONES. D. W Region 2. Atlanta. Office of the Director. 
OIU.ESPIE, F P. Region 2, Atlanta. Safeguards Branch 00/06/24. 

Ip. 


6(X)7190992 Discusses Commission order allowing resumption of operation 
w/relaxed conditions t, granting post-hearing alternative for 
which NRDC responded w/o Commission subsequent action Urges 
that military function eseeption not be Invoked 
UEieSiE R Sheldon. Harmon k Weiss 00/06/24 2pp 


B007170194 Forwards IE Circular 00-14. "Radioactive Contamination of 
Plant Demineralised Mater Sgs (< Resultant Internal 
Contamination of Personnel " No written response required. 

O'REILLY, J, P, Region 8, Atlanta, Office of the Director 00/06/84 

ip* 


B(X>7t4O09B Ack receipt of B00603 Itr informing NRC of steps taken to 
correct violations noted tn IE Imp Rept 70-0143/80-14 
, KENNA,M, B Regions, Atlanta, Bafiguards Branch 00/06/29 ip 


0007070333 Forwards NFS OA progi am re shipping packages for radioactive 
matl per 800424 request 

MICHEL.C J Nuclear Fuel Services, Inc (subs of Oettg Oil Co I 
80/06/27 ip 


—3007070339 OA program for shipping packages for radioactive matl 

s Nuclear Fuel Services. Inc (subs of Oettg Oil Co ) 00/06/13, 

2lpp 


0007100000 AddI response to FOIA request for dDcuments re licensing of 
facility t< transcripts of closed Commission meobings App A 
documents available in FDR Document 1 of App D b portions 
of Documents 2-81 withheld (ref FOIA Exemptions 3.4 li 5) 

FELTON, J M Division of Rules and Records 00/06/27 Spp 


—8007100013 Discusses application of inventory difference regression 
equation to Aug inventory Info witliheld procedures for 
safeguarding nuclear matt k NRC prodecisional advice, 
opinions 6 recommendations (ref FOIA Exemptions 4 L 5) 

MEBSINOER. M Material Control k Accountability Development Branch 
79/09/86 3pp 


—0007100020 Summery of 000102-03 meeting between util b NRC in Silver 
Sprlng.MD re MCA license conditions applicable for resumed 
highly eririched U operations Info partially withheld 
(ref FOIA Exemptions 4 b 5) Charts end 

JOY. D Material Control Licensing Branch 80/01/10 Ip 


—0007100023 Forwards matl balances covering Inventory for 790814-1004 
Info withheld safeguards b security measures (ref FOIA 
Exemptions 3 b 4} 

HENSLEY. K D Nuclear Fuel Services. Inc (subs of Getty Oil Co > , 

79/12/03 Spp 
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— 8007100028 FoTuarOs detailed rejit on current << planned projects 
designed to iinppiive facility accountability sy s ti associated 
inventory difference results Rept uithheld (ref FOIA 
Exempt I ons 3 !< 4 ) 

TAYLOni C W Huclear Fuel Services. Inc (subs of Getty Oil Co > 
79/10/23 Ip 


— 8007100032 Discusses SECY--7?-i>B0A. "NRC Regulation of Highly Enriched 
If Operations nt Facility Lists ad d 1 requirements needed if 
position taken by JF Ah e a me in. 000109 memo is adopted Info 
partially uithheld (ref FOIA Eiompilon 3) 

KANRAHAH. E J Material Control Licensing Branch 60/01/11 Spp 


--8007100030 8umt.ary of Commission 3001 lii meeting re SECY-79-650 & SECV- 
79-690A concerning facility Scope b quality of mat! control 
& accounting elements mould be improved Suirmariies proposed 
actions Info partially luithhold <ref FOIA Exemption 3) 

HANRAHAH. C Material Control Licensing Dranch 80/01/15 Spp 


— 8007100044 Discusses 791004 inventory difference of high enriched U 
eicecding limit of error constraint Foruerda rept detailing 
causes contributing to inventory differences t< corrective 
actions taken Rept uithheld (ref FOIA Exemption 3) 

TAYLOR, C W Nuclear Fuel Sorvlcos, Inc (subs of Oetty Oil Co ) 
79/11/02 2pp 


— 6007100052 Foruards comments on Parti ow 790525 1 tr to RD Hensley 
Info uithheld safeguards tr security rtveasures (ref FOIA 
E X emp 1 1 on 3 1 

HENSLEY, K D Nuclear Fuel Services, Inc (subs of Getty Oil Co > 
79/07/06 3pp 


—8007100057 Submits list of recent mods at facility uhich upgraded matl 
ac c ountab 1 I i ty it control program Info uithheld procedures 
For safeguarding licensed SNH (ref FOIA Eiemption 4) 

JOY. D R Material Control Licensing Dranch 79/09/il 2pp 


— 8007100069 Foruords info status rept re 790D14 Inventory differences of 
highly enriched U eiceeding limit of error constraint Info 
uithheld procedures for safeguarding nuclear matl (ref FDIA 
Exemption 4) 

HENSLEY. K □ Nuclear Fuel Services. Inc (subs of Oetty Oil Co > 
79/10/02 3pp 


—B007 100076 Not! f 1 PS of 790816 meeting u/util to discuss highly enriched 
U inventory difference past. present 6 future Foruards 
listing of topics re inventory differences lahich uill be 
included in discussions U/o end 
BHITH.C N Hearing Branch 8 79/00/01 Ip 


— 8007100072 Summary of 790BI6 meeting betueen util U NRC In Dethesda.MD 
TO concerns of highly enriched U inventory difference 
behavior Inventory difference is licensee problem Info 
partially uithheld (ref FDIA Exemption SI 

JOY. D llaterlal Control Licensing Branch 79/00/21 2pp 


—80071000B1 Sumraary of 790Q1A mooting u/util Lists major util cpneerns 
including improving of accounting sys Majority of mooting 
spent on reporting status of NRC questions Info partially 
uithhold (ref FOIA Eiemption 3) 

PARTLQH.J 0 Material Ccntrul Licensing Branch 79/08/17 2pp 


8007110004 Responds to FOIA request for 11 documents concerning 
facility Items 2.3 & 5-10 have been addressed in earlier NRC 
responses Attachment D of Documont 11 uithheld (ref FOIA 
Exemption 4 U 10CFR2 790> 

FELTON. J M Division of Rulos and Records BO/06/27 2p p 


•8007110007 Neu li revised conditions to Amend MPP-1 to License SNM-124 
* Commission SO/Ol/SI llpp 


B007160B38 Act receipt of 800603 fi 1 1 Itrs informing NRC of steps taken 
in response to concerns noted in IE tnsp Repts 
70-0143/79-49 R 70-0143/B0- 1 S 

KENNA. H D Region 2. Atlanta. Safeguards Branch 80/06/87 ip 


--80D7160D43 Requests 60-day extension to respond to concerns identified 
in IE Imp Rept 70-0i43/79-49 

HANSERiM C lJui. I ear Fuel Services. Inc (subs of Oetty Oil Co 1 
00/04/08 Ip 


8007070191 Requests that Attachment A of Insp Rept 70-0143/80-01 
be uithheld {ref 10(.FR8 790) 

MANSER. W C Nuclear Fual Services. Inc (subs of Getty Oil Co > 
80/06/30 2pp 


8007070350 Responds to request for infp re contamination control • 

program in SNM-0 1 34 . Amend S Provides revised personnel exit 
procedures & personnel surveys 

MANSER. W C Nuclear Fuel Services. Inc Isuhs of Oetty Oil Co ) 
80/06/30 2pp 


8007150563 Foruiards sits security training p Ian. Revi slon 1 Changes 
make corrections on site-specific implementation h do not 
lessen effectiveness nf site security training or physical 
protection plan Revision 1 uithheld (ref tOCFR2 790) 

MICHEL.C J Nuclear Fuel Services, Inc (subs of Oetty Oil Co 1 
B0/O7/01 Ip 


6007210039 Notifies that fee submitted u/790330 application for Amend 9 
to License SN(i-124 ui 1 1 he partially refunded In accordance 
u/monpouer expenditures revleu 

MILLER, H 0 License Fee Management Branch 80/07/01 ip 


8007100300 Forwards IE Insp Rept 70-0143/00-19 on 800616-19 fa notice of 
violation Notice of violation uithheld (rof 10CFR2 790) 

KENNA. N D Region 2. Atlanta. Safeguards Branch 00/07/07 Bpp 


— 0007100316 IE Insp Kept 70-0143/00-19 on 800616-19 Noneompl iance noted 
failure to annually recertify one neu std in each NOA series 
fa failure to make process fa engineering studies Details 
uithheld (ref 10CFR2 790) 

DATES, J N Region 2. Atlanta. Office of the Director 
OILLEBFIE. F P Region 2, Atlanta, Safeguards Dranch 80/07/03 
ip 


8007150518 Forwards revised Pago 139 to Amend Request 78-9 submitted 
760829 fa resubmitted as Amend Request 00-1 on 000124 Amend 
can be issued u/cxemptlon from Licenso SNM-124 Condition 2? 
requested on 791107 

fllCHELi C. J Nuclear Fuel Services, Inc (subs of Oetty Oil Co > 
aO/07/09 2pp 


— 8007150920 Requests License SNM-124 be amended to allou transport of 
enriched J outside confines of plant Shipments uill be 
limited to 5 kg U-235 

MICHEL.C F Nuclear Fuel Services, Inc (subs of Oetty Oil Co ) 
70/06/27 2pp 


8007220003 Answer to Commission notice of hearing stating NRC 
uillingness to participate as party Sve may be made on QH 
Cunningham fa RL Fonner on behalf of NRC Certificate of Sve 
end 

CUNNINQHAM.0 H Regulations Division 60/07/14 2pp 


B007220243 Addl response to FOIA request for info concerning facility 
Nonoxempt portions of documents listed in app are located in 
DC PDR Documents 1.2 fa 3 p.irtially uithheld (ref FOIA 
Exemptions 4 fa 9) Documents 5 fa 6 are undergoing revieu 
FELTON, J M Division of Rulos and Records 00/07/16 3pp 


— 8007220248 Revised conditions to Amend MPP-1 to Licenso 8NM-184 
BURNETT. R F Division of Safeguards 00/02/01 3pp 


— 8007220251 Discusses 800227-29 site visit to further evaluate 
effectiveness of now process monitoring license conditions. 
Info partially uithheld (ref FOIA Exemptions 4 fa 5) 

Responses to (1 Jdall questions dtd 800306 end 

JOY.D R Material Control Licensing Dranch 80/03/11 4pp 


8007290072 Notifies of issuance of Amend 7 to Licenso SNM-124, providing 
exemption from roquirement t)iat emergency evacuation drill 
b e conducted at least annual ly for each shift 
PAGE.R 0 Uranium Recovery Licensing Dranch 80/07/16 ip 


— 8007290083 Safety evaluation supporting Amend 7 to License 8NM-124 
DELANEY, J C Uranium Rocovery Licensing Dranch CROW, H T 
Uranium Fuel Licensing Branch 80/07/16 Ip 


8007300082 Addl response to FOIA request for matl received, considered 
or approved by Commission during consideration of facility 
inventory Info p.iitially uithhold security measures fa 
restricted data (ref FOIA Exemptions 3 fa 4) 

FELTON. J M Division of Rules and Records 00/07/16 3p 


—8007300094 Discusses reporting of facility 790018-1004 inventory 
difference Draft physical protection license conditions 
end License condition partially withheld safeguarding 
procedures (rof FOIA Exemption 4) 

blRCKS. W J Office of Nuclear Material Safety fa Safeguards 
79/10/22 2pp 


—8007300103 Discusses facility inventory difference for 790618-0618 NFS 
is ceasing all production operations fa preparing for plant 
inventory in accordance u/NMSS orders Info partially 
uithheld restricted data (ref FQIA Exemption 3) 

DIRCKS, W J Office of Nuclear Material Safety fa Safeguards 
79/09/17 Ip 
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BO072S0993 Foruard* rssponaa to KFIC 8006S4 Itr re violations noted in 
IE Intp Rept 70-0143/80-20 Response withheld <ref 
1D0FR2 790) 

MANSER > M C Nuclear Fuel Servlcosi Inc (subs of Oettv Oil Co ) 

B0/O7/1B Ip 


— B007140£i4fi IE Insp Repts 70-0135/00-00 t 70-0364/00-07 on 800303-28 
No none omp 1 lane o noted Major areas inspected natl control 
account mg- phys i cal s ec ur i ty, h ea i th •< indostrial safotij Info 
withhold (ref 10CFR2 7901 

JOYNER-JH . KUBHNER, U L Region 1, Philadelphia. Fuel Facility & 
Materials SaPoty Branch B0/05/0& 9pp 


BOO7S3O404 Forwards response to IE Insp Rept 70-0143/60-19 Response 
withheld <raf 1DCFR2 7901 

HANSERtM C Nuclear Fuel Services- Inc (sobs of Oettg Oil Co ) 
BO/07/21 Ip 


0007290713 Responds to NRC 000626 itr re IE Insp Rept 70-0143/00-13 
Attachment states corrective action taken U/o end 
KAN8ER.M C Nuclear Fuel Services- Inc (subs of Oetty Oil Co 1 
80/07/21 Ip 


BOO7290947 Forwards general soil decontamination plan- per OOQ71S 

request 

MICHEL- C J Nuclear Fuel Services- Inc (subs of Getty Oil Co ) 
00/07/29. 4pp 


DOCKET 70-0197 TEXAS. UNIV. OF 


8007210320 Responds to IE Bulletin 7?-17i "Packaging of Lou Level 
Raduaste for Transport 8 Burial " Hastes are deposited In 
plastic bag in lined steel containers Haste collection 
contractor is responsible for ultimate disposal 
BURACK. J A Texas, Univ of. 79/09/04 2pp 


— B0072103S4 Forwards IE Bulletin 79-19- "Pacltaglng of Low Level Radwaste 
for Transport fc Burial, " & list of bulletins issued In last 
6 months Requests response to IE Bulletin 79—1? 

SEYFRITiK. V Region 4, Dallas. Office of the Director 79/OB/lO 
4pp. 


DOCKET 70-0104 WEBTINCHQUSE ELECTRIC CORP 


D007230014 Advises of correct eddress for future correspondence in 
response to B00602 Itr Revisod radiation safety manual has 
been forwarded to Hatls Licensing Branch 

KINNEKAN. J D Region t, Philadelphia. Fuel Facility h Materials 
Bafety Branch 80/07/02, Ip 


— 8007230013 Forwards revised radiation procedure t< safety manual H/o 
end 

SFANOENDERO- C. Mestinghouse Electric Corp BO/06/02 Ip 


DOCKET 70-0203 NOTRE DAME, UNIV OF 


8007010047 Ack receipt of BD0928 Ur informing NRC of steps taken to 
correct nancompl iance identified in 8D0S13 Ur. Discusses 
licensee denial of noncomp 1 lance Item 10. 6i x-month leak test 
Is rsquired Supporting documentation encl 

KEPPLER. J 0 Region 3- Chicago- Office of the Director 80/06/09 
2pp. 


— 800701006D Requests that provision for possesslan of Pu-bsryllium be 
removed from License 9NM-I90 Also requests designation of TJ 
Hlrons as course instructor t< only person responslhle for 
handling leak testing, 

OAYi N. R Notre Dame- Univ. of 61/12/21 Ip 


DOCKET 70-0364 PARKE TDHNBHIP SITE- 8ADCDCK b UILCOX CD 


8007100009 Forwards application for amend to License SNM-414, consisting 
of revised pages to Chapter 3 of license re site b 
facilities description 

AU8TIN-M A Babcock b Hilcox Co - Nuclear Material Div BO/05/09 
2pp 


— B007150814 Application for amend to License SNM-414i consi sting of 
revised pages to Chapter 3 of license re site b facilities 
des cr iption. 

• Babcock b Hilcox Co - Nuclear Materia) Div 60/04/30, 20pp 


8007140644 Forwards IE Insp Rept 7O-O139/BO-O0 «< 70-364/80-07 on 
800303-28, No noncompliance noted 

HARTIN.H 0 Region I, Phi ladolph ia- Safeguards Branch 80/05/21 

app. 


8007020002 Ack receipt of 800512 Itr informing NRC of stops taken to 
satisfy commitment made per IE Insp Rspts 70-0135/80-09 b 
70-0364/80-08 

MARTIN, W G Region 1, Philadelphia. Safeguards Branch 00/03/28 
ip 


— 8007020005 Confirms action taken to implement commitne-nt made per IE 
Insp Ropts 70-0135/80-09 b 70-0364/60-08 Corrective actions 
revised low enriched U physical inventory to incorporate 
commitment to remeasure each urany L nitrate tank 

AUSTIN- M A Qabcack b Hilcoi Co , Nuclear Material Div 00/03/12 

Ip 


— aOO7O2aO0B Forwards IE Insp Repts 70-0135/80-09 b 70-0364/80-08 on 
600317-20 b 24-26 No noncompliance noted 

MARTIN. H 0 Region 1- Philadelphia, Safeguards Branch 80/04/22 

2pp 


—8007020012 IE Insp Repts 70-013 3/80-09 *< 7O-O364/8O-0B on 800317-20 b 
24-26 No noncompliance noted Major areas inspected 
measurements b statistical controls Details withheld 
(ref lOCFRa 790) 

JOYNER- J H Region 1- Philadelphia- Safeguards Branch 
HOLODV- D J Region t- Philadelphia- Office of the Dirsetor 
80/04/17 Ip 


8007170622 Forwards IE Insp Repts 70-0135/80-13 b 70-0364/80-12 on 
800505-09 No noncompliance noted 

MARTIN. H 0 Region 1, Philadelphia, Safeguards Branch 80/05/20 

2pp 


— S007170630 IE Insp Repts 70-0135/80-13 b 70-0364/80-12 on 800505-09 
No noncompliance noted Major areas inspected physical 
Inventory b Internal cuntrols Details withheld 
(ref 10CFR2 79o) 

DIESETT, P H r JflVNER, J H Region 1, Philadelphia. Office of the 
Director 60/03/27 Ip 


8DD714059B Responds to 600116 Itr requesting exemption from 10CFR73 
requirements Applicability of regulation should be 
determined for various types of SNM waste b oppropnete 
application should be made 

MCCORKLE- 0 H Physical Security Licensing Branch 80/06/12 2pp 


8007020612 Forwards IE Bulletin 00-15- "Possible Loss af Emergency 
Notification Sy s (CNS) H/Loss of Offsite Power " Written 
response required 

ORIERiD H Region 1- Ph 1 1 ad e 1 pli la. Office of the Director 
00/06/16 Ip 


0007150120 Ack receipt of 800611 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 70-0364/79-24 
QRIER-D H Region 1- Philadelphia, Office of the Director 
00/06/19 ip 


— 8007150135 Responds to NBC 000115 Itr re violations noted In IE Insp 
Rept 70-0364/79-24 Corrective actions justi f icistion 
submlttod re none amp 1 i anc a 

AUSTIN, M A Babcock «, Wilcox Co , Nuclear Material Div 00/06/11 
3pp 


— 8007150141 Ack receipt of 791203 Itr informing of corrective actions 
taken re IE Insp Rept 70-0364/79-24 Requests written 
statement re Item B including corructxve steps taken b date 
when full compliance will be achieved 

QRIEB-B.H Region 1. Philadelphia, Offlre of the Director 
60/01/15 2pp 


— 8007150148 Providos specific responses b corrective actions ra 
disclosed Items resulting Prom IE tnsp 70-0364/79-24 on 
790924-20 Routine surveys of Nuclear Matls b Hfg Div vault 
area being performed b cited organiiat iona 1 changes begun 
AUSTI'N.H a Dahcock b Hilcox Co , Nuclear Material Div 79/12/03 

4pp 


—8007150150 Forwards IE Insp Bep t 70-0364/79-24 on 790924-28 & notice 
violation I 

SHITH-O H Region I- Philadelphia, Fuel Facility b Naterlals I 

Safety Branch 79/11/00 2pp 


— B0071S0156 Notice of violation from insp on 790924-28 

« Region 1, Philadelphia- Office of the Director 79/11/06 2pp 
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DOCKETED ITEMS 


— B{)071SOlfa3 IE tnsp R^pt 70-0364/79-S4 on 790924-SB Hone omp 1 i jnce noted 
failure to pi escribe specie! measures to control personnel 
dose to rodiaiion in vault tt failure to have uritten 
evaluation for or ganl l ati one 1 change 

CRQCHGH. H W Region 1. Ph 1 1 ade 1 p bia. Fuel Facility fc Materials 
Safety Oraneb HOTHt J Reyior) 1> Philadelphia. Office of the 
Director 79/11/06 IBpp 


BOO716O70O Fnriuards IE Circolar B0-'14. "Radioactive Contominat ion of 
Plant Demineral l jed Water <5^5 ?. Resultant Internal 
Contanl nat 1 on of Personnel '■ M(i uritten response required 
ORIER.B H Region t. Philadelphia. Office of the Director 
aO/06/24 Ip 


B0072ID109 Responds bo B0061B aieeting. re d scomiiil ss i cning b 
dacDn taminat I on of facility NRC uilt not proceed ui/revleus 
of BO032S fundomental noclear mall control plan for License 
SNM-1114 Revised plan expected by 000731 

PARTLGW. J O M<rterial Control Licensing Dranch 80/07/03 tp 


B007SJ0094 Advises licensee that NRC mill refund portion of fee paid 
for revieu b approval of BOOSlSiOSlB b 0415 applications fop 
license amend License Condition S 1 2 uas added to Amend 
MPP-i to License SnM- 414 on 900604 

MILLER. W 0 License Fee Management Dranch 00/07/10 Ip 


0007330712 Responds to B00636 request for reduction in number of 
nondestructive assay stds to be maintained during 
dscojTini 55 1 oning Three stds ore sufficient for callbr b 
control uf nondestructive measurement sgs 

PARTLOW. J ft Material Control Licensing Branch 90/07/16 ip 


B0072900S3 Requests notification of appro meeting date to discus* 
status of possible scrap recovery contract betueen NRC b 
facilities NRC has proposed Aug or Sept 1980 mooting dots in 
Silver Spring, MD 

PARTLOU. 3 8 Material Control Licensing Dranch 80/07/13 Ip 


DOCKET 70-0390 COMMERCE, DEPT OF 


B007160B31 Foruards IE Circular 80-14, "Radioactive Contanlnatlon of 
Plant Demineral i led Water 9ys b Resultant Internal 
Contamination of Personnel " No uritten response requtrad, 

CRIER, D H Region 1, Philadelphia^ Office of the Director 
BO/06/24 Ip 


DOCKET 70-0474 UP9ALA COLLEOE 


BOO7310291 Notifies of eiplred License BNM-450 b discusses actions to 
be taken by licensee 

CROCKER, HW Region 1, Philadelphia, Fuel Facility b Material* 
Safety Branch 80/05/07 Spp 


DOCKET 70-0572 MONSANTO RESEARCH CORP 


B007030476 Advises that request for oiemptlon to reduce allouable 
isotopic concentration of Pu-23B from BOX to 78X has been 
granted 

BURNETT, R F Division of Safeguards 00/06/17 Ip 


DOCKET 70-0371 UNITED NUCLEAR CBRP 


8007230119 Foruards IE Insp Dept 70-037 1 /BO-OB on B005t2-lS No 
noncompliance noted 

MARTIN, U 0 Region 1, Philadelphia, Safeguards Dranch aO/06/li 

2pp 


— S007230IS4 IE Insp Rept 70-0371/30-08 on 800512-15 No none amp 1 lane e 
noted Major areas iiispocted licensee action on previous 
insp findings b records b ropts 

WOLTNER, E , ODYNER.J H Region i, Philadelphia. Bafeguards Branch 
80/06/09 ip 


8007020617 Foruiords TE Bulletin BO-15, "Possible Loss of Emergency 
Notification Sys lENSl W/Loss of Uffslte Power " Written 
response required 

DRIER, D H Region 1, Ph i lade 1 phia. Office of the Director 
80/06/ IB Ip 


8007160846 Foruards IE Circolar 80-14, "Rod i oac t I ve Contamination of 
Plant Demineral i zed Water Sys b Resultant Internal 
Contafflinatton of Personnel " No uritten response required 
CRIER, D H Region 1, Philadelphia, Offico uf the Director 
S 0/06/24 1 p 


8007180058 Aik receipt of 800610 Itr infortnlng NRC of steps taken to. 
meet commitment per IE Insp Rept 70-0371 /BO-06 

MARTIN U O Region 1, Philadelphia, Bafeguards Dranch BO/06/27 

»P 


DOCKET 70-0625 HOWARD UNIV 


BO070101BO Ack receipt of B00425 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 30-11063/80-01, 
30-01321/80-01,40-6789/80-01 b 70-0625/80-01 

SMITlhO II Region 1, Philadelphia, Fuel Facility b Materials Safety 
Branch 80/05/28 ip 


— B0070101D5 Responds to NRC B0032B Itr re violations noted in IE Insp 
Repts 30-11063/80-01,30-01321/80-01,40-6789/80-01 b 
70-0625/80-01 Corrective actions effluent concentration* 
evaluated b Cf-233 source toetod 
ALEXIS. C P Howard UniV 80/04/25 3pp 


— 8007010197 Discusses IE Insp Repts 30-11063/80-01.30-01321/80-01. 
40-6707/00-01 b 70-0625/BO-01 on 800320-21 b foruards notice 
of violation 

SMITH. 0 H Region 1, Philadelphia, Fuel Facility b Materials 
Safety Branch 80/03/20 2pp 


— 8007010209 Notice of violation from insp on 800320-21 Noncomp 1 iance 
noted. failuru to conduct required surveys, Cf-232 source 
stored in unlocked room b food stored In refrigerator ut/ 
rod iol sotupes 

tt Region 1. Philadelphia. Office of the Director 80/03/28 2pp 


DOCKET 70-0687 UNION CARBIDE CORP 


—8007100066 Responds to NRC BOD520 Itr re commitment made in response to 
t£ Insp Rept 70-0371/80-06 Corrective actions attached form 
used to record leceipt of bottles of sludge W/o form 
OANLEY, D E United Nuclear Corp .Naval Products 01 v 80/06/10, 
ip 


— 0007180071 Dlsrussps IE insp of License SNM-368 b forwards IE Insp Rept 
70-D371/60-06 on 000407—11 b 14— IB No noncompl 1 ance noted 
MARTlN.lil O Region 1, Philadelphia, Safeguards Branch 80/05/20 
app 


8007020341 Reports completion of criticality review of 800602 
application Rocammends that nuclear criticality safety 
aspects of application be ,Tpproved 

PACE, R O Uranium Fuel Licensing Branch 80/06/19 2pp 


□O07160B49 Foruards IE Circular 00-14, "Radioactive Contamination of 
Plant Demlneral iied Water Sys b Resultant Internal 
Contamination of Personnel " No written response required 
GRlERiB H Region 1, Philadelphia, Office of the Director. 
80/06/24 Ip 


— 8007180062 IE Insp Rept 70-0371/80-06 on 800407-11 b 14-18 No 
noncomp I iance noted Major areas inspected inventory 
Veri f ice 1 1 on, r econc 1 1 iat ion. mpi-isurenient b statistical 
control Details withheld iref lOCFHa 790) 

wiOYNER, ,/ H , DI60FTT.P Region 1, Ph i ladelph ia, Safeguards Branch 
HOLODYiO Region 1, Ph 1 1 ado 1 p hia. Office of the Director 
80/03/12 Ip 


800728DD90 Notifies that 800616 request for amend to License 8NM— 368 
requires fee 

WEISS, 0 License Fee Management Branch 80/07/03 Ip 


8007250363 Notifies that B00626 request re shutdown b scrap processing 
has boon classified as minor amend to License BNM-368 Minor 
anand tee is required 

UEIESiD License Pee Management Dranch 80/07/08 ip 


•■■■4,11 N 


8007210289 Ack receipt of 800520 Itr Informing NRC of steps taken to 
correct violations noted in IE Insp Rept 70-0687/80-03 
DRIER, S Region 1, Philadelphia, Office of the Director, 80/06/30 
Ip 


— 8007210293 Responds to NRC 800423 Itr re violations noted in IE Insp 
Rept 70-0687/80-03 Corrective actions will maintain air 
sampling records 

MC009ERN, J J Union Carbide Corp 80/05/20 Ip 


— 9007210295 Forward l IE Insp Ropt 70-0687/80-03 on 800227-29 b notice 
of violation 

SMITH, 8 if Region t. Phi lad B Ip h ia. Fuel Facility b Material* 
Safety Dranch 80/04/23 2pp. 


80/07/08 


DOCKETED ITEMS 
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•'^^OOtaiOSWI Hotlc* of violation from ln»p on 0OOB37-29 

• Roglon li Phlladalphla> Offica of tha Director 80/04/1& tp 


'•’•OWmViO* In«p Rapt 79~0&87/B0-03 NoncoMpl lane t noted failure to do 
kioftaiay fc oMintaln record* in proper unit* 

CLBHtMBi P Region li Phi ladelphla> Office of the Director 
MNAPP.P. Region 1> Philadelphia. Fuel Facllltv I. Material* Dafetg 
Sranch. 80/04/16 7pp 


8807210074 Notlfia* that 791139 request for route approval involving 
•pent fuel ahipaent froa Tuteda.NY to Savannah River 
reproceeeing site in SC 1* *ubj to license fee schedule 
Review cosepleted on B00303 

H1L1.EI1.M 0 License Fee Management Branch BO/07/03 Ip 


800723014C EN-BO-OIZA on B00711. order imposing civil penalty of *1.000 
Me issued. After consideration of licensee response. IE 
concluded that one item of nonconpl iance did occur 
RROCRETT. T U . THOMPSON. D Office of Inspection & Enforcement. 
Office of the Director 80/07/11 ip 


8007300038 Ack receipt of G0043B Itr in response to NRC 800407 
notice of violation *i notice of proposed imposition of civil 
penalties Also foruards order imposing civil monetary 
penalty, 

8TELL0.V. NRC Regional Offices 80/07/11 Spp 


~~0007300040 Order iMpoelng civil monetary penalty re noncompl lance 
noted In IE Imp of facility on 800102-29 App A. evaluation 
ti conclusion end 

8TELLO.V. NRC Regional Offices 80/07/11 Opp 


B007250161 Foruards NRC 800522 fee request for review of physical 
protection plan for SNM of moderate strategic significance 
Requests payment within iS days 

HE I SB. D License Fee Management Branch 80/07/16 ip 


DOCKET 70-0820 UNITED NUCLEAR CORP 


B0073S04B6 Forwards IE Insp Rept 70-0820/80-06 on 800313-13 No 
noncompliance noted Cover sheet only end (ref 10CFR2 7901 
MARTIN. HO Region 1. Philadelphia. Safeguards Branch 80/06/17 

app 


— 8007230494 IE Insp Rept 70-0820/00-06 on 000313-13 No noncompliance 
noted Major areas Inspected organ! tat ion. shipping h 
roc e ivi ng. measurements (< statistical controls Details 
Uilthhold (ref 10CFR2 790) 

COHEN, I . ZIBULSKV,H . JOYNER, U H Region 1. Philadelphia. Office 
of the Director 00/06/13 Ip 


8007020628 Forwards IE Dolletln GO-iS, ''Possibie Loss of Emergency 
Notification Sys 1EN91 W/Loss of Offsite Power " Written 
response required 

ORIER.D H Region 1, Philadelphia. Office of the Director 
80/06/18 Ip 


8007160843 Forwards lE Circular 80-14, "Radioactive Contamlhatton of 
Plant Demineralized Hater Sys (. Resultant Internal 
Contamination of Personnel " No written response required 
ORIER.B H Region 1, Philadelphia, Office of the Director 
80/06/24 Ip 


0007280101 Returns check which accompanied 800707 Itr Fee for same 
request was received on 800419 

WEI86. D License Fee Hanegement Branch, 80/07/17 Ip, 


8007210106 Requests payment of minor safeguards amend fee in connection 
w/a00626 request for ozemptlon from requirements of 
10CFR7S 20.73 43 It 73 46 Request has been classified as 
requiring minor amend to License SNM-777 
HE I SB. D License Fee Management Branch BO/07/0B ip 


DOCMrr 70-0734 OENERAL ATOMIC CO. 


8007010082 Advlees that fee for approval of highly enriched U shipment 
lias not bean rectlved 

WtI88. D Licanta Faa Hanagtment Branch 80/06/10 Ip 


0007030009 Forwards IE Bullttln 80-19. "Possible Loss of Emergency 
Natlflcatlon Sys (EN8) H/Losi of Offsite Power " Hrttten 
response required, 

ENO&HEN. R. H Region 9. Ben Francisco. Office of the Director 
aO/06/lB Ip 


i|n07240076 Responde to NRC 800424 lite-ipecl f ic queittons re details of 
' enyslcal protection sys Response withheld iref 10CFR2 790) 

^CORKLE. 0 H Physical Bipurlty Llcsnsing Branch BO/06/20 Ip 


900718(1274 Forwards IE Circular 80-14. "Radioactive Contamination of 
Plans Demineralized Water Sys h Resultant Internal 
Cqlitaaination of Parsonnol, " No written response required 
SW^LKEN.R H. Region 9, Sen Francisco, Office of the Director 
l|»/DA/a4. Ip. 


8007230061 Requasti resolution of outstanding fs# Issuss for certain 
physical tecur Ity-related documents I. emergency plans Memo 
dtd 790910 re 790220 guard training plan submitted by OA Co 
never answered 

MILLER. N.O License Fee Management Branch BO/07/16 2pp 


DOCKET 70-0794 VALLECITOB NUCLEAR CENTER, OENERAL ELECTRIC CO. 


8007840072 Responds to 800481 Itr requesting change to spent fuel 
route approved by NRC 800417 Itr Proposed change hai been 
reviewed 1« approved Attachment to BD0421 withheld 
(ref 10CFR2 790) 

MCCORKLE.O W. Physical Sscurity Licensing Branch 80/04/30 Ip 


8007180309 Forward* IE Circular 80-14. "Radioactive Contamination of 
Plant Deminaraliied Mater Sys L Resultant Internal 
Contamination bf Personnel " No written responsa required 
ENOELKEN.R H. Region 9, San Francisco. Office of the Director. 
80/06/24. Ip 


8007170621 Notifies that 791228 request for route approval involving 
apent fuel shipment from Waterford. CT to Pleosenton. CA is 
subj tO' Commission license fee schedule Review completed on 
800417. 

MILLER. W.O. Llcenee Fee Management Branch 80/07/03 ip. 


DOCKET 70-0824 BABCOCK «i HILCOX CO 


8007010006 Forwards replacement pages to BAH-SOi for License SNH-77B 
Enel respond* to NRC questions arising from 800218 request 
to amend license to allow const !< use of temporary waste 
storage facility 

OLSEN. A F Babcock t< Hllcoi Co 00/03/23 ip 


— 8007010010 Replacement pages for BAH-381. ''Demonstration L Cendltions 
for License SNM-77Bi " May 1970 

« Babcock h Wllcoz Co DAH-310 A12 RIO 70/03/31 7pp 


— 8007020350 Replacement page for DAH-381. "Demonstration L Conditions 
for License 5NM'77a. “ Dec 1978 

e Babcock ti Hilcoz Co BAH-DBl 78/12/31 9pp 


B0D71S0B39 Lists costs incurred Si manhours expanded in review of 800218 
appllcatien (. 800329 S. 0408 supple for amend to License 
SNM-778 

KETZLACH.N Uranium Fuel Licensing Branch 90/09/30 Ip 


8007020337 Forwards proposed license conditions U comments on license 
renewal application H/o end 

CHOW.M T Uranium Fuel Licensing Branch 80/06/10 3pp 


8007010293 Requests extension until 800701 to satisfy Item 3 of Insp 
Rept 7O-O024/QO-OI Required forms. re hazardous matlinot yet 
received from printer 

DLBENiA F, Babcock «. Wilcox Co B0/06/i3 tp 


— B0D7O10299 Forwards IE Insp Rept 70-0824/00-01 No noncompliance noted 
KENNA. U B Region 2. Atlanta. Safeguarda Branch 80/09/21, 2pp 


—8007010301 IE Insp Rept 70-0884/80-01 on B00429-OS02 No none amp liance 
noted Major areas inspected facility changes tt mods, 
operations review, fol lowup on unresolved items L followup on 
items of noncompliance 

KAHLE. J D Region 2. Atlanta. Office of the Director KENNA.U B 
Region 2> Atlanta. Safeguards Branch 00/09/19 7pp 


8007020723 Forwards IE Bulletin 80-19. "Poselble Loss of Emergency 
Notification Sys (ENQl U/Loss of Offsite Power " Written 
response required 

O'REILLY. U P Region 2- Atlanta. Office of the Director. 80/06/10 

tp 


8007280027 Notifies that amend fee is required for S00620 request re 
use of 8NM outside secured areas 

MEI8S. D, License Fee Management Branch B0/07/oa, ip 



3M 


DOCKETED ITEm 


B007170149 Poruiar'ds IE Circular B0-I4p "Rad inact Ivo Contaminatinn of 
Plant Dentlneral 1 1 ed Mater Sgs t< Resultant Internal 
Contamination of Personnel ■' No uiritten response required 
a'REILLY.J P Region 2. Atlontai Office of the Director 00/06/24 
Ip 


B00721003Q Notifies of fee required for revieu of 791209 request for 
route approval for shipment of spent fuel assemblies from 
Lgnchburg flosearcb Ctr to Qconae Nuclear Pouer Station 
HILLER. 14 0 License Fee Management Branch 00/07/02 Ip 


0OO729O64B Forwards revised NUREC-0961 amending Interim rule far 
physical protection of spent fuel in transit Addl areas 
have been designated as heavily populated Routes approved 
for D*iM end New requirements apply 000703 H/o end 
HCCDRKLE. 8 PI Physical Security Licensing Branch 00/07/03 Ip 


DOCKET 70-0925 CIMMARON FACILITV, KERR-MCGEE CDRP 


B007170300 Forwards IE Insp Repts 70-0929/00-02 6 70-1193/00-02 on 
000407-08 l< notice of violation 

DAVIS. A B Region 3. Chicago. Fuel Facility h Materials Safety 
Branch B0/06/i6 2pp 


“800717030S notice of violation Prom Insp on 000407-00 

» Region 3. Chicago. Office of the Director 80/06/12 Ip 


— 0007170310 IE Insp Repts 70-092'i/e0-02 & 70-1193/00-02 on 000407-00 
Noncompliance noted empty. open 99-gallon drums were found 
in taia&te shipment storage Room 121 

DUBRy. N E Rogion 3. Chicago. Office of the Director FIBHER.U L 
Region 3< Chicago. Fuel Facility t< Materials Safety Branch 
80/06/12 lOpp 


8007030023 Forwards IE Bulletin 00-15. "Possible Loss of Emergency 
Natlflcation Sys (ENS) M/Loss of Offsite Power " Urltten 
response required 

KEPPLER. JO Region 3. Chicago. Office of the Director B0/06/i8 

»P 


B007II0513 Forwards IE Insp Ropt 70-0923/00-04 on 000610-12 No 
noncomp 1 1 anc e noted 

HIND. J A Region 3. Chicago. Safeguards Branch 00/06/23 Ip 


--6007110510 IE Insp Rept 70-0925/BO-04 on 000610-12 No noncompliance 
noted Major areas Inspected facility organization b 
operatloni measurement L statistical details & physical 
Inventory Details uiithhold IroP 10CFR2 790) 

HIND. J A Region 3. Chicago. Safeguards Branch PATTERSON. J P 
Region 3. Chicago. Office of the Director 00/06/80 ip 


S007170SOO Forwards IE Circular 00-14. "Radioactive Cantamlnation of 
Plant Demincral lied Mater Sys b Resultant Internal 
Contamination of Personnel " No written response required 
HEPPLER.J 0 Region 3. Chicago, Office of the Director 00/06/24 
If 


8007230626 Forwards survey map inadvertantly omitted from IE Insp 
Repts 70-0928/00-02 tt 70-1193/00-02 W/o end 

DAV18.A B Region 3. Chicago, Fuel Facility b Materials 8afety 
Branch 80/07/08 Ip 


Q007260710 Forwards survey map inadvertently omitted from IE Insp Repts 
70-0928/90-02 b 70-1193/80-02 

DAVIS.A B Region 3. Chicago, Fuel Facility b Materials 0afety 
Branch 00/07/14 2pp 


8007230549 Ack receipt of 800627 1 tr informing NRC of steps taken to 
correct violations noted In IE insp ropts 

DAVIS.A 0, Region 3. Chicago. Fuel Facility b Materials Safety 
Orancii 00/07/lS ip 


—8007230564 Responds to NRC 800616 Itr re violation noted in IE insp 
repts Corrective action empty drums removed from Room 121 
' ■ r-McOoe Nuclear Corp 80/06/27 ip. 


DOCKET 70-0904 PACIFIC NDRTHWCBT LAB 


0007100203 Forwards IE Circular 80-14. "Radioactive Cuntanineitilan ef 
Plant Demlnaral 1 led Mater By* & Reeultmnt Internal 
Contamination of Personnel " No written response requivad. 

ENOELKEN, R H Region 9. Ban Franeleco. Office of the Director 
00/06/24 Ip 


DOCKET 70-0997 HESTINGHOUBE ELECTRIC COftP 


80071B0330 Discusses IE Insp Rept 70-0997/00-01 conducted on 800606 No 
noneompliancB noted Major areas Inspected, selective 
ezaminations of procedures b repreeentatlve records, 
interviews w/personnel b measurements by inspector 
KINNEMAN.JO Region 1. Ph i ted elph la. Fuel Facility b Haterlals 
. Bafety Branch 00/06/30 ip 


DOCKET 70-1062 TODD 8H1PVARD3 CORP. 


8007240220 Responds to IE Bulletin 79-19. "Packaging of Ldu Level 
Radwasta for Transport b Buriat." No radwaetc has been 
generated over past 9 yrs under License BNH-t019. Raduaste 
generated under State of TX Licenses B-87t b 8-i23t, 

HINTERB.C E Todd Shlpyardis, 79/09/04 ip 


— 8007240340 Forwards IE Bulletin 79-19. "Packaging of Low Level 
Raduaste for Transport b Burial " Bulletin requires action 
of licensee 

SEYFRIT.K V Region 4. Dallas. Office of the Director. 79/oe/IO 
Ip 


8007010056 Responds to 800422 memo by forwarding 000609 -Itr to Todd 
Shipyards u/guidoline describing decontamination requireaent 
to be met prior to termination of License 8NM-1019, State of 
TX responsible for decontantination re radwaste starage 
PA6E. R 0 Uranium Fuel Licensing Branch. 80/06/09 Ip 


— 0007010281 Forwards "Ouldellnes for Decontamination of Facllltiet b 
Equipment Prior to Release for Unrestrlctad Ust or 
Termination of Licenses for Byprodue t. Source or 8NH, " 

Requirements do not apply to activities under TX license. 

FAOEiR 0 Uranium Fuel Licensing Branch, 80/06/09 Ip 


DOCKET 70-1100 COMBUSTION ENOINEERINB, INC 


8007020097 Ack receipt of B00909 Itr informing NRC of steps taksn te 
correct violations noted in IE Insp Repts 70-1100/80-02 b 
30-03784/00-01 

ORIER.B H Region t. Philadelphia, Office of the Director 
80/09/30 2pp 


—0007020103 Responds to NRC 600417 Itr re violations noted In IE Insp 
Repts 70-1100/00-02 b 30-03794/80-01 Facility dots not 
concur w/inspector opinion requiring response to IE Bulletin 
79-19 

LICHTENDERGER Combustion Engineering. Inc 00/09/09, Ip, 


—0007020106 Forwards IE Insp Repts 70-1100/00-02 b 30-03794/80-01 on 
800310-12 No noncompHance found Certain aspects of 
operation not conducted per IE Bulletin 79-19 requirements. 
SHITH.Otl Riglon i. Philadelphia, Fuel Facility b HateriaU 
Bafety Branch 00/04/17 2pp 


—0007020121 IE Insp Repts 70-1100/00-02 b 30-03794/00-01 on 800310-18 
No noncompHance noted Major areas inspected' 1 icensee 
response to IE Bulletin 79-19 

ROTH.J Region 1. Philadelphia, Office of the Director. 

CROCKER, H M Region 1. Ph 1 ladelph im< Fusl Facility b Materials 
Bafety Branch 00/04/14 9pp 


8007020107 Forwards addl info supporting 000111 renewal application fer 
Certificate of Compliance 9022. per NRC 000901 request 
Revised pages end, 

LICHTENDERGER. H C-E Pouer Bystems 80/06/06 6pp 


— 0007020114 "Shipping Container " 

• C-E Power Systems 7499-776030, 79/06/13. Ip 


0007160840 Forwards IE Circular 80-14, "Radioactive Contamination of 
Plant Demineralized Mater Sys b Resultant Internal 
Contamination of Personnel " No written response requlrsd 
GRIER, D H Region 1. Ph i lad s 1 ph ia. Office of the Director. 
80/06/24 1 p 


DOCKETED ITEMS 


QQOTTIMySO Acli r*»c*ipt o# 0OO6OA Itr InformiTig NRC of st^pa taken tij 
corraet vialatlon notad in IE Insp Rept 70~1 10a/B0'D3 
HARTINi M, C Ragion 1> Ph 1 ladal phlai Safeguards Branth 00/07/09- 

Ip 


““0007200737 Responds to NRC 000522 Itr re violation noted in IE Insp 
Rapt 70- 11 00/60 -03 Corrective actions' new stds will be 
davulopad for assag laacblna so range of values uill be 
aaasured uithln calibr limits 

LICKTEfiBERCER Combustion Engineering) Inc. 80/06/06 Ip 


— 0007260743 Forwards IE Insp Rept 70-1100/60-03 on 800(126-0301 «< notice 
of violation. Notice of violation withbeM iref 10CFR2 7901 
HARTINfH O. Region 1> Philadelphia) Safeguards Branch 80/05/22 

8pp. 


“6007260746 IE Imp Rspt 70-1100/80-03 on 600428-0501 None omp 1 iance 
noted’ failure to reject results oLitside eallbr range of 
naasuresient sgs Details ulthheld (ref 10CFR2 790> 

CQHEMi I > OELLA RATTAr A Region !> Philadelphia) Office of the 
Director JOYNER) J.H, Region i) Philadelphia) 8afaguards Branch 
60/05/19 Ip. 


6007920423 Advises that Rjarterlg reporting level of 18 uCl of airborne 
particulates was exceadsd. During period 600330-0626) tota 1 
quantitg discharged uas 22 23 uCl low enriched U Problem 
attributed to undertixed absolute filters Filters replaced 
LICNTENBERSER) C-E Power Sgstems 80/07/10 8pp 


0007290001 Forwards suisnerg of 600617 meeting re actions to disposa of 
radSMste found in remote lacatlon on Uindsor site 

BJ1'ITH)0.H. Region 1) Philadelphia) Fuel Factlltg & Materials Safety 

Branch. 00/07/11. Ip. 


— 0007290003 Busuearu of 900617 meeting u/C-E in King of PrustlaiPA re 
actions to dispose of radwaste matl found in remote lecatton 
on Klndser site, 

RC}TH>J Region !> Ph Had elphia> Office of the Director 60/07/11 

Cpp 


DOCKET 70-1113 OENERAL ELECTRIC CO. 


0007190027 Ack receipt of 600409 h 0613 Itrs Informing NRC of steps 
taken to corrset violations noted In IE tnsp Rept 
70-1113/00-03 

KENNAi M. B. Region 2> Atlanta) Bafaguards Branch 60/06/17 ip 


— 6007190031 Provides add! info re violations noted in JE Insp Rept 
70-11 13/60-03. Corr sc tive actions^ improved handling practical 
especiallg re outgoing empty overpacki 
KAPLAN, A.L Oanoral Electric Co 60/06/13 7pp 


—0007190033 Rosponds to NRC 600304 Itr re vlalatlons noted in IE Insp 
Rept 70-1113/60-03 Corrective act! nns’ tral tor returnsd to 
NilmlTipton nfg dept, correc tty placarded h labels affixed to 
over pack surface. 

Kaplan, A L. Osnaral Electric Co. 80/04/09. 8pp 


— 0007190038 Forwards IE Insp Rept 70-1113/80-03 on 600129-30 6 0211-12 
li notice of vtolation 

D'BEIULY,J P Region 9, Atlanta) Office of the Director 
60/03/04 3pp. 


— 6007190043 Notice of violation form insp on 600129-30 h 0211-12 
4 Region S, Atlanta, Office of the Director 60/03/03 2pp 


— 0007190049 IE Insp Rept 70-1113/60-03 on 800129-30 t> 0211-12 
None onp 1 lane e noted failure to properly lab e t , provld e 
placards & describe in shipping documents shipment of BNH 
BTEELE.P U , CLAY)F L Region 2, Atlanta, Office of the Director 
KAHLE. J B Region 2, Atlanta, Bafaguards Branch 30/03/03 24pp 


6007020732 Forwards IE Bulletin 80-15, "Possible Loss of Emergency 
Notification Sys (ENBl W/L«ss of offsite Power *' Mritten 
response required. 

Q'REILLV.J P. Reglen 2, Atlanta, Office Of the Director 60/06/16 

tp 


6007030S28 Responds to 800929 Itr cencsrnlng NRC request for amend fee 
far review of physical sseurity plan for 8MM, Amsnd fee is 
due Upon complstion of review, cost will be reviewed h any 
overpayment refunded. 

HILLER, U.O, License Fee Management Branch 60/06/19 2pp. 


— 8007030231 Dtscusees inconsistency of fee schedu 1 e. Assumes that license 
amend fees would be charged for amends initiated by licensee 
rather than for new or revised requirements set upon 
licensee by NRC. 

KAPLAN) A L, Oeneral Electric Co 60/03/29 Ip 


80070701B7 Approves Amend 13 to License SNM-1097, revis i ng completic 
date for addl details of decommissioning plan Details must 
be provided within 90 days after publication of Dattelle 
model d ecommi sslaning plan 

PAOE, R 0 Uranium Fuel Licensing Branch 00/06/24 Ip 


— 0007070193 Safety evaluation supporting Amrnd 13 to License BNM- 
revislng completion date for addl details of d ecomm 1 ssl onlng 
p 1 an 

STEVERDON.H L . CRDW.W T tirantum fuel Licensing Dranch 
80/06/24 2 fp 


8007170192 Forwards IE Circular 60-14, "Radioactive Contamination 
Plant Demineral 1 led Water Sys (> Resultant Internal 
Contamination of PersonnoL " No written response required 
0'RElLLV>xJ P Region 2. Atlanta, Office of the Director 60/06, 
Ip 


6007160716 Forwards IE Insp Rept 70-1113/80-08 an 800617 No 
noncomp 1 ianc e notod DotoLls withheld tref 10CFR2 790) 
henna, H B Region 2, Atlanta. Safeguards Branch 80/06/27 2p 


— 6007160727 IE Inap Rept 70-1 1 1 3/ 00-08 on 000617 No noncompl lane e 
Major areas inspected facility organtiation % mgt of mail 
control sys Details withheld (ref lOCPRS 790) 

HaDOES,J H , OILLESPIE, F P Region 2, Atlanta, Safeguards Brai 
60/06/25 1 p 


8007060212 Responds ta IE Bulletin 80-15, "Possible Loss ef Emergei 
Notification Bys lENS) u/Luss of Offsite Power “ No 
emergency notification sys exists at facility 
KAPLAN, A L General Electric Co BO/06/30 Ip 


0OO723O673 Responds to requests for changes to License SNH.-1097,Am 
MPP-2, Cond 1 kl on 2 1 re fundamontiil nuclear matl control 
plan Corrections 4, revised amends cncl Encls withheld (ref 
10CFR2 790) 

PARTLOWi-J O Material Control Licensing Branch 60/07/03 3pp 


DOCKET 70-1143 HEBTINOKOUSE ELECTRIC CORP 


6007020221 Forwards moderate security plan suppl Suppl withhold 
(ref 10CFR2 790) 

DIPIAZZA, R P Westinghouse Electric Carp 60/05/20 Ip 


6007020015 Ack receipt of 800428 Itr informing NRC of steps taken 
correct violations noted in !E Insp Rept 70-1 143/00-05 Ltr 
to he withheld (ref 10CPn2 790) 

MARTIN, M 0 Region 1, Philadelphia, Safeguards Dranch 80/0S/2 

2pp, 


— 6007026017 Forwards IE Insp Rept 70-1143/60-05 on 600226-26 It nc 
Of violation Notice of violation withheld (ref iOCFR2 790) 
MARTIN, W 0 Region 1, Phi J adelphia. Safeguards Drench 60/04 

2pp. 


— 6007020022 IE Insp Rept 70-1143/80-05 on 800226-26 No non c omp 1 la 
noted Failure to document testing 6 maint af security- 
related equipment Details withheld (ref 10CFR2 790) 

MADDEN, W Region 1, Philadelphia, Safeguards Branch B0/04/C 

Ip 


8007210105 Forwards JE Insp Rept 70-1143 on 70-1143/60-09 oh 80051 
No noncamp 1 lance noted 

BHITH.O l< Region I, Philadelphia. Fuel Facility «< Materials B, 
Dranch 80/06/09 2pp 


—6007210190 IE Insp Rept 70-1 1 4 J/SO-09 on 800513-16 Wo noncoraplli 
noted Major areas inspected licensee action on previous 
insp f ind ihgs, organi >at ion, nuc I ear safety !< instrument 
calibr *t safety committee activities 

KINNEY.M V) Region 1, Ph i lade I ph 1,1, Office of the Director 
CROCKER,)! U Region 1, Philadelphia, Furl Facility 1, Materl* 
Bafety Branch 60/06/06 I2pp 


□007020661 Forwards IE Bulletin 60-13, "Possible Loss of Emergenc 
Notification Bys (ENB) tt/Loss of Offsite Power " Written ' 

response required 

GRIER, B H Region i, Phil .idslphia. Offico of the Director. | 
60/06/10 Ip I 


600716076B Forwards IE Circular BO-14, "Radioactive Contamlnatloh 
Plapt Deminera 1 1 1 ed Water Sys Resultant Internal , 

Contamination of Personnel " No written response required ' 
CRIER, D H Region l> Philadelphia, Office of the Director ' 
60/06/24 Ip 



DOCKETED ITEMS 


)72I02a? Requests e i oinp 1 1 on to refiuirement s of IE Dulletln 00-18 re 
)Gs£lbte toss i>f Emergency not i f ile t ion sg s u/loss af 
itfslte pouer Facilities being d er ontaininta t ed No matj 
ictivitg underuiag or planned Dec omml ss » oning set for 1982 
tODRE. J 3 «ESt»nghoi*SB Electric Corp BO/06/27 !p 

>7230308 Amend 19 to License SNM-J 120 aothorlling decontamination 
t decominii ss I oni ng oF glove boies 

tOUSEj L C Advanced Fuel ft Spent Fuel Liconsing Drancli 00/07/03 

'P 

37280202 Informs of partial refund of Fee a ccomp ang 1 ng 000612 

application for Amend 19 to License SNM-1120 

•1ILLEW.M D License Fee Management Branch BO/07/16 Ip 


CKET 70-1151 WESTIMOHnOSE ELECTRIC CORP 


D7100362 Ack receipt of 000401 Itr Informing NRC of stops taken to 

correct violation noted in IE Insp Rept 70-1181/00-08 

KENNA.W B Hegion 2. Atlanta. Safeguards Branch BO/04/30 Ip 


8007100370 Responds to NRC 000313 1 tr re violations noted in IE Insp 
Rept 70-1 1 Sl/00-05 Corrective actions ulthheld 
(ref iOCFR2 790) 

oaaDWlN.W L WesUnghouso Electric Corp 00/04/01 Ip 


0007100374 ForiiiaMls IE Insp Rept 70-1151/80-09 on 000211-18 U notice 
of violation Notice of violation uithheld (ref 10CFH2 790) 

KEHNA.M 0 Region 2. Atlanta, Safeguards Branch 00/03/13 3pp. 


0007100301 IE Insp Rept 70- 1 1 SI /SO-08 on 800211-18 None omp 1 1 anc e 
noted NBA measurement control procedures failed to describe 
requir etsents for reporting program data Details uiithlield 
(ref 10CFR2 790> 

HATESiO N Region 2. Atlanta. Office of the Director 
GILLESPIE. F P Region 2. Atlanta. Safeguards Branch 88/03/04 
Ip 


tOA.300292 Furuards revised manuals ‘'Fundamental f-lutlear Matl Control 
Plan - Columbia Plant " Requests approval Manual withheld 
(ref 10CFR2 790) 

DIPIAZTA.r P Uestlnghouse Electric Corp . PWR Systems Dlv 

eo/03/01 ip 


0007100070 At k receipt of 000329 Itr to survey U release of 1.200' tk 
of molybdenum scrap Release should not be made until IE 
has had opp-ortunity to make independent evaluation 
CnOW.H T Uranium Fuel Licensing Branch B0/0A/'2S |p 


0007 1 3DB 10 Lists costs incurred 6 eiantiOurs expended In review Of 800814 
application for amend to License SNH-l 107 
BHUH.E V Uranium Fuel Licensing Branch 00/06/26 Ip 


8007210062 Ac k receipt of 000623 Itr Informing NRC Of steps taken to 
correct vi'olation noted in IE Insp Rept 70-1151/00-14 
0TOMR, J P Region 2. Atlanto, Fuel raciltty S. HatcrkalS Safety 
Branch 00/07/00 Ip 


— 8007210077 Responds to NRC 000606 Itr re violation notid in IE Insp 
Rept 70-1 1 51/G0-14 Corrective actlo'ns first aid training 
prugrom scbeduled h attended by shift luparvisors L 
health physics technicians 

QDDDMIN. N L . D'AMORE.H Uostinghouso Electric Corp BO/06/2S 

2p p 


— 8007210002 roruards IE Insp Rept 70-1131/00-14 on 000519-23 t< notica of 
violation 

BTOMR. J P Region 3. Atlanta. Fuel Facility h Materials Safety 
Drench 00/06/06 2p p 


— 8007210006 Notico of vielation from insp on 800519-23 

e Region 2i Atlanta. Clfflce of the Director 80/06/06 Ip 


— 8007210093 IE Insp Rept 70-1151/80-14 on 800519-23 Moncompl tance noted 
failure to complete first aid training for all shift 
Buparvisars It health physics technicians 

PERRQTTl.D J Region 2, Atlanta, Office of the Director 
JENKINS, O R Region 2. Atlanta, Fuel Facility t< Materials Safety 
Branch 00/06/06 9pp 


DOCKET 70-1177 DAVIS t( ELKINS COLLEOE 


8DO720D29S IE Insp Findings 6 Llcansee Ac k dtd 800611 of License 
SNH-1119 Inap Plndingo no namcompl iance noted. 

DRONN.n A Reglan 2, Atlanta, Office of the Director 80/06/11 

Ip 


07020213 Forwards IE Insp Rept 70-1181/00-12 on 000419-10 No 
noncompl iance iiatsd 

RENNA.W D Region 2. Atlanta, Safeguards Branch 00/05/00 Spp 


0007020320 IE Inap Rept 70-1151/80-12 on 000415-10 Ho non comp 1 1 anc s 
noted Major areas Inspected operations, nuc tear criticality 
safety, internal review !< audl t , f ac 1 1 1 tg mods A 10CFn21 
programs 

CORYELL.O F Region 2> Atlanta, Office of the Director 

HAHLEi J B Region 2, Atlanta, Safeguards Branch 80/09/00 4pp 


>06300017 Forwards site physical security plan for approval Fee end 
Plan withheld Cref lOCFRB 7901 

DlPIAZZAiR P Irleatlnghouse Electric Oarp > PNR Systems Dlv 

ao/03/15 ip 


DOCKET 70-1190 CIMARRON FACILITV, KERR-MCGEE CORP, 


8007020244 Responds to 000909 Itr to UC Rouse re changea to Cinarron 
etandtiy physical security plan Changes do not decrease 
effectiveness of plani lb are therefore being Inserted into 
plan Enc 1 a to B00509 Itr withheld (ref 10CFR2 790) 

MCOORKLEi 0 U Physical Security Licensing Branch 00/06/02 Ip. 


8007170300 Forwards IE Inap Ropts 70-0929/00-02 b 70-1193/80-02 on 
000407-00 h natlcB of violation 

DAVIS, A n Region 3, Chicago, Fuel Facility b Materials Safety 
Dratlch 80/06/16 2pp 


—8007170305 Notice of violation from insp on 000407-00 

a Region 3, Chicago. Office of the Dire c tor 80/06/12 ip 


507020733 Forwards IE Bulletin 00-13, "Pass 1 bio loss of Emergency 
Notification Sys (ENS) U/Loss uf Offsite Fower " Nrltton 
response required 

O'REILLY. J P Region 2. Atlanta, Office of the Dlroctor 00/06/18 

Ip. 


007030028 Advises of issuance of Amend 5 to SNM-1 107. <le 1 sting 
requirement for gross beta Analyses of environ air 
particulates Table for Candition 39 replaced ut/enc I tables 
PACE. R 0 Uranium Fuel Licensing Branch 00/06/19 3pp 


-8007030020 Safety evaluation supporting amend to Llconss SNH-llO?. 
deleting requirement fpr gross beta analyses for air 
particulates 

SHUM.E Y , CROW, U T Uranium Fuel Liconsing Branch 80/06/19 

2pp 


007170141 Farwards IE Circular 00-14. ’’Radiaactivo Contanlnat I on of 
plant Oemlneral lied Water 0y s ti Resultant Internal 
Contamination of pprsonnel " No written response required 
O'REILLY, v> P Region 2, Atlanta, Offtco of the Director 00/06/24, 
ip 


—000/170310 1C Insp Repts 7O-0925/BO-O2 b 70-1193/80-02 on 800407-08, 
Noncompl lancc noted empty. op en 5S-ga I Ion drums were found 
in waste -shipment storage Room 121 

DUBBY. N C Region 3. Chicago, Office of the Director FISHER, W U 
Region 3, Chicogo, Fuel Focility b Materials BaPety Branch 
80/06/12 lOpp 


0007030023 forwards If Dollatln 80-13. “foesible Loss of Emergency 
Notif Ication Oys (EN3) W/Lobs of Offsite Power *' Written 
respo-nse required 

KEPPLER, J 0 Region 3, Chicago. OfPico of the Director 80/06/18 

Ip 

0007170900 Forwards IE Circular 00-14, "Ratf koac tlve ContaminatldTi of 
Plant Ddmlnerolliotl Hater 8ijs b Resultant Internal 
Contamination of Peraonnal " No written response required 
KEPPLCRrvI, 0 Region 3. Chicago, Office of the Director. SO/06/24, 

Ip. 

0007140673 Forwards IC Insp Rept 70-1193/00-03 on 000612-13 

No noncomp 1 ianc 0 notud , 

HIND. J A Refllon 3, Chicago. Safeguards Dranch. 00/07/02 ip, 


007100965 Forwards addl info supporting request for amend to License 
6NM— 1 107 to authors le use of SNH in advnncod waste treatment 
precess Ltr t< audl info withheld (ref 10CfR2 790) 

OIPIAZZA, R P Westinghause EloctrU Corp 00/06/54 3pp 


— 8007140662 IC Insp Rept 70-1193/00-03 on 800612-13 Mo n one oiBp 1 iance 
noted ha|or areas inspected nuclear matl control b 
accounting Details withheld (ref 10CFR8 7901 i d 

HIND. J A Region 3, Chicago. Dafeguards Oranch PATTERSON, J P- 
Region 3. Cliieago, OfPico of the Director 80/07/01 Ip. 



DOCKETED ITEMS 


347 


ei)07890M!6 FoTward* *utv»V **“P InadvtrtButlg omitteil from IE Insp 
Rapta 7O-09E29/e0-02 «< 70-1193/00-02 U/o incl 

DAV18<A. B. Region 3i Chicagoi FubI Facility <« Materials Safety 
■ranch 80/07/00 Ip 


e007S80710 Forwardi survey isap Inadvertently omitted from IE Insp Repts 
70-^09aS/HO-oa It 70-1193/80-02 

OAVISjA B Region 3/ Chicago. Fuel Facility It Materials Safety 
■ranch 80/07/14 Bpp 


0007230349 Ack receipt of 800627 Itr informing NRC of steps taken to 
correct violation* noted in IE Inep repts 

DAVlBj A B. Region 3. Chicago. Fuel Facility li Materials Safety 
Branch. 80/07/15 Ip, 


— 0007230364 Responds to KRC 800616 Itr re violation noted in IE insp 
rapte Corrective action empty drums removed from Room 121 
SHELLEY. M J Kerr-McOee Nuclear Corp 80/06/27. Ip 


DOCRET 70-1201 UF 6 CONVERSION FACILITY. BABCOCK U WILCOX CO 


B007100390 Ack receipt of 800421 Itr informing NRC of steps taken to 
correct violation noted in IE Insp Rept 70-1201/80-04 
KENNA.W. B Region 2. Atlanta. Safeguards Branch 80/04/30 Ip, 


•—8007100397 Responds to hRC 800401 Itr re violation noted in IE Insp 
Rept 70-1201/80-04. Corrective actions withheld 
(ref 10CFR2 790) 

ZEFF.D W. Babcock ti Wilcox Co . Nuclear Material Div, BO/04/21 

it. 


— B007100404 Forwards )E Insp Rept 70-1201/80-04 on 800304-07 li notice 
of violation. Notice of vloletlon withheld (ref 10CFR2. 790). 

KENNA.W 8 Region 2. Atlanta. Bafeguerds Branch 80/04/01 2pp 


— B007100410 lE Insp Rept 70-1201/80-04 on 800304-07 Noneompl iance 
noted: failure to notify NRC of change made to matl control 
li accounting program within sia months of change Details 
withheld (ref 10CFR8 790). 

BATES. J.W . eiLLESPlEiF P. Region 2. Atlanta. Safaguards Branch 
80/04/01 2pp 


B00703O368 Forwards IE Insp Rapt 70-1201/00-06 on 800330-0404 No 
noncompliance noted 

BTOHR. J. P. Region 2. Atlanta, Fual Facility l< Materials Safety 
Branch. 80/03/07 2pp 


—8007030370 IE Insp Rapt 70-1201/00-06 on 000330-0404 No none omp 1 lance 
noted. Major area* Inspectsd. followup on pravious Insp 
findlnpsi intarnal %i eatarnal exposure control, respiratory 
protection It instrument calior. 

MILL8AP.W Region 2. Atlanta. Dfflca of the Director. 

OIBBON. A. F. Raglan 2. Atlanta. Fuel Facility li Materials Safety 
Branch. 80/03/07 9pp 


B007020OS0 Revisas License Conditions 1 1 . 2 1 . 3, 1, 5, 2 6 B t of License 
8Nn-lt6e. Adds License Conditions 3 t 1 «< 4 10 to Licsnse 
Amend MPP-2, authorii ing changes to pages of nuclear matl 
control plan ti eaemptions from 10CFR70 

BURNETT.R.F. Physical Security Licensing Branch. 00/03/29. Ip 


8007020723 Forward* IE Bullatin 80-13. "Possible Loss of Emergency 
Notification Sys (EN8) U/Lois of Offsite Power " Written 
response required 

O'REILLY, >J.P Region 2. Atlanta. Office of the Director. 80/06/18 
If 


8007170144 Forward* IE Circular 00-14. "Radioactive Contamination of 
Plant Dtmlneraliied Water Sys t< Resultant Internal 
ContaaiiHatiDn of Pereonnel " No written reeponie required 
O'REILLY. J P Region 2, Atlanta. Office of the Director. 80/06/24 

If. 


8007240106 Amends License SNM-1168 euthoriiing revision of action level 
for airborne concentration of radioactivity in fuel-rod-end 
welding area V liquid effluent release Also adds dates of 
800109 ti 0612 to Itom 9. 

PACE. R. S Uranium Fual Licensing Branch 80/07/01 Ip 


— 6007240110 Discusses review of 800109 license amend application t 
800612 suppl. Recommends issuance of license amend 
KETZLACH. N . CROW. W, T. Uranium Fuel Licensing Branch 80/07/01 

4pp. 


B(N)73104S3 Adds license conditions to Llcenss SNM-1 168. Amend hPP-2 re 
use of stds for measurement calibr >< storage of certain 
■atle. in responee tp 800626 requeet for eaemptions from 
code requirements, 

’ BURNETTiR. F. Division of Safeguards 80/07/18 Ip 


DOCKET 70-1230 GENERAL ELECTRIC CO 


0007170422 Forwards IE Circular 80-14. “Radioactive Contamination of 
Plant Domineral 1 led Hater Bys t< Resultant Internal 
Contamination of Personnel " No written response required 
KEPPLER.J G Region 3, Chicago. Office of the Director 80/06/24 
Ip 


DOCKET 70-1232 EDLOU INTERNATIONAL CO 


8007240000 Advises that request for 30-day extension for submittal of 
security plan has been granted Submission date is changed to 
800617 

MCCORKLE. 0 W Physical Security Licensing Branch 00/05/29 ip 


DOCKET 70-1257 MIXED OXIDE FADRICATION PLANT. EXXON NUCLEAR CD . INC 


8007240322 Forwards IE Insp Rept 70-1257/00-04 on 000331,0401 h 22-23 
No noncomp liance noted 

BODK.H E Region 5. Ban Francisco, Fuel Facility ti Materials Safety 
Branch 00/06/11 2pp 


“0007240331 IE Insp Rept 70-1257/00-04 on 800331,0401 Sc 22-23 No 
noneompl lance noted Major areas inspected facility mods, 
radwaste mgt S< Internal review S< audit 

COOLEY, N U , THDMA8, R D , DOOK.H E Region 3. San Francisco. Fuel 
Facility Sc Materials Safety Branch 00/06/10 7pp 


8007030000 Forwards IE Bulletin 00-15. "Possible Loss of Emergency 
Not i f Icatlon Sys (ENS) W/Loss pf Offsite Power " Written 
response required 

ENOELKENi R M Region 3. San Francisco. Office of the Director, 
80/06/18 ip 


8007090183 Recommends endorsement of end review of estimate of release 
□ f Pu from Emon nuclear miked oxide fuel plant at Richland. 

WA as staff position li basis for succeeding increments of 
analysis of effects of natural phenomena on Pu fabrication 
AYER.O E . euRKHARDT, W Advanced Fuel h Spent Fuel Licensing Branch 
00/06/24 1 p 


— BOO7O9O106 "Increment of Analysis Estimated Airborne Release of Pu from 
Exxon Nuclear Mixed Oxide Fuel Plant at Richland, WA as 
Result of Postulated Damage from Severe Wind h Earthquake 
Maxard " 

MtSHIMA. J . 8CHWENDIMAN, L C, AYER. U £ Batttflle Memorial 
Institute, Pacific Northwest Laboratory PNL-3340 00/02/29 

43pp 


8007100304 Forwards IE Circular B0-i4, "Radioactive Contamination of 
Plant Demineral 1 led Water Sys U Resultant Internal 
Contamination of Personnel " No written response required 
ENOELKEN. n H Region 3. 0an Francisco, Office of the Director. 
80/06/24 Ip 


8007210310 Forwards DNHL rept. "Increment of Analysis, Estimated 
Alrbourne Release of Pu from Exxon Nuclear Mixed Oxide Fuel 
Plant at Richland. WA as Result of Postulated Damage from 
Severe Wind U Earthquake Haxard " 

ROUSE, L C Advanced Fuel 6 Spent Fuel Licensing Branch 60/06/24 
Ip 


— 8007210315 "Incremenl of Analysi s. Estimated Airbourne Release of Pu 
from Exxon Nuclear Mixed Oxide Fuel Plant at Richland. WA as 
Result of Postulated Damage From Severe Wind b Earthquake 
Haxard " 

MISHINA. J , SCHWENDIMAN, L C Battel U Memorial Institute. Pacific 
Northwest Laboratory AVER. J E Advanced Fuel h Spent Fuel 
Licensing Branch PNL-3340 80/02/27 45pp 


8007240032 Discusses IE insp of License SNH-i227 on 000512-16 No 
noneompl iance noted Major areas inspected selective exam of 
procedures U records, intervi eus w/personnel I. observations 
by inspector Details withheld (ref i0CFR2 790) 

NORDERHAUO. L R Region 5. Ban Francisco, Safeguards Drench 
80/07/07 2pp 


8007210009 Advises licensee that NRC will refund portion of fie paid 
for review I. approval of 600123 application for license 
amend License Condition 2 1 of MPP-2 to License SNM-1227 was 
revised on 000530 in responee to application 
miller. W 0 License Fee Management Branch 00/07/10 ip 


B0072S0044 Returns payment which accompanied S00619 request to amend 
renewal application for License SNM-t227 Requeet has been 
combined w/790531 renewal application 

WEIBS. D License Fee Manogement Branch 60/07/16 Ip 
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DOCKET 70-1278 PUOLK SEFlVICi; OF COLORADO 


6007290629 roTuards Endarsenant 52 to ANI Polity NF-192 & Endorsamant 
45 to MAELU Polity HF-69 

OASCHLEft. J A Public Service Co of Colorado DO/07/22 3pp 


DOCKET 70-I30S MUHRIS OPERATIONS. GENERAL ELECTRIC CD 


6007130057 Foruiards calculations of temp change estimates from mas 
heat discharge at nearest ground level location to coolers, 
in support of statements in ElA 

CLARK. A T Advanced Fuel & Spent Fuel Licensing Branch 00/05/29 

app 

6007020600 Fcruiords OE 800606 Itr to NM5S ro proposed addition to pump 
room at facility 

ROONEY. M A Mayer. Brown t. Platt 80/06/12 Ip 


“8007020611 Forw.irds addl info re proposed addition to pump room, per NRC 
791004 request After completion of pro jec t. appropriate 
revision of NED0-21326C. "Cor sol idalod 3AR" will be 
aubnii tted 

DAWBOM. D M General Electric Co 80/06/06 7pp 


8007010573 Foruiards JE Insp Rept 70-1308/80-03 on 800520-82 L notice 
of violation Nntlce of violation withheld (ref 10CFR8 790) 

HIND. J A Region 3. Chicago. Safeguards Branch 80/06/16 2pp 


— 8007010578 IE Insp Rept 70-1308/80-03 on e005?0-22 None omp 1 1 anc e noted 
some vital barriers not properly maintained Details 
withheld ireP 10CFn2 790) 

CREED. J R . PIRTLE.G L Region 3. Chicago. Office of the Director 
HIND. 3 A Region 3. Chicago. Safeguards Branch 80/06/13 2pp 


8007170422 Forwards IE Circular 60-14. "Radioactive Contamination of 
Plant Demincral 1 led Water bys Resultant Internal 
Contaml nation of Personnel ’’ No written response required 
KEPPLER. d 0 Region 3. Chicago. Office of the Diroctor 80/06/24 


0007140038 Mefflorandum in opposition to State of IL B00620 motion for 
reconBlderatlon of A6LB 800604 order ruling on IL 800320 
contentions NRC 800609 interim policy does not grant ASLB 
jurisdiction to review Class 9 accident U/Certif icate of Bve 
3ZUAJK0WSK1.R . RCnNEY. M A General Electric Co SZWAJKOWSKI . R 
Hayer. Drown fc Platt 80/07/07 9pp 


Q007280035 Summary of 8006JO meeting w/OC in Silver Spring. MD re 000123 
request for license amend 

Cl ARK. A T Core Per fortnance Dranch 80/07/09 3pp 


6007140023 Response in opposition to State of IL 800620 motion for 
reconsideration re Contentions 9 h 11 t. in support of motion 
re Contention 1(a) l< request for clarification Requests 
addl discovery W/notice of appearance !< Certificate of 5vc 
ORAY.J R Hearing Branch 1 60/07/10 I7pp 


6007160587 Notice of GE McGrath of QE 800725 deposition in Chicago. IL 
Requests productiun of documents b tangible evidence re 
adopted contentions 

SEKULER. e N . SCOTT. W J lilinols. State of 80/07/11 Ip 


8007180367 First set of Interrogci tor leg directed to applicant Requests 
Idonbif ication oF employees b representatives u/knowledge 
about operation of spent fuel federal repository Certificate 
of Sve end 

SCOTT. U J . SEKULER.S N Illinois. State of 80/07/14 7pp 


6007170315 Inlerr og.itor les I. request fur production of documents 
directed to intervener RciTcm et al Requests identification 
of ultnessBB h documents ro Contentions llb)j2 J. 6. 
definition of terms & description of basis for allegations 
ORAY.J R Hearing Branch i 80/07/15 ISpp 


— 8007170220 Intorrnga tories J< request for production of documents 
directed to State of IL Requests views. posi tlons on proposed 
testimony on Contentions i-7 ui/witnesses intcndei! to be 
called Certificate of Svl end 
ORAY.J R Hearing Branch 1 80/07/15 2dpp 


8007220136 Request for production of documents In form of notice 
directed tn State of IL ReloteA tu GE interrogatories. State 
of IL Contentions 1-7. expert uitnasses' opinions b Stote of 
IL 800320 second amended contentions W/Certlf icate of Sve 
3ZWAJKDWSKI.R . ROONEY. M A General Electric Co B2WAJKDWSKI. R 
Mayer. Drown f. Platt 80/07/15 3pp 


6007220147 Interrogatories directed to intervener Roriei et al.Requastfl 
identification of independent b employed expert uttnesses 
intended to be called in license renewal proceeding 
Certificate of Sve enc 1 

RDONEY.M A , 3ZWAJK0WBKI. R General Electric Co ROONEY. N A 
Mayer. Broun b Platt 00/07/lS 6pp 


600722D16Q Interrogatories directed to State of IL Requests 
identification of all independent b employed espert 
witnesses Intended to be called during hearing. Demands basis 
upon which contentions were formed Certificate of Sve end 
RDONEY.M A . 3ZWAJK0WSKI. R W General Electric Co ROONEY. M A 
Mayer. Broun b Platt 80/07/15 lOpp 


8007220170 Request for production of documents in form of notice 
directed to Intcrvcnor Rarom et al Relates to Intorvenar 
answers to GE t nterrogatnri es. basis of Contentions Kb). 3 b 
6 b intervenor intended testimony W/Certl ficate of Bve 
RDONEY.M A . SZHAJKOWSKI. R General Electric Co ROONEY. M A 
Mayer. Brown b Platt SO/07/15 3pp 


8007220015 Corrects 800715 sve list re NfIC Interrogatories directed to 
intervenor Rerem et al b NRC Interrogaiorles b request for 
production of documents directed to State of IL Documents 
served 800715. sent via certified mall. receipt requested 
ROTHSCHILD. M U Hearing Branch 1 80/07/17 ip 


0007220009 Forwards NRC object lone to State of IL B00711 notices of 
depositions b request for production of documents NRC will 
not object to untimely motions if filed during discovery 
phase 

ROTHSCHILD. M U Hearing Branch 1 80/07/10 Ip 


— B0072200I1 Response in opposition to State of IL 600711 notices of 
depositions b request for production of documents NRC 
willing to discuss reasonable arrangements w/IU membera 
w/specialiied knowledge 

ROTHSCHILD, M U Hearing Branch 1 80/07/16 6pp 


6007230519 Advises Assistant Atty General that OE wilt respond to all 
interrogatories b document production requests on 600604 CE 
reserves right to object to deposition of any individual who 
Is not proper deponent Certificate of Sve end 
8ZWAJKDWSKI.R Mayer, Broun b Platt 60/07/16 2pp 


DOCKET 70-1309 MORRIS OPERATIONS, SOURCES b BTANDARDB. GENERAL 


8007170422 Forwards IE Circular 60-14. "Radioactive Contanlnatian of 
Plant Demineralized Water Sys b Resultant Internal 
Contamination of Personnel " No written response required 
KEPPLER.J O Region 3. Chicago. Office of the Director SO/06/24 
Ip 


DOCKET 70-1319 U S NUCLEAR, INC 


8007020733 Forwards JE Dulletin B0-t5. "Possible Loss of Emergency 
Notification Bys <EN8> W/Loes of Offsite Power " Written 
response required 

O'REILLY, J P Region 2, Atlanta, Office of the Director BO/06/1B 

Ip 


8007200330 Advises that Licenee 8NH-13I5 Is terminated b facilities b 
equipment released for unrestricted use 
PAGE. R 0 Uranium Fuel Licensing Branch 80/06/19 Ip 


— 6007280327 Discusses review of US Nuclear. Inc request for termination 
of License 6NM-i31S b release of facility for restricted 
use Recommends that license be terminated 

SaONO, A L . CROW. W T Uranium Fuel Licensing Branch 80/06/19 
3pp 


8007170131 Forwards IE Circular 60-14. "Radioactive Contamination of 
Plant Demineraliied Water Sys b Resultant Internal 
Contamination of Personnel *’ No written response required 
O'REILLY, J P Region 2. Atlanta, Office of the Director 80/06/24 
Ip 


DOCKET 70-1333 METROPOLITAN EDISON CO 


0007110009 Responds to FDIA request For all indemnity agreements, 
insurance policies b associated info between util. NRC b/or 
AEC re facility Forwiirds documents listed in App A 
FELTON.OM Division of Rules and Records BO/06/23 7pp 


— 8007110015 Forwards Amend 1 to Indemnity Agreement B-64 W/o end 
HILLER.J 0 Metropolitan Edison Co 74/04/03 Ip 
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-“B0071 10020 Forward* Indannltg AgrBement B-64 U/o entl 
MILLEnol 0 HBtrapolitan Edlfton Co 74/01/15 Ip 


— B007110022 Forwardi aiiiBnil to Indemnity ogreainent effoctivs 740301 
roflocting onond to lOCFRiaOi "Financial Protection 
RoRUlfanonto b Indemnity Agreements " Amend increases 
nuclear energy liability insurance to tilO million 
SALTZHANi J Atomic Energy Commlssioni Directorate oF Licensing 
74/03/08 tp 


— 6007110023 Eiecuted Indemnity Agreement B-64 

BALTZHANt J Atonic Energy CommisBlon. Directorate of Licensing 
N1LL£R<J e Metropolitan Edison Co riNFRQCK. I R Jersey Central 
Power b Lig^t Co 73/12/11 llpp 


—6007110024 Eiecuted Amend 1 to Indemnity Agraement D-64i chang ing amount 
of financial protection 

SALTZKAN) J Atomic Energy CaaMilssion< Directorate of Licensing 
HILJLERiJ Metropolitan Edison Co 74/04/01 Ip 


DOCKET 70-1387 IRT CORP 


6007240098 Amend 14 to License 6NH-140Si chang ing eiplratlon date to 

aiioai. 

PAOEi R 0. Uranium Fuel Licensing Branch BO/0i>/2di Ip 


—6007240102 Discusses revleu of B00411 license amend application 
Recommends eitanding aspiration date to 811031 
DELANEY) J C Uranium Fuel Licensing Drench 80/06/26 2pp 


DOCKET 70-1489 OOQDYEAR AEROSPACE CORP 


B007170623 Forwards IE Circular 80-14. "Radioactive Contamination of 
Plant Damlnaraliiad Mater Sys b Resultant Internal 
ContaMlnatlon of Personnel *' No written response required 
KEPPLER. J. 8. Region 3. Chicago. Office of the Director 80/06/24 

tp. 


OtXlKET 70-1738 PACIFIC OAS b ELECTRIC CO 


8007240282 Issues Amend 8 to License BNM-1S03. author 1 i ing use of 
nautron sources b specifying eiplration date of 801231 or 
data of convorslon of CPPR-30 to OL or whichever comes 
earlier 

PAOEfR 0 Uranium Fuel Licensing Branch BO/Oh/30 2pp 


— B007240290 Discusses 800108 b 0604 license amend applications 
requesting authoriiation to store neutron sources b 
eitenslon of license expiration date Amend requests should 
ha approved 

DELANEY. J. C , 1 CROU. H T Uranium Fuel Licensing Branch 80/06/30 
3pp. 


DOCKET 70-1739 TR I -STATE MOTOR TRANSIT CO 


B007D2030S Advises of approval of B00530 request for temporary amend 
to BNM Security Transportation Plan 11 Vendor Itr to be 
withheld <rcf 10CFR2 790) 

HCCDHKLE. 0 M Physical Security Licensing Branch 80/06/09 Ip 


DOCKET 70-1869 RADIATION MANAGEMENT CORP 


B007170264 Addl response to FQIA request for records concerning Hittman 
Nuclear b Development Corp. RAD 6vcs. Inc b Radiation Mgt 
Corp Forwards balance of documents <143 pages) listed in 
app 

FELTON. J.M Division of Rules and Records 80/06/02 2pp 


• — 6007170322 Discusses IE Insp 73-01 of activities under Licenses 
37-13129-01 b BNM-1324 on 751009 b forwards notice of 
violation 

NELSON. F R Atomic Energy Commission. Directorate of Regulatory 
Operations 75/10/20 2pp 


— 8007170324 Notice of violation Prom insp on 751009 Noncompltance noted' 
licensee possessed excessive amount of Co-60 in unsealed 
sourcas 

a Atomic Energy Commission. Directorate of Reguiotory Operations 
73/10/20 ip 


— 8007170337 IE Insp Rept 75-01 on 690916 of activities under Licenses 
37-13129-01 b SNM-1524 None amp 1 lance noted licensee exceeded 
license authoriiation of iO mCi of Co-60 in unsealed 
sources 

SLBBODIEN.M J , KCCLINTOCK.R D Atomic Energy Commission. 
Directorate of Regulatory Operations 69/09/16 6pp 


— 8007170341 Discusses IE Insp 77-0) of Licenses 37-13129-01 b SNM-1524 
on 771129 No noncomp 1 lance noted Major areas Inspected 
procedures b representative records, interviews u/personnel. 
measurements made by inspector b observations 

HCCLINTBCK.R 0 Region 1. Philadelphia, Fuel Facility b Materials 
Safety Branch 78/01/03 2pp 


— B007170343 IE Insp Rept 77-01 on 771129 No noncompliance noted Major 
areas inspected urganl ration. internal aud 1 ts. training b 
employee instructions. radiation protection procedures. matls. 
facilities b Instruments b receipt b transfer of matls 
HCCLINTOCK. R 0 Region 1. Philadelphia, Office of the Director 
77/12/23 12pp 


—6007170349 IE Insp Rept 78-01 on 7BD22B No noncompl lanc e noted Major 
areas inspected circumstances re Joss b recoverg of 
contaminated resin drum. including examination of procedures 
b representative records 

COSTELLO, F . HCCLINTBCK.R 0 Region 1. Ph i Jadoiphla, Office of the 
Director 7B/03/06 llpp 


— B007170407 Discusses Insp Rept 70-01 of Licenses 37-13129-01 b SNM-1524 
on 7B022B No noncompl lance noted Major areas inspected toss 
b recovery of contaminated resin drum including examination 
of procedures b representative records 

MCCLINTOCK. R 0 Region 1, Philadelphia. Office of the Director 
78/03/13 2pp 


DOCKET 70-2000 MT 81NAI HOSP HARTFORD, CT 


8007230597 Act receipt of B00611 Itr informing NRC of steps taken to 
correct violations noted in IE insp of licenses 06-14734-01 
b 8NM-1SS9 on 800424 

KINNEMAN. J D Region 1. Philadelphia. Puol Facility b Materials 
Safety Branch 80/06/25 Ip 


— 8007230601 Responds to NRC 800527 Itr re violations noted in IE insp of 
Licenses 06-14737-01 b SNM-1559 on B00424 Corrective 
actions will perform routine hand b radiopharmaceutical 
preparation area surveys 

BRUNER, R D Mount Binal Hartford. CT 80/06/11 2pp 


— 8007230608 Discusses IE insp of Licenses 06-14734-01 b 8NH-1S59 on 
600424 b forwards notice of violation 

CR8CKER.hu Region 1. Philadelphia. Fuo’l Facility b Materials 
Safety Branch 80/05/27 2pp 


— B00723D6I1 Notice of violation from insp on B00424 Noncompliance noted 
failure to conduct routine radiopharmaceutical b hand 
surveys 

« Region 1. Phi ladolphia. Office of the Director 8D/05/27 Ip 


DOCKET 70-2153 UNITED NUCLEAR CORP 


8007240383 Responds to 000623 i equest fox meeting u/NRC to discuss 
decommissioning of United Nuclear Corp Uoud River Junction. 

RI operation NM88 personnel will meet w/Qovernor's ofc on 
80070B b attend public mooting later in Charlestown. RI 
AHEARNE, J F Commission 80/07/02 Ip 


— B007240309 Requests meeting w/NRC to discuss concerns re developments 
affecting operations at b decommissioning of United Nuclear 
Corp Mood River Junction. RI operation List of questions 
to be discussed end 

OARRAHY.J J Rhode Island, State of BO/05/23 Ip 


Docket 70-2175 united nuclear corp 


B0072403B3 Responds to 800693 request for meeting w/NRC to discuss 
decommissioning of United Nuclear Corp Uood River Junction, 

RI operation NMSB personnel will meet w/Oovernor's ofc on 
a0O7OB b attend public meeting later in Char les town. RI 
AHEARNE. J F Cummission 80/07/02 Ip 


— B0D724O389 Requests meeting u/NRC to discuss concerns re developments 
affecting operations at (. dccommlssl onlny of United Nuclear 
Corp Mood River Junction. RI opeiatlon List of questions 
to be discussed end 

OARRAHYiJ J Rhode Island. Rtate of 80/05/23 Ip 
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DOCHET 70-2375 PACIFIC OAS !. ELECTRIC CO 


B007230056 Motif iPs util that: Litense ENM-JAb? is oitienileil In dCCOT(Fanc« 
1117800625 appl I Cdtion. Bitundi ng sfpiTatlon date until 801231 
OT upon conversion of CPPR-69 to OLi uli ichever is fear li or 
PACE/ R O Uranium Fuel Licensing Branch 00/06/30 Ip 


"8007230062 Safety evaluation re B00625 application tn amend license/ 
eitending eipiration date until B01231 Extension is needed 
to complete remainder of NRL facility licensing process 
itecommends approval of application 

DELANE Vi J C / CROW. W T Uranium Fuel Licensing Branch 00/06/30 
Ip 


DOCKET 70-2470 TRANSNUCLEAR. INC 


0007070003 Forwards IE Insp Rept 70-2470/00-03 on 000417-10 k 22-23 
Na noncompllance noted 

KEMtlA. W 0 Region ?. Atlanta. Safeguards Branch 00/05/09 2pp 


— 0007070005 IE Insp Rept 70-2478/00-03 on 000417-19 6 22-B3 Mo 
noncDaip I lanc e noted Major areas inspected physical 
protection of irradiated fuel in transit Details withheld 
(ref 10CFR2 790) 

MOORE/ D E Region 2. Atlanta/ Office of the Director 
OILLESPIE/F P Region 2. Atlanta. Safeguards Branch 00/03/09 
Ip 


6007030004 Partial response to F8IA request for documents re 
transportation of spent nuclear fuel from Por t smooth • VA to 
Alien.SC Forwards listed documents Other documents available 
in PDR MRC revieu of request is continuing 

FELTON. dM Division of Roles and Records 80/06/23 Ip 


— 8007030011 Confirms 000310 telcon re notification of MRC required by 
Condition 3 of License ISNM-01690 
STONEBURMER. U Transnuc tear, Inc 00/03/18 Ip 


— 0007030016 Confirms 000310 telcon re notification of MRC requlreil by 
Condition 5 of License IBNM-al690 Pegase Cask 2 contains 36 
irradiated fuel elements 6 is scheduled to arrive at 
Portimauthi VA on 000416 

STONEOURMER/ M Transnuclear. Inc 60/03/18 Ip 


— B00703D030 Confirms on 800416 telcon re notlficatiun of MRC required by 
Condition 3 of License rBNII-01690 Essor flask contains 16 
Irradiated fuel elements f< is scheduled to arrive at 
Portsmouth/ VA on 000305 

BTOMEBURNER. U Transnuclear, Inc 00/04/16 Ip 


6007310481 Response to FOIA request for documents re transportation of 
spent fuel from Portsmouth. VA to Savannah River Plant in 
Aiken. EC Enel Info partially withheld safeguarding 
procedures f< security measures Cref FOIA Exemption 4) 

FELTOM. J H Division of Rules and Records 80/07/22 3pp 


— 800731046*) Confirms 000320 telcon notifying NRC that Pegase Cask I 
contains 36 irradiated fuel olements 6 will arrive In 
Por tsmouth. VA Info partially withheld date of arrival (ref 
FOIA Exemption 4) MRC fee determination end 
STOMEBURNER. W Transnuclear. Inc 00/03/80 Bpp 


— 0007310496 Confirms 800321 telcon notifying MRC that Pegase Cask 4 
contains one irradiated fuel element St will arrive In 
Portsmouth. VA Info partially withhold date of arrlvallref 
FOIA Exemption 4) NRC fee determination end 
aTONEBURMFR/ W Transnuclear. Inc 60/03/21 8pp 


DOCKET 70-2574 CARL10LE HOSP CARLISLE, PA 


8007010397 Discusses IE Insp Repts 30-00472/80-01.30-03010/00-01 h 
70-2374/00-01 on 800322 af activities under Licenses 
37-02383-01, 37-02303-02 6 SNM-1762 No noncompliance noted 
Major areas inspected air supply h exhaust sys 
CROCKER. H VI n«gl(in 1. Philadelphia. Office of the Director 
00/06/02 2ppl 


DOCKET 70-2609 COhlllONWEALTH EDISON CD 


0007020439 Amends License SNIi-1002. e xtend mg eiplratlon date until 
010630 In response to util 800403 request 
PACE. R 0 Urenluin Fuel Licensing Branch 60/06/13 Ip, 


'--□007030431 Discusses 900403 amend application far Llcante Qh61-iB02 
requesting estenslen of cxpiratlnn date until B10630 
R e c nmiine ti d s license extansion 

DELANEY. -J C Uranl um Fuel Licensing Branch 60/06/13 Xp 

8007130092 Forwards IE Insp Rept 70-3609/60-01 on 800624 No 
rtoncomp I iance nated 

HIHO. J A Reg Inn 3. Chicago. Bafeguards Branch 00/07/03 Bpp 


— 0007130096 IE Insp Rept 70-2609/80-01 an 640624 No non C o»p 1 lance noted 
Major areas Inspectad security procedures (i orgatiiiatlon. 
previous Items of nunc amp 1 iance C. communication Details 
Ulthheld Iref 10CFR2 7901 

PIRTLE.O L , KNICELEV. J R Region 3, Chicago, Office of the 
Director HIND/J A Region 3. Chicago, Bafeguards Branch 
00/07/01 ‘ip 


DDCHET 70-2633 HCDUIRE SPENT FUEL POOL, DUKE POtfER CO 


0007140461 Statement of Board of Commissioners' position in opposition 
to roduaste transportation through Oalton County, NC Urges 
transportation via Interstates 77 h 83 Encourages expending 
energy & money for recycling U/correspondence 
e Oaston County, NC 60/04/28 6tpp 


— B007140473 Forwards addl comments to Oaston County Board of 

Commissioners' position opposing spent nuclear fuol shlpeiant 
through county 6 two proposed alternate routes Author does 
not oppose shipment if adequate safaguarde are provided 
OASTON, H B Oaston County. NC 90/04/23 Spp 


--0047140488 Forwards position of Oaston County Board of Cowniss loners. 
NC, opposing spent nuclear fuel shipment through county t< 
tuo proposed alternate routes U/o end 
RHYNE. C A Oaston County. NC 80/04/13 Ip 


6007180310 Forwards responses to Pages 4-6 of Oaston County Board of 
Conml sv loners 800423 questions addressed to ABLB re util 
application to transfer h store spent fuel from Oconee 
Nuclear Station 

RDDERTB.J P Advanced Fuel tc Bpent Fuel Licensing Branch. 90/06/23 
13pp 


6007230706 Forwards response to questions contained In 800426 position 
document Responses concern safe tronsport It storage of 
spent fuel 

RDBERTB. J P Advanced Fuel It Bpent Fuel Llceneing Branch 94/06/23. 
IZpp 


0007280043 Ach receipt of 000702 1 tr forwarding epent fuol 
transportation security plan, Revision 3 Request for proposad 
primary route ia sixbj to fee Ui 1 1 notify of amount 
HE 1 88. D License Fee Management Branch 60/07/17 Ip 


DOCKET 70-2651 MANCHESTER MEMORIAL HOSP MANCHESTER. CT 


0007130314 Act receipt of 800227 1 tr informing NRC of steps taken to 
correct violations noted In IE Rept 70-3651/00-01 
CROCKER. H H Region 1 . Philadelphia, Fuel Facility ti MataTiele 
Safety Branch BO/04/1O Ip 


— 8007130318 Responds to NRC 000820 itr re violation noted In IE Insp 
Rept 70-3631/00-01 U/o end corrective actions 
ABBOTT, H S Manchester Memorial Hoep Manchester ■ CT. BO/02/87 
ip 


— BO071S03S5 Forwards notice of violation from IE Insp Rept 70-2631/80-01 
on 600207 

HCCLINraCK.R O Region I. Philadelphia, Fuel Facility t< Materials 
Safety Branch 60/02/20 3pp 


— 8007130332 Notice of violation from insp on 600207 Non coetp 1 iance noted* 
failure to continue followup on patient in whom pacemaker 
was implanted during JuJ 1977 

a Region 1, Philadelphia, Office of the Director 80/03/20 Ip 


DOCKET 70-2638 CINCINNATI OA0 & ELECTRIC CO 


6007010189 Notifies util that Item 4 of Ltcensa 8NH-I823 Is amended 
in accordance w/B40410 request Expiration date for license 
is extendod until 011130. 

PAGE.R.Cl Uranium Fuel Licensing Branch 80/06/13 Ip 
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— B00701019S Baf»tg avaluatiop TBconvuBnd ing approval of 000410 license 
anend «ppllcation Application requests that ecpiration date 
for Llcanva BNH-10a3 be extended until B1 1 lOS 

DELANEY) J C > PAGEiR 0 Uranium Fuel Licensing Draneh 00/06/13 

Ip 


DOCKET 70-2860 SOUTH CAROLINA ELECTRIC t< OAS CO 


B0O731042B Application for renewal of License SNM-1034 

NICHOLS. T C South Carolina Electric t< Gas Co 80/07/28 ip 


DOCKET 70-2009 COHMONHEALTH EDISON 


0007010094 Advisee of Amend 2 to License 8NK-1833. eitendlng eiplratlon 
date to B20331 or conversion of CPPR-100 to 0L> whichever 
Is earlier 

PAGE. R. 0 Uranium Fuel Licensing Branch SO/06/13 Ip 


■BO07010184 Safety evaluation supporting approval of util 800403 reguest 
to eitend License 8NH-1033 to 8S0331 due to const L 
licensing delays 

DELANEY. J C . CROU.U T Uranium Fuel Licensing Branch 80/06/13 

Ip 


DOCKET 70-2902 NORTH MEMORIAL MEDICAL CENTER MINNEAPOLIS. MN 


8007290024 IE Insp Findings b Licensee Act dtd Q00609 op License 
6NH-1894 Insp findings no noncompl iance noted 

BUROIN. R E, Region 3. Chicago. Office of the Director 00/06/09 

Ip. 


DOCKET 70-2909 HESTINOHOUaE ELECTRIC CORP POWER SYSTEMS 


0007020038 Responds to 000409 renuest for list of threatened b 
endangered species in vicinity of proposed plant Endangered 
species most likely to occur is American alligator 
tmieslBslpplenslsl 

HICKMAN. O.L Inter lor. Dept of, Fish b Wildlife Service 00/05/22 
2pp 


0007020914 Forwards comments b questions re environ rept per 600521 
discussion in Silver Spring. MD Requests that responses be 
submitted by B00710 to maintain review schedule 
SHUM. E. Y Uranium Fuel Licensing Draneh 80/06/03 llpp 


.0007010027 Responds to 000421 Itr requesting scoping meeting to accept 
addl public comments on DE8 re proposed const b operation of 
Hestinghouse plant Another meeting is not warranted. Required 
aipensa b effort would not outweigh any benefits 
CROW. W T Uranium Fuel Licensing Branch 60/06/06 2pp 


0007110003 Amended petition to Intervene b request for hearing re AL 
nuclear fuel fabrication plant application Certificate of 
Svcr designation-author i latlons in lieu of notice of 
appearance b board of directors resolution end 

CAMPBELL, R H. Befe Energy Alliance MCPHILL1P5. J McPhllllps.J L 
80/06/11 9pp 


0007110099 Motion for order relieving petitioner from 20-copy 
requirement in AL nuclear fuel fabrication plant 
application proceed ing. due to limited resources Certificate 
of Bve end 

HCPHILLIPB. J L Safe Energy Alliance MCPHILLIPS. 0 L 
HcPhillips, J. L. 80/06/12 2pp 


0007030291 Response in support of Safety Energy Alliance of Central 
AL. Inc 800612 petition to intervene re 8NM license 
application for AL plant near Prattvi 1 le, AL Intervention 
must be conditioned upon showing of common interests 
TURK. 8. E Hearing Branch 1 80/07/02 13pp 


"8007030294 Response in support of Safety Energy Alliance of Centra! 
AL, Inc 800612 motion requesting relief from 20 conformed 
copies filing requirement, Recommends order containing 
spec of those to be serviced W/Certif i cate of Sve 
TURK 8 E Hearing Branch 1 80/07/02 4pp 


8007290496 Forwards State of OR 770311 petition to Intervene, NRC 770801 
etlpulattan w/Portland General Electric b State of OR b A6LD 
770920 order ruling on contentions Documents intended to 
ssrva as examples for drafting contentions W/o ends 
TURK, 8. E Hearing Branch i 80/07/23 2pp 


DOCKET 70-2910 TENNESSEE VALLLY AUTHORITY 


0007020330 Notifies of issuance nf Amend I to License SNH-1061, 
increasing possession 1 imi t, author 1 1 mg use of high density 
fuel storage racks b i nc orp nr a 1 1 rig specified organs labtona 1 
changes 

PAGE. R 0 Uranium Fuel Licensing Branch BO/06/17 Ip 


— 8007020233 Safety evaluation supporting Amend 1 to License SNM-IB61 
Increases possession 1 irai t, duthcir 1 1 es use of high density 
fuel storage racks N incorporates specified organ! lat ional 
changes 

DELANEY. J C > CRQW.W T Uranium Fuel Licensing Drench 80/06/17 

Ip 

PACKAGING OF RADIOACTIVE MATERIAL FOR TRANSPORT AND 
TRANSPORTATION OF RADIOACTIVE MATERIAL UNDER CERTAIN 
CONDITIONS 

DOCKET 71-0002 CHEM-NUCLEAR SYSTEMS, INC 


C007170471 Requests addl info re QA program per 790427 Itr Requests 
reply within 30 days 

MACDONALD, C E Transportation Branch 00/07/03 tp 


DOCKET 71-0005 MAONAFLUX CQRP 


0007020044 Forwards GA program revised in accordance u/NRC 800909 Itr 
for Model MX-lC-lOO exposure device Response to NRC 
NRC 0OOSO9 questions re OA program end 

RO0AUER, P U Magnaflui Corp (subs of Peabody Oalton Carp ) 
80/06/12 4pp 


—0007020047 OA program for Model HX-1C~100 exposure device 

* Magnaflui Corp (subs of Peabody Gallon Corp > 80/06/12 

lipp 


0007140706 Forwards QA program approval for radioactive matl package 
MACDONALD, C C Tr.mspor ta ti on Branch 00/07/01 Ip 


—0007140709 QA program approval for radioactive matl package 0005, 
Revision 0 

MACDONALD, C E Transportation Branch 80/07/01 Ip 


DOCKET 71-0017 RHODE ISLAND ATOMIC ENERGY COMMISSION 


0007210110 Responds to 000430 request for addl Info re OA program for 
BHI-1 shipping package b forwards QA manual 
DIMEGLIO, A F Rhode Island, State of 80/07/01 Ip 


— 0007210130 OA manual for BMI-1 shipping package 
* Rhode Island. State of BO/07/01 'cl pp 


DOCKET 71-0002 KERR-MCQEE NU(,UEAR CORP 


0007170476 Requests add! info re QA program per 000131 Hr Requests 
reply within 30 days 

MACDONALD, C E Transportation Draneh 00/07/03 ip 


DOCKET 71-0109 UNION CARBIDE tORP 


0007170400 Requests addl Info re QA program per 790926 Itr Requests 
reply within 30 days 

MACDONALD, C E Transportation Branch 60/07/03 Ip 


DOCKET 71-0121 NEUTRON PRODUCTS, INC 


8007230349 Forwards Revision 3 to OA program 

SMEDIRA. C Neutron Products. Inc 00/06/24 3pp 


— 0007230394 QA program, Rovi s i on 3 

SMEDIRA.C , RANSOHOFF, JA Neutron Products, Inc 80/06/24. 
iOOpp 


8007220099 Forwards QA program approval for radioactive matl package 
MACDONALD, C E Transportation Draneh 60/07/10 Ip 


—6007220106 QA program approval for radioactive matl package 0121. 
Revision 0 

MACDONALD, c E Transportation Branch 00/07/10 Ip 
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DOCKET 71-0139 TULb/S GAUM A RAV, Ulf 


8007210-200 Forwards revised QA prog ram 

8TEUART. H L Tulsa Gamma Hag- In-c QO/OA/27 Ip 


--0007210203 DA projroni for raijiaaste packaging 
e Tulsa Gamma Ray* Inc 00/0fi/27 3pp 


B&D724D106 Foriiiards QA pr-ograo) approval for radioactive matl package 
MACDONALD. C E fransportatl on Branch- 80/07/ 1"! Ip 


— 8007340193 OA progra-n approval foi radioactive matt package 0839- 
Revlslon 0 

MACDONALD- C E fr anspor tat t on lira nth 80/07/15 Ip 


DDCKET 71-0143 KANCHERS EXPLORATION !< DEV CO 


B007170483 Requests addl inf a re -QA progvam per 79-0427 Itr Requests 
reply uithin 30 days 

MACDONALD-C E Tr.in s porta 1 1 on Blanch QO/07/03 Ip 


DOCKET 71-0170 CEMEHAL ELECTRIC (.0 


B0072800SO Requests uitenslon until 80100-1 for implementation of 
OAP-l- Revl slon 1 Bignificant tedurtion In engineering 
k operating personnel precludes generation of prugram 
procedures 

CUNNINQHAH. O F Oeneral Electric Co 80/07/08 Ip 


DOCKET 71-0173 DATTELLE-PACIFIC NORTHWEST IADS 


B007310-013 Forwards DA program dpprevol for radioactive oiatl package 
MACDOMALD-C E Transportation Branch 80/07/11 Ip 


— 8007010013 DA program approval for radl-oactlve matl package 0173- 
Revlsion 0 

MACDONALD- C E Transportation Dranch B0/O7/11 Ip 


DOCKET 71-0179 NUCLEAR CONTAINERS. INC 


S0071704B7 Requests addi i-nPo re <1A prograin per 791009 Itr Requests 
reply uithin 10 days 

HACDDHALD. C E Transportation Dronch 00/07/03 Ip 


DOCKET 71-0189 TODD BHIPVARD8 CHRP 


B0070S002A Confirms that NRC icinsiders 780&2h application for BA 
program uiithdraun Facility may not conduct transp ertat 1 on 
activities in Mon-Agraoment State per lOCFRlSO 2D 
HACDONALD- C C Transportation Dranch BO/Ofa/17 Ip 


DOCKET 71-0192 NUCLEAR PACKAOINO. INC 


B0072B012S Advises that revised OA progr-im description will be 
resubmitted by 800B01 per 000701 tel con 
OLIVADDTI.J R Nuclear Packaging, Inc flO/07/01 Ip 


ROCKET 71-0221 ALl IS CHALMERS COBP 


0007110014 Foruards QA program For industrial radiography licensees 
OILL, S A All ts-Chalmers Corp BO/06/13 tp 


— B007110016 QA program for in-dustrial radiography licensees 
n Allls-Chalmers Covp fl0/Ot./13 3pp 


MC 


ling packages For radioactive 
c (subs of Betty Oil Co t 


--8007160483 QA program for shipping packages for radioactive matli 
Revision 3 

» Nuclear Fuel Services- Inc (subs of Betty 01 1 Co I eO/OA/iS 
21pp 


B007220055 Foruiards OA program approval for radioactive m*tl package. 
HACDONALD, C E Transportation Branch BO/07/10 Ip 

— 8007230067 QA program approval for radioactive matl package 0249i 
Revision 0 

MACDONALD-C E Transportation Dronch 80/07/10 Ip 


DOCKET 71-0251 WESTINGHOUBE ELECTRIC CORP 


8007240450 Forwards OA program approval for radioactive matl package 
MACDONALD, C E Transportation Branch BO/07/09 Ip 

— 6007240457 OA program approval for radioactive matl package 0251- 
Revision O 

HACDONALD- C E Transportation Branch 00/07/09 ip 


DOCKET 71-0252 DAVTON X-RAY CO 


80070-10376 Forwards QA program approval for radioactlva matl package 
MACDDNALB, C E Transportation Branch 80/06/13 Ip 


— 0007010579 OA program approval for radioactive matl package 0252. 
Revision 0 

MACDONALD-C E Transportation Branch 80/06/12 Ip 


DOCKET 71-0271 RIDIHALOH, EGOERS *< ASSOCIATES 


B007170493 Requests addl info re QA program per 791019 Itr Request* 
reply within 30 days 

MACDONALD-C E Transportation Branch 80/07/03 Ip 


DOCKET 71-0346 PUBLIC SERVICE CO OF COLORADO 


8007140698 Forwards OA program approval for radioactive matl package 
MACDONALD-C E Transportation Dranch 80/07/01 Ip 


— B007140702 OA program approval for radioactive matl package 0346- 
Rsvliion 1 

MACDONALD, C E Transportation Branch BO/07/01 Ip 


DOCKET 71-0360 BRANCH RADIOGRAPHIC LABDRATORIEB 

□007290929 Forwards Revision 1 to QA program for Industrial 
radiography 

BRANCH- U H Dranch Radiographic Laboratories- Inc BO/07/11 Ip 

— B007290931 Revision 1 to OA program for Industrial radiography 
• Branch Radiographic Laboratories- Inc BO/07/11 3pp 


DOCKET 71-0370 AMERBHAM CORP 


B007290932 Forwards QA program for packaging radioactive metis. 
DELQRAIR. DP Amersham Corp 80/07/14 Ip 


— 0007290934 OA program for packaging radioactive (satis 
BELGRAIR-D P Amersham Corp 00/07/14 lipp 


DOCKET 71-0371 MODEL NNFD-10, UNIFIED NUCLEAR CORP 


B007230053 Forwards request for addl info to complete review of QA 
program 

MACDONALD-C £ Transportation Branch 80/07/10 3pp 


DOCKET 71-0381 E L CONUELL & CO 


BOO702O65D Forwards QA program for transportation of licensed matl*- 
in response to NRC 800416 Itr 

CAPPERiU EEL Conwell fe Co 80/06/04 Ip 



DOCKETED ITEMS 


— -B007020M2 OA prosTinn »or transportation of licensed matls 
Organizational chart for Industrial radiography end 
a E t- Conwell «( Co B0/Q&/04 3pp 


000703091B Forwards OA program approval For radioactive matl package 
HACDCNALD.C E Transportation Branch Q0/0&/17 Ip 


■~00070209Z2 OA program approval for radioactive natl package 03Si> 
Revision 0 

MACHMACD, C E Transportation Branch QO/Oh/’l? Ip 


DOCKET 71-0383 MODEL NLI l/’Z LHT CASK, NL INDUSTRIES, INC 


B0072300SS Responds to NRC B0041B U OSOB Itrs re QA program Radioactive 
oatls shipped pursuant to lCX:FR90>App B QA program satlsfios 
provisions of 10CFR71 91 Date of approval concurrent w/ 
approval date of license 

LUMDVALL.A E. Baltimore Oas & Electric Co BO/Ob/19 tp 


8007340179 Forwards QA program approval for radioactive matl package 
MACDONALD, C E Transportation Branch B0/O7/1S Ip 


— BOO7240179 OA program approval for radioactive matl package 03B3, 
Revision 0 

MACDONALD, C E Transportation Branch, 80/07/19 Ip 


DOCKET 71-0384 NEU ENOLAND NUCLEAR CBRP 


8007010970 Forwards QA Program approval for radioactive matl package 
MA€DONALD,C E Transportation Branch 60/06/13 Ip 


—*8007010974 OA program approval for radioactive matl packagt’ 03B4, 
fiovtsion O 

MACDONALD, c. E Transportation Branch 80/06/13 Ip 


DOCKET 71-0387 MAS8ACHU8ETTB MATERIALS RESEARCH, INC 


B007070061 Forwards QA program approval for radioactive matl package 
MACDONALD, C. E Transportation Branch eo/06/lS Ip 


■ — 8007090066 OA program approval for radioactive matl packagi 0337, 
Revision O, 

MACDONALD, C E. Transportation Branch 80/06/lS Ip 


DOCKET 71-03B9 OEOflOlA, UNIV DP 


8007100349 Forwards OA program for hand ling, s torage li transportation of 
shipping containsrs 

MUBE.L a Oaorgla, Unlv of, BO/06/17 Ip 


■8007100393 QA program for hand 1 Ing, storage 6 transportation of 
shipping containers. 

« Osorgia, Unlv of,, 60/06/17 3pp 


80071603S2 Forwards OA program approval for radioactive matl package 
MACDONALD, c E Transportation Branch, BO/07/01 ip 


— -800716033S QA program approval for radioactive matl package 0399, 
Revision 0, 

MACDONALD, C E Transportation Branch 80/07/01 Ip 


DOCKET 71-0391 NAVY, DEPT OF 


8007160310 Forwards QA program approval for radioactive matl package. 
MACDONALD, 0 E Transportation Branch 80/07/01 Ip 


• — 8007160317 OA program approval for radioactive matl package 0391, 
Revision O, 

MACDONALD, C E, Transportation Branch BO/07/01 Ip 


DOCKET 71-0393 BAKER TESTINO SERVICES, INC 


80070701S2B Forwards QA program U. shipping papers to accompany 
transported packages of radioactive matls 
KENNETH, B F Baker Testing Bsrvices, Inc 80/06/13 Ip 


— 0007070133 QA program for facility 

• Baker Testing Services, Inc BO/06/13 4p p 


0007160767 Forwards Oh program approval for radioactive matl pack 
Macdonald, C E '•'ransportation Branch BO/07/07 tp 


— 8007160772 QA program approval for radioactive mat! package 039 
Revision 0 

MACDONALD, C E Transportation Branch GO/07/07 Ip 


DOCKET 71-0393 ALLIS-CHALMERS COHP 


600716D343 Forwards QA program approval for radioactive matl pack 
MACDONALDiC E Tra nspor tat 1 an Branch aO/O?/^! Ip 


— B007160347 QA program approval for radioactive mail package 039 
Revision O 

MACDONALDiC E Transportation Branch 80/07/01 Ip 


DOCKET 71-4024 MODEL HA-10. BABCOCK 8c WILCOX CO 


B007230047 Notifios of cipiratipn of Certificate of Compliance 48 
for Model HA-10 Tn continue using pac kag e, shoul d submit 
consol idated application ti drawings 

MACDONALDiC E Transportation Branch 60/07/10 Ip 


DOCKET 71-4BBa MODEL BENTINEL-E9A. B, C, C3, D, E. F, TELEDYNE 


6007010240 Forwards fee for renewal of three certificates of 
compliance Requests renewal of current revision of 
Certificate of Compliance 4898 for 5-yr period ending 
850731 

MCQREWj J M Teledyne Energy Systems 80/06/13 Ip 


8007160361 Forwards Revision 4 to Certificate of Compliance 4B80 
Modal 9 Sentinel SBA, 256, 25C, 25C3, BOD. 25E. SSF 6 LC0-SSA,2SD ti 
25C 

MACDONALDiC E Transportation Branch 80/07/07 Spp 


— 8007160367 CartiFicate of Compliance 4886, Revi s i on 4> for Model' 
Sentinel aSA, 256, 25C. 2303, 250, a9E, 25F S, LCfl-SSA, 35B J, asC 
MACDONALD, C E Transportation Drnnth 60/07/07 3pp 


DOCKET 71-4986 MODEL RA-S, EXXON NUCLEAII CO , INC 


6007260077 Requests citenslon of eipiration date to 801031 for 
Certificate of Compliance 4996 due to addl time required 
for NRC approval of renewal application 

KAPLAN, A L Oeneral Electric Cn , Nuclear Energy Products DiV 
80/07/01 Ip 


6007160409 Forwards Revision 6 to Certificate of Compliance 4986 
Models RA-i.RA-B.nA-3 6 RA-J 

MACDONALDiC E Transportation Branch 80/07/07 2pp 


— 8007160412 Certificate of Compliance 4966, Rev i sion 6, for Model 
RA-B.RA-3 & HA-J 

MACDONALDiC E Transportation Branch 60/07/07 6pp 


6007280718 Forwards Revision 7 to Cortlficatc of Compkiance 4981 
Models RA-1, RA-2, RA-3 N RA-J shipping containers 
MACDONALDiC E Transportation Branch 80/07/21 2pp 


— BQ072BD720 Certificate of Compliance 4986, Revision 7. for Mode 
RA“2i RA-3 ti RA-J shipping containers 

MACDONALDiC E Transportation Branch 80/07/21 App 


DOCKET 71-9088 MODEL 034710-1, U H NUCLEAR, INC 


8007100080 Advises that Certificate of Compliance S088 for Modi 
D34710-1 expires on 800930 In order to continiie using i 

package, should submit renewal application 6 Pee ! 

MACDONALDiC E Transportation Branch 90/06/16 2pp 

M 

I 

8007240157 Requests withdrowol of Certificate of Compliance So6 
no longer has use for Model D34710-1 ) 

VOIQHTtA F Ames Laboratory, Energy (< Mineral Resources 
Res Institute 90/06/24 1 p i 
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DOCKET 71-5341 MODEL NFP-S5. UftDCOCK J< WILCOX CO 


B007010533 Applicatinn io amend (evtificate of Compljance 3341 . Revision 
S.rovlBing Itom 5 (a)0) re ojtoptions to DDT Spec iiM U 
doletini} Item 6 ResultP of addl to st 1 ngj i nc 1 ud i ng DO-ft drop 
tost end 

CDROANIiR A Qabcoch f< Wilcoi Co > Naval Nuclear Fuel Dlv 
00/05/ 14 I Op p 


B0I>71700'73 Foruar-ds Revision 4 to Certificate of Compliance 5341 for 
Model NFP-35 

MACDONALD. C E TranspOr ta t i on Dranrh BO/07/07 Ip 


— B007170097 Certificate of Compliance 334 1 . Re vl s i on 4. for Model NFP-55 
MACDONALD. C E Transportation Branch BO/07/07 Spp 


DOCKET 71-5430 NDDFL ftCC- 1 . -3. -3. UESTINQHDUBE ELECTRIC CDRP 


BD07110SBI Foruards Revision 7 to Certificate of Compliance 3450 for 
Models ncc, RCC-I.RCC-3i RCC-3 !t RCC-4 
HACDDNALD.C E Transportation Branch 80/06/37 2pp 


— Q0071tOS90 Certificate of Cumpl lance 5450. Revisl on 7. for Models RCC. 
(tCC-1. nCC-2. RCC-3 & RCC-4 

MACDONALD. C E Transportation Branch 00/06/37 3pp 


Q007240096 Application far amend to Certificate of Compliance 5450 
eitending eipiratioTi to 001031 Reguost necessarg to assure 
shipments reqoirlng IAEA author i lati on after 000731 
DiriAZZA.n P Uestinghouse Eloctric Cnrp 00/06/37 Ip 


00071(10004 Notification of registration as user of Model RCC in 
raiponsc to request 

MACDONALD. C E Tronspar tat Ion Branch 00/07/07 Ip 


DOCKET 71-5607 MODEL OC T-3. GENERAL ELECTRIC CO 


BOO704OO7O Foriaiards Revision I tii Certificate of Compliance 56077. suppl 
to Bafetg onalijsls rept U independent ongineering evaluation 
of changes to package 

RDCa-DM Energg.Dept of BO/06/30 6pp 


— 0007240094 Certificate of Compliapco 5607. Revision 1 for Modal OE T-2 
BAUER.R H Enorgg.Dept of 00/05/31 3pp 


DOCKET 71-5760 MODEL DB-230-3. COMBUSTION ENOINEERINO CD . INC 


8007010101 Application for rencuja) of Certificates of Compliance 5760. 
6307 & 6501 for Models DB-SDO-H. 60 !< 51 033-1 . respec t i vel IJ 
Fee encl 

MICHEL. C J Nuclear Fuel Oervicos. Inc (subs of Oettg Oil Co ) 
00/03/33 Ip 


— 0007010106 Requests nddl fees ro 000533 application for renauial Of 
Certificates uf Compliance 5760.6307 h 6501 
HEtSSi J D License Foe Management Branch 00/06/03 Ip 


— B00701OI21 Foriujirils add 1 fees re 0OD533 application for reneual of 
Certificates of Compliance 5760.6307 b 6501 in response to 
NNC Q00603 request 

MICHEL.C J Nuclear Foal Services. Inc (sobs of Oottg Oil Co > 
00/06/13 Ip 


0007S30I31 Forwards RDVlslon 4 to Certificate of Compliance 5760 for 
Model Dfi-350-a 

MACDONALD, C E Tranaportat Jon Branch 80/07/10 2pp 


— 0007SB0135 Certificate of Compliance 5760, Revision 4 for Model BB-350- 
2 

MACDONALD, C E Transportation Branch 00/07/10 4pp 


DOCKET 71-5936 MODEL lOO. GENERAL ELECTRIC CO 


B0071 10473 Forwards Revision 5 tP Certificate of Compliance S9I?6 for 
Model OE-100 

MACDONALD, c E Transportation Branch 00/06/23 2pp 


— 0007110476 Certificate of Compliance 5936- Revision S. f or Modal OE-lOO 
MACDONALD, C E Transportation Branch 00/06/23 3pp 


DOCKET 71-5942 MODEL OE-700. GENERAL ELECTRIC CO 


0007020500 Forwards Revision 4 to Certificate of Comp lienee 5943 for 
Model CE-700 

MACpDNALD.C E Transportation Branch 00/06/10 Spp 


— 8007030506 Certificate of Compliance 5943. Revision 4. for Model 06-700 
MACDONALD, C E Transportation Branch 00/06/18 Spp. 


PPCKET 71-5957 MODEL DNI-1, ENEROV, DEPT OF 


8007250110 Application for renewal of Certificate of Compliance 9957 
for Model BMI-1 shipping cask 0AFf encl 

BURIAN.R J Battelle Memorial Institute, Columbus Laboratories 
00/06/11 Spp 


—8007250119 "SAR for Model BMI-l Shipping Cask." Revision A Oversixe 
drawings encl 

e Battelle Memorial Institute, Columbus Laboratariet. B0/O3/S8 
300pp 


0007020003 Requests registration as user of Model 0N-J 
TRIMBLE, D C Arkansas Power b Light Co 80/06/06 Ip 


0007020001 Requests registration as user of Modal BMI-1 
aVLVIA.B R Virginia Electric b Power Co 80/06/10 tp 


DOCKET 71-5771 MODEL OE-BOO, GENERAL ELECTRIC CO 


0007330115 Forwards Revision 2 to Certificate of Compliance 5971 for 
Model OE-200 

MACDONALD, C E Transportation Branch 00/07/09 Spp 


—0007320135 Certificate of Compliance 5971, Revl Sion 2, for Model Ofi-300. 
MACDONALD, C E Transportation Branch 00/07/09 0pp 


DOCKET 71-5779 MODEL 9977, ALPHA-OMEGA SERVICES, INC 


0007300151 Forwards application for Revision 2 to Certificate of 
Compliance 5979 consolidating original application b 
subsequent supp Is referenced in certificate 
BECK, E J Alpha-Omega Services, Inc 00/06/30 Spp 


— BOD72B0159 Application for Revision 2 to Certificate of Compliance 
5979, consolidating original application b subsequent suppls 
referenced In certificate 

• Alpha-Omega Services. Inc 00/06/30 tSOpp 


— 8007300160 "General Arrangement - Container " 
e Alpha-Omega Services, Inc 60/05/16 tp 


— 0007280165 "Container/Transfar Cask " 

• Alpha-Omega Services, Inc 80/09/10 Ip 


— 9007280173 "Details - Inserts (Turret) b End Caps - Container/Transfer 
Cask " 

* AIpha-Dmega Services, Inc 00/06/30 Ip. 


— 8007200177 "Details - Overpack b Pallet - Ship/Transfer Cask." 
* Alpha-Omega Services, Inc. 00/05/31 Ip. 


0007330030 Forwards Revision 3 to Certificate of Compliance 5979 for 
Model 9979 

MACDONALD, C E Trensp ortatl on Branch 80/07/09. Ip. 


— 8007230040 Certificate of Compliance 5979, Revision 3. for Model 9979 
MACDONALD, C. E Transportation Branch 80/07/09 2pp. 
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BOCKET 7t-99B0 MODEL OE-600. OENERAL ELECTRJC CO 


BO0701O999 Rcqussts Issuance of Certificate of Cooipetent Authority 99Q0 
par 1973 IAEA regulations for Model 600 shipping container 
tsauance will restrict foreign shipments to special form 
Mils ti limit fissile content of Pu b U-335 
CUfMINOHAMi 0 E Sonera 1 Electric Co QO/09/14 SSpp 


— 0007010990 ''Model 600 Transport Package " 
a Oeneral Electric Co 79/00/20 ip 


•B007010600 "Model 600 Shipping Cask " 
a Oeneral Electric Co 79/08/23 ip 


—0007010602 "Special Control Dreulng Model 600 Cask Seal " Sheet 1 
e Oeneral Electric Co 79/09/28 ip 


— BO0701O603 "Base Model 600 Cask " 

• Oeneral Electric Co 79/08/24 Ip 


—0007010609 “Jacket Model 600 Cask " 

* Oeneral Electric Co 79/09/28 Ip 


8007210041 Notifies that fee submitted U/7910D8 application for 
Revision 4 to Certificate of Compliance 3980 will be 
partlellg refunded in accordance ui/nanpouer expenditures 
review 

MlLLEHiU 0 License Fee Management Branch 80/07/01 Ip 


DOCKET 71-S99B MODEL • eE-400i OENERAL ELECTRIC CD 


8007210983 Forwards Revision 2 to Certificate of Compliance 5998 for 
Model eE-400 

MACDONALDi C E Transportation Branch 80/07/09 Ip 


— 8007210987 Certificate of Compliance 9998. Rovi sion 2, for Model OE-400 
MACDONALD) C E Transportation Branch 60/07/09 2pp 


DOCKET 71-6076 MODEL 927 A1 b Cl. COMBUSTION EN0INE6RIN0. INC 


BO07020102 Forwards info b revised drawings re C-E Model 927A1 b 927C1 
containers in support of application for renewal of 791210 
Certificate of Compliance 6076 

LICHTENBERQER. H C-E Power Systems 60/09/30 6pp 


— B0O7020109 "SKipplng Container “ Sheet 1 of 4 
e C-E Power Systems 80/05/29 Ip 


‘8007020108 "Shipping Container " Sheet 2 of 4 
e C-E Power By stems 776060 80/09/29 Ip 


—6007020112 "Base b Cover Assembly *' Sheet 3 of 4 
e C.-|S Rower Systems 776060 80/09/29 Ip 


— BOOT’OaOJlS "Strongback Assembly " Sheet 4 of 4 
• C-E Pbwer Systems 776060 80/09/29 Ip 


8007110492 Forwards Revision 7 to Certificate of Compliance 6078 for 
Model ■ 937A1 b 927C1 

MACDONALDi C E Transportation Branch 00/06/23 ip 


— B007110461 Certificate of Compliance 607fli Revi sion 7, for Models 92761 
b 927C1 

MACDONALD. C E Transportation Branch, 80/06/23 2pp 


DOCKET 71-6144 MODEL 6144. NUCLEAR ENGINEER I NO CO 


0007020499 Notification of registration as user of Model B-2 in 
response to request 

MACDONALD. C E Transportation Branch 80/06/17 Ip 


DOCKET 71-6294 MODEL UNC-2901. COMBUSTION ENGINEER I NO. INC 


8007140613 Forwards application for renewal of Certificate at 
Coapl lance 6294 for Model UNC-2901 shipping package 
ESKRIDGE. H E C-g Power Systems 80/06/20 Ip 


— 8007140620 Application for i enBw.sl of Certificate of Compliance 6294 
for Model UNC-2901 shipping package Three oversiie drauiings 
enc I 

» C-E Power Systems 80/06/30 51 pp 


BQ07240201 Forwards Revision 4 to Certificate of Compliance 6294 for 
Modal UNC-2901 

MACDONALD. C E Transportation Branch 80/07/15 2pp 


— D007240207 Certificate of Compliance 6294. Revl sion 4. for Model 
UNC-a901 

MACDONALD. C E Transportation Branch 80/07/15 2pp 


DOCKET 71-6379 MODEL PB-l, CHEM-NUCLEAR SYSTEMS. INC 


8007110369 Forwards Revision 8 to Certlfltate of Compliance 637S for 
Model CNB 4-45 

MACDONALDi C E Transportation Branch 80/06/23 3pp 


—0007110270 Certificate of Compliance 6375. Rovisson Q. for Model CMS 
4-49 

MACDONALDi C E Transportation Drancb 80/06/23 3pp 


DOCKET 71-6387 MODEL 60, DATTELLE MEMORIAL INSTITUTE 


8007010101 Application for renewal of Certificates of Compliance 9768. 
6387 b 6501 for Hodels BB-:i50-3. 60 b 91032-1. respect Jvely 
Tee and 

MICHEL. C J Nuclear Fuel Services. Inc (subs of Oetty Oil Co 1 
80/09/22 Ip 


—8007010106 Requests addl fees re 800522 application for renewal of 
Certificates of Compliance 9768.6307 b 6901 
WEI 88. J D License Fee H.'inagemcnt Branch 80/06/02 Ip 


“8007010121 Forwards addl feos re 800922 application for renewal of 
Certificates of Compliance 9760.6307 b 6901 in response to 
NRC 000602 request 

MICHEL, C J Nuclear Fuel Services. Inc (subs of Oetty Oil Co 1 
00/06/13 Ip 


8007140646 Forwards drawings in support of recertification of Model 60 
shipping container 

SMITH. F H Hanford Engineering Development Laboratory 00/07/02 
»P 


—8007140649 “Shipping Container Fuel Pin Model 60 Assoy b Details " 
Sheet 1 of 7 

• Hanford Engineering Development Laboratory 7S/09/3I Ip 


—8007140694 '’Shipping Container Fuel Pin Model 60 Assay b Details " 
Sheet 2 of 7 

» Hanford Engineering Development Laboratory 78/09/31 Ip 


“B00714065B “Shipping Container Fuel Pin Mode) 60 Assay b Details “ 
Sheet 3 of 7 

* Hanford Engineering Dovelopmcnt U.ib oratory 78/02/33 Ip 


—8007140662 "Shipping Container Fuel Pin Model 60 Assay h Details “ 
Sheet 4 of 7 

* Hanford Engineering Development Laboratory 78/07/18 Ip 


—8007140666 "Shipping Container Fuel Pin Model 60 Assay b Details 
Sheet 9 of 7 

» Hanford Engineering Development Laboratory /B/07/IB tp 


— BDO7I4O660 "Shipping Container Fuel Pin Model 60 Assay b Details " 
Sheet 6 of 7 

* Hanford Engineering Development Laboratory 78/03/23 Ip 


— 8Q07140673 “Shipping Container Fuel Pin Model 60 Assay b Details " 
Sheet 7 of 7 

• Hanford Engineering Development Laboratory 78/03/23. Ip 


—8007140670 "Pin Holder Assembly “ Sheet I of 1 

♦ Hanford Engineering Development Laboratory 78/09/29 ip 


—8007140687 "Liner Shipping Container Fuel Pin Model 120 A 
Details '' Sheet 1 of 3 

« Hanford Engineering Develupment Laboratory 76/0 


—8007140690 “Linar Shipping Container Fuel Pin Model 12o m 
Sheet 2 of 2 

* Hanford Engineering Development Laboratory 76/04/li 
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DOCKETED ITEMS 


00078S0143 Foruards RevisiDri 6 to Certificate iif Cumpliance 6307 for 
Model 60 

MACDONALD. C F. Transportation D ranch 00/07/10 2(i p 


—0007820182 Certificate of Comp! 1 .me e 63R7. Revi s ion 6. f or Model 60 
MACDONALD. C E Transportation Branch 60/07/10 5pp 


S0072B077A Forwards Revision 7 to Curti f icate of Compliance 6307 for 
Model 60 shippinfi package 

MACDONALD, C E Transportation Dr.mch 80/07/83 2p p 


— 8007230779 Certificate af Compliance 63B7. Fievi s 1 on 7. for Model 60 
sfiipplng package 

MACDONALD. C E Transportation Branch 60/07/83 9pp 


DOCKET 71-6400 MODEL SUPER TIGER, NESTINOUQUSE ELECTRIC COHP 


0007100100 Responds to 600603 Itr re proposed OC Spec 09-81 69 for Insp 
of Model 6400 package 9pec does not assure compliance OA 
program must he sutmltted re procurement, maint. repair t< 
use Acceptance criteria end 

MACDONALD. C E Transportation Branch 60/06/17 ISpp 


DOCKET 71-656B MODEL LI -60-150, TVA 


0007290003 Forwards Revision I to Certificate nf Compliance 6S6B for 
Model 1.L-60-150 shipping container 

HACDONALD.C C Transportation Branch 80/07/81 app 


——8007890011 Certificate of Compliance 6560. Rovl sign 1. for Model 
LL-6O-1S0 shipping con tal tier, superced Ing Certificate of 
Compliance 9033 entirely 

MACDONALD. C E Transp artatlon Branch 60/07/81 3pp 


DOCKET 71-6SB1 MODEL 31032-1 ?< lA, EXXON NUCLEAR CO , INC 


0007010101 Application for renewal of Certificates of Coeipllance 5768. 
6807 t< 658] for Models BO -230-2. 60 f< 31032-1 , respect ively 
Fee end 

MICHELiC J Nuclear Fuel Services. Inc (subs of Oetty Oil Co ) 
80/09/22 Ip 


— B0070JCI06 Requests add! Fees re 000522 application for renewal of 
Certificates of Compliance 9760.6307 i. 6501 
WEISS. J n License Fee Managoment Branch 60/06/02 Ip 


—8007010121 Forwards addl fees re 000522 application far renewal of 
Certificates of Compllancu 5760.6307 tc 6561 In response to 
NRC 000602 request 

MICHEL.C J Nuclear Fuel Borvlcos. Inc (subs of Qoltg Oil Co ) 
00/06/ 13 Ip 


8007100040 Forwards Revision 12 to Certificate of Compliance 6961 for 
Models 31032-1 it 51 032-1 a 

HACODNALDtC E Transportation Branch 00/06/84 Ip 


—8007100041 Certificate of Compliance 6501. Rovl sion 12. for Models 
SI032-1 & 51038-1 a 

MACDONALD.C E Transportation Branch 80/06/84 4pp 


0007160386 Requests Certificate of Compliance 6501 be extended fur 
3-month period until 601031 

HANSENiL E Exxon Nuclear Cn . Inc (subs of Exxon Corp > 
00/06/24 1 p 


BOD73S0046 Forwards request fnr addl info re 790619 application 
requesting amend for Model 51032-1 t< S1038-la packagos 
info should be incorporated as revised pages into 
appltcat 1 on 

MACDONALD. C E Transportation Branch 00/07/07 2pp 


DOCKET 7J-6679 MODEL 1/8 BURER TIGER. NUCLFAR ENOINEERINO CO 


8007240153 Application to renew Certificate of Complianco 6679 

OAER,T S Nuclear Engineering Cn . Inc. . (subs of Teledyne. Inc 1 
BO/06/27 Ip 


DOCKET 71-6697 MODEL H300 PKO, GENERAL ELECTRIC CO 


8007220039 Notification Of refllstratlon as user of Model GE 6300 
MACDONALD, C E Transportation Branch 60/07/10 ip 


DOCKET 71-6696 MODEL NFB-4, NUCLEAR FUEL SERVICEB, INC 


B007300001 "Safety Analysis of Modified NAC-1 Spent Fuel Shlpplnd 
Cask " 

• Nuclear Assurance Corp NAC-E-801 Rl 00/07/19 900pp 


8007020482 Forwards Revision 10 to Certificate of Compliance 66VB far 
Model NF8-4 

MACDONALD.C E Transportation Branch 00/06/19 3pp 


—8007080428 Certificate of Compliance 6696. Revision 10, for Model NF8-4 
MACDONALD. C E Transportation Branch 00/06/19 6pp 


8007180469 Application for revision of Certificate of Compliance 6698 
to provide schedular flexibility in performance of inner 
shell measurements & to Include prenatif Ication requirement 
to NRC of time I. location of measurement operations 
JDMNSON. C R Nuclear Assurance Corp 60/07/03 2pp 


8007860538 Forwards Revision 11 to Certificate of Compliance 6698 for 
Model NF3-4 

MACDONALD.C E Transportation Branch 60/07/14 3pp 


— 8007880543 Certificate of Compliance 6690. Revision 11, for Model NF8-4 
MACDONALD C E Transportation Branch 00/07/14 6pp 


DOCKET 71-6717 MODEL 6717 D 


0007890877 Advises of name li address change from Contra Cotta 
Industrial X-Ray Co in Martlnci.CA to Contra Costa Intp 
Co in Concord. CA 

RAWSDN.R 9 Contra Costa Inspection Co BO/OS/01 Ip 


--80072908B2 Bequests registration as user of Model 933 
DAWSON. R Contra Costa Inspection Co 00/07/01 Ip 


0007820006 Notification of registration as user of Model 6717-B 
MACDONALD.C E Transportation Branch 80/07/10 Ip 


DOCKET 71-9009 MODEL FL 10-1. GENERAL ELECTRIC CD 


□007110161 Forwards Revision B to Certificate ef Compliance 9009 for 
Model FL lO-l 

MACDONALD.C E Transportation Branch 60/06/13 8pp 


— 8007110166 Certificate of Compliance 9009, Revi sion 8, for Modal FL 10-1 
MACDONALD.C E Transportation Branch 00/06/13 App 


DOCKET 71-9010 MODEL NLl-l/S. NL INDUSTRIES, INC 


8007860313 Requests Revision 6 to Certificate of Compliance 9010 to 
authorlie shipment of PWR U oxide fuel assemblies 
UILLIAMS.C E NL Industries, NL Nuclear Oiv 00/06/83 3pp 


8007890016 Forwards Revision 7 to Certificate of Compliance 9010 fop 
Model NLt-l/S shipping pachage 

MACDONALD.C E Transportation Branch 00/07/16 Spp 


— Q0078900IB Certificate of Compliance 9010, Revision 7, for Model NLl-1/2 
shipping package, superceding Certificate of Compliance 9010 
Revision 6 entirely 

MACDONALD, C E Transportation Branch 00/07/16 Spp 


DOCKET 71-9013 MODEL TN-B. TRANBNUCLEAR, INC 


0007020527 Forwards Revision S to Certificate of Compliance 9019 for 
Model TN-O 

MACDONALD.C E Transportation Branch 80/06/18 Ip 


— B007080532 Certificate of Compliance 9013. Revi sion 8, for Model TN-8. 
MACDONALD.C E Transportation Branch 00/06/10 Spp 


DOCKET 71-9016 MODEL, TN-9 , TRAN6NUC LEAR, INC 


8007080518 Forwards Revision 2 to Certificate of Compliance 9016 for 
Model TN-9 

MACDONALD, C E Transportation Branch 00/06/10 tp 


DOCKETED ITEMS 


387 


■^0007020517 Cvrliiflcate of Camji 1 laiice 901&i Revistot) 2p for Hodel TN-9 
MACDONALOi C t Transportation Dranch BO/Ob/ie 4pp 


WICKET 71-9010 MODEL B0-6i GEMGRAL ELECTRIC CO 


0OO72SOOSA Aifvltii* of intention to ship radioactive niatls from listed 
facllitios using Package Model CNSl AL-33-90 
MAYER f L 0 Northern States Pouer Co 80/07/03 Ip 


WJCKET 71-9019 MODEL BO-7, GENERAL ELECTRIC CO 


8007210043 Advises that fee submitted iii/800314 application for 
Bavlslona 3 fc 4 to Certificate of Compliance 9019 will be 
partiallg refunded in accordance u/manpouer expenditures 

raviau 

HILLERi H O License Foe Management Dranch 80/07/01 Ip 


WICKET 71-9022 MODEL CE-230-2, COMBUSTION ENGINEERING CD . INC 


0007020107 Foriaards addl info supporting BOOlll renewal application for 
Certificate of Compliance 9028, per NRC 800501 request 
Ravitad pages encl 

LIChlTENBEROER, H C-E Power Systems SO/OA/OA 6pp 


— B007020114 "Shipping Container " 

* C-E Power Bystems 7499-7/6030 79/06/13 tp 


80070204B4 Forwards Revision 4 to Certificate of Compliance 9022 for 
Modal CE-250-2 

MACDONALD, C. E Transportation Dranch 80/06/19 2pp 


—0007020503 Certificate of Compliance 9022, Revl si on 4, for Model 
CE-250-2 

MACDONALD.C E Transportation Branch 80/06/19 2pp 


CK)072S0211 Notifies that company no longer rcguires registration as 
user of Hodel CE-250-2 

AUSTIN, M A Babcock <i Ullcoi Co , Nuclear Hoteria) Div 80/07/08 

*f 


DOCKET 71-9027 MODEL- 741. TECHNICAL OPERATIONS, INC 


8007030367 Reituests reglitratlon as user of Models 650,660,680 ti 741 
JOHNSON. H Navy, Dept of 80/05/27 Ip 


DOCKET 71-9030 MODEL 8ENTINAL-8, 3, & MM-3000, TELEDYNE, INC 


0007010245 Forwards fee for renewal of three certificates of 
compl lance. Requests renewal of current revision of 
Certificate of Compliance 9030 for 5— yr period ending 
850731. 

HCOREMi J. W Teledyne Energy Systems 80/06/13 tp 


8007200561 Forwards Revision 2 to Certificate of Compliance 9030 for 
Models MU-3000, Sen tine 1-3 t, Bentinel-8 
MACDONALD, C E Transportation Dranch 80/07/14 Ip 


—0007280565 Certificate of Compliance 9030, Revision 2, for Models 
HU-30OO, 8cntlnel-3 h Bontlnel-8 

MACDONALD. C E Transportation Dranch 80/07/14 2pp 


DQcKET 71-9032 MODEL 650, TECHNICAL OPERATIONS, INC 


8007030367 Requests registration as user of Models 630,660.680 t, 741 
JOHNSON, M Navy, Dept of 80/05/27 Ip 


DOCKET 71-9033 MODEL 660 & 660E, TECHNICAL OPERATIONS. INC 


0007030367 Requests registration as user of Models 650.660,680 (, 741 
JOHNSON, M Navy, Dept of 80/05/27 Ip 


DOCKET 71-9035 MODEL 680. TECHNICAL OPERATIONS, INC 


8007030367 Requests registration as user of Models 650,660,680 tc 741 
JOHNSON. H Navy. Dept of 00/05/27 Ip 


DOCKET 71-9039 MODEL 713. TECHNICAL OPERA f IONS. INC 


6007030375 Forwards consolidated drawings re B00320 Itr concerning 
application for renewal of Certificate of Compliance 9039 
HUNRO, J J Tech/Ops (Technical Operations. Inc > 80/06/13 Ip 


— 8007030376 "Model 333 Projectoi Descriptive Assembly " Sheet I of 2 
e Tsch/Ops (Technical Operations. Inc I 80/06/06 Ip 


— B007030378 ''Model 533 Projector Descriptive Assembly " Sheet 2 of 2 
e Teeb/Ops (Technical Operations, Inc 1 S0/06/06 Ip 


' — 8007030379 "Model 713 Projector Descriptive Assembly " Sheet J of 2 
» Tech/Dps (Technical Qperatiuns, Inc 1 BO/06/0'9 Ip 


— B007030381 "Model 713 Projector Descriptive Assembly '' Sheet 2 of 2 
* Tech/Dps (Technical Operatiuns. Inc ) 90/06/09 Ip 


— B007030384 "Model 616 Gamma Hay Projector Descriptive Assembly " Sheet 
1 of 2 

a Tech/Ops (Technical Operations, Ini ) 00/06/03 Ip 


—8007030385 "Model 616 Gamma Ray Projector Descriptive Assembly " Sheet 
2 of 2 

a Tech/Ops (Technical Operations, Inc > 80/06/03 Ip 


— 80070303B6 "Model 644 Indium Pipe Crawler Descriptive Assembly " Sheet 
1 of 2 

• Tech/Ops (Technical Operations, Inc ) 00/06/10 Ip 


— 8007030387 "Model 644 Iridium Pipe Crawler Descriptive Assembly “ Sheet 
2 of 2 

* Tech/Ops (Technical Operations, Inc ) 80/06/11 Ip 


8007220279 Advises that registration as user of Mpdel 715, at indicated 
In NRC 000520 Itr, IS not necessary No radioactive matl 
shipped 

DAUSDNi R 8 Contra Costa Industrial X-Ray Co BO/06/16 Ip 


6007170178 Notification of registration as user of Model 715 in 
response to request 

KACDDNALD, C E Transportation Dranch 80/07/09 Ip 


DOCKET 71-9044 MODEL OE-1600, GENERAL ELECTRIC CO 


8007240200 Forwards Revision S to Certificate of Compliance 9044 for 
Model OE-1600 

MACDONALD. C E Transportation Branch 80/07/ IS 3pp 


—8007240215 Certificate of Compliance 9044, Revi s i an 5, for Model OE-1600 
MACDONALD.C E Transportation Branch 80/07/15 5pp 


DOCKET 71-9049 MODEL CE-300. GENERAL ELECTRIC CD 


8007280575 Forwards Revision 2 to Certificates of Compliance 9049 for 
Model GE-SOO 

MACDONALD, C E Transportation Dranch 80/07/14 Ip 


— 8O072B0SBO Certificate of Compliance 7049. Revl si on 2. for Model QE-500 
MACDONALD.C E Transportation Branch BO/07/14 2pp 


DOCKET 71-9053 MODEL 683, TECHNICAL OPERATIONS. INC 


8007100373 Forwards application for renewal of Certificate of 
Compliance 9053 for Modol 683 Type D 

MUNRO. J J Tech/Ops (Technical Operations, Inc 1 BO/06/16 3pp 


— 8007100376 Application for rencuiai of Certificate of Compliance 9053 
for Model 683 Type D 

e Tech/Ops (Technical Operations. Inc 1 80/06/13 52pp 


8007280698 Forwards Revision 2 to Certificate of Compliance * 
Model 683 

MACDONALD.C E Transportation Branch B'0/07/14 2pp 


— 8007260703 Certificate of Compliance 9053, Revi s 1 on 2, for M 
MACDONALD, C C Transportation Dranch BO/07/14 
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DOCKETED ITEMS 


8&073901I& j^dvispi ttiat ModtS 6B3 p at k ag e, Cpr 1 1 f 1 1 a t e of Cotnpliancp 
9053jineots lACrt r «qm r ifmon Is 

HACOOMALDi C C Transp nr tnt 1 an Dr, inch 00/07/14 Ip 


DOCKET 71-9070 MODFL N-55, EtJCROV. DEPT OF 


0007160417 PequBiits I'tfg i 6 tra 1 1 an oB ubbt of Model (J-59 
CDR8ETT, J 8 Ch em-Noc 1 e,-3r SgstomB. Inc 00/06/36 Ip 


B0073SOO?! Motlfscafcion of i eg I Btro 1 1 on as user of Model N-55 
HACODNALD. C E Tr-ansp o r tnl 1 o ii Dr a nth 80/07/10 Ip 


DOCKET 71-9000 MODFL HN-600, HITTHANI NUCUCAR !< DEVELOPMENT CORP 


OOOTISODQB Notification of reglatratinn sB user of Model HN-600 In 
response to request 

MACDOMALOiC E Transportation Branch BO/07/09 Ip 


9007300763 Forieards Revision 4 to Tertiflcate of Compliance 9000 for 
Hadel HN-600 shipping package 

MACDONALOp C E Transportation Branch 80/07/21 3pp 


-“000720 0766 Certificate oP Compiianco 9080, Revl si on 4. for Model HN-600 
shipping package 

HACDONALDiC E Transportation Branch 00/07/21 3pp 


9007030232 NotifiDs tJRC nf intention to ship radioactive matl from 
famlitics using Model HN-600 

HAVER. L 0 Northern States Poiuer Co 00/06/13 Ip 


DOCKET 71-9001 MDDFL CNSI-1600, CHFM-NUCLEAR SYSTEMS, INC 


0007220498 Requests reg is tr , 1 1 1 on as user of Model CNSI 1-13C 
HERQEINiJ 0 Metropolitan Edison Co 60/07/11 2pp 


DOCKET 71-9094 MDDfcL CNSI - 1 4-1 95-H, CHEM-NUCLBAR SYSTEMS, INC 


0007100461 Submits pagmont For e« tensions of Certificates of CampUanee 
9094i Revi sion S 4 9096, Re vi Bioti C providing for required 
transitinn of gasket seal changes 

CORBETT. J S Ghem-Nuclcar 'Igsteais. Inc BO/06/16 Ip 


—0007100462 Requests payment for eitensions of Certificates of 
Compliance 9094, llevi elon 5 f, 9096, Revi sion 3, providing 
for required tr,7risi ti on of gasket seal changes 
SlEtBSpO Licence Fee M.siiagoment Branch 80/06/11 ip 


0007140248 Requeets that all future correspondence be addressed to 
author 

CRANE.P A Pacific Oas It Electric Co 80/06/19 Ip 


DOCKET 7J-9096 MfJOtL CNBl-31-300. CHCM-NUCLEAR SYSTEMS, INC 


0007100461 Submits pnijment for eitLMislons of Certificates of Compliance 
9094, Bevt SiOn 5 fi 9096, Rcvi si on 2 providing for required 
tTansItion of gasket seal changes 

CGRDETT. d B Chem-Nuclvar Bgs terns. Inc 80/06/16 Ip 


"0007100462 Requesto p.syment for eitensions of Certificates of 
CompHatice 9094, Revi sion 5 6 9096. Revi t i on 2. providing 
for required transition of gasket seal changes 
HCrSB. D License Fee Management Branch 00/06/11 Ip 


“9108 MODEL AL-33-9<), AT COR, INC 


Roquesls registration as user nf Model CN3 6-75 
(j Ar<iar>«.>e Oriuer fi Light Co 00/06/37 Ip 


radlnactivo matls from listed 
-33-90 

BO/07/03 tp 


PACKAOINO, INC 


fot certificate of compliance 
30/06/06 Ip 


— B007020685 Revision 3 amends to Model NP-50s«L app 1 icatlon. deleting 
stainless steel liner ti including full-scale drop test rapt 
» Nuclear Packaging, Inc 00/06/06 13pp 


8007070177 Forwards Revision 3 pages to BAR <app I icatlon > for Model 
NP-50»xL casks 

HANSEN,L J Nuclear Packaging, !nc 80/06/06 Ip 


— 0007070179 Revision 3 to pages BAR <app 1 i cation > for Model MP“50iiL 
casks 

s Nuclear Packaging, Inc 80/06/06 9pp 


— 0007070183 "Transportation Shield, Type A, Models 50-1 5L. 80-2 SL, 
50-3 OL S. 50-4 OL " Sheet 1 of 2 
» Nuclear Packaging, Inc 79/01/16 Ip 


— 8007070105 "Transportation Shield Type A, Models 50-1 51,90-2 SL, 
50-3 OL 4 90-4 OL " Sheet 2 of 2 
* Nuclear Packaging, Inc 80/06/06 ip 


B007110464 Forwards Revision 0 to Certificate of Compliance 9130 for 
Model NP-50-2 5L 

MACDDNALD>C B Transportation Branch 80/06/23 Ip 


— 0OO7UO460 Certificate of Compliance 9130, Revi sion 0, f or Model 
NP-30-2 5L 

MACDONALD, C E Transportation Branch 80/06/23 7pp 


DOCKET 71-9132 MODEL T-3i NUCLEAR PACKAOINO, INC 


8007240154 Requests registration as user of Model T-3 
FITZSIMMONS, T Energy, Dept of 80/06/19 Ip 


B007SS01B4 Requests registration as user of Model T-3 

KEENEY, H P Argonne National Laboratory - Argonne West 80/06/87 
IP 


8007340212 Forwards Revision 1 to Certificate of Compliance 9132 fop 
Model T-3 

MACDONALD, C E Transportation Branch 00/07/15 2pp 


— B007240217 Certificate of Compliance 9132, Revi sion 1, for Model T-3 
MACDONALD, C E Transportation Branch 80/07/15 App 


DOCKET 71-9136 GENERAL ELECTRIC 


0OO71BO46O Notifiea of minor corrections 4 clarifying changes to 
Drawing 90SE6l5> "OE Packaging Model 9136," originally 
submitted u/800331 approval request 

CUNNINOHAM.O E General Electric Co 00/06/11 2pp. 


— 8007180470 "OE Packaging Model 9136 " 

MUNIS General Electric Co 00/01/30 Ip 


0OO722OOB9 Authorlies delivery to carrier for transport of up to 30 
hoods 4 glove boxes containing low level solid raduasto in 
accordance u/statements 4 representations made in 800331 
Itr, Safety evaluation enc 1 

MACDONALD,C E Transportation Branch 00/07/02 Ip 


— 0007320097 Safety evaluation re delivery of up to 30 hoods 4 glova 
boxes containing low level solid radioactive matl to carritr 
for transport in Model OE-9136 packaging 
MACDOANLD C E Transportation Branch 00/07/08 4pp 


DOCKET 71-9139 MODEL OE-589. GENERAL ELECTRIC CO 


8006190915 Forwards addl info on Model 589 re application (NED0~24613) 
for NRC certification for inclusion in 800324 submittal 
Ovcrslte drawings available in Central Files only 
CUNNINOHAM,0 E Ooneral Electric Co 80/05/29 44pp 


B006190921 "Lead Shielded Shipping Casks " 

* PX EnpineoTing Co , Inc 80/05/07 Ip 


B006190923 "Lead Shielded Shipping Casks " 
» PX Engineering Co , Inc 00/05/07 Ip 


8006190929 "Lead Shielded Shipping Casks " 

4 PX Engineering Co , Inc 00/03/05 Ip 



DOCKETED ITEMS 


80072B0771 Forwards Revision 0 to Ter 
Model 509 shipping package 
MACDONALD* C E Transportation Bran 


tiflcate of Compliance 9139 for 
th 0O/O7/S2 tp 


—0007280773 Certificate of Compliance 9139. Rtviilen Oi f or Hodel 5«9 
shipping package 

MACDONALD* C E Transportation Branch 0O/O7/8S Qgp 




ISIONDOCKETED ITEMS 


lOCPff COMHiaaiON meetino records 


8007010022 Marked up transcript of 770331 Coinmisttnn policy session in 
Hashingtorti DC re NRC ti int) physical protection stds 
Pp 1-28 

• Comeiission 77/03/31 SQpp 


8007010S89 Transcript of S00624 public meeting in Uashington< DC to 
discuss ASLB rept on clearance rule Pp 1-49 L Dickuit 791109 
memo to Coniaiissloners end 
a CommiSBion B0/0&/24 &7pp 


8007020190 Transcript of 800619 public meeting re briefing on rept on 
potantial threat to nuclear activities from insiders & DDE 
study on effectiveness of security clearances Pp 1-SO 
0 Meisi statement t< vieuigraphs end 
« Commission 80/06/19 D9pp 


8007030347 Transcript of 800626 public meeting u/representati ves of 
Conference of Radiation Control Program Directors re 
Agreement States program In Hash ing ton> DC Pp 1-38 Horning 
session. Related correspondence end 
a Commission 80/06/26 40pp 


6007070011 Transcript of 800629 public briefing for Commissioner 
Olllnsky by AIF on financial status of utilsiin Washington. 

DC Pp 1-67 Morning session Vieugraphs end 
« Commission 60/06/29 98pp 


8007070013 Transcript of Affirmotion Session 60-30 on C00626 in 
Washington. DC Pp 1-4 Morning session 
e Commission 60/06/36 6pp 


8007070016 Transcript of 800623 public meeting w/lndustrij. state t< local 
li special interest group panels on emergency planning & 
preparedness rulemaking tc NRC response Pp 1-131 Afternoon 
session Rolated statements li correspondence end 
* Commission 80/06/39 600pp 


8007090028 Transcript of 800916 open Affirmation Session 80-23 In 
Washington. DC re order in Tarapor enport Pp 1-3 
» Commission 80/05/16 4pp 


“8007090030 Informs of correction to SECY-B0-83a re proposed exports of 
fuel t< components to Tarapur Commission SECY papers cited 
are incorrectly referenced Draft memorandum t. order end 
BHEA. J R Office of International Programs. Director 00/05/13 
13pp 


—8007090033 8eCY-B0-23BA 

Forwards NMS8 technical review for Commission's 
consideration In conjunction u/revlew of pending Tarapur 
fuel li component exports 

SHBA.J R Office of International Programs. Director 80/09/13 

»P 


—8007090030 Forwards proposed NM88 technical review for Commission 
consideration re proposed exports of fuel ti components to 
Tarapur 

BURNETT. R F Division of Safeguards 00/05/12 4pp 


8007090406 Transcript of 800421 dosed meeting In Wash ing ton. DC re 
U8-Canada agreement Pp 1-4 
» CommiSBion 80/06/20 9pp 


8007110142 Transcript of 800813 dosed meeting In Washington. DC re 
discussion of Tarapur export license Pp 1-14 
S Commission 80/06/19 Irtpp 


8007110486 Transcript of 800710 briefing by Executive Branch on Inti 
Safeguards in Wash ing ton. DC Pp 1-62 
e Commission. SO/07/10 64pp 


0007110494 Transcript of 790621 dosed blsciission re inti safeguards 
matters in Wash ing ton. DC Pp 1-49 
• Commission 79/06/21 51pp 


8007140069 Transcript of 000626 discussion of aECY-BO-lOT re proposed 
interim hydrogen control requltoments for small containments 
in Washington. DC Pp 1-96 
« Commission 80/06/26 50pp 


--6007140068 Requests participation in 800626 Commission meeting re 
hydrogen control Substantial hydrogen generation is 
effectively prevented in DWR due to unique Inhoront design 
features 

SHERWOOD.O 0 General Electric Cn 80/06/20 Ip 


0007140074 Transcript of 000610 staff presentation on final 
rulemaking on emergency preparedness in Wash ing ton. DC Pp 
1-90 Vieugraphs S< TEMA 000602 1 tr end 
« Commission 80/06/10 91pp 


— 6007140079 Supports final rule on emergency preparodness Rule is 
consistent w/F6HA proposed procedures for review of state 
plane t> preparedness NRC will bo furnished coploe of PEMA 
approval of state (< local plans as appropriate 
JETTiO Federal Emergency Management Agency 80/06/02 Ip 


6007140290 Transcript of B00626 Affirmation Session DO-Dl in 
Wash ing ton. DC Pp 1-9 Certification S. disclaimer end 
* Commission 00/06/26 Itpp 


8007140277 Responds to FDIA request for all Info which dtrectoil or 
discussed any changes of proposed fire protection rule in 
SECY-BO-OaS App documents have been forwarded J Ouibert 
800311 memo withheld (ref FDIA Exemption 9) 

FEl.TDNi J M Division of Rules and Records 6n/06/26 2pp 


— 8007140291 Staff requirement memo re 800423 open Affirmation Bossion 
60-18 in Wash ing ton. DC Includes overall records of 
Commission votes re SCCV 80-166. SECY 00-177 t< BECV-GO-oaB 
CHIUK.S J Office of the Secretary of the Commission 80/09/01 
13pp 


8007140491 Responds to FOIA request for ropt on potential threot to 
nuclear activities from Insiders. DOE study on ef foctl veness 
of security clearances t< supporting documents used at 800619 
brlofing re repts Documents available at P0R> DDE !. CIA 
FELTON. J Division of Rules and Records 80/07/10 kp 


—8007140904 Sunshine FR Notice nf Commission meetings during wk of 
800616 

MAGEE. W Office of the Secretary of the Commlssiun 80/06/16 

Ip 


0007140490 FDIA request for ropt on potential threat to nuclear 
activities from insiders. DOE study on effectiveness of 
security clearances {. supporting documents used at QD0A19 
briefing re repts 

COCHRAN. T 0 Natural Resources Defense Council 80/06/24 Ip 


0007140989 Transcript of 790931 closed mcetlna re Task Force on NFIC 
Safeguards Policy Pp 1-40 
a Commission 80/07/03 42pp 


8007170202 Commission do tcrmiiiatl on statement Submits list of portions 
of transcript of 790300 discusslnns to bo withheld from 
public disci osure I ref 10CFR9 104) 

CHILK. S d Office of tho Bncretary of the Commission 80/07/03 

»P 


—8007170296 Transcript of Commission 790300 discussion re export matter 
in Wash Inglon. DC Pp 1-49 Portions withheld iref 10CFR9 104) 

* Commi ssion 79/03/00 49pp 
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NONDOCKETED ITEMS 


B0071703J5 Transcript of Commi ssion B00609 clossd discussion re 
testimony to tie given BOO&l 1 in Hash i ng ton> DC Pf 1-S3 
*■ Conuntssion 60/D6/€S S3pp 


0O1>717O527 Advises that Commission determined that transcript of 771019 
briefing on special safeguards implementation repts should 
be withheld (ref 10CFft9 104) 

liaVLEjJ C Office of the Secretary of the Commission B0/07/0Q 

Ip 


B007170S94 Advises that Commission determined that transcript of 
770921 briefing on special safeguards implementation repts 
should be withheld per 1DCFR9 lOB(c) t< tDCFR9 104(a)<i) 

HOVLEi J C Office of the Secretary of the Commission 00/07/09 

Ip 


8007170507 Commission determination statement releasing portions of 
Transcript of Commissinn 771215 briefing by C Dennett in 
Washington' DC Pp 1-41 
» Commission BO/06/30 93pp 


3007170590 l/nofficiaJ transcript of Affirmation Seesion 00-38 on 
800703 in Wash ington, DC Pp t-3 
• Commission BO/07/03 5pp 


B007170S97 Ifnoffical transcript of 000703 public meeting re NRC 
rasponse to panel presentations on emergency planning in 
Wash ingtoni DC Pp 1-50 
e Commission BD/07/03 £>Opp 


— B007170i04 BECY-aO-275a 

Proposes mods to FR 1< final rule changes on emergency 
preparedness submitted for Commission approval in 
EECy-BO-279 Changes do not effect cost estimates Replacement 
pages end 

MIWOOUE'R H Office of Standards Development. Director BO/07/02 
23pp 


6007180027 Commission determination statement releasing portions of 
transcript of 770908 legislative testimony In Uashlngtonj 
BC Pp 1-113 

* Commission B0/O7/O2 114pp 


B0'(>71G0D91 Transcript of 800131 Affirmation Session in Nash ington. DC 
Pp l-ll 

e Commission BO/01/31 12pp 


80072403B4 Unofficial transcript of S00715 briefing in Nash ing toni DC re 
analysis of alternatives for conducting independent 
verification testing on environmentally qualified equipment 
Pp 1-71 

e Commission BO/07/15 74pp 


B007240425 Transcript of Commi ss loners/ACRB joint meeting on 000711 in 
Washington. DC Pp i-BB 

* ACRB ~ Advisory Committee on Reactor Safeguards B0/O7/1I 30pp 


3D07240439 Unofficial transcript of B00717 public meeting re safety 
issues in Nash I ngton. DC Pp 1-fiO Handout end 
» Commission 80/07/17 6&pp 


B007240449 Unofficial transcript of 000711 public meeting In 
Nash Lngton. DC re nuclear data link Pp 1-74 
* Commission 80/07/11 77pp 


8007230014 Transcript of 800711 Affirmation Session 00-33 re 
SECy-BO-274 in Washing ton. DC Pp 1-2 
e Commission 00/07/11 3pp 


— BD07250019 SECY-aO-B74 

Recommends approval of publication of regulations re 
implementation of IAEA requirements for licensees Draft FR 
notice press release R summary of comments end 
lilNOOUEfH D Office of Standards Development. Director SHEA. J R 
Office of International Programs. Director OIRCKS. N J Office 
of Nuclear Material Safety t. Safeguards BO/Oh/02 127pp 


0007300020 Transcript of 800529 public meeting on personnel dosimetry 
performance testing in Washington. DC Pp 17A-27S 
* Commission 00/05/29 lOOpp 


0007300024 Transcript of B00723 meeting in Wash ing ton. DC re discussion 
If vote on emergency preparedness rule Pp 1-135 Supporting 
documentation end 
« Commission 00/07/23 BBOpp 


B007300537 Sunshine FR notice of Commission 000721-23 open meetings in 
Washington. DC for budget presentations 

TNEED.R M nfflce of the Secretary of the Commission BO/07/lfi 

2pp 


8007300545 Sunshine FR notice of Commission 000710 & IB open meetings 
in Nashington. DC to discuss matters outl ines. Inc luding 
identification of new R unresolved safety issues 

TWEED. R M Office of the Secretary of the Commission 00/07/10 
3pp 


8007300552 Sunshine FR notice of Commi sslon 000715.21 R 22 meetings in 
Washington. DC to discuss outlined matter*. Ine luding Browns 
Ferry problem, budget R export issue (closed session! 

TNEED.R H Office of the Secretary of the Commission 00/07/15 
3pp 


ACH8 ADVISORY COMMITTEE ON REACTOR 9AFE0UARDB 


0005150676 NRC is examining action plan items R judging applicability 
R scheduling which leave some sites w/o applicable criteria, 

PLESBET. M S ACfiS - Advisory Committee on Reactor Safeguards 
00/05/06 2pp 


0006160059 Discusses draft final rules 10CFR50 R 70 on emergency 
planning NRC-FEMA approach should be developed R implemented 
to encourage state R local agencies to Incorporate federal 
efforts into their emergency planning 

PLESSET. N 8 ACRS - Advisory Committee on Reactor Safeguards 
80/06/il 2pp 


8006300097 Responds to ACRB 000418 memo forwarding 8L Cohen 800384 Itr 
re loss of water supply from refueling water storage tank 
Describes design provisions R operational security measures 
making total loss of water during LOCA unlikely 
DENTON. H R Office of Nuclear Reactor Regulation. Director 
00/05/83 3pp 


— 8006300112 Forwards draft of study. “Physics of Reactor Meltdown 
Accident " Requests review 

COHEN. B L, Pittsburgh, Unlv of 00/03/24. Ip 


0007010359 Summary of 242nd ACRS meeting on 000605-07 in Mash ing ton. DC 
Lists items scheduled for consideration at S43r(l ACR8 
meeting on 800710-12 

PLEBBETi H S ACRS - Advisory Committee on Reactor Safeguards 
SL-025t 80/06/19 3pp 


0007080215 Notice of change of date of ACRS Subcommittee on Concrete R 
Concrete Structures S0032S-26 meeting New date Is 000422-83 
HOYLE, J C. Office of the Secretary of the Commi salon 00/03/14 
>P 


B00703034D Transcript of ACRS Oubcommlttee on Gafeguard* R 0ecurity 
000626 public meeting in Washington. DC Pp 1-129 Morning 
session 0andla Labs vlewgraphs entitled. “Nuclear Power 
Plant Design Concepts for Babotage Protection." end 
e ACRS - Advisory Committee on Reactor Safeguard*. 00/06/26 
t75pp 


0007030361 Transcript of ACRS Subcommittees on Waste Mgt R Fuel Cycle 
800626 joint meeting in Washington. DC Pp 1-32 Afternoon 
session 

e ACRB - Advisory Committee on Reactor Safeguards 80/06/26. 33pp. 


8007100149 Poruiardt meeting agenda for S42nd ACRB meeting on 800605-07 
in Washington. DC 

2ECH. O C Technical Support Branch 80/05/19 3pp 


6007110431 Transcript of ACRS Subcommittee on Reliability R 
Probabilistic Assessment 800701 meeting tit Inglewood. CA 
Pp 1-286 Slide presentation by Nuclear Safety Analysis 
Ctr encl 

-e ACRS - Advisory Committee on Reactor Safeguards 80/07/01 
406pp 


8007110435 Transcript of ACfiS 000702 meeting in Inglewood. CA re 
Class 9 accidents Pp 1-329 Supporting documentation end 
» ACRB - Advisory Committee on Reactor Safeguard* 00/07/02 
6S7pp 
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0007140338 SummaT-g of ACH8 3ubcriin(in t tre on ECC5 Q00335 niBBtinB m 
lla sh inji tan p DC re UestinghouBc uppor hoaii injection ade<iuacg 
r« ECCS fnodel or small break LOfAs Supporting documentation 
»nc 1 

• ACRB - Advlsorg Committee on Reactor SoPepuatds QO/OA/06 4Dpp 


0007140S31 Sotnmarg of ACRB Power !< Electrical Sgs Subcommittee 000407 
maetlny In Uashingtotii DC ro possible response to Ollinskg 
000307 Itr ro nuclear data link In emergencies 

* ACRB - Advlsorg Committee on Reactor Safeguai ds GO/06/06 lOpp 


'0007140940 Comments on nuclear data link sgs between NRC t< operating 
nuclear power plants Supports NUItEG-06fi0 objective but does 
not agree u/ut i 1 i la 1 1 on of data for Issuance of NRC orders 
Industrg input t< neod basis should be considered 

ANDERSONiTH Westinghouso Electric Corp NB-TMA-3Se0 80/04/09 
Spp 


0007140547 Bommary of ACRB Ad Hnc Subcommittee on NRC Action Plans 
Developed as Result of TNI-3 Accident 000401-03 meeting In 
Bethesda.MD re Draft 3 of NUREO-OSbO 

* ACRB - Advisory Committee on Reactor Safeguards B0/01>/07 34pp 


0007130005 Transcript ACRB Subcommittee of Reactor Safety Research 
00070B morning meeting in Hash Ing tonp DC Pp 1-293 Supporting 
mat! end 

* ACR8 - Advisory Committee on Reactor Safeguards 00/07/00 
3S5pp 


0007150026 Transcript ACRB Subcommittee on Fire Protection 000709 
afternoon meeting in Hash Ing tonp DC Pp t-lS2 

* ACR8 - Advisory Committee on Reactor Safeguords 00/07/09 
tS4pp 


8007150439 Summary of ACR8 ATHB Subcommittee 000336 meeting in 
Hash tng tonp DC w/NRC & industry representatives re resolutlen 
of ATHS 

* ACRB - Advioory Committee on Rooctor Safeguards 80/03/16 25pp 


BOO71S0443 Summary of ACRB Ad Hoc Subcommittee on NRC Action Plans 
Developed as Result of THI-3 Accident 000303 meeting in 
Washington) DC re near-term OL items Identified in plan 
a ACR8 - Advisory Committee on Reactor Safeguards 00/06/03 34pp 


0007170301 Transcript of ACRB Subcommittee on Advanced Reactars 
800630 moeting in Los AngelespCA Pp I -863 Slide presentation 
end 

* ACRB - Advisory Committee on Reactor Safeguards 80/06/30 
336pp 


8007180003 Transcript of ACRB 343rU mcotlng In Hash Ing tonp DC re rVQS 
safety research budget {< venting of TMl-3 containment 
Pp 1-246 Supporting matl end 

• ACRB - Advisory Committee on Reoctor Bafeguards 00/07/10 
301pp 


0007100034 Summary of S33th ACRB meeting on 791106-10 In Wash ing ton> DC 
List of attendoesp agenda Apps 1 through 34 end 
* ACR8 - Advisory Committee on Reactor Safeguards 00/02/26 
400pp 


0007180028 Summary of 237th ACRB meeting on 000110-12 in Washington) DC 
List of attendees) agenda U Apps 1 through 24 end 
a ACRB - Advisory Committee on Reactor Safeguards 00/04/30 

210pp 


S007IB0603 Comments on revised draft emergency plans proposed by NRC 
Offsite plan would be improved If coordinated through FEMAi 
w/other types of emergencies that occur more frequently 
tlEALYi J U Los Alamos Scientific Laboratory 00/03/28 Spp 


0007210027 Comments on proposed rule) ''Fire Proteetlnn Program for 
Nuclear Power Plants Operating Prior to 790101 " Rule should 
be supplemented by reg guides to reduce range of 
Interpretations Rule should not he condensed 
LIPIN9K1)H C Argonne Notional Laboratory 80/06/19 Spp 


0007210029 Comments on ACR8 Subcommittee on Concrete tc Concrete 
Structures 800422-23 meeting Industry should be responsible 
for Certain kinds of resoorch NRC should suppl that effort 
by research related to own mission 

HHITE)M White) H P Consulting Engineer CCB-1 80/05/23 Ip 


8007210030 Notice that dosed sessions will not be necessary for 
previously announced ACRB subcommittee meetings listed 
Affected meetings include Safeguards t< Security on 600636 t 
Waste Hgt «< Fuel Cycle on 800636-27 

HQVLE, J C Office of the Boerotary of the Commission 00/06/33 

Ip 


00072101J9 Di ■icii'.ses Utvelnpmont of valve bluckt uolng line aside 
instead of ' 1 1 1 1 on caibide /me niide valve entumns can be 
readily connpited in parallel for intreaseil thermal 
capacity Paper le i i nc oiitle varistor prutoctive sya enc I 
JOHNSQNi I fi Affiliation Unknown 80/06/09 lipp 


600/210332 Summary of ACRB BhU Hater Reactors Eubcomtnl ttee 800429 
meeting in Wash ing tom DC re MURCO-066/i "Transient Response 
of B&H Designed Reactors “ 

« ALRB - Ailvibory CommittoP on Reactor Safegu)hrds 00/'06/05 9pp 


8007210354 Responds to Commissiiin 000401 Itr requesting d ori f Icatlon 
of ACRB conrerns w/protent rcacloi ruolant pump trip & IIPI 
termination criterion Emphasis on immediacy uf pump trip U 
on eventual automatic may not be desirable 

PLESSETiM S ACRh - Advisory Committee <>M Reactor Safeguards 
80/07/16 Jpp 


0007310523 Responds to Commission 000604 request for views on use of 
in- core thermocouples as aid in detection of off-normal 
conditions 6 in-arddent analysis Instiuments displaying 
readings should be readily available in control ronme 
PLEBBETiM S ACRB - Advisory Commlltcn on Reactor Safeguards 
00/07/16 2pp 


0007310524 Summary of ACRB Bub c ummi t to o tin Regulatory Activities 000430 
meeting in Wash ing tt)n< DC 

» ACRB - Advisory Committee un Reactor Safeguards 00/06/05 23pp 


B007310034 Summary of ACRB Subcorriml ttee on Eftreme Eitornal Phenomena 
791115-16 meeting in Los AngeloSiCA to matters concerning 
NRC research on eiternal phenomena 

• ACRB - Advisery Cemmlltcii on Reactor Sofeguards 80/03/25 S6pp 


8007310500 Summary of ACRB Bulicommi t tee on Concrete !< Concrete 
Otruclurea 000422-23 meeting in Hashingtonp DC re research) 
technical assistance b seismic safety programs 

e ACRG - Advisory Committee on Reactor Safeguatds 00/06/03 12pp 


0007220057 Transcript of ATRS huheommi ttee on Advanced Reactors 000709 
meeting in Hosh ing ton) DC Pp 1-145 

* ACRB - Advisory Commitlen on Reactor Safeguards 00/07/07 
310pp 


0007330013 Notice of ACRB subcommittees !< working groups' preliminary 
schedule of Jul-Bept 19B0 proposed meetings 

HDVLEi J C Office of the Becrottiry of the CommlBsion 00/06/17 
Spp 


0007P30083 Notice of ALRB Subrummittee on Advanced Reactors 600707 
meeting in Wash ing ton) DC to discuss continued review of NRC 
funding 6 direction for annual ACRB repts 

HOYLE) U C Office of the Secretary of the Commission (10/06/17 

2pp 


000/230026 Notice of ACRB Subcommittee on Fire Protection 800709 
mcotlng In Wash ing tom DC tu discuss proposed fire protection 
rule for facilities operating prior to 790101 per BECV-GO- 
00 

HOYLE) J f Office of the Bcci'Dt>iTy of the Cnmmisskcin 00/06/19 

2pp 


0007230030 Notice of AfR9 Subcommittee on Class 9 Accidents 000702 
meeting in Inglewood) CA to discuss Class 9 role in licensing 
processinoed for degraded core mitlgnlion fuatures f< FVBl-fla 
NRC research hud gel for severe accident phenomena 
HOYLE) U C Office of the Berrotary of the Commission 00/06/11 
3pp 


0007230112 Notice of ACRB Bubcommilteu on Reactor Bafoty neaejirch 
000700 meeting In Wosh ing totn DC to discuss Continued review 
of NRC research program 

HOYLE) J C Office of the BucT«l)iry of the Commission 6O/O<>/I0 
Spp 


8007230120 Notice of indefinite postponement of AfRB Subcomini thee on 
ECCS 000634-25 moeting noted in R00609 FR 

HOYLE) J C Office of the Secretary of the Commlsainn 80/06/11 
Ip 


0007230183 Notice of ACRB Bubcommittee on Reliability ft Prubnbili atic 
Assessment 000701 meeting In disruss continued DV)aiu8tlon of 
quantitative safety goals 

CHILK) 6 J QFflco of the ilecielory of the Commission 00/06/10 

8pp 


0007230134 Notice of ACRB 0uhi hmiei ttee on Advanced Reactors 000630 
meeting in Ing lewood) flA ro NRC funding (< pr^ngram •direction 
CHILK) 8 J Offito of the 0f'ci utary uf the Commieslon 00/06/10 
8pp 
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8D072307S9 Notl 6 ) cdt IDD 
discuss proposed rept 
FY03 

HOVLE.J r Office of 
Spp 


of ftCHS B00710 meeting in Washington. DC to 
re NRL safety research budget for 

the Recreiary of the Commission 00/06/19 


Q00702033D ftosponds to 
applicant rcsnurces 
applications comply 
(jra por application 
DENTaW.H R Office 
BO/06/13 6pp 


Commission 000313 request for estimate 
needed to identify eitent to uhich OL 
u/current NBC regulations Tun addl man- 
uould bo required by NRC ti applicant 
of Nuclear Reactor llegulation. Director 


of 


NRC t. 


00073401125 Transcript of Commi ss loners/fiCRS joint meeting on 000711 in 
Uashlngtohi DC Pp 1-26 

* ACRS “ Advisory Committee on Reactor Safeguards 60/07/11 30p p 


6007340473 Comments on fire protection Reg Guide ! 180 eicess 
automation may present haiards greater than fire Flooding ti 
collapse or trays may be serious Water resistance of aged 
dry cables unhnauri 

EOERSOLE'. 0 C ACRS - Advisory Committee on Reactor Safeguards 
76/00/ i& Spp 


6007350331 Transcript of 243rd ACRS meeting on 000711 in Wash ing ton* DC 
Pp 460-SB6, Part 3 

» ACR9 - Advisory Committee on Reactor Safeguards 60/07/11 
146pp 


B00730D003 Transcript of ACRS 243rd meeting on 8007)1 in Washington* DC 
Pp 333-459 

» ACRS - Advisory Committee on Reactor Safeguards 00/07/tl 

iSapp 


--0007020331 Forwards procedure for documentation of deviations from 8RP 
SERs issued after 770101 for plants under OL review i 
issued after 770001 for CP applications under review are 
to document deviations from 6RP 

RUSCKE* 0 C Office of Nuclear Reactor Regulation. Director 
76/09/30 llpp 


— B007020336 Forwards revised procedure for documentation of deviations 
from enPi supersed ing 760920 memo Procedure remains unchanged 
for CP revleusibut requires only limited licensee 
participation in OL reviews 

RUSCHE* 0 C Office of Nuclear Reactor Regulation. Director 
77/01/31 ISpp 


B007020672 Ac h receipt of invitation to participate In round table at 
cnncluding plenary session of inti conference on 
current nuclear plant safety issues in Oct 19B0 Round table 
discussion Is eicollent idea 
HENDRlE.vJ M Commission 60/06/11 ip 


6007300036 Transcript of ACRS 243rd meeting on 000710 in Washington. DC 
Pp 347-332 VlBuigraphs end 

* ACRE - Advisory Committee on Reactor Safeguards 60/07/10 9Spp 


6007310{)24 Notification of ACRS Subcommittee on Safety Philosophy t* 
Criteria 000606 meeting in Wash ington* DC to discuss progress 
re requirements for near-term CP plants 

HOVLEfJ C Office of the Secretary of the Commission 80/07/17 
3pp 


— 0007020674 Notifies of 001020-24 inti conference on current 
nuclear plant safety Issues in Stockholm* Sweden Conference 
will include round table discussion to identify current 
views b issues related to conference 

EHUUNOi S International Atomic Energy Agency lAustrlai 80/03/29 
Spp 


0007030335 Draft NRC reorganl lat ion plan.Number 1 of 1900 
« Commission 60/05/01 4pp 


COMMtSSlClN NRC COMMISSIONERS 


7909110639 Responds to 790703 Itr re approval of NRC actions 
HEMDRie. JM Cominisslon 79/07/16 ip 


7909260507 Responds to 790581 Itr re transport of roduaste from TMI b 
air shipment of nerve gas bombs from Co to UT States are not 
routinely notified of radwoste shipments DDD has 
yurisdietton over transport of nerve gas eiplosive weapons 
HCNDRIE* J N Commission 79/09/11 ISpp 


800701027Q Responds to 79D306 memo re revised civil penalties proposal 
Suggests Bectinn SSdicl be worded “Commission shall afford 
to person notified per subsection (b) opportunity for 
hearing ’• 

STQIDERiC R Office of the General Coiinso! 79/03/08 Spp 


00070105*53 Responds to 791113 Itr requesting ossessment of Woshington 
Post 791111 article re ''Radiological Assessment of WNYL 
Kuclear Power Plant “ Ofc of Nuclear Reactor Regulation 
completing detailed review of rept 
ANEARNE.J F Commissi on 00/03/20 4pp 


B007010SS4 Advisoa that Commissioner Dradford will assume speaking 
responsibility at 000934 AUl-ADA course on atomic energy 
licensing b regulation 

HENDRIC. JM Commission 00/06/11 Ip 


6007020033 Ueckly info rept for uk ending 600613 

REHM.7 A Office of the Eiecutivc Director for Operations 
00/06/ la 23pp 


D0070S01S9 Forwards response to questions in BOODtS Hr re NRC resource 
allocations for FVBI b 83 Includes post-THI licensing 
requlremontsi resource a 1 locisl ions for CP reviews vs OL 
reviews b number of OL reviews processed 
AHEARNE* vl F Commission 60/06/05 4pp 


— 0OO7O3O10B Reguests response to questions* on behalf of Senator Bellmon* 
PB NRC resource oJlocatlans for FYBl b 82 Includes post-TMI 
licensing requlTemen ts* resource allocations for CP reviews 
v« OL reviews b number of OL reviews processed 
HATFIBLD.M D Senate, Appropriations 60/09/18 Ip 


B007060076 Comments on S 1660. Small Dusiness Innovation Act of 1979* 
requiring federal agencies w/research b doveloment budget 
in eicess of *100,000.000 tu establish small business 
kniiDvatioTi research program Discussion of problems oncl 
AI)EARNE,0 F Commission 60/06/J3 Spp 


0007080002 Requests comments on end 8 1860, Small Business Innovation 

Act of 1979, requiring federal agencies w/rosearch b 
deve 1 opment budget in excess of *100, 000, 000 to cs tab 1 ish 
small business innovation research program 
NELSON, 0 Senate, Small Dusiness 80/03/11 68pp 


B007090104 Rasponiis to Subcommittee on Nuclear Regulation BOOSOl Hr 
posing questions re Commission approach to foreign health b 
safety issues Cammisston Issued decision on reactor export 
to Philippines on 000506 W/response to specific questions 
AHEARNE,J F Commission 60/06/06 llpp 


--8007090114 Order granting issuance of licenses to Westinghous* for 
export of reac tor to Philippines Separate Commissioner 
op Inlons one 1 

CHILK,0 J Office of the Secretary of the Commission 00/05/06 
6lpp 


0007090122 Meekly info rept for wk ending 000627 

REHH, T A Office of the Executive Director for Operations 
00/07/03 34pp 


0007110016 Meekly info rept for wk ending 800630 

REHH, T A Office of the Executive Director for Operations 
BO/06/25 SQpp 


C0071I0366 Provides Subcommittee on Oversight b Investigations u/ 
detailed responses to questions re role b impact of 0H6 in 
adminls tra t ion of laws b NRC operation 
ANEAnNE,J F Commissinn 60/06/12 lOpp 


— 00071 1057B Requests response to questions re role b impact of DHB In 
administration of laws b NRC operation 

ECKHARDT, 6 House of Rep . Interst b Foreign Commerce 00/03/21 
7pp 


--8007110202 Discusses legal basis for NRC budget referral to DMB 14/ 
supporting documon to t ion 

STOIDER.C n Office of the Oenoral Counsel 78/07/BB SOpp 


6007020160 Requests response to 0 Hendries concerns expressed in 
790336 memo re revised civil penalties legislative proposal 
KENNEDY. R f Commission 79/03/06 Spp 


— 6007110396 Discusses interagency cooiments on NRC Hill Tailings Dill 
Includes matters raised by ERA, DOE b DOI 

STDIDERj C R Office of tlie Genera! Counsel 78/06/22 14pp 


—B0071 10897 Statement of JF Ahoarno on President's Reorganl jation Plan 1 
of 1960 

AHEARNE* J F Commission 80/07/06 8pp 
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8007110298 Respon(l& to requeat for info ro impact of Nuclear 
Nonproliferation Act inati tuti onal arransements on 
decision about proposed U exports to Indio 
KENNEDY. 8 T Commission 80/06/13 Ip 


8007110377 Informs Subcommittee on Nuclear Regulation of status of 
Agreemant State regulatory programs Programs in all 2S 
states determined ada<iuate for CY77 Significant program 
deficiencies found in CA 6 FL 
AHEARNE, J F Commission 80/06/24 2pp 


— B0071103S2 Informs Subcommittee on Environ Energy (< Natural Resources 
of status of Agreement State regulatory programs Programs 
in all SS states determinod adequate for CY79 Significant 
program deficiencies found in CA & FL 
AHEARNE. J F Commission 80/06/84 2pp 


"8007160BS8 Expi esses concern ) e future role of Ofc of State Programs 
Ofc has been of great assistance to State of CT in 
addressing several pressing nuclear-related issues Urges 
continuation of Ofc of State Programs 
FITZPATRICK. T Connecticut. State of BO/OS/23 Ip 


Q00717041S Responds to request for vleus t< recommendations re enrolled 
bill to authorize appropriations to NRC for FYSO Commssslon 
has reviouied ?< found bill acceptable Tuo noted technical 
corrections should be made 
AHEARNE. J F Commission 80/06/20 Ip 


--0007170418 Requests vieus f< recommendations re end enrolled bill to 
authorize NRC appropriations for FY60 

FREY. J M Office of Kanagement 6 Budget 80/06/17 14pp 


■B0071 10387 Informs Subcommittee on Energy ft Environ of status of 
Agreement State regulatory programs Programs in all Q3 
states determined adequate for CV79 Significant program 
doflcloncles found in CA & FL 
AHEARNE. v> F Commission 80/06/P4 2pp 


—8007110392 Informs Subcommittee on Energy & Power of status of 
Agreement State regulatory programs Programs in all 23 
states determined adequate for CY79 Significant program 
deficiencies found in CA l< FL 
AHEARNE. J F Commission 80/06/84 2pp 


—8007110393 Discusses status of Agreement State regulatory programs 
Programs in all SS states determined adequate for CV79 
Significant program deficiencies found In CA FL 
RYAN. R O Office of Management and Program Analysis 00/06/19 
Spp 


BQ07110399 Provides Subcommittee on Nuclear Regulation sj/responses to 
BOO620 quostions re licensing Si const of neu onsite spent 
fuel storage pools 

KAMMERER.C Office of Congressional Affairs 80/06/24 llpp 


0007160029 Forwards comments made during South American Conference on 
Small ti Medium Size Reactors in Montevl den. Uraguay re 
future of nuclear power in US. in response to 800602 Itr 
KENNEDY. R T Commission 80/06/12 Ip 


—8007180034 Comments on S00417 testimony before Subcommittee on Energy li 
Water Development Majority of US utils employ good people, 
but attentions are diverted t< diluted in responding to 
regulatory dotails 

LEE. B Commonuealth Edison Co SO/03/02 Ip 


6007180036 Forwards Representative Udall 781128 Itr re nuclear accident 
review board proposal ACRS should be asked to set up 
suitable subgroup to make trial levieu of incidents S< 
occurrences per H Lewis recommendation 
HENDRIE.O H Commission 78/12/05 2pp 


—8007100427 fomraents on H Lewis suggestion for creation of nuclear 
accident review board adequate considerotlon has not been 
given to benefits that might result from analysis of AOs or 
other accidents by independent review group 
UDALL. M K House of Rep 78/11/28 4pp 


8007110338 Provides Subcommittee on Nuclear Regulation w/comments on 
actions taken in amending S 2358 Requested funds for 
casework personnel loan assistance program f< TMI-related 
work are much needed AddI commonts forthcoming 
AHEARNE. JF Commission 80/06/23 2pp 


8007140120 Responds to 800620 Itr re Commission 800616 statement of 
policy on TMI-related OL requirements Commission has no 
Intontlpn of restricting litigation of TMI-related issues 
Change would permit parties to raise more. not fewer. Issues 
AHEARNE, J F Commission 80/06/30 Spp 


BOO7I5O029 Submits contribution to Commission decision process re 
access clearance rule for SNH by reviewing setting for 
dec ision, presenting observations on state of record ti legal 
issues t< outlining principle options available 
BICKNIT.L Office of the Oeneral Counsel 79/09/11 17pp 


8007160516 Meekly info rept for wk ending 800620 

REHM. T A Office of the Executive Director for Operations 
80/06/25 36pp 


8007160716 Responds to request for NRC views on DOE legislative 
proposals re extension of NRC licensing authority over 
certain DOE facilities for raduasto mgt NRC does not support 
DOE proposals duo to inconsistency w/NRC recommendations 
AHEARNE. 0 F Commission 80/06/16 7pp 


8007160848 Expresses appreciation for 800322 itr to NRC re future role 
of Ofc of State Programs Views expressed will be carefully 
considered in any reorganization which may affect Ofc of 
State Programs 

OIRCKS.U J Office of the Executive Director for Operations 
80/06/04 Ip 


—8007160081 Expresses concern re future role of Ofc of State Programs 
Ofc is vital source of current Info It regulations on nuclear 
power facilities in Northeast Urges continued operation of 
Ofc of State Programs 

LADD. E Massachusetts. State of BO/05/22 Ip 


8007160834 Expresses appreciation for 800323 Itr to NRC re future role 
of Ofc of State Programs Views expressed will bo Carefully 
considered in any reorganization which may affect Ofc of 
State Programs 

OIRCKS.U J Office of the Executive Director for Operations 
80/06/04 ip 


—8007180431 Requests views on end H Lewis suggestion for improved 
nuclear accident analysis h prevention by creation of 
statutorily independent quasi-judic lal board 

UDALL. M K House of Rep . Interior 6 Insular Affairs 78/01/27 
4pp 


6007180164 Dsclinos invitiation to participate in Morld Congress of 
Metallurgy in Lima. Peru Invitation passed to other members 
of Commission h NRC staff for anyone interested in attending 
Congress 

KENNEDY. R T Commission 80/05/08 Ip 


--8007160169 Extends invitation to participate in World Congress of 
Metallurgy in Lima. Peru. 800616-21 
BETETA. P M . NAVARRO. C C Peru 80/04/03 Ip 


8007160216 Ack receipt of 800305 itr commenting on talk given at Drown 
Univ on 800327 re energy 6 providing info on cancer risks 
KENNEDY. R T Commission 80/05/12 Ip 


— 80071B0221 Commends 800327 speech at Drown Univ re energy Realisms are 
being insinuated into US energy conslderat i ana Provides info 
re UT cancer claims H/o end 
LAPP. R E Lapp. Inc 80/05/03 Ip 


B00718048B Ack receipt of 800404 Itr providing brief description of 
proposed instrumentation sys for measuring water level in 
core of PUR Addl exchange of info necessary bo compare 
proposal w/others 

KENNEDY. R T Commission 80/03/28 6pp 


8007180494 Ack receipt of 600623 Itr Nuclear power can achieve full 
potential ti help to meet natl energy needs only if 
continuing dialogue between regulators i< plant operators 
exists 

KENNEDY. R T Commission 80/06/30 Ip 


— 80071B0379 Ack receipt Of addl info on civilian nuclear power industry 
Nuclear power Is vital to US ti world energy needs Well- 
regulated ti operated nuclear plant presents very low level 
ri sk 

LEE. B Commonwealth Edison Co 80/06/23 2pp 


B007180SOI Expresses gzatitude for valuable contributions to nuclear 
research over last 5 yrs 
KENNEDY. R T Commission 80/05/06 ip 


8007180544 Ueekly info rept for wk ending 800703 

REHM, T A Office of the Executive Director for Dpevatlons 
80/07/10 20pp 
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8007160890 Responds to 800418 telegram Gross error in telegram should 
be corrected Reason for po s t ponBnBii.t of NRC 800421 meeting 
on riiiUppme export applications mas that some 
Commissioners were not ready to release opinion on issues 
HENNEDV. B T Commission 80/05/22 Ip 


6007230224 Responds to FOIA reijUBst for H Denton 000613 aiemD to 
Commissi oners entitled- ''Ccmplianie of CL Applications H/ 
Current WRC Rcgulati Dns> Reg Guides l< Dranch Technical 
Positions ‘ I'orioards mcmD 

FELTOri. J M Division of Rules and Records BO/07/16 Ip 


800723022'? FOIA request For H Denton 800613 memo to Commissioners 
entitled. "Compliance of OL Applications H7CurTent NFlC 
Regu la 1 1 oMS> Re g Guides !c Branch Technical Positions *’ 

MEISB.ER Sheldon, Harmon «. Weiss 80/07/11 Ip 


8007230735 Ack receipt of 800512 Jtr re progress in cooperative efforts 
to reduce packaging !« transport problems Full time Insp 
coverago at Deattij should be discontinued Contract re 
transportation surveillance ulll be forwarded shortly 
AHEARME. J F Commission 00/06712 Ip 


—8007230739 Advises that full-time WRC inspector lel U no longer be 
needed at Beatty»HV waste disposal site State will provide 
appropriate insp surveillance as of 600601 
L15T.R Nevada, State of BO/05/12 Ip 


8007230745 Responds to 800222 1 tr re streng tli ening ti clarifying foderal 
laus related to physical security at nuclear facilities 
Comments on specific areas In Itr re sabo tager g par d s, 
personnel selection fc protection of safeguards info 
AMEARNE.JF Commission 00706/12 12pp 


— 0007230791 Eipresses concern re physical security of nuclear 
facilities Need to strengthen l< clarify federal law ecists 
in areas of sabotag e, guards, personnel selection U screening 
& protection of safeguards info 

WALBKE, C Atomic Industrial Forum 60/02722 ^pp 


8007240027 Aci receipt of 600609 Itr commenting On policy itatemeiit for 
TMI-related OL requirements Statement does not diminish 
IntOTvenars present rights to litigate TMI-related Issues 
before ASUB f< ASLAD 

AMEARNE.JF Commission 80706/30 2pp 


—S007240034 Ack receipt of 600609 Itr eommenting on policy statement for 
TMI-related OL requirements Statement does not diminish 
Interveners present rights to litigate TMI-relateif issues 
before ASLD 0 ABLAB 

AHEARNE.J F Commission 60/06/30 2pp 


— 6007240044 Coisments di> policy statement for TMI-related OL 

requirements interveners should he allowed to litigate TMI- 
related issues 

WEIS3, ER Sheldon, Harmon l< Weiss 00/06/09 3pp 

I 

— 6007240050 Comments on policy statement for TMI-rnlated OL 
requirements NRC fails to understand requlrcrnenti of 
admini stra t 1 ve due process 

JORDAN, W S Sheldon, Harmon. t< Weiss 80/06/13 4pp 


600724'0209 Weekly info rept for wir ending 600711 

REHM, T A Office of the Eiecutive Director for Operations 
60/07/17 2Bpp 


— 0OO7P4O491 l‘rovi(lL'S (lube animi Lieu iin Envi run. Energy t. Natural Resources 
w/dUBcrlp t Ion of actions re use of uiistlno nuclear sites 
for now power plants t, fur raduiasto storage, per GAO 600401 
rept PBCOmmemlall ons W/o end 
AHEARRE.JF Commisstnn 00/07/10 Ip 


— 0007240493 forw.irds do sc r J p 1 1 or, of iscllnns re use of eiisting nuclear 
sites for neii, power plants h for rail waste storngeiper GAO 
000401 rept roc ommuiid a t i ons W/u one 1 
AHEARWEiJ r Ciimmiasion 60/07/10 Ip 


— 8007240496 Forwor Us Uoscrlptlon of aclluns re use of existing nuclear 
sites for new power plrints f< for laduaste storage, per OAO 
000401 rept roc ommcndaiiunn W/ o enc 1 
AHEARNE, J r Oummisslon UO/0//10 ip 


— B0O724O497 Forwards description of actions re use of existing nuctiar 
sites for new puwer plants t, Foi raduiaste storage, per OAQ 
(100401 rep I rucummondations 
AtlEARNC. J F CammisBlon 00/07/10 fipp 


0007250007 Ack receipt nf 00062 3 Itr re new IAEA training program 
course Schedule commitments would limit availability to 
give requested informal lecture 
HCNDRItiJH Cnmmlssion 1)0/07/02 Ip 


— 8007230010 Extends invitation to give informal lecture on 600924 for 
nuu IAEA nuclear power troinlng pragr,im Course calendars (< 
oiitl Itie one 1 

nOCERR, I Aryonne Nationdl Laboratory 60/06/83 ip 


HOD7290089 Forwards Commissioner Kennedy lecture given at Drown Unlv 
Ctr for Energy DtudioSjln roapnnso to request Hlire Corp 
study referonced in Kennedy lecture Is C 2rahet t< M Bcholl 
Ocl 1979 "Bolar Energy fiyo (, Rusiiurces " M/o end 
RElFERTiC W Commlsslun 0D/O5/JO Ip 


— 8007290020 Requests written copy nf 800'I27 lecture presented before 
Qrown Unlv Ctr for Lnorgy 'Hudies Also requests 
Identification of Mitre Corp siiidy roPorenced in lecture 
C0RRIUAN, j j Indiana fHoLo Unlv 80/05/14 Ip 


Q00723DO/9 Forwards “NRC (lemlannual Rept to Congress on Status of 
Domestic 6 Inil Evaluations of Nuclear Fuel Cycle Rye ” 

Congress should i ol leve NHC <if r ospnns I b 1 1 1 ty for further 
ropts due to other roseurce prinnlios W/o enc 1 
AlCARNC. Jf Cammisslfllt 80/07/09 Ip 


— 60072900112 Fnewiirds “NRC Semiannual Rept to Congress on Status of 
Uomestic f. Inti Evaluations of Nuclear Fuel Cycls 8ys " 
Cungruil should relievo NRC of respansiblllty for further 
repts due to other resourcu prlorltiee W/o end 
AllEARNb.J r Commission 00/07/09 Ip 


—8007290069 Rrovldtfs Oubcommlttoe on Energy, Not loan Pruliferatlon t. 
Federal Bves ui/ "NRC Oerrilennual Rept to Congress on Status 
of Oomesilc ti Inti Fvaluatlons of Nuclear Fuel Cycle 6ys " 

U/o enc 1 

AMFARNE, J F Comml i slon 80/07/09 1 p 


— 8007200069 Prpvtdes Hubrommittee nn Arms Control, Oceans (< Inti Environ 
u/ “NRC Bemlnnnunl Rept to Lunyress on Statue of Domestic I, 

Inti Fvaluatlons of Nuclear Fuel Cyclo Sys " NRC ahould be 
relieved oP i esponsi b 1 1 i ty far further repts W/o end 
AtlFARNEiJ f CommtMSion 80/07/09 Ip 


0007240400 Forwards description of actions re use of e list lug nuclear 
sites for new pawer plants I, for radwaste storage, per OAD 
B004D1 rept r ec omoienda tions U/o end 
AHEARMEi J F Commission H0/D7/10 Ip 


— 800729009(1 Forwards "NRC Bemlaimiial Rept to Congress on Status of 
Oo-mestlc t, tntl Evaluations ap Nuclear Fuel Cycle Sys ” 
Cangrvsi should reltevu NRC oP responsibility Por further 
repti due to other resource prlantlee W/o end 
AMEARNC.J r Commission nO/0//U9 tp 


— 8007240401 Provided Bubcommittee nn Energy *< Environ w/descrlp 1 1 on of 
actions re use of existing nuclear sites for new power 
plants t< for radwsste storage, per OACl 6DD401 rept 
recommendati ons W/o ancl 
AHEARNEaJ F Commission BD/07/10 Ip 


—8007290101 Provldoo Subcommittee an Envk ron. Energy 
ui/ “NRC Semiannual Rept to Congress on Status of 
Inti LveliKitions of Nuclear Fuel Cyclo Bys " NRC 
reUevBil of responsibility Por further ropts W/o 
AllEARNEiJF Commlsflon 60/07/09 Ip 


U Natural Resources 
Domestic E 
should be 
one 1 


— 6007240403 Provides Subcoffiml t t e i on Nuclear Regulation w/descrlp t i on of 
actions re use of existing nnclBor sites for new power 
plants Cc for raduiaste storage, per OAD 800401 rept 
recommendations W/o end 
ATIEARNE»J F Commission 60/07/10 Ip 


— 00072S0109 Provides Bubenntml t te* on Energy t< Power u/''NRC Semiannual 
Rept to Congress on Status of tlomostlc It Inti Evaluations 
of Nuclear Fuel Cycle Sys “ NRC should he relieved of 
responsibility for furtlier repts W/o and 
AMFARNE. J r Commission 00/07/09 Ip. 


—8007240407 Provides Subcommittee on Energy J( Power w/descr I ptlon of 
actions re use of exlstinq nudoar sites for new power 
plants J, for radwasle storage, per OAD 600401 rept 
recommendations W/o end 
AHEAHNE. J F Commissi on 00/07/10 Ip 


— B007290114 Provided Subcommittee on Energy 4< Environ 

w/ “NRC Semiannual Rept to Congress on Status of Domestic 
Inti Evaluations of Nuclear Fuel Cycle Sys " NRC should be 
relieved of responsibility for further ropts W/n end 
AHEARNtiJ f Commission 80/07/09 Ip 
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"Q0072S011B PTovldea Subcammitteo on Nuclear Regulation 

u// "NRC Bemtannual Rept to Congress on Status of Domestic i< 
Inti Evaluations of Nuclear Tuel Cycle Sys " NRC should be 
relieved of responsibility for further rcpts W/o end 
AHEARNEi J P CDinmisslon BO/07/09 Ip 


— 80072D0137 "NRC Rept to Congress on Status of Domestic f< Inti 
Evaluations of Nuclear Fuel Cycle Sys " 

« Commission BO/04/30 Gpp 


B00725OH1 Responds to Bamford Univ B00627 invitation to speah on 
Cordell Hull Speakers Forum program Requests to be listed 
as possible speaker approi B0)113>due to schedule 
commi tfflonts 

HENDRIE. JM Commission 80/07/07 ip 


— 8007230117 Entends invitation to speak on Cordell Hull Speakers Forum 
at Samford Univ during Bcpt-Nov 1980 

UILLIAHSi J E < MILLERi J O Affiliation Unknoun 80/06/87 Ip 


B007890208 Comments on H R 6745i Radiation Control Act of 1979 does not 
support bill Dill doeas not improve overall protection of 
public or promote effective federal research program 
AHEARNE. J F Commission 80/07/03 2pp 


— 8007250219 Requests vieus on end H R 6745i Radiation Control Act of 
1979 

eTA00ER8>H O House of Rep QO/03/21 12pp 


8007290611 Discusses 800402 Itr to NRC stating that Figure 4 of SECV- 
80-107 is erroneous Thermodynamics of lirconium-steam 
reaction mere, In facti considered in NRC calculations 
Discussion paper re thermodynamic considerations end 
DENTON* H R Office of Nuclear Reactor Regulation* Director 
80/05/29 12pp 


— 8007250621 Etpresses opinion that that Figure 4 of SECV-BO-107 is 
erroneous because thermodynamic e of i irconi inn-steam 
reaction uere not considored Supporting documentation end 
LEYSE.R H Affiliation Unknoien 80/04/02 20pp 


B007250721 Response to inquiry re OHR relief valve discharge piping 
Requirements for fabrication f< Inservice inop of containment 
components are being developed by ASHE Code Containment 
Harking Groups 

DENTON* K R Office of Nuclear Reactor Regulation. Director 
BO/07/09 3pp 


BOO720O197 Responds to 800280 0513 Itrs expressing concern re 

procedures in proposed rulemaking on storage ti disposal of 
nuclear uiaste Foroiards 000528 order re uiorklng group to 
monitor development of record 
AHEARNE* J F Commission 80/06/12 Ip 


8007860168 Ack receipt of 000522 Itr expressing concern re future role 
of Ofc of State Programs NRC romains committed to preserving 
dose working relations ui/states t< Conference 
AHEARNE* J F Commlsslnn 00/06/19 Ip 


-B0072B0170 rorioardo resolution requesting Commission proceed u/caution 
In deliborotlon (< actions re reorganl lation of NRC Ofc of 
State Programs has provided agreement states u/lnfo vital to 
programs h Improved NRC/stato relations 

PARROTT* M M Conference of Radiation Control Program Directors* 

Inc 80/09/22 2pp 


B0072B0782 Responds to B00121 request for rept on plans for full-time 
monitoring of vital nuclear power plant operations Presently 
planned resident inspector program In conjunction si/nudear 
data link will provide sound program Related data end 
AHEARNE* J F Commission 80/06/12 5pp 


— 80072B07SS Requests views re desirability of installing nuclear data 
link (< characteristics if installed 
QILINBKYiV Commission 00/03/07 Ip 


— 8007280729 Requests rept on full-time monitoring of vital nuclear power 
plant operations Resource requiroments of plan should be 
specified Range of alternatives for insuring continued 
federal presence in control room should be provided 
* Office of Management & Budget 80/01/81 Ip 


9007890347 Discusses NRC concerns re State of NM program for regulating 
U mills t< mill tailings Lists provisions not approved by 
Environ Improvement Board which should be included in 
program to comply u/UMTRCA by 811111 
AHEARNE* O F Commission 80/06/18 3pp 


— 8007290399 Discusses i( mill legulatirns that should be adopted to 
enable state of NM to meet requirements of UMTRCA State 
should take action on differences between RTAX & Environ 
Improvement Div recommendations as discussed In end 
KERR* 0 U Office of State Programs. Director 90/03/20 4pp 


B00730006B Ack receipt Of Itr expressing appreciation For NRC 
assistance in healing last Fall Advises of Commissioner 
inability to attend ShED meeting 
KENNEDY. « T Commission 00/05/06 ip 


—8007300074 Expresses uppr ec I at i on For Commission assistance an 
emergency radtologiral p 1 anning. environ monitoring I* 
transportation hearings Final ropt available from hearings 
CARTER. A R South (arolina. State of 00/04/24 Ip 


8007300080 Meekly info rept for uik ending 800717 

REHM. T A Office of the Executive Director for Operations 
BO/07/23 30pp 


CONTRACT NRC CONTRACTS AND MQUiriCATIQNS 


8007010580 Notification of contract e x ecut ion* Hod 2 to "Sys Analysis 
of Shallow Land Burial " Contractor Science Applications. 

Inc 

SMITH. P A Technical Assistance Contracts Branch FIN B-6420-9 

00/06/08 ip 


— 8007010582 Mod S.doleting ref to VP Dura in Article 8 6 substituting JA 
Stoddard* to "Sys Analysis of Shallow Land Burial " 

TREVINO.T Science Applications. Inc DOUCHERTY. D J Division of 
Contracts FIN D-6420-9 NHC-02-79-032 80/06/00 Ip 


8007010613 Notification of contract exec ut ion* Mod 6 to "Commercial 
LMFBR Safety Study " Contractor Univ of CA at Los Angeles 
JACOBS. A Research Contracts Branch FIN 0—3019 80/06/16 Ip 


— 8007010619 Mod 6* revising scope of work for Tasks 1 J* 2 extending 
period of performance until 800930 << providing addl funding, 
to "Commercial LHFRR Safety Study " 

DHILLQN.H Ealifornla. Univ of, Los Angelas KORTON.K V 
Research Contracts Branch FIN D -3019 NRC -04-76-246 80/06/16 

2pp 


8007010624 Notification of contract exec uti on* Hod 3 to "Evaluation of 
Retention 6 Migration Data from Natural 6 Inadvertent 
Repositories " Contractor Stanford Univ 

JACDDS* A Research Contracts Branch PIN D— 6341 60/04/16 Ip 


— 8007010687 Mod 3, extending period of performance to 800630. to 
"Evaluation of Retention Si Migration Data from Natural 6 
Inadvertent Repositories " 

GUSTAFSON. F A Stanford Umv MORTON* K V Research Contracts 
Branch FIN D-634I NR( -04-78-266 80/04/16 2pp 


8007020007 Notification of contract execution. Mod 2 to "HlstOTical 
Seismicity !< Late Cenoioic Faulting in AZ.Part I," 

Contractor A2 Board of Regents 

HAGEY, H A Research Contracts Branch FIN 8-6798 NRC-04-79-2ia 

80/05/15 Ip 


— 8007020009 Mod 2, extending period of performance to 601231* to 
"Historical Seismicity Late Ceneioic Faulting in AZiPart 
I " 

CARR* 6 E Aritona. State of MORTON* K V Research Contracts 
Branch FIN 8-6798 NRC- 04-79-21? 00/05/13 Ip 

8007020024 Notification of contract execution* Mod 3 to "Guantl fleet ion 
Classification of Two-Phase Flow Regimes Using Global t< 

Local Neutronic Perturbations " Contractor tTntv of WA 

JACOBS, A Research Contracts Branch FIN 0-6324 NRC-04-78-245 

80/05/20 tp 


— 8007020025 Mod 3* extending period of performance to 000930, to 
"Quantification Classification of Two-Phase Flow Regimes 
Using Global tx Local Neutronic Perturbations " 

TREIBEl.U C Mashing ton. Univ of MORTON. K V Research 
Contracts Branch FIN B~6324 NRC-04-7B-249 80/05/28 app 


8007020386 Notification of contract eieciitlDn* Mod 3 tn "Source 
Document Microfiche 6 Duplicates " Lonti actor Microtech 
Industries, Inc 

HAGAN* T F Administrative Contracts Branch FIN B-6357 
NRC-10-79-651 80/06/10 Ip 


— 800702039R Mod 3, revising billing procedures for pickups ?< delivery* to 
"Source Document Mirrofiche t< Duplicates " 

* Microtech Industries. Inc MATTIA. M J Administrative 
Contracts Branch FIN D-6357 NBC-10-79-651 80/06/03 2pp 
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BO07O3O542 Notification of contract oiecu 1 1 on< Mod 3 to "Measurement !< 
Stds Development for Nuclear Matl Safguards " Contractor 
NOS 

GUSTAVE. R P racsearch Contracts Branch FIN 0-60169 
NRC-0 1-79-011 00/06/10 Ip 


--3007020553 Mod Oi-revising scope of work to include changes proposed In 
NDS 770103 Itri to "Measurement ’< Stds Development for 
Nuclear Mat) Safeguards '' 

SHREVE. 0 B Conaierc o. Oep t nf MORTONi K 0 Research Contracts 
Branch FIN D~60167 NR< -0 1 -79-01 1 QO/06/10 ip 


0007020572 Notification of contract eiecutlon. Mod 3 to "Technical 
Assiatani-e in Development of Regulatory Framework for 
Kucloar Waste Ngt " Contractor DDM Corp 

SHITH.P A Office of Nuclear Material Safety !< Safeguards 
HflC-O2-77-201-|7 00/06/10 Ip 


B007030730 Notification of contract e »oc ut i on. Mod 2 to "Subscriptions 
to Inside NR<. ” Contractor McGrau - Iflll Puhllshing Co. Inc 
FLYNN/ M J Administrative Contracts Branch NnC-10-79-663 
aO/06/06 Ip 


— B007020731 Mod 3 , increaslnB total number of subscriptions from 43 
to new total of 4?. to "Subscriptions to Inside NRC “ 

COLLINS/ P McOraw-Hill Publications Co MATTIAiM J 

Admtnl 5 tratlvo Contracts Branch NRC-lO-79-663 00/06/06 2pp 


0007030060 Notification of contract eiecution/ Mod 2 to "Technical 
Assistance in Development of Regulatory Framework for 
Nuclear Mosto Mgt " Contractor Southwest Research Inc 
0MITH.P A TechnJcal Assistarn e Contracts Branch NRC-02-77-201-46 
80/06/13 Ip 


— 0007030071 Hod 2, eitondlng period of performance through 000631/ to 
"Technical Assistance in Devolopmcnt of Regulator Framework 
for Nuclear Waste Mgt “ 

BinOEL. 5H Southwest Research Institute DDUQHERTViD J 
Technical Assistance Contracts Branch NRC-02~77-201-46 
00/06/13 5pp 


8007030336 Notification of contract elocution "Statistical Analysis 
Study to Assist NRC Senior Personnel Nearing Counsel in 
Preparing for Pending Equal Employment Opportunity Class 
Litigation " Contractor SI. Uolfbem 

FLYNNcN J Administrative Contracts Branch NRC-lO-00-674 
80/06/12 Ip 


— 8007030346 Contract “Statistical Analysis Study to Assist NRC Senior 
Peraonncl Hearing Counsel in Preparing for Pending Equal 
Employment Opportunity Class Action Litigation/" awarded to 
SL Wolfbeln 

• WoiP»Hin,tJL NnC-10"BO-674 BO/06/ia SSpp 


8007030337 Notification of contract eiecution "Licensing Technical 
Assistance/" awarded ta Science App 1 icatlonsr Inc 

EDOEWORTHi P J Technical Assistance Contracts Branch FIN D-693S-0 
NRC-02-B0-03505 80/06/09 Jp 


6007030353 Hnttflcation of contract ei ecu 1 1 on. Mod 3 to ''Technical 
Assistance in Development of Regulatory Framswork for 
Nuclear Waste Mgt " Contractor WAPORA Inc 

SMITH. P A Technical Asslstanco Contracts Branch NRC-03-77-201 
80/06/13 ip 


— 0007030357 Mod 3/fl«tending period of performance for one addi yr. to 
"Technical AssistancB In Development of Regulatory Framework 
for Nuclear Waste Mgt " 

KING. W A WAPORA/ Inc DDUOHERTY. D J Technical Assistance 
Contracts Branch NRC-02 77-201-36 00/06/13 Spp 


0007030369 Notification of contract eiocutioni Mod 5 to "Technical 
Assistance in Development of Regulatory Framework for 
Nuclear Waste Mgt " Contractor Teknekron. Inc 

SHITH.P A Technical Assistance Contracts Branch NnC-0S-77-201-ia 
00/06/10 ip 


8007070021 Noll f Icati on of contract eiecution. Mod 5 to "Technical 
Assistance in Development of Regulatory Framework for 
Nuclear Waste Mgt " Contractor SCS Engineers 

BMITII. P A Technical Assistance Contracts Branch NRC-03-77-2Q1-21 
80/06/10 Ip 


8007070032 Notiflcatl on of cnnlract eiecution "Licensing Technical 
Assistance/ “ awarded to Science App 1 icat ions. Inc 

EDOEWORTH. P 0 Technical Assistance Contracts Branch FIN D-6947-0 
NRC-02 -00-03506 BO/06/05 Ip 


B007070037 Notification of contract eiecution "Liconning Technical 
Assistance." awarded to Science App I Icat ins. Inc 

EDGEWORTH. P J Technical Assistance Contracts Branch FIN-0-6934-O 
NRC-02-BO-03S04 BO/06/05 ip 


8007070052 Mod S.eitending period of performance until 810630 to 
"Technical Assistance in Development of Regulatory Fromeuork 
for Nuclear Waste Mgt " 

PICKARD.WC Synergy. Inc DOUGHERTY. D J Technical Assistance 
Contracts Branch NRC-03-77-201 -23 00/06/10 Ip 


— B007070054 Mod A.citendlng period of performance until 810630 to 
"Technical Assistance in Oovelopmont of Regulatory Framework 
for Nuclear Waste Mgt " 

HELWIQ. R A Donovan. Hamester ti Rattlon. Inc DDUOHERTY. D J 
Technical Assistance Contracts Branch NRC-02-77-2O1-34 

80/06/10 2pp 


— 0007070057 Mod b. citendlng period of performance until 810630 to 
"Technical Assistance in Development of Regulatory Framework 
for Nuclear Wste Mgt " 

COHEN.S Teknekron. Inc DDUGHERTY/D J Technical Assistance 
Contracts Branch NRC-02-77-B0i-10 00/06/18 ip 


— 800707005B Mod S.Bitonding period of performance until 0i0630»to 
"Technical Assistance in j)evel opmon t of Regulatory Framework 
for Nuclear Waste Mgt " 

CONRAD. E T SCS Engineers, Inc DOUGHERTY* D J Technical 
Assistance Contracts Branch NRC-02-77-20i-2i 00/06/18 Ip 


--0OO7O7OO6O Mod 5, oitonding period of performance until 810630. to 
"Technical Assistance in Development of Regulatory Framework 
for Nuclear Waste Mgt " 

WALBH. B 0 BDM Corp DOUGHERTY, D J Technical Assistance 
Contracts Branch NnC-03-77-201-17 B0/O6/IB Ip 


— 0007070063 Mod 4, eltendlng period of performance until 810630/ to 
"Technical Assistance in Development of Regulatory Framework 
for Nuclear Waste Mgt " 

BTDLLER.B M S M BtoUer Corp Isubs of Arthur D Little. InC > 
DDUOHERTY. D J Technical Assistance Contracts Branch 
NHC-02-77-201 -27 00/06/ ID ip 


B007070065 Nntl f Ication of contract eiecutl on. Mod 4 to "Technical 
Assistance in Development of Regulatory Framework for 
Nuclear Waste Mgt " Contractor Donovan. Hammester & Rattlen. 

Inc 

BMITHi F A Technical Assistance Contracts Branch NRC~02-77-201-34 
00/06/10 ip 


0087070129 Notification of contract e i oc ut t on. Mod 1 to "Computer 
Output Microfilming ti Production of 35 mm. Aperture Cards " 
C-ontractnr Micrutech Industri es. Inc 

HAOAN. T E Administrative Contracts Branch NRC-lO-flO-361 
80/06/10 Ip 


— 0807070134 Mod 1. revising billing procedures for pickups t< delivery 
to "Computer Butput Microfilming t. Production of 35 mm 
Aperture Cards " 

nUOCCHZD.jp Microtech Industries, Inc MATTIA.M J Division of 
Contracts NRC-10-80-a61 00/06/10 2pp 


0087070414 Notification of contract eiecut ion, Mod 2 to "Implementation 
of Eiecutive Development " Contractor Projects Associates. 

Inc 

HOYLE. A Administrative Contracts Branch NRC-10-79-360. 80/06/10 

Ip 

— 8007070410 Mod 2, extending cipiration date to 800930 to “ Impl ementati on 
of Executive Development " 

CDNVERBANO.C Project Associates PERLMAN, J Division of 
Contracts NnC-10-79-368 80/06/18 Ip 


0007090004 Notification of contract execution "Licensing Technical 
Aasistance." awarded ta Science Appl icat ions. Inc 

EPOEWDRTHi P J Technical Assistance Contracts Branch FIN B-6982-0 
NRC-02-80-035 80/06/05 Ip 


0007100010 Notification of contract execution, Mod 4 to "Technical 
Assistance in Development of Regulatory Framework for 
Nuclear Haste Mgt " Contractor 6M Stoller Corp 

SHITH.P A Technical Assistance Contracts Branch NRC -02-77-20 1-27 
80/06/18 ip 


0007100011 Notification of contract execution. Mod 5 to "Technical 
Assistance in Development of Regulatory Framework for 
Nuclear Waste Ngt " Contractor Synergy. Inc 

SMITH. P A Technical Assistance Contracts Branch NRC-02-77-301-23 
80/06/18 Ip 
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8007100109 Nntifiration of contract o x ec u t i on. Hod 3 to "(levisui of San 
Onofre Units 2 !t 3 Slip Rate ■. s Hapnitudc Study ” 

Contractor DB Sleinirons 

TRAOESER.C M Purchasing Section FIN D-iQ70 MRC-03-79-l‘li 
BO/Odi/lG ip 


—8007100112 Hod 2. increasing funds. e i tend ing eipiration date to 600730 
& increasing manday effort from AO to S9 mandays to “Revleui 
of San Onofre Units 3 t< 3 Slip Rate vs Magnitude Study " 

SLEMMDNSi D 0 Sleireions. D 0 PERLMAN. J Division of Contracts 
FIN B-6B70 NRC-03-79-146 00/06/10 Ip 


8007100304 Notification of contract e » ecu 1 1 on. Mod 1 to "Purchase l< 
Malnt of Multichannel Analytical Equipment for NRC Regions " 
Contractor Nuclear Data. Inc 

HAOAN. T T Administrative Contracts Branch FIN 0-1005 
NRC-O5-B0-354 80/06/10 Ip 


— 8007100312 Mod 1. revising acceptance t< billing provisions l< correcting 
administrative error. to "Purchase & Maint of Multichannel 
Analytical Equipment for NRC Regions " 

RlZZOtR R Nuclear Data. Inc MATTIA.M J Administrative 
Contracts Branch FIN B-lOOS NRC-05-00-254 80/06/10 2pp 


— 8007140521 Hod 3. extending period of performance & .nddlng addl 
reporting requirements, to "Loan Agreement Between State of 
IL. DOT «< NRC to Conduct 'oitif Study on Transportation of 
Radioactive Matl in !L ‘ 

KEMPINERS.W L Illinois. State of HATTIA.MJ Admi ni s trail vef 
Contracts Branch BANTHAN. L D Tran sp or ta t ion. Dep t of 
NRC-06-7a-35B BO/07/03 2pp 


B007140590 Notification of contract e x ec ut ! on. Mod 2 to "Technical 
Assistance in Development of Regulatory Frameuork for 
Nuclear Waste Mgt " Contractor IRT Corp 

SMITH. P A Administrative Contracts Branch NRC-02-77-201-40 
00/06/ 19 Ip 


0007140626 Notification of controcl eiecution "Licensing Technical 
Assistance." awarded to Science Applications. Inc 

EDGEWORTH. P L Technical Assistance Contracts Branch TIN B-6953-0 
NRC-02-B0-035 60/06/05 I p 


— 0007140633 Contract "Licensing Technical AssistnncB. " awarded to 
Qcience Applications. Inc 

» Science Applications. Inc DDUOHCRTV. D J Technical Assistance 
Contracts Branch FIN B-6900-0 NRC-02-QO-035 BO/06/05 Opp 


8007100361 Notification of contract execution "Nondestructive 
Eiamlnafclon (NDE) Mobile Van. Region 1." awarded to Mobile 
Bys 

WieoiNB. E J Administrative Contracts Branch NRC-05-80-259 
0O/OA/1B Ip 


6007150048 Notification of contract execution. Hod 2 to "Technical 
Assistance in Development of Regulatory Framework for 
Nuclear Waste Hgt " Contractor Social Research Application 
Corp 

SMITH. P A Technical Assistance Contracts Branch NRC -02-77 -20 1 -42 

80/06/19 ip 


■0OO7iaO36B Contract "Nondeslrue ti vo Examination (NDE) Mobile Van. 
Region 1." awarded to Mobile 8ys 

KIMMEL. J J Mobile Byotems MATTIA.M J Administrative Contracts 
Branch NRC-05-60-2S9 00/06/lB 63pp 


0007110935 Notification of contract eiecu t i on. Mod 6 to "Coordination 
of Fed eral/Stato Radiation Control Activities ft Assistance 
in Solving Radiation Control Problems " Contractor FDA 
FLYNN. M J Administrative Contracts Branch FIN D-1620 
NfiC-06-76-247 00/06/20 Ip 


•8007110539 Hod 6. setting forth effort for 1980. extending period of 
performance t< providing addl funds, to "Coordination uf 
Federal/State Radiation Control Activities t< Assistance in 
Solving Radiation Control Problems " 

CROWNrK M HEW. Dept of. Food A Drug Administration MATTIA.M J 
Administrative Contracts Branch FIN D-1620 NRC-06-76-247 

00/06/20 2pp 


8007IS0055 Notification of contract eiecut Ion. Hod 4 
Assistance in Development of Rugulatury rrameuiork 
Nuclear Waste Mgt " Contractor GHO-Ctrs. Inc 
SMITH. P A Techniral Assistance Contracts Branch 
80/06/19 ip 


to "Technical 
for 

NRC-02-77-20l~3& 


6007150060 Notification of contract execution. Hod 4 to "Technical 
Assistance in Development of Regulatory Framework for 
Nuclear Haste Hgt " Contractor R Stone h Co 

SMITH. P A Technical Assistance Contracts Branch NRC-02-77-201 -20 
80/06/19 Ip 


8007160208 Notification of contract eiecut 1 on. Mod 2 to "Cotiaulting 
Sves In Connection W/NRC Antitrust Hearings " Contractor 
Darbay Engineers 

SHEW. 0 Technical Assistance Contracts Branch FIN B-tH9 
NRC-03-76-272 BO/07/02 Ip 


8007110559 Notification of contract execution. Mod 2 to "Technical 
Assistance in Development of Regulatory framework for 
Nuclear Waste Mgt " Contractor Human Sciences Corp 

SMITH. P A Technical Assistance Contracts Branch NRC-02-77-201-43 
80/06/19 Ip 


8007110572 Notification of contract exocut ion. Mod 2 to "Consulting 
Sves in Connection W/NRC Antitrust Hearings " Contractor 
Miner 8x Miner 

FOSTER. J Technical Assistance Contracts Branch FIN 0-1119 
NRC-03-76-273 80/06/13 Ip 


•8007110575 Hod 2. deob 1 Igat Ing funds t< closing out contract, to 
"Consulting Sves in Connection W/NRC Antitrust Hearings " 
HEYERS.C W Miner fc Miner. Inc DOUGHERTY, D J Technical 
Assistance Contracts Branch FIN 0-1119 NRC-03-76-B73 

80/06/13 Ip 


8007140200 Notification of contract execution "ADP Sys Support, 
awarded to Technassoc iales. Inc 

FLYNN, M vl Administrative Contracts Branch NRC-10-80-673 
80/06/30 Ip 


•0007140203 Contract “ADP Sys Support." awarded to Technassoc la tes. Inc 
ZENTNERiM A Technassoc lates. Inc COLLINS. F M Division of 
Contracts NRC-1 0-30-673 80/06/30 79pp 


8007140210 Open Solicitation RS-ADM-00-669 for contractor to place new 
$t renewal subscriptions for domestic i< foreign periodicals, 
serials t< other related sves at agency price 6 guarantee 
delivery of all Issues on each subscription 

MATTIA.M J Administrative Contracts Branch 80/06/16 69pp 


8007140512 Notification of contract execution. Mod 3 to "Loan Apreemont 
Between State of IL, DDT li NRC to Conduct Joint Study on 
Tranaportati on of Radioactive Mat] in IL " Contractor IL 
Dept of Public Health 

FLYNN. M J Administrative Contracts Branch NRC-06-7S-35B 
80/07/03 Ip 


— 8007160229 Mod 2. closing out contract, to "Consulting Sves in Connection 
W/NRC Antitrust Hearings " 

BROOKS, r M Darbay Engineers, Inc FIND-IU9 NHt-03-76-272 
80/07/02 ip 


8007160490 Mod 2. oxtendlng period of performance until 810630, to 
“Technical Assistance in Oevelupment of Regulatory Framework 
for Nuclear Waste Mgt " 

BOWNE, W D IRT Corp DOUGHERTY, D J Technical Assistance Contracts 
Branch NRC-02-77-201-40 80/06/19 Ip 


•0007160496 Mod 2i extending period of performance until 810600, to 
"Technical Assistance In Development of Regulatory framework 
for Nuclear Waste Mgt " 

LEWIS. C Social Research Applications Corp DOUSHERTY.D J 
Technical Assistance Contracts Branch NRC -02-77-20 1-42 

00/06/19 Ip 


•8007160498 Mod 2. extending period of performance until 810630. to 
"Technical Assistance in Development of Regulatory Framework 
for Nuclear Haste Mgt " 

MARRAM, E P Oeo-Centers, Inc DOUGHERTY, D d Tochnical 
Assistance Contracts Branch NRC-Oa-77-201-35 00/06/19 Ip 


•8007160504 Mod 4. extending period of performance until 810630. to 
"Technical Assistance in Development of Regulatory Framework 
for Nuclear Waste Hgt " 

KAHLEi R Ralph Stone l< Co DOUGHERTY. D J Techniral Assistance 
Contracts Branch NRC -02-77-201 -28 80706/19 Ip 


•8007160513 Mod 2. extending period of perfurmance until 810630. to 
"Technical Assistance In Development of Regulatory Framework 
for Nuclear Waste Mgt " 

BRIDGES. A P Kaman Sciences Corp DOUGHERTY. D J Technical 
Assistance Contracts Branch NRC-02-77-2tH -43 00/06/19 tp 


8007170122 Notifiration of contract execuli on. Mod 5 to "Survey 
Instruments " Contractor Ebeilino Instrument Corp 
MEDROW, L A K Administrative Contracts Branch TIN B-i815 
NRC-05-79-262 60/07/00 Ip 
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1129 Mod i’. d«f r pa« 1 ng furds to Sur^’By I nslrL-ments 
n Ebcrlinp Iristrumeiit Corp HArTJA>M J Administrative 
facts Branch FIN D-1215 NflC-05-79-2i2 BC/07/OB Ip 


15 Notification of contract c lec jt i oni Mod i to "Development of 
flajulatorif Program in Bupport of UMTRCA " Contractor 
■ f CA 

1 J Administrative (ontracts Branch FIN B-I633 
-DO-300 B0/07/J0 ip 


)IA5 Hod l•lncrpaslng ftiiiSs to "Development of State Regulatory 
ram in Support of UMTRCA " 

allfornia. State of MATTIA>M J Administrative Contracts 
h FIN B-1653 NRC'06-a0-30Q B0/-077C9 Spp 


>7 Notification of contract ei ecut loni Mod 5 to "Mobile Lab 
tor Mob lie Sy s 

• £ Admiiii s t rat IV e Contracts Branch FIN D-1014 

79-257 BO/07/Oa Ip 


Jlil Mod 5i decreasing Funds to "Mobile Lab " 

LtJ J Mobile Systems MATTJA. H J Administrative Contracts 
•h FIN D-IOJ-J NnC“05-79-3S7 SO/07/00 Ip 


7 Motification op contract eiec u t Ion. Mod 1 to "Cost of 
•oiind Tests " Contractor American Mine Svcs.Inc 
LB Administrative Contracts Branch NRC-O2-8O-055 
7 Ip 


[I007SI0132 Notification of contract e i ec u t i oni Mo d 1 to "Development of 
State Regulatory Programs id Support of U Mill Tailings 
Radiation Control Act " Contractor State of Nit 
FLVNMi M J Administrative Contracts Branch FIN B-1652 
NRC-O6-B0-i7i 00/06/30 Ip 


--0007210135 Hod li adding fundsi to "Development of State Regulatory 
Programs in Support of U Mill Tailings Radiation Control 
Ac t " 

• Neu Mciicoi State of MATTlAiM J Administrative Contracts 
Branch FIN D-1652 NnC-OA-90-676 QO/06/30 Spp 


B0072101S4 Notification of contract e xee u t i oni Mod 1 to “Development of 
State Regulatory Programs in Support of U Mill Tailings 
Radiation Control Act “ Contractor State of CB 
FLVNNi M J Administrative Contracts Branch FIN 13-1658 
NflC-06-80-31 1 eO/Ofa/30 Ip 


-'8007210160 Mod liaddlng funds to "Development of State Reguletory 
Programs in Support of U Mill Tailings Radiation Control 
Ac t " 

» Colorado. Stale of MATTIArN J Administrative Contracts 
Branch FIN n-1652 NnC-06-a0-3 1 1 00/06/30 Spp 


B0072102S3 Notification of contract eiecution "Steami Generator 
Modeling During Refl ood Stage of L0CA> " awarded to MIT 
BROMBERG. B Research Contracts Branch FIN D-7289 NRC-Ot-BO-Sl? 
00/06/ 26 Ip 


)I72 Hod 1. adding 3 Germundson to keg personnel under "Cost of 
■ground Tests " 

IGALL. A J American Mine Services, Inc MATTIA.M J 
HslratiVP Contracts Branch NRC-02-B0-OS5 00/06/09 Ip 


-BOO721O250 Contract "Steam Generator Modeling During Reflood Stage of 
LOCA, " euarded to MIT 

DUMMERi 0 R Massachusetts Institute of Technology MORTON. K V. 
Research Contracts Branch FJN D-7229 NRC-04-aO-219 00/06/86 

7pp 


8 Notification of contract eiecution, Hod 1 to "Development of 
legulatory Programs in Support of U Mill Tailings 
on Control Act " Contractor State of TX 
I J Administrative Contracts Branch FIN D-I652 
00-307 BO/06/30 Ip 


1216 Mod i.eitendlng period of performance t increasing funding, 
evelopment of State Regulatory Programs in Support of 
I Tailings Radiation Control Act " 

sas. State of MATTIA.M J Administrative Contracts Branch 
-I6S2 NnC-06-a0-307 60/06/30 Ip 


/ Notification pf contract ei ecut i on. Hod 4 to "Nord Processing 
Contractor Automated Correspondence Sys. Inc 
iR Administrative Contracts Branch NRC-10-70-590 
6 Ip 


222 Mod d.provlding addl funds, to "Word Processing Sves " 
'tomated Correspondence Systems. Inc MATTIA.M J 
.istrative Contracts Drench NRC-10-70-59D 80/06/30 Ip 


6 Notification of contract eiecution "Development of Automated 
Selection Sys." awarded to Gasser Associates. P A 
Administrative Contracts Branch FIN B-1214 
BO-253 00/06/27 Ip 


193 Contract "Development of Automated Vendor Selection Sys." 
ed to Oiisser Associates. P A 

...E R Gasser Associates. P A MATTIA.M J Administrative 
acts Branch FIN B-1214 NRC-05-D0-253 00/06/27 224pp, 


I Notification of contract e i oc ution. Mod 1 to "Development of 
egulatory Programs in Support of U Mill Tailings 
on Control Act " Contractor State of OB 
J Administrative Contracts Branch FIN D-1632 
BO-309 00/06/30 tp 


S24 Mod l.eitonding period of performance t Increasing funding, 
evelopmant of State Regulatory Programs In Support 
■ ill Tailings Radiation Control Act " 

eyon. State .of MATTIA.M J Administrative Contracts Branch 
B-1652 NRC-G6-80 309 00/06/30 Spp 


V Notification of contract eiecution, Mod I to "Development of 
egulatory Programs in Support of U Kill Tailings 
sn Contrul Act " Contraitnr State of WA 
J Administrative Contracts Branch FIN D-1652 
30-306 00/06/30 Ip 


113 Mod 1. Increasing Funds, to "Development of State Regulatory 
sms in Support of U Mill Tailings Radiation Control 

shington. 8tate of MATTIAiM J Administrative Contracts 
I FIN D-165Q NRC-06-eo-306 00/06/30 5pp 


0007810263 Notification of contract execution "Environ Monitoring 
Program w/State of NV. " awarded to Slate of NY 

BAI9DEfi,L Research Contracts Branch FIN D-5109 NRC-05-80-371 

aO/01/01 Ip 


— 8007210267 Contract "Environ Monitoring Program u/9lal» of NVi “ 
awarded to State of NY 

LANAHAM, M P New York. State of MORTON. H, V Reaaarch Contracts 
Branch FIN D-5109 NRC-03-SO-271 80/01 /Ol I6pp 


0007210317 Notification of contract eiecution "ADP Sys Support." 
awarded to Small Business Administration Subcontractor 
Tochnassociates Inc 

FLYNN.M J Administrative Contracts Branch NnC“lO“0O-673 
BO/06/24 ip 


—0007210331 Contract "ADP Sys Support." awarded to Small Business 
Administration Subcontractor Tec hnassoc iates. Inc 

COLLINS, F M flmall Business Administration CHILK. S J Office of 
the Secretary of the Commission ZENTNER.K A Tec hnassoeiates. 

Inc 80/06/24 77pp 


B00724016B Notification of contract eiecut i on. Mod 2 to "Cost of 
Underground Tests " Contractor American Mins Svcs.Inc 
COLEMAN. R Admin i strati v« Contracts Branch NRC -02-80 -055 

00/06/09 Ip 


— 0007240170 Mad 2. eitending contract term by 1 uik, to "Cost of 
Underground Tests " 

* American Mine Services. Inc MATTIA. M J Ad mini stra live 

Contracts Branch NRC-D2-BO-05S 00/06/09 Ip 


—8007240173 ConPlrms agreement lo/proposeri eitenslon until 000720 for 
contract comptetlon 

KCDOUOALL.J American Mine Services. Inc NRC-02-a0-035 
60/07/ II Ip 


8007250556 Notification of contract exec ut 1 on. Hod 1 to "Site 
Charac tar 1 lat 1 on Test Programs " Contractor. Oolder 
Assoc 1 ates 

COLEHAN. R Administrative Con tracts Branch NRC -02-80-256. 
00/06/09 Ip 


—11007290562 Mod I.eitendlng period of p erf ormance. to "Site 
Characters jatlon Test Programs " 

* Oolder Associates MATTIA.M U Administrative Contracts 

Branch NRC-02-S0-2S6 BO/06/09 2pp 


B0072S0569 Notification of contract executi on. Mod 7 to "Steam-Matir 
Interfacial Transport " Contractor Nor thue stern Univ 
HAQEY.H Research Contracts Branch FIN 6-6100 NRC-04-77-052 

a 0/07 /OP Ip 
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— G0072S037B Mod ?■ providing funds for sddl uork scope. to "Steam-Uater 
Inttrfaclal Transport " 

MINTZEn. D Northuestern Univ MORTON. K V Research Contracts 
Branch FIN 0-4180 NRC-04-77-03S 00/07/02 4pp 


0007300204 Notification of contract execution “Charac teri lat i on of 
Existing Surface Conditions at Sheffield Lou Level Haste 
Site Disposal Facllitg." auarded to Hard ing-Lauson 
Assoc lates 

LITTLE. H Administrative Contracts Branch FIN B-4970-0 
NRC-0a-B0-0S7 00/07/09 Ip 


—8007200236 Contract “Characteri lation of Existing Surface Conditions 
at Sheffield Lou Level Haste Site Disposal Facllitg." 
awarded to Hard ing-Lauson Associates 

HEIM. 0 E Harding-Lauson Associates PERLMAN. J Administrative 
Contracts Branch FIN 13-6970-0 NRC-02-BO-OS7 80/07/09 lOpp 


8007280330 0ubniits Prograss Rept 30 for June 1980 Site visit task 
underuag Itlntrarg end 

PLATO. P Michigan, Univ of NRC-Oi -77-180 80/06/27 4pp 


8007280920 Notification of contract execution. Mod 4 to "Effluent 
Inventorg Sgs on Sheffield Lou Level Haste Disposal Site " 
Contractor NUS Corp 

8MITH.P A Technical Assistance Contracts Branch NRC-02-70-035 
80/07/03 Ip 


— B0072B0S27 Hod 4. adding addressee. to "Effluent Inventorg Sgs on 
Sheffield Lou Level Haste Disposal Site " 

EDMONDSON L R NUS Corp DOUGHERTY, D J Technical Assistance 
Contracts Branch NRC-02-7B-035 80/07/03 2pp 


8007280712 Notification of contract execution. Hod 1 to "Site 
Charac ter 1 lat 1 on Test Programs " Contractor Ooler 
Associates 

COLEMAN. R Administrative Contracts Branch NRC-02-00-056 
80/06/09 Ip 


—0007280717 Reguests 1 uk axtension to "Site Character i latlon Test 
Programs " 

PENTZ, D L Oolder Associates NRC-02-00-056 00/06/09 ip 


8007300577 Notification of contract execution "Development of 
Communications Console Design." auarded to Bendix Pield 
Engineering Corp 

HOYLE, A Administrative Contracts Branch FIN B-1299 
NRC-05-B0-290 00/07/10 Ip 


— B007300590 Contract "Development of Communications Console Design." 
awarded to Bendix Field Engineering Corp 

ENGLE. N J Bendix Carp PERLMAN. J Administrative Contracts 
Branch FIN B-1259 80/07/10 5pp 


8007300379 Notification of contract execution. Hod 6 to "Electrostatic 
Copglng Svcs “ Contractor Potomac Research Ine 
FLVNN.M J Administrative Contracts Branch NRC-17-77-158 
80/07/11 Ip 


—8007300581 Mod 6. extending period of performance, to "Electrostatic 
Copying Svcs " 

BAUMANN. R o Potomac Research, Inc MATTIA. M J Administrative 
Contracts Branch NRC-17-77-158 00/07/11 Ip 


8007300593 Notification of contract execution. Mod 3 to "Personnel 
Neutron Dosimetry for Nuclear Pouer Plants " Contractor 
Rennsalaer Polytechnic Inst 

JACOBS, A Research Contracts Branch FIN D-6631 NRC-04-78-863 

80/06/27 Ip 


—8007300598 Hod 3. extending period of performance for seven months, to 
"Partonnel Neutron Dosimetry for Nuclear Power Plants " 

LDOIUDICB. J M Rensselaer Polytechnic Inst MORTON. K V Research 

Contracts Branch FIN B-6631 NRC-04-7e-263 80/06/87 8pp. 


8007310006 Notification of contract execution. Mod 2 to "Presentation 
of General 6 Refresher Courses in Concrete Technology 6 
Codes " Contractor Portland Cement Aesociation 

BAI8DEN, L Research Contracts Branch FIN X“il75 NfiC-05-79-261 
80/07/01 Ip 


— 0007310010 Mod 2, changing personnel, to "Presentation of General & 
Refresher Course In Concrete Technology t< Codes " 
a Portland Censnt Association MORTON, K V Research Contracts 
Branch FIN X-1175. NRC-03-79-261 80/07/01 Ip 


FINANCIAL DISCLOSURE INrORMATION 


8007080737 Informs that confidential statement of employment 6 
financial interests h.is been revioued Exemption from 
provisions of lOCFRO 735-21 must be granted in order to 
allou work on licensing matters involving GE 
VOLLMER.R H Division of Engineering 00/06/11 ip 


8007130061 Forwards list of Div of Safety Technology employees in 
grades GSI3-I5 l< employees below GS-13 in occupational codes 
of interest for whom submission of confidential financial 
statements are required 

MATTSON, R J Division of Safety Technologij 80/07/01 4tip 


8007300030 Advises that request for exemption from lOCFRO 73S-21 is 
granted t< participation in matters before MRC affecting 
Hestinghouse permitted Interest in pension fund not so 
substantial as to affect impartiality 
VQLLMER.R H Division of Engineering 80/07/16 Ip 


FOIA FREEDOM OF INFORMATION ACT REQUESTS AND RELEASES 


7812210533 Foiuards IE Insp Rept 30-12038/78-01 on 781011 No Items of 
noncompliance noted Insp included exam of activities at 
Pittsburgh office re radiation safety 6 compliance u/rule» 
ti regulations H/out rept 

MCCUNTQCK.R 0 Region 1, Philadelphia, Fuel Facility t Materials 
Safety Branch 78/10/31 ip 


7906200225 Requests Executive Branch pDBitio.n re GC application for 
license to export six detector assemblies to India Forwards 
790507 application H/o end 

OPLINOER.O G Assistant Director for Cxport/Impor t 6 International 
Safeguards 79/05/15 Ip 


7909110639 Responds to 790703 1 tr re approval of NRC actions 
HENDRIE.J M Commission 79/07/16 Ip 


8005070583 Ack receipt of 000130 1 tr informing NRC of steps token to 
correct violations noted in IE Insp 79-01 on 791212 
MCCLINTOCK.R Q Region 1. Philadelphia, Fuel Facility t< Materials 
Safety Branch 80/02/26 Ip 


— 0005090924 Responds to NRC 800107 I tr re violations noted in IE insp on 
791212 Correctivo actions discussed Infraetlona u/ 
technicians involved Classes planned w/all technicians on 
requirements ti restrictions 

CARMEL, P Rad Servicos, Inc B0/01/.10 Ip 


— 8005090927 Discusses IE Insp 79-01 on 791312 fa forwards notice of 
violation 

MCCLINTOCK.R 0 Region 1, Philadelphia, Fuel Facility t< Materials 
Safety Branch 80/01/09 2pp 


— 8005090529 Notice of violation frpm insp on 791212 Noncomp I lance noted 
required radiation surveys not performed on packages 
received 

» Region t, Ph I laiielphia. Office of the Director 80/01/09 2pp 


B0OS20O366 Ack receipt of 000312 resolution in support of nuclear 
energy adapted by Northumberland County Board of 
Supervisors Certain short-term tasks. Identl fled in TMI 
Action Plan. must ho completed prior to OL issuance 
KAMMERER.C Office of Congressional Affairs 00/04/28 Spp 


8005270154 Submits legal opinion on tuo questions re operation of U 
Mill Tailings Radiation Control Act of 1970 NRC has legal 
authority to impose groundwater protection conditions fa 
concurrent jurisdiction over nonradlot og leal haiards 
8HAPAR.H K Office of the Executive Legal Director 80/04/28 
S7pp 


8005290603 Ack receipt of 000421 Itr informing NRC of steps taken to 
correct violations noted in IE insp of License 37-13129-01 
on 800228 

CROCKER. H H fioglon 1. Philadelphia. Office of the Director 
80/05/07 Ip 


—0005290607 Responds to NRC 800320 Itr re violations notSiJ in IE imp of 
License 37-13120-01 on 800220 Corrective actions new 
procedures will be developed to Improve coordination in 
receipt of incoming radioactive eamples 
KIM. 8 M Radiation Management Corp 80/04/21 2pp 


— 8005290612 Discusses IB insp of License 37-13129-0! on 000220 fa 
forwards notice of violation 

CROCKER, H W Region 1, Philadelphia. Office of the Director 
80/03/20 2pp 
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— 8005390616 Notice of violation from insp on BOOS28 Noncamp 1 lance noted 
failure to keep records showing receipt of radioactive 
sainp les 

• Region !■ Philadelphia! Office of the Director S0/03/SB Ip 


B0061S0403 Discusses reasons for delays in licensing neu nuclear 
plants! in response to 800434 requests re UA Cosgrove 
comments Delays caused by post-TMl efforts to improve safety 
at operating plants 

KAKMERER.C Office of Congressional Affairs 80/09/20 2pp 


8006120419 Responds to 800433 re L Nutter concerns about nuclear plant 
siting ti evacuation plana NRC not responsible for declslnn 
re uheather on not nuclear power should eiist in US 
Proposals to stop nuclear power development not enacted 
KAMKIERER.C Office of Congressional Affairs 80/05/07 Spp 


8007010083 “AECL/nNUL Cooperative Pel 1 et/Ctadding Interaction Program 
PANKASKIE.P J Drool haven National L,sb oratory MEYER! R 0 Core 
Performance Oranch 77/11/30 Iflpp 


—8007010093 Sommary of 740116 meeting u/GE re fuel performance Onsite 
insp techniques! reactor history h failure mechanisms were 
discussed Lists GE cone lusionS! AEC Impressions b recommended 
actions Lists of attendees end 

CDFPMAN!F D Atomic Energy Commission! Directorate of Licensing 
74/01/21 4pp 


"8007010108 Forioards summary of NRC 750305 meeting w/GE in 3an Jose to 
discuss GE fuel failure eiperience 6 preconditioning interim 
operating mgt recommendations Discussion outline b list of 
meeting attendees end U/o ends 

COFFMAN! F D Coro Performance Branch 79/03/19 Ip 


— B007010U4 Forwards summary of NRC 750417 meeting w/8bU in DethesdaiHD 
to discuss pel let— cladding mechanical interaction Discussion 
outline b list of meeting end U/o ends 
COFFMAN! F D Core Performance Branch 75/04/23 Ip 


--6007010I26 Summary of 750803 meeting id/QE! Comm Edi ONULi Nor them 
States Power Co b Boston Edison Co re preconditioning 
interim operating mgt recommendations Knoun patterns of 
reactor operations have caused fuel failures Agenda encl 
COFFMAN! F D Core Performance Branch 75/08/15 9pp 


--0007010145 Discusses need for prompt NRC action re pellet-clad 
interaction Recommends that end Itr be sent to each 
licensee Lists other factors to be considered U/o end 
ROSSi D F Assistant Director for Reactor Safety 7S/GQ/29 2pp 


—8007010149 Bummary of 760309 meeting u/Uestinghouse b BHUL in Detbosdai 
MO re pellet-cladding interaction Meeting agenda b attendees 
list end 

SIECELi B L Core Performance Branch 76/04/01 7pp 


—8007010152 Eipresses thanks for info b cooperation afforded B Siegel b 
F Coffman during recent trip to labs Pellel-dadding 
interaction model discussions b data analysis provided 
clearer understanding of Canadian results 

ROSSi D F Assistant Director for Reactor Safety 76/04/14 Ip 


—8007010153 Forwards summary of NRC 760318 meeting w/AECL in Ontario! 
Canada re pellet-cladding Interaction Intent of meeting was 
to discuss current Canadian fuel operating racommendatlons 
for CANDU'DHU reactors b basts for recommendations 
COFFMAN. F B Reactor Safety Branch 76/06/01 7pp 


— 8007010161 Summary of 760409 meeting u/QE b BNUL in Dethesda.MD to 
review pellet-cladding interaction failures b effects on 
reaLtor design b operation List of attendees end 
SIEQEL.B L Coro Performance Branch 76/04/26 9pp 


— 8007010165 Summary of 760421 meeting u/Eiion Nuclear Co in Dethesda.MD 
to discuss pellet-cladding interactions Exjiiin Nuclear bos 
had no fuel failures on bundles being irradiated Meeting 
agenda b list of attendees encl 

SIEGELj B L Core Performance Oranch 76/04/30 4pp 


--8007010169 Summarizes NRC 760519 meeting u/BbU in Dethesda.MD to 
discuss pellet-cladding interactions SbU has eiparienced 
tow primary coolant activity leveli indicative of fau 
fsllures Meeting agenda b attendees list encl 
SIEOEL. B L Core Performance Branch 76/05/26 4pp 


—0007010173 SummariiBs NRC 760521 meeting w/C-E in BethesdaiMD to 
discuss pellet-cladding interactions Lists data presented 
from overpouei ramp tests Meeting agenda b list of 
attendees encl 

SIEOELi D L Core Perfoinance Branch 76/07/09 4pp 


— 8007010176 Submits doscriptlon of data for proposed joint pellet- 
cladding Interaction program Lists Items for review. prior to 
signing program agreement u/BNWL 

CHECK. P S Coro Performance Oranch 77/02/09 3pp 


— 8007010181 aummary of 770615 meeting u/LUR fuel vendors in DethesdaiHD 
re (LHR fuel damage criteria* methonl sms b limits List of 
attendees, agenda b eicorpts from SRPs encl 
TOKARi H core Performance Branch 77/06/23 14pp 


— B0070I01B7 Forwards brief summary of pellet-cladding info reviewed at 
Chalk River Nuclear Labs Lists questions which arose from 
efforts to establish fuel rod failure probabilities from 
Plckering-a bundle shift data 

PANKASKIE.P J Battella Memorial Institute. Pacific Northwest 
Laboratory 77/12/09 2pp 


—6007010191 Updates evaluation of applicability of FUELOORAM to LWR 
pellet-cladding failures Model will generate failure 
probabilities for CANDU data subset which will provide 
reasonable fuel bundle to fuel rod failure correlation 
PANKASKIE.P J Qattelle Memorial Institute. Pacific Northwest 
Laboratory 70/01/23 lOpp 


--9Q07010194 Forwards eiamples of correspondence w/US fuel vendors 
concerning contri but ions to AECL program w/FUELOORAMB 
Description of contract. "LHR Fuel Pellet-Cladding 
Interaction b Failure Limits. “ encl 

MEYER. R 0 Core Performance Branch FIN B-1 195 70/02/14 3pp 


— aD07D10'l96 Requests data presented at 760519 pel 1 et/c laddlng 
interaction meeting between NRC b BbU, Data needed for 
assessment of applicability of AECL pellet/cladding 
InbeTaction model to LUR fuels 

ROSS.D F Assistant Director for Reactor Safety 77/11/30 Ip 


--8007010204 Confirms telcons identifying addl OE info needed for us* in 
joint ONUL/AECL program to assess applicability of 
FUELOOHAMS to LHRs 

ROSS.D P Assistant Director for Reactor Safety 77/03/01 Ip 


—8007010207 Forwards agenda for 7803DS pellet/cladding interactions 
meeting in Richland Requests notiflcatlan if changes 
neoded 

CHECK. P S Core Performance Branch 78/02/15 3pp 


—8007010210 Recommends final meeting b rept re cooperative pallet/ 
cladding interactions effort w/Canadians Rept should be 
nonproprietary b contain descriptions of relevant FUELQORAMS 
b predictive models 

MEYER. R 0 Core Performance Branch 78/07/12 Ip 


—2007010215 Requests addl Fuel behavior data re pellet/cladding 
interaction Data will be Used for developing improved fuel 
damage limits for licensing of PWRs b BURs Lists current 
needs for program. present status b licensing impact 
DENTDN. H R Office of Nuclear Reactor Regulation. Director 
79/03/07 7pp 


—8007010218 Speech entitled "Development of Improved LMR Fuel Damage 
Limits for Reactor Licensing." presented at AN8 781114 
meeting in Uashington. DC 

TOKAR.M Core Performance Branch 70/11/14 37pp 


— BOD7010222 Summary of 781212 meeting u/AECL b BNWL in Ontario. Canada 
re draft rept on BNHL/AECL cooperative technical assistance 
program on pellet/cladding interaction FUELOORAM Lists 
meeting objectives Meeting agenda encl 
TOKAR.M Core Performance Branch 70/12/15 3pp 


—8007010227 Notifies of 790503 meeting in Portland. OR to discuss 
utiliiation of data re fuel failure caused by pellet/ 
cladding interactions Forwards draft rept for review W/o 
end 

TEDESCO. R L Assistant Director for Reactor Safety 79/03/27 
If 


— 8007O1O2SO Provides procedure for transmittal of data requested for 
BNUL consultant use in PROFIT pellet/cladding Interaction 
model 

KNIEL. K Core Performance Branch 79/0S/O2 Ip 


—0007010233 Comments on "Draft Ropt on Joint Program by BNUL b AECL. Mar 
197? *■ PROFIT data base is strongly biased toward high 
failure rata Independent variables are ambiguously defined 
OLOSERO. T Electric Power Research Institute 79/05/07 4pp 
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— 8007010238 Si/brnits tabulation of estimates of fuel failure probability 
for control rod uiithdraual ATUS in PUR Hot standby to 20X 
rated pouer b full (1007.) to overpouior (IlOX) ucre 
considered in estimates 

PANKA8KIE. P J Battel le Memorial Institute. Pacific Northuest 
Laboratory 79/03/08 2pp 


--6007010241 Requests proposal from 8NML to provide technical assistance 
re fuel failure to Div of Sys Safety Forwards statement of 
work Authorization to commence worli becomes effective upon 
acceptance of executed NRC Form 173 

SHRQEDERi F Division of Systems Safety 79/08/07 7pp 


--6007010244 "Pel lot/Cladding Analysis of Turbine Trip U/o Bypass." final 
rept. Jan 1979. prepared for BNWL 

POMEROY. D L . 9AUAR. T 0 . UARINO. J P Scanpouicr. Inc 79/01/31 
89pp 


"8007010249 Requests proposals from INEL to provide technical assistance 
re fuel performance to Div of 8ys Safety Foruards 
statement of work Authorization to commence work becomes 
effective when NRC Form 173 accepted 

SCHROEDER. F Division of Systems Safety FIN A-b263 79/08/24 

6pp 


0007010079 FDIA request for 97 documents referenced in M Tokar memo to 
ACRS re pellet-cladding interaction 

KIOOINS. 8 R Uestinghoose Electric Corp B0/09/0b 7pp 


B007020122 Responds to FOIA request for documents re US radiation 
fflonltoring or related activities of French nuclear weapons 
teiting ainco 196& Documents are being referred to CIA for 
disclosure determination b direct response 
FELTON. J H Division of Rules and Records BO/Oti/29 ip 


0007020127 FOIA request for documents re US radiation monitoring or 
related activities of French nuclear weapons testing since 
196b by Mheellng T AOM US Instruments ship or other vessel 
TREAKLE. K Oreenpeace Foundation 80/09/29 ip 


6007020132 Responds to FOIA request for all memos. Itrs b records 
concerning organ! zat ion. Peopl e Oenerating Energy NRC has no 
files indeied or maintained under organization Other 
relevant info may be available In LPDRs 

FELTON. J H Division of Rules and Records 80/06/29 ip 


8007020136 FOIA request for all memos. Itrs b records concerning 
organi latton. Peopl e Oenerating Energy Affidavit end 
BELlNi A Center f<zr Law in the Public Interest 80/06/11 2pp 


8007020284 Addl response to FOIA request for info re award of contract 
NRC-10-77-140 issued to Damans b Associates Forwards 
documents listed In end Info partially b completely 
withheld NRC advice b opinions (ref FOIA Exemption 9) 

FELTQN.J M Division of Rules and Records 80/02/12 3pp 


—8007020287 Proposal evaluation rop t, Sol Id tation R8-77-38> "Audit of 
Supergrade Positions." Info partially withheld NRC advice b 
opinions <ref FOIA Exemption 9) 

JONES. C C Commission MATT I A. M J Administrative Contracts 

Branch 77/06/23 6pp 


—8007020292 Final proposal evaluation rept b reeommendat ion. Solid tat Ion 
R8-77-38. "Audit of Bopergrade Positions " Info partially 
withheld NRC advice b opinions (ref FOIA Exemption 9) 

JONES. C C Commission MATT I A. M J Administrative Contracts 

Branch 77/06/23 14pp 


8007020460 Responds to FOIA request for Info re dates for scheduled b 
unscheduled outages for plants located in continental U8 b 
Info related to malnt operations being ptrformed on plants 
Forwards NUREO-0020> Uol 4 U/o end 

FELTON. J M Division of Rules and Records 80/06/29 Ip 


8007020463 FOIA request for info re dates for scheduled b unscheduled 
outagee for plants located in continental U8 b info related 
to malnt operations being performed on plants 
8K0R0H0D. P M Briggs Engineering b Teeting 80/06/04 Ip 


8007030007 POIA request for documents re transportation of spent fuel 
from Portemouth. VA to Savannah River plant in Aiken. SC 
MEYER. K A Affiliation Unknown 80/06/03 2pp 


8007030033 Addl response to POIA request for documents listing nuclear 
plant locations, acd dents occurring at each location, environ 
impact resul tsi rad lation leaks, b nuclear waste depots 
around US, Forwards J Braun 800612 memo 

FELTON. J M. Division of Rules and Records 80/06/23 Ip 


— 8007030036 Provides response to CQIA Request 60-278 for list of nuclear 
waste depots arniti.d US. locations t. cost Request Is 
interpreted tii reference commercial high b low level b U 
mill tailings 

BRAUN. J Licensing Process !< Integration Branch DO/06/12 6pp 


0007030064 Responds to POIA request fni summaries of all radiation 
exposure data b NRL or ACRS position papers leading to NRC 
adoption of 0 1 as max radiation permissible Forwards 
documents listed in App A No position papers exist W/o anc 1 
FELTON. J M Division of Rules and Records 80/06/29 Spp 


8007030066 FOIA request for summaries of ail radiation exposure data l< 
NRC or ACRS position papers loading to NRC adoption of 0 1 
as max radiation permissible dose 
ICE.R D Oklahoma. Univ of 80/09/27 2pp 


8007030331 Responds to FOIA request for NRC telephone diractnry 
Forwards direclary U/o end 

FELTON. J M Division of Rules and Records 60/06/26 2pp 


0007030332 FOIA request for NRC telephone directory 

OONCALVESi A National Employee Benefit Associates 80/06/20 Ip 


8007000036 6ECY-79-429 

Discusses procedure by which NRC can determine whether 
matters of alleged or suspected criminal violations of law 
shauld be referred to D(3J Recommends that Inspector b 
Auditor Ofe accept full responsibility 

BHAPAR. H K Office of the executive Legal Director 75/08/11 3pp 


8007090377 FOIA request for winning proposal in response to RFP RB-NRR- 
80-102. "Energetic Thermal In torac tlons. Roerl 1 1 cal I ty b 
HTOR Accident b Transient Coolant Flow " 

RAUNER. L M Advanced Technology. Inc 80/02/29 Ip 


8007090380 Responoo to RFP R6-NRR-00 -102, "Energetic Thermal 
Interactions. flocri t leal 1 ty b HTOR Accident b Transient 
Coolant Flow " Describes proposed technical approach, 
research p Ians, schedules b milestones 

THCOFANUS.T 0 Purdue Univ RS-NR-OO-lOE 79/12/19 34pp 


B007IOOOOO Addl response to FOIA request for documents re licensing of 
facility b transcripts of closed Commission meetings App A 
documents available in FDR Document 1 of App B b partluns 
of Oocumenls 2-21 withheld (ref FOIA Exemptions 3.4 b 9) 

FELTQN.J M Division of Rules and Records 60/06/27 Spp 


— 8007100019 Discusses application of inventory difference regression 
equation to Aug Inventory Info withheld proceduree for 
safeguarding nuclear motl b NRC predec I si oiial advice, 
opinions b recommendations (ref FOIA Exemptions 4 b 5> 

ME681N0ER. M Material Control b Account.ib 1 1 i ty Development Branch 
79/09/26 3pp 


—8007100020 Summary of 000102-03 meeting between util b NRC in Silver 
Spring. MD re MCA license conditions applicable for resumed 
highly enriched 0 operations Info partially withhold 
(ref FOIA Exemptions 4 b 9) Charts end 

JOY. D Material Control Licensing Branch 00/01/10 ip 


—8007100023 Forwards matl balances covering Inventory for 790814-1004 
Info withheld safeguards b security measures (raf FOIA 
Exemptions 3 b 4) 

HENSLEY. K D Nuclear Fuel Servlcos. Inc (subs of Dotty Oil Co ) 
NFS 79-1309 79/12/09 Spp 


—8007100028 Forwards detailed rept on current b planned projacts 
designed to improve facility accoun tab 1 1 i ty sys t< nsaadabed 
inventory difference results Rept withheld (ref FOIA 
Exemptions 3 b 4) 

TAYLOR. C N Nuclear Fuel Services. Inc (subs of Ontty Oil Co 1 
NFE 79-Oai 79/10/23 Ip 


— 8007100032 Discusses 8ECY-79-690Ai "NRC Regulation of Highly Enriched 
U Operations at Facility " Lists addl requirements needed If 
position taken by JF Ahearne In 000109 memo is adopted Info 
partially withheld (ref FOIA Ezemptlon 3) 

H A NR AH AN. E J Material Control Licensing Branch QO/Ol/li Spp 


—0007100030 Summary of Commission 800116 meeting re 0ECY~79~68O b 8ECY~ 
79-690A concerning facility Scape b quality of matl control 
b accounting eloments would bo Improved Bummarties proposed 
actions Info partially withheld Iref FOIA Exemption 3). 

HANRAHAN. E J Material Control licensing Branch 80/01/19 Spp 
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— 8007100044 Disfu^ees 741004 Inventoru difforente of high enriched U 
eiceedtng Umit of error constraint Poruards rept detailing 
causes contriOuting to inventory differences & corrective 
actions taien Ropt uithheld (ref PolA Eiamption 3) 
lAYLORiC W Nuclear Fuel Bervicrsi Inc (subs of Oetty Oil Co ) 
NFE:”77-083 79/11/03 app 


— B0071 00052 PoTuards comments on JO Partlou 790325 Itr to KD Hensley 
Infn uithheld safeguards b security measures (ref FOIA 
Eiempcion 31 

HEN8LCV. K D Nuclear Fuel Service Si Inc (suits of Getty Oil Co 1 
79/07/01. 3pp 


—0007100057 Submits list of recent mods at facility uhleh upgraded matl 
accountability b control program Info uithheld procedures 
for safeguarding licensed SNN (ref FOIA Eiemption 4) 

.IQVtl) R Material Control Licensing Branch 79/09/11 3pp 


—8007100069 Poruards info status rept re 790S14 inventory differences of 
highly enriched U eiceedlng limit of error constraint Info 
withheld procedures for safeguarding nuclear matl (ref FOIA 
Eiemptian 4) 

ItENSLEY- K D Null ear Fuel Services. Inc (subs of Getty Oil Co ) 

79/ 10/02 3pp 


— 8007100072 Summary af 790B16 meeting betueen util b NRC In QBthesda.MD 
re concerns of highly enriched 0 inventory difference 
behavior Inventory difference is licensee problem Info 
partially uithheld (ref FOIA Eiemption 9) 

JOV< D Material Control Licensing Branch 79/08/31 2pp 


— 0OO71OOOB1 Bumraary of 790816 meeting u/util Lists major util concerns 
including improving of accounting sys Majority of mooting 
spent on reporting status of NHC ({uestlons Info partially 
(Uithheld (ref FOIA Esemptlon 9) 

PAHTLDHi J 0 Material Control Licensing Branch 79/08/17 3pp 


0007I003S7 Notifies that JF Ahearne concurs in uordlng of fire 
protection ru 1 e. SECY-BO-OaQ. as revised by J Parry 000317 
memo subj to listed changes 
BAUTERiO Commission 00/04/ 16 ip 


—8007100334 Forwards draft memo sumnarliing individual Connissioner 
coaiments on SPCY-00-080, fire protection actions Reiiuftsts 
cooiments or concurrence In time to affirm paper on 800319 
Draft memo, modi fi ed pages b draft FR notice end 

F'ARRV.S J 8 Office of the Becretary of the Commission 80/03/17 
17PP 


BOOT 1 10004 Responds to FOIA request for 11 documents concerning 
facility Items 3. 3 b 5-10 have been addressed in earlier NRC 
responses Attachment 0 of Document li uithheld (ref FOIA 
Eiemption 4 b 10CFR2 790> 

FELTON. J M Division of Rules and Records DO/06/27 2pp 


8007110149 ResponilB to FOIA request for 1979 quarterly repts for 3M Co 
Po-310 static elimination devices InFo (uithheld (ref FOIA 
Exemption 4) 

FELTON. J M Division of Roles and Records 80/07/09 Ip 


B0O7110159 FQIA request for 1979 quarterly repts for 3M Co Po-SlO 
static ellniinattan devices 

MILEHAM.J Mari IV Industries. NRD Dlv 00/06/30 Ip 


0007110248 Advises that RT Kennedy concurs in changes to SECV-BO-OBB. 
fire protection rul e> proposed in 0 Souter S00416 memo, sub j 
to attached ravlttons 

OUILDHRT. J Commission 80/04/17 4pp 


--8007I10S46 Notifies that JM Hendrle concurs u/1300416 version of fire 
protection rule circulated by 0 Gauter as modified by BT 
Kennedy 

FONTECILLA. H Commission 80/04/18 Ip 


8007110496 Requests Commission approval to publish, for coeimunt. amend to 
lOCFRBo in form of App H.w/flro protection requirements for 
plants in operation prior to 790101 Amend would fecilttate 
Inpleirientlng QTP 9 S-l 

FONTECILLA. H M Commission 80/03/14 2pp 


B007I10504 Discusses status of App R to KJCFRSO re impact of requiring 
all fire protection features installed by 801101 Eleven 
plants will nut complete Section 3 1 mods b Beetlon 3 8 
open items by QOilOl 

LAINAS. G Plant Systems Drench 90/04/11 3pp 


6007110547 Describes status of altarnate/dedlceted ihutdoidn eye as of 
800339 

CASE. E Office of Nuclear Reactor Regulation. Director 80/07/10 

app 


B007110SB6 Forwards info requested by JF Ahearne re status of fire 
protection revieu program, al ternate/ded 1 catedi shutdoun sys 
status as of 800331 b other outstanding Issues 

LAINAS.G Assistant Director for Safety Assessment 80/04/02 7pp 


8007140212 Respunds to FOIA request for page from WASH-740 update 
650413. const sting of DN Sunderman memo to 8Z Biawlewici. 
Document 136 Forwards memo 

FELTON. V M Division of Rules and Records 80/06/26 Ip 


— 6007140220 Discusses revision to HASH-740 Comparison of ground rules in 
tun analyses b effects is instructive in pointing out real 
differences Foruards table consisting of comparison of 
selected input b output items in UAfiH-740 b revision 
BUNDERMAN. D N Battolle Memorial Institute. Columbue Laboratories 
65/04/13 3pp 


0007140214 FOIA request for page from WASH— 740 update. 690413. consisting 
of DN Sunderman nemo to BZ Biaialeuici. Document 136 
GROSSMAN. K Island Closeup News Service 80/06/18 Ip 


6007140226 Responds to FOIA request for documents re M Dellsle Foriuerds 
documents listed in App A W/o ends 

FELTOH. J M Dlvisittn of Rules and Records 00/07/01 2pp 


6007140228 FOIA request for documents re M fielisle N Bclisle affidavit 
end 

BELIN.A Center for Law in the Public Interest 80/06/11 3pp 


BD07140239 Responds to FOIA request for records re five categories of 
Info concerning praposed fire protection rule All documents 
relative to request are available in Wash ington. DC POR 
FELTON. J H Division of Rules and Records 80/06/27 2pp 


8007140243 FOIA request For records re five categories of Info 
concerning proposed fire protection rule 
HCGARRY. J M Debevoise b Llbcrihen 60/06/16 2pp 


6007140243 Responds to FOIA request For Contract NRC'-08-60-338i "Study 
of US Nuclear Health it Befety Info Dissemination." aiuarded 
to Franklin Inst Contract is available in Washington. DC PDR 
FELTON. 3 H Division of Rules and Records 60/07/08 Ip 


8007140248 FOIA rsquest for Contract NRC-Oa-BO-338. "Study of US 
Nuclear Health b Safety Info Dissemination." aiuarded to 
Franklin Inst 

NOCElLA.S j Advanced Technology. Inc BO/07/01 Ip 


8007140277 Responds to FOIA request for all Info which directed or 
discussed any changes of proposed fire protection rule in 
GECV-60-088 App documents have bean forwarded J Ouibert 
BODSll nsno withheld (ref FOIA Eiemption 81 
FELTON. J H Division of Rules and Records 80/06/26 8pp. 


— B007I40291 Staff requirement memo re B00423 open Affirmation Bession 
60-18 in Uashington. DC, Includes overall records of 
Commission vote* re SECY 00-166. SECY 60-177 b aEqY-80~Oe6 
CHILK. 8 J Office of the Secretary of the Commission. 80/09/01 
•app 


— 0007140297 Discusses fire protection role proposed in 8HCY-80-08B. Lists 
JF Ahearne recommendations re provisions luhich should be 
incorporeted in rule Includes info re public comment 
period b implementation of nonshutdoiun sys mods. 

8AUTER.0 Commission 60/04/10 Ip 


— 6007140302 Discuses s fire protection rule proposed in SECY-BO-000 
Commission af firmed, lu/comments. proposed fire protection rule 
delineating certain min fire protection requirements at 
800423 Affirmation Session 60-16, Lists recommended changes 
NOTLEY. D P Engineering Mctholology Standards Branch 80/06/03 

2pp 


B0071402B6 FOIA requsst for all info which directed or discussed any 
changes te proposed fire protection rule in 8ECY-80-088 b 
record of Commission's vote re changes 

KNUTH. D F Kerr-NcGee Chemical Corp (subs of Kerr-McGee Corp ). 
60/09/30 Ip 


6007140491 Responds to FOIA request for rept on potential threat to 
nuclear activities from insiders. DDE study on effectiveness 
of security clearances b supporting documents usail at 800619 
briefing re repts Documents avnilebte at PDfl.DQE b CIA 
FELTON. J Division of Rules and Records 60/07/10 tp. 


— 6007140S04 Bunshirte FR Notice of Commission meetings during wh of 
600616 

MAGEE. W Office of the Secretary of the Commission 80/06/16. 
‘P 
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0007140498 FQIA request for rept on potential threat to nuclear 
activities from lnsl<iere> DOE study on effectiveness of 
security clearances & supporting documents used at 000619 
briefing re repts 

COCHRANi T D Natural Resources Defense Council 80/06/24 Ip 


0007140645 Responds to FQIA request for winning technical proposal in 
response to RFP RS'*‘NMS'B0''024» *'Devcl opment of Advanced Mat! 
Accounting Sys Simulation (AMASS) Model " Forwards proposal 
FELTON. J H Division of Rules and Records 00/07/09 Ip 


— 0007140656 Response to RFP nS-NMS-0O-O24i “Oeve lopmetit of Advanced Matl 
Accounting Sys Simulation (AMASS) Model " Objective is mod 
of MCLAH5 simulation model for broad application to wide 
variety of licensed facilities 
* NUBAC. Inc HB-NM8-B0-024 80/01/04 70pp 


8007140650 FOIA request for winning technical proposal In response to 
RFP HS-NMS-BO-024. "Development of Advanced Matl Accounting 
Sys Simulation (AMASS) Model " 

TBEVINO.T Science Applications, Inc TT-860 60/06/27 Ip 


B007140664 Responds to FOIA request for 5 documents re state U mill 
Incidents Forwards documents 

FELTON, J M Division of Rules and Records SO/07/07 ip 


0007140674 FOIA request for 5 documents re stats 0 mill incidents 
BURKS.N Black Hills Alliance 00/06/16 2pp 


0007150743 Responds to appeal re denial of FOIA request for records re 
Abalone Alliance fc Info concerning FBI Director 770BQ4 memo 
to Deputy Atty General NRC has no further documents subj to 
request 

DIRCKB, U J Office of the Eiecutlve Director for Operations 
80/07/10 Ip 


0007150749 Appeals denial of FOIA request for all records re Abalone 
Alliance l< info concerning FDI Director 770804 memo to 
Deputy Atty General FOI 770B04 memo end 
VARON, C Affiliation Unknown 00/06/03 7pp 


B0071S07S6 Responds to FOIA request for records re Abalone Alliance U 
Info concerning FDI director 770004 memo to Deputy Atty 
General Forwards document re Abalone Alliance Other 
documents may be available in CA PDRs U/o ends 
FELTON, J H Division of Rules and Records 00/03/05 Ip 


80071507B6 Submits addl response to FOIA request for five categories of 
info concerning proposed fire protection rule Documents 
listed in app are available in Ifashlngton, DC PDR Five 
documents re request are stilt under review 
FELTON, J M Division of Rules and Records 00/07/09 2pp 


0007170197 Responds to FOIA request for Region 2 list used for 
distributing bul 1 et ins, inf o notlcos t< circulars & Region 4 
list for distributing quarterly publication re contractor/ 
vendor insp info Forwards lists U/o ends 
FELTON. J H Division of Rules and Records 00/07/14 Ip 


0007170202 FOIA request for Region 2 list for distributing bulletins, 
info notices I, circulars t< Region 4 list for distributing 
quarterly publication re contractor/vendor insp info 
KEENAM,T Inside DOE, MtOraw-HlH Publication 00/06/13 Ip 


9007170292 Discussee IE Insp Rept 30-13219/78-01 of License 
19-17039-01 on 7B0423 No none amp 1 lance noted Major areas 
inspected procedures 1< representative records, personnel 
interviews 6 observations by inspector 

MCCLINTOCK,R 0 Roglon 1, Philadelphia, Fuel Facility t. Materials 
Oefety Branch 78/05/10 2pp 


—0007170298 IE Insp Ropt 30-13219/70-01 of License 19-17039-01 on 
780425 No noncomp 1 lance noted Major areas inspected 
procedures U representative records, personnel Interviews fc 
observations by inspector 

* Region I, Philadelphia, Office of the Director 70/03/10 3pp 


— 0007170304 IE Insp Ropt 79-01 of License 19-17039-01 on 790111 No 
noncomplianco noted Major areas inspected procedures t, 
representative records, personnel interviews fi observations 
by inspector 

MCCUINTOCK,B 0 Region I, Philadelphia. Office of the Director 
79/Ol/il 4pp 


— 0007170306 IE Insp Rept 70-01 conducted on 701011 No noncompliance 
noted Major areas inspected procedues t< representative 
records, personnel interviews t, observations by Inspector 
CAMPBELL. M , MCCLINTDCK.R 0 Region 1, Philadelphia, Office of the 
Director 78/10/17 iOpp 


— 0007170314 IE Insp Rept 79-01 of RAD Svcs.lnc on 791212 Noncompliance 
noted failure to keep lecords of receip t, transfer, storage, 
survey 6 aionitnring of matls 

CAMPBELL. M > MCCLINTOCK. R □ Region 1. Philadelphia, Office of the 
Director 00/01/02 t2pp 


— 0007170310 IE Insp Findings S, Licensee Ac k dtd 690916 of License 
37-13129-01 Insp findings no noncompliance noted 
STEARNS, C F Atomic Energy Commission 69/09/16 9pp 


— 8007170326 Ack receipt of 751)05 1 tr informing NRC of steps taken to 
correct violation noted in IE insp on 731009 Actions will be 
examined during subsequent insp of licensed program 
NELSON, P R Atomic Energy Commission, Directorate of Regulatory 
Operations 75/11/12 Ip 


— B00717032B Informs NRC of steps taken to correct violation noted In IE 
insp on 751009 Corrective action complete Inventory of Ca-60 
has been taken 6 new procedure is under preparation to avoid 
future problems 

LINNEMAN.R E Radiation Management Corp 75/11/05 Ip 


— 8007170399 Discusses IE Insp Repts 30-06309/79-01 t> 30-14546/79-01 of 
Licenses 37-13129-01 I, 37-13129-02 on 790201 6 forwards 
notice of violation 

MCCLINTOCK, R 0 Region 1, Philadelphia, Office of the Director 
79/02/12 2pp 


— 0007170402 Notice of violation from insp on 790201 Noncompliance noted 
failure to instruct all individuals working In restricted 
area of precautions 6 procedures to minimiie exposure to 
radiation 6 radioactive matls 

* Region 1, Philadelphia, Office of the Director 79/02/12 2pp 


— 0007170411 Ack receipt ef 790305 Itr informing NRC of steps taken to 
correct violations noted in IE insp of Licenses 37-13129-01 
I< 37-13129-02 on 790201 

MCCLINTOCK.R 0 Region 1. Philadelphia, Fuel Facility 6 Materials 
Safety Branch 79/03/23 Ip 


— 8007170416 Responds to NRC 790201 Itr re violations noted in IE insp o 
Licenses 37-13129-01 t, 37-13129-02 on 790201 Corrective 
actions addl instructions given now employees b surveys mads 
Ic records maintained 

KIM.S H Radiation Management Corp 79/03/05 4pp 


— 0007170432 IE Insp Rept 79-01 on 790201 Noncompliance noted Failure to 
instruct all individuals working in restricted area of 
precautions 1, procedures to mlnlmiie exposure to radiation t, 
radioactive matls 

MCCLINTOCK. R □ Region 1, Philadelphia, Office of the Director 
79/02/05 9pp 


— B00717043B IE Insp Rept 00-01 on 000228 Noncompliance noted no records 
Found showing receipt of samples from customers 
COSTELLO.F . CAMPBELL. M Region 1, Philadelphia, Office of the 
Director 00/03/19 llpp 


0007220207 Add! response to FOIA request for documents re proposed 
nuclear reactors located near Oyacma, Korea Forwards JR Shea 
draft memo to Commissioners 6ErY-Q0-239 is located in DC 
PDR Info partially withlield (ref FOIA Exemption 5) 

FELTON, J M Division of Rules and Records 00/07/13 2pp 


— 0007220214 Draft Commission paper re licensee for GE to export two 
reactors, KNU 7 b 8 to Korea Reactors would he located on 
Oyaeme Forwards final Executive Branch views Info partially 
withheld (ref FOIA Exemption S> 

SHEA, J R Office of International Programs, Director 00/07/15 

3pp 


0007220243 Addl response to FOIA request for Info concerning facility 
Nonexempt portions of documents listed In app are located In 
DC PDR Documents 1,2 b 3 partially withheld <rcf FOIA 
Exemptions 465) Documents S b 6 are undergoing review 
FELTON. J M Division of Rules and Records 00/07/16 3pp 


— 0007220251 Discusses 800227-29 site visit to further evaluate 
effectiveness of new process monitoring license conditions 
Info partially withheld (ref FOIA Exemptions 4 b 5) 

Responses to M Udall questions dtd 000306 end 

JOY. D R Material Control Licensing Branch 80/03/11 4pp 


8007220326 FOIA request for "Sobmerged Doroinoral i ler Byq Technical 
Evaluation Rept " 

MDNTAOUE.P National Campaign for Radioactive Mesto Safety. 
80/06/23 Ip 
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0007230224 Responds to FOIA request for H Denton 000613 memo to 
Comnlasl oner s entitled, "Compliance of OL Applications 
Current NHC Rcgo lat i ona. Reg Guides S< Branch Technical 
Positions " Foruards eiemo 

FELTDN, J H Division of Rules and Records 60/07/16 Ip 


8007230234 Requests estimate of hJRC -S, liconsee resources involved in 
Implomentlng proposed requirements of end draft memo re 
neui OLs compliancD u/current NRC rules>reg guides t branch 
technical positions Response expected bg S00923 
CHILKpS J Office of the Secretary of the Commission 
COMPD-00-13 B0/05/i2 2pp 


8007830229 FOJA request foi H Denton 800613 memo to Commissioners 
antitlodi '"Compliance of OL Applications W/Current NRC 
Flegv 1 atinns, Reg Guides I, Branch Technical Positions " 

U£ISS, E R Sheldonp Harmon J< Reiss 00/07/11 Ip 


8007230250 AddI response to FOIA request for all info re changes to 
proposed fire protection rule in SECV-QO-OB0 (t record of 
Commission's vote Commi sslonor Bradford concurrence end. 

Bix docufflonts uithheld (ref FOJA Exemption 3) 

FELTON, vl M Division of Rules and Records 60/07/16 2pp 


--0007830256 Notifies that Commissioner Dradford concurs ui/revisions In 
Q00416 memo re fire protection rule 18ECY-eo-OB0) Excerpt 
of rule end 

THONPBON.H U Commission 00/04/21 3pp 


B0072306S5 Requests comments on enc 1 memo describing results of 
corrosion tests for commercial grade mild steel partially 
embedded In DQW vinyl estcr-stgreno leaste form containing 
NS-l decontamination uaste concentrate 

NEILEON, R M Droolihaven National Laboratory 79/12/04 7pp 


6007240183 Add! response to FOIA request for five categories of Info re 
proposed fire protection rule Consultant rBptiCT-1256 ti 
ACR9 member ropt are available in PDR Forwards R Ferguson 
791026 memo !< OA Arlotto 800516 memo 

FELTON, J H Division of Rules and Records 00/07/10 Ip 


--8007240100 Forwards brief description of evaluation program $i guideline 
documents for proposed fire protection rule Draft proposed 
rule oncl 

FEROUSON, 8 Plant Systems Branch (Pre 791030) 79/10/26 49pp 


8007240193 Addl response to FOIA request for three categories of 
documents re Union Carbide U mill facility in Gas Hills, NY 
Forwards documents listed in App A W/o ends 
FELTON, J M Division of Rules and Records BO/07/17 3pp 


8007240431 Responds to FOIA request for records developed in course of 
NRd 1 nvestlgati ons oP 12 corporations & seven individuals 
NRC has no documents subj to request 

FELTON, J H Division of Rules and Records 00/07/17 Ip 


8007240437 FOIA request for records devoloped in course of NRC 
1 nvas ti gatlnns of 12 corporations tt seven individuals. 
B'OHMER, JC Strode It, Stroock l< Lavati 00/07/03 ip 


800724049'3 Responds to FOIA request for any addl insp documents re US 
Radium Corp No further documents are available 
FELTON, Division pf Rules and Records BO/07/22 Ip 


6007240462 FOIA request for any addl insp documents re tIS Radium Corp 
HEOARTVi M 8elf-Pouered Lighting, Ltd B0/07/D1 Ip 


600724047? Ltr to all applicisnts for CPs ti OLs requesting info re 
evacuation time estinjates around pToposed nuclear plants 
Requested info should be submitted by BOOBOt 
EIBENHlfT, D 0 Division of Licensing 80/07/02 Ip 


8007250022 Responds to FOIA request for R Burnett speech delivered at 
Inst of Nuclear Matls Mgt atmual meeting Forwards three 
speeches presented by R Burnett at annual meeting 
FELTON, >f H Division of Rules and Records 80/07/22 Ip 


— 8007290095 "Physical Protection Rules l< Requirements - What Drives 
Them " 

ERICKSON, R A , BURNETT, R Physical Security Develepment Branch 
80/07/22 9pp 


— 0007890038 "NRC Response to Significant Inventory Differences " 

Bl/RNETT.R Physical Security Development Branch 60/07/22 6pp 


— B007850061 “Future Dutlooli for Ug Nuclear Safeguards " 

DIRCKSiM J Office of Nuclear Material Safety b Safeguards 
aO/07/22 Spp 


Q0072S0043 FOIA request for R Burnett speech delivered at Inst of 
Nuctear Matls Hgt annual meeting 

WEI8S.E R Sheldon, Harmon fc Reiss 80/07/08 Ip 


8007290069 Responds to FOJA request for info re availability of NRC 
meeting records Provides list of available NRC meeting 
records All dscuments are available in PDR 
FELTON, d M Division af Rules and Records 80/07/22 2pp 


0007290072 FOIA request for info re availability of NRC meeting 
records 

ETHEREDOE.L California. Univ of, Berkeley 80/06/20 Ip 


8007250083 Addl response io FOIA request for all documents involved in 
preparation of NUREG-04S9 b upgraded physical protection 
regulations in 10CFR73 Provides list of 99 unclassified 
NRC documents b 236 unclassified open source documents 
FELTON, J H Division of Rules and Records 80/07/16 8pp 


8007280197 Add! response to FOIA request for certain proposals 
submitted under fiFP“R8“NMS-024 Forwards nonpropri etary 
versions of proposals submitted by NUSAC, Inc, BNUL, Los Alamos 
Technical Associates, Inc & Bclence Appl ications, Inc 
FELTON, J H Division of Rules and Records 80/07/21 Ip 


— 8007280202 Nonproprietary response to RFP-RS-NMS-024, "Development of 
Advanced Mat! Accounting 6ys Simulation Model " Proposal 
develops simulation model for evaluating current accounting 
practices b to study data analysis 

e Battelle Memorial Institute, Pacific Northwest Laboratory 
RS-NM8-B0-024 79/12/28 27pp 


-'8007280209 Nonproprietary response to RFP-RS-NMS-084, "Development 
of Advanced Matl Accounting Sys Simulation Model " Describes 
technical approach, related experience & capabilities, 
organliation b mgt b personnel 

» Los Alamos Technical Assoc iates, Inc R9-NMB-80-024 80/01/04 

32pp 


”0007280213 Nonproprietary revised response to RFP-RS-NMS-024( 
"Development of Advanced Matl Accounting Syt Simulation 
Model " Develops computer program for use in analysis of 
matl balance period Inventory results. 

» Science Applications, Inc RS-NH3-a0-O24 80/04/16 19pp 


80072B0267 Responds to FOIA request for ltr identifying individual who 
informed Region 3 of possible radioactive matl deposited in 
disposal dump In Newburgh Heights, OK NRC was informed by 
telcon No documents are available 

FELTON, \I M Division of Rules and Records 60/07/22 tp 


8007280270 FOIA request for ltr identifying individual who informed 
Region 3 of possible radioactive matl deposited in disposal 
dump in Newburgh Heights, DH 

ZELLNER.R J McOean Chemical Co , Inc 80/07/03 ip 


0007280272 Responds to FOIA request for NRC contracts awarded for FYBO 
Forwards list of contracts executed in FV70, FY79 b FYBO All 
contracts are available in PDR 

FELTON, J M Division of Rules and Records 80/07/16 Ip 


— 8007200279 Lists all contracts executed in FY70r 7? b 80 

FELTON, J M Division of Rules and Records 80/06/19 24pp 


0007280274 FOIA request for NRC contracts awarded for FY0O, 
VERRECCHIA, F Critical Mass Energy Project 80/07/0? Ip 


8007280263 Responds to FOIA request for records re Scott Luminous, Inc 
Forwards documents listed in App A Deletions of info 
pertaining to other companies have been made in Documents 
1,2, 10 b 18 »/o ends 

FELTON, J M Division of Rules and Records 80/07/17 Spp 


BD072B<}'389 FOIA request for records re Scott Luminous, Inc 
TAYLOR, J 6 Affiliation Unknown 80/06/29 2pp 


8007280290 Responds to FOIA request for Commissioner Gilinsky 1979 
telephone logs b related documents Requested info is 
available in PDR 

FELTDN.O M Division of Rules and Records 80/07/17 ip 


8007280294 FOIA request for all Commissioner Oillnshy telephone logs, 
calendars b memos 

IRVINE, R 0 Accuracy in Media 80/07/10 Ip, 
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ao073000B2 Addl TBsponae to FOtA request for ffiatl rec elvcd. coixsid er ed 
or approved bv Commission durjng conalderat i on of facility 
Inventory Info partially withhold security meoBurBS & 

TBstricted data (ref FOIA Exemptions 3 i< 4 ) 

FCLTONi J M Division of Roles and Records 00/07/16 3p 


BOO7310232 Responds to FOIA request for docunents re eiport of 9NM it 
replacemeftt parts to India Forwards documents listed in App 
A Documents will be placed in PDR 

FELTON) J M Division of Rules and Records 00/07/24 3pp 


— 0007310247 Updates B00403 analysis of fuel requirements for Tarapur t 
b II Analysis is based on more detailed Ic current Info 
Provides discussion* cone loslonsi refuelino schedule !< 
projected operating schedule for reactor OB Bodi Itr one 1 
PEDERSENiK Office of Polity Evaluations 79/01/16 9pp 


— 8007310290 Provides supplementary info re Tarapur reactor fuel 
requirements! in response to Commissioner Ahearne question re 
basis for fuel fabrication time DOS provided 9-month 
fabrication period Inadequate data available for analysis 
PEDERBENiH Office of Policy Evaluations 79/01/10 2pp 


“8007310260 Lists questions re review of License XSNM-1379 concerning 
proposed esport of tou enriched fuel to India Requests 
Esecutive Branch response 

SHEA.d R Office of International Programs* Director 79/05/35 

2pp 


— B007310266 Forwards updated analysis of estimated fuel requlromsiits for 
Tarapur reac tors* reflect ing fuel covered by application 
XaNrt-1379 W/o end 

DEVINE. J Office of Policy Evaluations 79/06/07 Ip 


— B0073I0270 Application by OE for license to eiporl six traversing 
Incore probe detector assemblies to India 

WILSON. D 0 General Electric Co DDW-791Sa 79/05/07 Ip 


S007310237 FOIA request for documents re esport of SNM tr replacement 
parts to India 

BARNES* U N Center for Law S* Social Policy BO/06/30 4pp 


0007310250 Responds to appeal re FOIA request for list of 
environmentally qualified equipment Forwards nonpropr i star y 
portions of Franilln Research Ctr rept b complete Wyli? Labi 
rept b NUREG-0390 NUREO-0390 not end 

DIHCKStVI J Office of the Executive Director for Operations 
00/07/24 Ip 


--8007310265 "Equipment Qualification Test Bummary of Some Equipment 
Tested et Franklin Research Ctr*" nonpr opr i etery version 
* Frenklin Insti tute/Frank 1 in Research Center 00/07/24 57pp 


— 0007310269 44250-1 

"Accident Qualification Test Summary of Qualification 
Testing* " prepared for EObO JO* Inc 

GARRISON* U A . HALL* R A * KINDRELL.M J 14yle Laboratories 
00/07/24 72pp 


B0O731O262 Appeals denial of FOIA request for list Of environmentally 
qualified equipment NRC failure to adhere to procedural 
requirements of FDIA constitutes illegal denial of request 
KNUTHi 0 F Rerr-McOeo Chemical Corp (subs of Herr-McOee Corp I 
00/06/ IB 2pp 


8007310276 Responds to FOIA request for info re industrial use of 
radioactive magnesium-thorium alloy b any work-related 
problems associated w/use No records available «ubj to 
request Forwards documents listed In App A W/o encl 
FELTON. J H Division of Rules end Records 60/07/34 3pp 


0007310280 FOIA requpst for info re industrial use of radioactive 
magnesium-thorium alloy b any work-related problems 
associated u/use 

FARNAN.J Affiliation Unknown BO/07/07 ip 


6007310461 Response to FOIA request for documents re transportation of 
spent fuel from Portsmouth. VA to BavannaJi River Plant in 
Alktn.se Encl info partially withheld se f eguard 1 ng 
procedures b security measures Iref FOIA Exemption 4) 

FELTON. J li Division of Rules and Records 60/07/32 3pp 


— 6007310469 Confirms B00920 tel con notifying NRC that Pegese Cask 1 
contains 36 irradiated fuel elements b will arrive in 
Portsmouth. VA Info partially withheld dote of arrival <rtf 
FOIA Exemption 4) NRC fee determination encl 
STONEBURNER. W Transnuc Jear. Inc. 16467. 0O/OS/2O 3pp 


— 0007310496 Confirms 00(1521 toUon notifying NRC that Pegase Cask 4 
contains one irradiated fuel element b will arrwe tn 
F or tsmouth I VA Info partliilly withheld date of arrlvaHref 
FOIA Exemption 41 NRC foe determination encl 
STONEBURNER. W Tra n snot 1 Bur . Inc 16466 00/05/31 2pp 


“—8007310503 Requests extension until 000530 re route approval Two casks* 
Model 0D/23 are expected to urrive b no alternative southern 
ports are available to spent fuel shipments w/svc from 
Sweden Info partially withheld (ref FOIA Exemption 41 
MARKON* D tl Cdlnw Intel no till nal Co SO/02/22 ip 


— 0007310506 Confirms 000421 notification of spent fuel shipment Prom 
Sweden arriving in Port smooth * VA Info partially withheld 
dates b times <rof FOIA Exemption 41 

RAVfcNOCnOFT, N Ed 1 ow I n tornati nna I Co AD 34 2 80/04/Sl Spp 


6007310463 Responds to FOIA request for proposal RS~NRR-80-t 11* 
"Charac tor 1 > at 1 on uf Nuclear Power Plant Protective Coating 
Sys Under DBA Coiidltlons Forwards proposal 
FELTON* J M Division of Rules and Records 60/07/24 Ip 


— D0073I0492 Bo 1 1 f 1 ta 1 1 on for RS-NRR-BO- J 1 1 * "Ch ara c t er I ja t ion of Nuclear 
Power Plant Protective Coating Sys tinder ODA Conditions " 

Proposals should be submitted to NRC. Div of Contracts 
DOUGHERTY * 0 J Technical Assistance Contracts Branch 
RB-NllR-aO-lll DO/OI/IB 94pp 


0007310480 FOIA request for proposal RS-NRR-BO-1 1 1 . “Charat ter i l atlon 
of Nuclear Power Plant Px'otective Coating Bys under DOA 
Condi tl ons '' 

PUSCICL* H A Consumers Power Co PUSC 29-60 00/07/07 Ip 


0007310544 Addl response to FOIA request for 57 documents referenced in 
M Tokar memo to ACRD re p el 1 el-c laddirig IntcTacllon GE 
preparation of nonpropr i c tary version of Document 3 delayed. 

Request for Document 17 withdrawn Forwards Document 92 
FELTON* J H Division of Rules and Records 00/07/22 tp 


— 8007310549 Draft request fox addl data re reactivity initiated accident 
fuel behavior Data will be used In developing Improved fuel 
damage limits b acceptance crlterln for licensing PHRs b 
DHRs 

DENTON. II R Office of Nuclear Reactor Regulation. Director 
00/07/22 Spp 

I 

QEN TEC IS GENERIC TECHNICAL ISSUES 


0006120859 Forwards NVRE0/CR-i:i2l GE Cummings will be added to sve list 
for future repts omanotlng from geneilc task re sys 
interaction U/o encl 

COFFMAN. F D Systems iTvteractlon Dranch 80/05/28 Ip 


0007030015 "Cnd* Assessment b Applications Program Piping Sys Stress 
Dapendont Damping Study " 

GRUDBiR L feObO Idaho. Inc FIN A-6196 79/10/31 20pp 


U007070249 Forwards comments on NUREQ-061V Bys changes such as low flow 
feeduiater control b rerouting of reactor water cleanup sys 
should only be implemuntod based on plant unique evaluations 
demons tr a ting performance improvement 

GRIDLEV.R L Ocnerai Electric Co NTN-IU-OBO 80/06/19 Ilpp 


0007310423 Summary uf third technical D005!5-iA meeting in Dethesda.MD 
re task actlun plan A-1 I progress b future plans 
JOHNSON. R E Generic 1 soueo Dranrh 80/06/13 App 


— 8007210430 Noti f 1 c .itlon of thii d technical 900&I3-I6 meeting in 
Dethesda* MB to discuss task action plan A-1 1 progress b 
future 61ans 

JOHNSON* R C Generic Issues Dranch 80/09/06 4pp 


0007310296 Notification of 000730-31 meetings w/vondors b conaultantl 
In San Jose. CA to discuss Mark III LOCA-relatad pool 
dynamic load crltprla 

FIELDS. 11 Containment Systems Branch 80/07/31 4pp 


IbE INgPGCTlON AND ENFUHCEMENT 


7910290499 IC Circular BO-IJ* ‘'Grid Btrap Damage in Westlnghoose Fuel 
Assamb lies " 

e Office of Inspectuin b Enforcpment. Office of the Director 
80/09/20 3pp 


0002200661 IE Oulletin 00-13. ‘'Oraeking In Core Gpray Spargers “ 
* Office of Inspection b Enforcement* Office of the Director 
80/09/12 3pp 
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S004S40S10 PND-BO-OI cn 6003 1 3. U? it in g h ouse not! Fled IE of pending 
lOCrnSl t tr re potential cracking of control rotf guide tube 
support pins in Foreign PWFt Vendor proposes pin Snsp 
program involving two domestic plants currentlg doun 

H00D9i F) Office of Inspection tc EnForcementi Office oF tb e Director 
HOONANiV Engineering Branch 80/03/13 Spp 


BD04B402SB PNO-1 1 1 -60-43 on a003DA. 1 i c ensee Sa-OOOS7-Oi received Po-210 
static eliminator bar From SD Uarren COaUest Drooki KE> that 
was leaking Dellverii truck Found contaminated Dar> statei 
Region I ti carrier notified 

PAPERIELLO. C O . DAVIS, A D Region 3, Chicago, Office of the 
Director OO/OS/O? Ip 


6004240278 PNO- 1 1 1-B0-4F> Licensee 4B-00&37-0& reported efflptogee working 
in radiation therapg dept w/Co-fiO unit had whole bodg badge 
rept of 5 2 rcms for period 600110-0210 Licensee will 
conduct formal review ?< submit 30 dag rept 

PAPeniELLD.C . DAVIB,A D negion. 3, Chicago, Office of the Director 
BO/03/13 Ip 


B00434031& EN-60-0D1A on 600310, order imposing civil penalties issued 
for License aS-O^SM-Ol Action based on si> items of 
noncomplianre re loss of 55 Ci Ir-192 sourc e, ei posure to 
Individual U failure to rept loss 

BROCKErTu T OfFIco oF Inspection ki EnForcejnent, affice of the 
Director THOMPBON, D Esecutive Officer For Operations Support 
60/03/ 10 ip 


800S020572 PNO-1 -BO-052 on 800331 ■ R eg ion 1 was notified bg Info 
Technologg, Inc oF receipt oF vial labeled Xe-133 Vial had 
been included in shipment from licensee Vial was shielded 
Only background levels of radiation measured at surface 
OLENN, JEj smith, 0 H Region I, Phi 1 aiSelpb la. Office of the 
Director 60/04/01 ip 


60D50S0047 IE Info Notice 60-24, “Low Level Radwaste Burial Criteria " 
* Office of Inspection ti Enforcement, Office of the Director 
aO/OS/30 Spp 


800505005& IE Bulletin 60-14, "Degradation of OMR Scram Discharge Vol 
Capability ” 

* Office of Inspection t Enforcement. Office of the Director 
BO/0&/12 2pp 


8003050059 IE Info Notice 80-22, “Dreakdouns in Contamination Control 
Programs " 

» Office of Inspection & Enforcement. Office of the Director 
eO/OS/28 2pp 


BOOSOSOOfit IE Info Notice 60-23, "Loss of Suction to Emirgeiicij 
Feedwater Pumps ” 

* Office of Inspection tt Enforcement. Office of the Dirfctor 
BO/05/29 1 p 


B005050043 IE Info Notice 60-28, "Prompt Reporting of Info in 
Accopdanca H/10CFR50 56(e> >’ 

a Office of Inspection tr Enforcement, Office of the Director 
aO/Oft/iS Ip 


8005030064 (E Info Notice 80-26. "Evaluation Of Contractor DA 
Programs " 

* Office of Inspection 4< Enter c emetit. Office of the Director 

80/06/ 10 2pp 


B0050S0066 IE Birlletin 60-16, "Potential Misapplication of Rosemount, 
Inc.Modets H51 A 1152 Pressure Transmitters ■" 

* Office of Inspection 1< Enforcement, Office of tfio Director 
80/06/27 6pp 


B0050S0067 IE Circular 60-16, "Op ernt 1 ana J Deficiencies in Rosemount 
Model 510DU Trip Units A Model 1132 Pressure Transmitters " 

* Office of Inspection A Enforcement, Office O'F the Director 
“''"’6/27 2pp 


e 80-27) "Degradation of Reactor Coolant Pump 
I A Enforcement, Office of the Director 


iss of Emergency Notification 
fice of the Director 


>r Coplant Pump Cooling A 
ICO of the Director 


8003050074 IE Circular 80-14, "Radioactive Contamination of Plant 
Deminera 1 iieo Mater Sy s A Resultant Internal Contamination 
of Personnel " 

a Office of Inspection A Enforcement, Office of the Director 
80/06/24 2pp 


8007140621 PNO-I V-80-023 on 600624,811 offsite power to both units was 
lost when two lines were tripped by dispatcher Third line 
was out of SVC for maint 

HUNNICUTT.D Region 4, Dallas. Of Pice of the Director 80/06/25 

2pp 


8007230143 EN-B0-O2B on 800703, order issued regulrlng prompt 
repackaging of waste byproduct matl A prompt transfer to 
authoriied land burial Facility Action based upon licensee 
agreements in 600701 meeting w/Reglon 1 ofc 

0ROCKETT.T , THOMPSON, D Office of Inspection A Enforcement, Office 
of the Director 80/07/03 ip 


8007230216 PN0-I-6a-099 on 600710,80 Bluestein reported that packagt 
containing 4 4 mCl 1-131 had been stolen from private 
autofflobi I e 

KINNEMAN.O 0 > SMITH. 0 H Region 1, Philadelphia. Office of the 
Director 60/07/10 Ip 


8007240138 PNO-V-BO-OS9 on 600717, Re g i on 5 ofc notified that two 
shipments of 14 mCl 1-123 had been damaged in shipment 
Inspectors dispatched to inspect shipment Radiological 
survey detected no contamination 

THOMAS, R D Region 5, Ban Francisco, Office of the Director 
60/07/16 tp 


8007250197 PNO~I-60~102 on 800717. pressure transient caused triple low 
water level signal followed by reactor low water level 
scram Cold shutdown underway for further analysis of 
inc i dent 

KEIHIO.R R Region 1, Philadelphia, Office of the Director. 

60/07/16 2pp 


8007290058 PNO-I-80-1 01’ on 800715, plant tripped from lOOK power due 
to water leakage on coolant pump penetrations Possible 
damage to coolant pumps A penetrations is being 
investigated 

REBELOMBKl, T Region 1, Philadelphia, Office of the Director 
80/07/16 ip 


8007290331 PNO-IV-SO-024 ' on B007i6iplant was shut down due to primary 
to secondary leak has radioactivity detected was beloui Tech 
Spec limit 

JOHNSON, H D Region 4, DaUas, Office of the Director 80/07/17 

Ip 


MISC PUBLIC DOCUMENT ROOM MISCELLANEOUS 


6004010434 Suggests that rushes toward opening eiistlng power plants or 
starting const on new plants should be weighed w/precautlons 
for safety A safe disposal of nuclear waste 
NEILSON, L E Affiliation Unknown 80/03/31 Ip 


6003200366 Ack receipt of 600312 resolution in support of nuclear 
energy adopted by Northumberland County Board of 
Supervisors Certain short-term tasks, identified in TM! 

Action Plan, must be completed prior to OL Issuance 
KAMMERER.C Office of Congressional Affairs 80/04/26 2pp 


6006120402 Discusses reasons for delays in licensing new nuclear 
plants, in response to 800434 reguests re HA Cosgrove 
comments Delays caused by post-TMl efforts to improve safety 
at operating plants 

KAMMERERi C Office of Congressional Affairs 80/05/20 2pp 


6006120419 Responds to 800423 re L Nutter concerns about nuclear plant 
siting A evacuation plans NRC not responsible for decision 
re wheather on not nuclear power should exist in UB 
Proposals to stop nuclear power development not enacted, 

KAMMCHER.C Office of Congressional Affairs 80/05/07 2pp 


6006170304 Informs that Ofc of Technology Assessment has been assigned 
to review A evaluate current status of nuclear power plant 
etandar diia t i on NRC assistance is requested to ensure that 
views of all parties of interest are represented, 

JOHNS.L S Congress (Joint A Rotating Committees, etc 1 BO/06/li 

2pp 


3007020069 Responds to and MM Will 800430 inquiry re sefety aspects of 
military nuclear plants vs commercial nuc leap' plants NRC not 
responsible for licensing military plants DOE.Div of Naval 
Reactors, should be contacted 

DIRCKS. W J Office of the Executive Director for Operations 
60/06/24 2pp 


I 
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--B007290036 Informs that fsrm has been selectd by major pouor company 
to design now nuclear power plant operator training 
facility fieguests meeting to discuss houi firm may be of 
assistance to HBC 

O'NEILLi 7 V Lester B Knight t< Assoc latest Inc BO/OA/26 Ip 


8007290009 Responds to 000324 Itr re nuclear power Forwards Chapter 5 
of of President Carter's Second Natl Energy Plan 
DENTONiH R □ffice of Wuclear Reactor Regulatloni Director 
80/05714 lOpp 


NUREO NUREG REPORTS AMD RELATED CORRESPONDENCE 


0007010498 Forwards comments of Interorgani la 1 1 ana 1 Advisory Commlttse 
on Radiological Emergency Planning & Preparedness on NUREO~ 

OA54 ft NRC statement of interim NRC policy on stochpiling 
potassium iodide* in response to 800505 09 Itrs 

HANCUSD. f Connecticut. State of aO/Ot/25 3pp 


8007020396 Advises that Itrs to OL appi Icantsi CP holders li licensees, 
which contain NUREG-0660 requirements are being prepared For 
OL applicants h CP holders. NRC ulll use requirements 
presented in End I of SECY 80-230 

EISENIIUT. 8 6 Division of Licensing 80/06/02 2pp 


B087030350 NUREO/CR- ! 316 

“Solubility Classification of Airborne U Products Collected 
at Perimeter of Allied Chemical Plant. Netropol is. IL “ 

KALMARF. D R Oattello Hemorial Institute. Pacific Northuest 
Laboratory FIN 0-21239 PNL-32eB 00/05/31 34pp Available at 
NTIS 


8007030359 Advises that C Hlchelson concerns. original ly addressed to 
C— E Sys 60 dosi gns. shoul d he forwarded to Bfidf Responses 
necessary by 791011 for NUREO-0565 uilteup 
AQSZTOCIV. Z R TMI-2 Bulletins h Orders 79/09/06 2pp 


6007030373 MURE 0-059 7 

“UsoT 's Quid* to CASPAR Code " 

ECKERHAN. K F . CONGEL.F J Assistant Director for Envlronmontal 
Technology RDECKLEIN. A K Occupational Health Standards Branch 
80/06/30 86pp Available at GPO «3 73 


8007030374 NUREC-OSAI R1 

“Physical Protection of Shipments of Irradiated Reactor 
Fuet. Interim Guidance " 

■ Office of Nuclear Material Safety 1. Safeguards 60/06/30 76pp 
Available at OPO *3 75 


8007070249 Forwards comments on NUREG-0619 3ys changes such as low flow 
feedwater control Z. rerouting of reactor water cleanup sys 
should only be implemented based on plant-unique evaluations 
demonstrating performance improvement 

GRIDLEV.H L General Electric Co MFN-lll-OBO 80/06/19 llpp 


8007070351 Comments on NUREQ-05BB "Inlorlm Staff Position on Environ 
Oval i f ication of Safety-Related Electrical Equipment “ 

Generic requirement for type testing mag restrict available 
means for qualification u/o positive validity of results 
SCHERER. A F C-E Power Systems LD-BO-038 80/06/27 3pp 


B0070TO015 BECY-BO-275 

Discusses finaliiation of emergency planning rule changes, 
including consideration of public comments Recommends FR 
publication re final rulemaking Related documentation end 
H1N80UE.R D Offtre of Stondards Development. Director 00/06/03 
149pp 


—8007090017 NUREO-O6a5 

Draft ''Environ Assessment for Effective Changes to lOCFRSO 
ti App E of lOCFRDO.Emergeiicg Planning Requirements for 
Nuclear Power Plants *' Related documentation sncl 
OTTj U R Division of Siting. Health b Safeguards Standards 
80/06/30 54pp 


BOO709O163 Forwards "Human Engineering Ouide to Control Room 
Evaluation." final rept.Vols I b 2 re control room 
evaluation process b human engineering guidelines, 
respectively 

MALONE. 7 0 Essex Corp 80/06/30 ip 


— 9007090166 NUIfEQ/CB-13Q0 VI 

“Human Engincerxng Guide to Control Room Evaluation. " 

Vol 1 re control room evaluatlun process 

MALLORY. K . FIEOER.S . JOHNSON, J Essex Corp NRC-04-79-a09 
90/08/31 tOQpp 


— B007090167 NURCC/CR-1 590 V2 

"Human Engineering Guide to Control Room Evaluation." Vol 2 
re human engineering guidelines 

HALLOnV. K . FLEOER.S , JOHNSON, J Essex Corp NHC-04-79-209 
80/09/31 140pp 


B007090214 Requests extension of comment period until at least 800915 
re NUREO-0577 b amends covexed in 600519 itr 9ignificance b 
possible impact of both documents may not presently bo 
recogniied b justified 

CLAYTON, F L Alabama Power Co 80/07/02 Ip 


8007090331 Comments on NRC 800520 Itr re addl guidance on NUREO-0577 
Proposed review procedure should be revised to reflect 
applicants of plants u/o CP who have fabricated RCS 
component supports 

LENISCH. J W Portland General Electric Co JML-269-00 80/07/02 

IP 


B0070903A2 Summary of 8D0612 meeting u/QUR owners group re plans for 
satisfying safety b relief valve test requirements per 
NUREG-0570, Section 2 1 2 

HEMMINQER. E G Mechanical Engineering Branch BO/06/26 6pp 


8007090371 NUREO/CB-1523 

"BFACTOR Computer Code for Calculating Dose Equivalent to 
Target Organ per uCi-Day Residence of Radionuclide in Source 
Organ. 8upp lementary Rept ” 

DUNNING, D E , PLEASANT. J C . KILLOUOM, 0 0 Oak Ridge National 
Laboratory FIN B-OIBB DRNL/NUREG/TM/- 90/03/31 130pp 

Available at NTIS 


9007100363 NUI?E0/CR-020B R1 

“Pulsed Neutron Activation Measurement of Emergency Core 
Coolant Bypass FInw on LOFT Reactor *' 

KEHLER.H Argonne National Laboratory 8OLDRI0.C W EObO, Inc 
ANL-CT-70-3/-a 90/06/30 94pp Available at NTIB 


8007100369 NURE0-O66B DRFT 

"Staff Review of Radloocologlcal Assessment of Uyhl Nuclear 
Power Plant. " draft summary 

DRANAOAN, E F , CONGEL.F J . CARDILE.F P Assistant Director for 
Environmental Technology 80/06/30 17pp 


0007110193 Ack receipt of 800513 Itr expressing concern u/proposed 
approach to ATUB in NUREO-0460. Vol 4 

DENTON.H n Office of Nuclear Reactor Regulation. Director 
BO/06/04 I p 


— 6007110203 Expresses concern on behalf of owners of C-E designed b 
operating NSBS plants re approach to ATUB In NURCO-0460. Vol 
4 NRC on course that will prescribe resolution to ATUB issue 
u/o due regard to Industry comments 

LUNDVALL.A E Baltimore Gas b Electric Co 80/03/13 2pp 


—0007110207 Forwards comments on NUREO -04 60, Vol 4 re ATUB on behalf of 
owners of C-E N9SQ pouor plants Issue about to bo rosolvcd 
by NRC w/o consideration of many relevant views More 
detailed lomments will be submitted in Jul 1960 
LUNDVALL.A E Baltimore Gas b Electric Co 00/03/13 4pp 


B00711G439 Responds to BOOllB Itr transmitting resolution re public 
health Implications of nuclear power plants NURE0-O6S4 
requires that public info program be developed jointly by 
utll.state b local officials 

ORIMEBiD K Emorgcncy Preparedness Task Force 80/06/83 Spp 


— 8007110443 Forwards resolution ro public health implications of nuclear 
power plants NRC should support future legislation dealing 
w/safety b guidelines for safe handling of nuclear matls b 
wastes Requests that response be sent to H Uhitman 
BAKER. T Student Nurses Association of Pennsylvania 80/01/18 
3pp 


6007110453 Bubmits comments on NUREO-0577, add 1 guidance re major 
component support low-alloy bolting NRC should consider 
reduction in mox postulated flaw depth b include acceptable 
conversion table between yield strength b matl hardness 
COOPER. H E Tcledyne Engineering Services B09-04H BO/07/03 

13pp 


9007110360 NUREO-0680 

“THl-1 Restart. Evaluation of Licensee Complianco U/ 

Short- b Lonp-Torm Items of Section II of NRC Order 
Dtd 790909. Met Ed, ot a I " 

e Office of Nuclear Reactor Regulation. Director * Division of 
Licensing 60/06/30 230pp Available at NTIS 



NONDOCKETED ITEMS 


381 


8007M00Q3 Foruards comnients on NUREO/CR-15BO Rept shous that uritcr 
is not auare of many positive aspects of civilian protrom 
Diffarances bctuicen Navy U civilian programs uere not 
discussed 

PARKER. M 0 Duke Pouor Co 80/06/ II 6pp 


B007140092 NUfiEG/CR-145'? 

"Experiment Data Rapt for Bemiscale Hod-3 Small Drsak Test 
Series (Teats S-SD-2 ti S-SB-BA) " 

HIVA8AK1.D H EOSiO Idaho, Inc COO-2038 BO/06/J0 221pp 


8007140396 Foruarda "Emergency Procedure Ouldelines" for DHR owners 
group. par NURE0-097B. Requirement 2 i 9 Description of 
how analyses of NEDO-24700 & emergency procedure guidelines 
apply to all FSAR Chapter 15 events forthcoming 

BUCHHOLZ. R H General Electric Co HFN- 117-80 80/06/30 40pp 


Q0071403S7 Requests extension of completion date, until 000915, for 
comments on NUREQ-0577> "Potential for Low Fracture 
Toughness It Lamellar Tearing on PUR Steam Generator t. 

Reactor Coolant Pump Supports " 

WIDNER, W A Georgia Power Co 80/07/07 Ip 


□007140379 Forwards comments on Nl)REO-OS77 Sand la rept considers only 
matls used in component supports at responding nuclear 
plants it classifies plants according to susceptibility to 
brittle fracture u/o considering all factors 

ZARAKAB. P Consolidated Edison Co of New York BO/07/07 2pp 


8007140610 NURE0/Cn-1464 

"Review of Nuclear Power Plant Offsite Power Source 
Reliability b Related Recommended Changes to NRC Rules b 
Regulations " 

BATTLE, R E , CLARK. F H , REDDOCH. T M Oek Ridge National Laboratory 
FIN D-0235 ORNL/NUREO/TM-3 80/05/31 U3pp Available at NTI9 


0007140617 NUREG/CR-IBSS V2 

"Intp Hetliods for Physical Protection Project Annual Rept. 

Mar 1979 through Feb 1980 " 

BRADLEY, R T . BOWDEN, D D , OLSON, A W Lawrence Livermore Laboratory 
FIN A-0143 UCID-IBI 23-79-4 BO/06/30 38pp Available at NTIS 


8007140701 Comments on NURE0-06S4 emergency response plans must be 
simple to use t< understand Nuclear mystique must be 
considered in how t< when to notify public to prevent 
counterproductive reactions 

VANDENBUfiOH, D E Yankee Atomic Electric Co WVC 80-15 80/05/30 

llpp 


BOO719O406 Forwards comments on NUREO-0577 Main yield strength used 
to determine susceptibility of mat] bo stress corrosion 
cracking should be 180 ksiifer consistency w/Sandla rept 
(Page C-23> recommendations 

LOOMIS, J S Sargent i> Lundy. Inc 80/07/07 2pp 


0007160457 Comments on NUREO-75/087 NRC personnel drafting SRPs are 
confusing respons I b 1 1 1 tl os NRC is Incorrectly providing 
design details t< design philosophy 
WALTER, J F Energy Products Group 80/06/06 3pp 


8007160489 Responds to NRC 800520 request for comments on NUREO-0577 
Request requires significant engineering effort doe to util 
five plants u/throe different designs Add! three months 
(until Oct 1980) required to develop thorough comments 
RENBEROER, D L Washington Public Power Supply System 002-80-143 
80/07/09 Ip 


8007160491 Comments on NUREO-0577, "Potential for Lou Fracture 
Toughness N Lamellar Tearing on PWR Bteam Generator !< 
Rsactor Coolant Pump Supports " Every path to Integrity 
demonstration should be left open to licensees 
SCHERER, A E C-E Power Systems LD-BO-04 1 80/07/09 2pp 


8007160495 Requests extension of comment period until 800913 for 
reviewing "For Comment" edition of NUREO-0377 t< providing 
significant comments 

DRAPER, E L OUlf States Utilities Co RBG-7964 80/07/07 ip 


B0071703U NURE«/Cfi-123P 

"Methods for Assessing Background Levels of Radiation & 
Radioactive Matls in Environ Around U Mills " 

WAOMAN, N A , BILKER, W B , OLlSaMEYER.J A Battel le Memorial 
Institute, Pacific Northwest Laboratory FIN B-2121-8 PNL-3aS6 
80/04/30 9epp Available at NTIS 


8007170618 NUREO/CR-1512 

"Evaluation of Matls Interactions for Advanced Reactor Bys, " 
annual progress rept 

SWANSON. D 0 , VAN PAAB9EN. H L Aerospace Corp FIN 0-1130 
ATR-8O(7014)-1 80/06/30 73pp Available at NTIS 


B0071B0031 NUflEG/Cn-1460 

"LWR Safety ReiDarfh Program Ouaiterly Progress Rept Oct-Dec 
1979 " 

MASSEY, W E , KVGER.J A Afyuiine National Laboratory FIN A-2014 
ANL-SO-43 BO/05/31 37pp Av,)l!able at NTIS 


8007180049 NunEG-1395 

"Development of 'Good' Phycircl Protection Plan Capability 
73 45<b ) “ 

BENNETT, H A . OLABCOAGA, H T Sandl.l Laboratories BLOEDEL, S A 
Allied General Nuclear Set vices FIN A-1193 SANDaO-7027 
80/03/31 150pp Available at NTIS 


8007180065 NUREG/CR- 1 4 1 3 

"Radionuclide Decay Data Base Index f. Summary Tabic " 
KOCHER, D C Oak Ridge National laboratory FIN B-OIQB 
DnNL/NUREO-70 80/05/3! 29pp Available at GPO 


8007180072 NUREQ/CR-l 169 V3 

"Safeguards Vulnerability Analysis Program (SVAPi User's 
Manual " 

ORVISiW J Lawrence Livermore Laboratory FIN A-0113 UCRL-52730 

00/05/31 97pp Available at NTIS 


8007210391 Discusses 800713 I, 17 telcon re definition S< imp 1 amentatlon 
of NUREO-0660 requirements fur modifying HPCI/RCIC 
setpoints DWR owners group recommendations probably not to 
include mods to setpoints, due to negligible reduction 
BUCHHOLZ, R H General Elect! it Co , Nuclear Energy Products Div 
RHB-057-00 90/07/11 2pp 


8007210491 NUREO/Cfi-1500 

"Seismicity t< Tectonic Relationships of Nemaha Uplift in 
OK Part III " 

LUZA.K V , LAWSON, J E Oklahoma. Univ of FIN 0-5967 00/06/30 

79pp Available at GPO 1 75 


0007220019 NUREQ/CR-0B30 

"Monitoring Random Errors of Nuclear Matl Measureincnts " 

BR0UN9, n J , ROBERTS, r P , MERRILL, J A Battelle Memorial Institute, 
Pacific Northwest Laboratory FIN D-20149 PNL-3022 80/06/30 

39pp Available at NTIS 


8007220024 NUREG/CR- 1234 

"Insider Threat to Secure fatilllios Data Analysis " 
HEINEKE. J H Lawrence Livermore Laboratory TIN A-0132 
UCnL-52744 BO/06/30 76p|) 


B007220034 NUREO/CR-1 1 IS 

"Distribution of Illegal Incident Charac tor Istlcs Cases of 
Dank Fraud (< Embei : Icmenl, Computer-Related Crime I, Inside'r 
Theft from Drug Manufacturers t< Distributors “ 

HEINEKE, V M Lawrence Livermore Laboratory FIN A-0132 
UCRL-5274Q 80/06/30 ia6pp 


BOO722O360 NUREO-0694 

"TMl-Relatod Requirements for New 01 s 
» Comm I ssion 00/06/30 dOpp 


8007230201 NUREG/CR-ISSD 

"Critical Experiments, Mcasui ements t. Analyses to Establish 
Crack-Arrest Methodology fui Nuclear Prosaure Vessel 
Steels, " progress rept June-Doc 1979 

ROSENFIELDiA R . ADOU-SAVED, 1 , GILLOT.R Battelle Memorial 
Institute, Columbus Laboratories FIN A-4046 DMI-2064 80/06/30 

4Bpp Available at NTIS 


8007230205 NUREO/CR-1440 

"LWR Status Monitoring During Accident Conditions " 

VONHERRMANN. J , DROWN, R . TOMF.A EGScG Idaho, Inc FIN A-6294 
EOQ-CA-5153 B0/t)6/30 P05pp Avallahlo at NTIS 


0007230625 NUREG/CR-1361 

"Drag Devices for Two-Phase Hass Flpw Measurements " 

ANDERSON, J L C0{<0 Idaho. Inc FIN A-6030 CGG-a025 00/05/31 
S6pp 


B007240I32 Ac k receipt of 600612 Itr to Chairman Heniirie expressing 
concern re NRC approach to ArWB (NURfcO-06401 $i requesting to 
address Commission on same day as NRC presentation First 
session will be devoted to NRC personnel only 
DIRCKSpW j Office of the Executive Director for Dporattons 
80/07/01 Ip 


— 0007240135 Exp! esses concern re NRC npprooch to ATWS issues Requests 
response tn end comment', t< oppurlunity to moke presonta tlnn 
on day th.it NRC presents issue foi consideration 
LEE, Q Atomic Industri,rl Forum 80/06/12 1 |i 
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■3007240137 Foruardt paragraph ta be included in response to AIF request 
to address NRC un ATUB issue 

TFUBATC Hj 5 OFfice of the (general Counsel 80/06/24 2pp 


8007240262 NUUEO-OOSO V3 N02 

Velloui DdoIi “Const Status Rept Nuclear Rouor Plants." data 
as of 600430 

* Office of Munagement and Program Analysis 60/04/30 SOpp 
Available at NTIS 


8007240263 NURE&/C8-0570 V2 APR 

"Technology. Safety J< Couts of Decommissioning Ref Lou Level 
Waste Durial Ground,'' App.Vol 2 

MURPHV.E 5 , HOLTFR.O H Rattelle Memorial Institute, Pacific 
Northwest Laboratory FIN A-2136 00/06/30 167pp 


6007240394 NUREG/CR-1 357 

“Sleam-Halcr Miiing ft 3ys Hydrodynamics Program, Task 4," 

■{uarterlij progress rept Apr- June 1979 

COLLIER, R P . BISHOP. T A , UNORAK. J A Battclle Memorial Institute, 
Columbus Labnratorses FIN A-404B BMI-203B 00/07/31 116pp 

Aval table at NTIS $4 25 


B007240409 NUREO/CR-l 4B6 

“Seasonal Variation of 10 Square Mile Probable Mai 
Precipitation Estimates - US East of 105th Meridian," 
HijdrometeOTD 1 ogic a 1 Rept S3 

HD. F P I RIEOEL.J T Cammerc e, Dep t of, National Oceanographic ft 
Atmo'Sphepic Admin strati on 60/06/30 9app Available at NTIS 
M 00 


B007240439 NUREQ/CR-l 504 

"Usor Ousde to EP 1C, Compute] Program to Calculate Motion of 
Fuel ft Coolant Subsequent to Pm Failure in LMFDR " 

PIZZICAtP A > GARNER, P L , ABRAMSON, P B Argonne National 
Laboratory FIN A-2015 ANL-80-47 79/10/31 123pp Available at 

NTIS 


6007240476 NUREO/CR- I 489 

"Best Eitimate Method vs Evaluation Method Comparison of Tuo 
Techniques iti Evaluating Seismic Analysis ft Design “ Seismic 
safety margins research program 

DUMPU5, S E . JOHNSON, J J , SMITH, P D Laurence Livermore Laboratory 
FIM A-0130 UCRL-82746 60/07/31 116pp Available at NTIS 

«4 2S 


3007280906 NUREO/CR- 1 440 

"LWfT Status Monitoring During Accident Conditions " 
VONHERHMANN. J . DROWN, R . TOME. A EGftO, Inc FIN A-6294 
ECO-EA-3153 60/06/30 209pp Available at NT18 »6 00 


6007280567 Submits comments on NURE0“06i9 Bys changes for both 
foediuater ft control i od drive sys cannot be implemented by 
proposed dates June 1963 forecast as earliest completion 
date 

JANECEK, R F Commonwealth Edison Co 60/07/23 2pp 


8007200663 NUREO /CH- 1 520 

"Esperlment Data Rept for LOFT Anticipated Transient 
Experiment 16-9 “ EGftO forwarding I tr oncl 

STITT, D D , CARPENTER, J M Idaho National Engineering Laboratory 
FIN A-604a EOa-2045 00/07/31 136pp 


6007290145 NUREO/CR-OSOO 

"Security Communication Bys for Nuclear Fixed Site 
Facilities “ 

HOHINOTON, L C Union Carbide Corp TAYLOR, L L Bernard 
Johnson, Inc FIN D-021B-7 V/Dg-i2B 80/07/31 i92pp 


BO072901S8 iNUREOJCR-1396 

"Prompt Burst Energetics Eipenments Fresh U Carblde/Sodlum 
Series " 

REIL, K 0 , VOUNO, M T Sandia Laboratories FIN A-i0l6 
SANDB0-0B2O BO/09/31 I36pp / 


B00729O251 NUREG/f R-0743 

"Transportation of Radionuclides in Urban Environs Draft 
Environ Assessment ’’ 

FINLEY, N C . DANIEL, S L , HENNINO-SACHB, C Bandta Laboratories FIN 
A-1077 8AND79-03fc9 60/07/31 SOOpp 


0007290669 Comments on NUREO-0577 Large weld repairs made under 
rBstraint ft possibly poor access could crack Structure 
could possibly become unsafe ft fail 

KASCBAH,R M Long Island lighting Co 80/07/23 2pp 


6007290761 Request for stay of ef fectivonoss of Commission 600616 
statement of policy rp guidance for power reactor OLs, 
pending judicial rpvieui Commission action endorsing NUREO- 
0694 may be unlawful Certificate of Bve end 

WEI681E R Union of Concerned Scientists LATHAM, 6 B Shoroham 
Opponents Coalition WE18B, E R Sheldon, Harmon ft Weiss 80/07/23 
16pp 


— B007290B03 Affidavit stating that current NRC regulations re hydrogen 
control measures are not adequate to insure health ft safety 
NUREO-0694 does not correct hydrogen control deficiencies 
Prof qualifications end 

POLLARD, R D Union of Concerned Scientists 80/07/10 12pp 


--6007290809 Affidavit re need to analyie sys interaction due to 
Insufficient info for unresolved Safety Issue A- 1 7 
MINOR, 0 C Shoreham Opponents Coalition 60/07/11 9pp 


8007300041 NUnEO/CR-1260 

“Evaluation of Docket Files for Terminated SNM Licenses " 
HOLOUAY, C F , LANTZiP M , DICKSON, H U Oak Ridge National 
Laboratory FIN A-90a5-7 ORNL/NUREG/TM-3 60/06/30 56pp 
Available at NTIS 


6007300152 Forwards comments on proposed SRP 3 9 6, Revision 2 increased 
costs appear to be greater than those described in Impact 
assessment Paragraph 1 i a re valve ft pump testing should be 
deleted 

VAN BRUNT, E E Ariiona Public Service Co 43FR3626 002 30/06/27 

2pp 


8007300575 NUREO/CR-1 483 

“Blowdown Heat Transfer Separate Effects Program for Jan-Mar 
I960," quarterly progress rept 

CRADDICK,W 0 , ANKLAM, T H , B OH AN AN, R F Oak Ridge National 
Laboratory FIN B-0125 ORNL/NUREO/TM-S 00/06/30 ISpp 
Available at NTIS 

i 

8007310004 NUnEG-0304 V4 

“Regulatory ft Technical Repts, " compilation for 1979 

OLIU, W E , MCKENZIE, L , ARAGON, R Systematic Evaluation Program 

Branch iPre 791030) 79/12/31 SOOpp 


8007310007 NUnE0/CR-llB4 

“Evaluation of Simulator Adequacy for Radiation 
Oualif icatl on of Safety-Related Equipment “ 

BDNZON.L L > BUCKALEU, W H Sandia Laboratories FIN A-t091-0 
BAND79-1787 60/05/31 20tpp 


0007310009 NUnEO/CR-1520 

"Eiperiment Data Rept for LOFT Anticipated Transient 
Experiment L6-3 " 

STITT, D D , CARPENTER, J M EGftO Idaho, Inc FIN A-6048 EOO-2049 

BO/07/31 ISIpp 


0007310113 Notice of extension of public comment period for NUREO-0577, 
re potential for low fracture toughness ft lamellar tearing 
on PHR steam generator ft reactor coolant pump supports, from 
□00721 to 0806 

ERNST, M L Assistant Director for Environmental Technology 
60/07/16 2pp 


B007310210 NUREO/CR-1301 

"Analysis of Organohalogon Products from Chlorination of 
Natural Waters Under Simulated Diofouling Control 
Conditions " 

BEAN, R M I MANN, D C , RILEY, R 0 Oattelle Memorial Institute, 
Pacific Northwest Laboratory FIN B-8090 PNL-3273 00/06/30 

SOpp Available at NTIS *4 25 


6007310216 NUREO/CR-1269 

"Evaluation of Isotope Migration - Land Burial. Water 
Chemistry at Commercially Operated Low Level Radwaste 
Disposal Sites," status rept through Sept 1979 

WEI8B1 A J > COLOMBO, P OroDkhaven National Laboratory FIN A-3042 
BNL-NURS0-5H43 80/03/31 294pp 


8007310217 NUflE0/CR-M39 

"One Dimensional Neutron Kinetics Model for THOR Code," 
final rept 

LAWRENCE, R D , CHIANO, R T Drookhaven National Laboratory FIN 
A-3014 DNL-NUREO-5He7 60/04/30 36pp 


8007310225 NUREG/CR-ill9 

"Piping Inelastic Fracture Mechanics Analysis " 

CHANOiC I , NAKAOAKI,M , GRIFFIS, C A Nevy, Dept, of. Naval Research 
Laboratory FIN D-6507 4259 00/06/30 91pp Available at NTIS 
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80073 lOaat NUREO/CR-0742 

"Revieui & IntepratiDii of Cilsting Literature Concerning 
Potential Boctal Impacts of Transportation of Radioactive 
Hatls in Urban Areas " 

OORDON.C » OESBELLi T F Sandia Laboratories ANDERSaN> C Hro Marsh 
Rice Uni V FIN A- 1077 SANn70-7O17 00/07/31 IBOpp 


0007310834 NUREO/CR-1337 

"Heat Removal Characteristics of Vol Heated Soiling Pools 
U/Incllned Boundaries '* 

OREENEiO A > J0NE9> □ C > SCHWARZaC E Drookhaven National 
Lahore tor g FIN A-3oa4 DNL-NUREQ-’il 1 37 60/04/30 179pp 


0007310841 NUnE0/CR-119a U1 

"Design Ouidance & Evaluation Methodologg for Fiied Site 
Phgtlcal Protection 8gs ” 

DENNETT. H A , OLA8COAOA. M T Sandia Laboratories FIN A-1153-9 
8AND79-2376/1 00/07/31 lOOpp Available at NT IS 1*7 SO 


0OO731Oa4A NURE0/CR-1S98 

"ORNL State Level Electric itij Demand Forecasting Model “ 

CHERN. U B , DICK.J U . OALLGHER. C A Oak Ridge National Laboratorg 
FIN 0-0190-8 □RNL/NUREO-63 00/07/31 iOOpp Available at NTIS 


6007310833 NURE6/CR-148S 

“Cracking (< Relocation of U Dioxide Furl During Initial 
Nuclear Operation ” 

APPELHANS. A D . MILLER, R U EObO Idaho. Inc DAGD JART880N. 8 

Oernang. Federal Republic of FIN A-6041 £00-2033 60/03/31 

38pp 


00073 10471 NUREO/CR- 1 51 3 

"Evaluation of Isotope Migration - Land Burial Hater 
Chemlatrg at Commerclalig Operated Lou Level Radwaste 
Dlspobal Sites." guarterly progress rept.Jan-Mar 1900 
CZYSC1N6KI.H 8 , UEI66, A J Drookhaven National Laboratory FIN 
A-3048 BNL-NURE6-51S19 80/05/31 30pp Available at NTIS 


0007310334 NUREO/Cn-1477 

"Hravy-Soc ti on Steel Technology Program. ” quarterly progress 
rept for Jan-Mar 1960 

WHITMAN. 0 D , BRYAN. R H Oak Ridge National Laboratorg FIN It-0119 
DRNL/NUREO/TM-3 60/07/31 S3pp Available at NTIS 


ORO CORRESPONDENCE WITH OTHER OROANIZATIQNS 


6OO1I1I2077O Clarifies comments made at ANSI-N3S1 Steering Committee on 
Pumps 000491 meeting in PI ttsburgh. PA re qualification 
Issue Functional qualification by experience has merit but 
practical verification aspects pose problems Minutes end 
BROWN. E J Director's Office 80/05/30 4pp 


8007010D13 Foruards fully executed std order for DOE uork "ARAC Site 
Installations at Nuclear Power Plants." issued to LLL 
DICKINSON. P Energy. Dept of FIN A-03S1-0 00/06/10 Ip 


— 0007010017 Executed std order for DOE work "ARAC Site Installations 
at Nuclear Power Plants." issued to LLL 

KERR, 0 U Assistant Director for Btste Agreements Programs • 
Energy. Dept of FIN A-0351-0 SO-BO-006 80/06/10 Ip 


8007010137 Advises that IE Info Notice 00-23. "Loss of Suction to 
Emergency Feedwater Pumps." was sent to listed utils on 
000520 

PAPPAS. H Region 3. Chicago. Office of the Director 00/03/30 
2PP 


8007010264 "Looking But Not Seeing Federal Nuclear Power Plant Insp 
Program " 

TYE. L 8 Union of Concernod Scientists BO/06/30 163pp 


8007010607 Advises that IE Circular 00-03, "Protection From Toxic Oas 
Hatards. " was inadvertently sent w/o end NUREO-73/087. 

Sections 22 1,22 2.2 2. 3t<64 end 

CARROLL. D E Region 3, Chicago. Office of the Director 00/04/03 

2pp 


6007020130 Forwards std order for DOE work "Offsite Emergency 
Instrumentation for Accidents Involving Light Water Nuclear 
Power Plants. " for acceptance 

RYAN. R 0 Office of State Programs, Director 80-00-011 00/06/12 

Ip 


— 0007020443 8td order for DOE work "Offsite Emergency Instrumentation 
for Accidents Involving Light Water Nuclear Power Plants." 
issued to ID Natl Engineering Lab 

RYANrR 0 Office of State Programs, Director FIN D-1604-0 
00-19-08-02 00/06/12 Ip 


Q0070300S4 Advises that IE Bulletin 80-13. "Possible Loss of Emergency 
Notification Syr. (ENS) W/Loss of Offsite Power." was sent to 
listed utils on 000616 

PAPPAS. H Region 1, Chicago Office of the Director 00/06/19 

2pp 


0007070132 Forwards std ordei for DOE work "Offsite Emergency 
Instrumentation for Accidents Involving Light Water Nuclear 
Power Plants. " foi acceptance 

RYAN, R G Office of State Prngr.ims. Director 00/06/12 tp 


0007110543 Discusses choice of NOS x-ray techniques f. choice of Ci 
values L-G should be included as one of five x-ray 
techniques Ci values published in final version of law 
should be defensible in court 
PLATO. P Michigan. Unlv of 00/06/10 3pp 


S007I4042I Advises that IE Bulletin 80-14. "Degradation of BWR Scram 
Discharge Vol Capability," was sent to listed utils on 
000612 

PAPPAS. H Region 3. Chicago, Office of the Director 80/06/13 
2pp 


0007140597 Advises that IE Bulletin 80-13. "Cracking in Core Spray 
Spargers." was sent to listed utils on 800312 

PAPPA8.H Region 3, Chicago. Office of the Director 80/09/13 
3pp 


0007150770 Advises that IE Info Notice 80-27, "Degradation of Reactor 
Coolant Pump Studs." was sent to listed utils on 8D0611 
PAPPAS.H Region 3. Chicago. Office of the Director BO/06/I2 
2pp 


— 6007150778 Advises that Ifc Info Notice 80-87. "Degradation of Reactor 
Coolant pump Studs. “ was transmitted for Issuance on 600611 
Notice should be issued to all PWR facilities holding OLs or 
CPs Draft Itr end 

MOSELEY. N C Division of Reactor Operations Inspections 
80/06/10 2pp 


0007170343 Advises that IE Circular 00-14. "Radioactive Contamination 
of Plant Oemineral i led Water Sys t. Resultant Internal 
Contamination of Personnel." was sent to listed utils on 
000624 

PAPPAS.H Region 3, Chicogo. Office of the Director 80/06/25 
4pp 


0007210336 Advises that IE Circular 00-13, "Grid Strap Damage in 
Uestlnghouse Fuel Assemblies." was sent to listed utils on 
8D052B 

PAPPAS.H Region 3, Chicago. Office of the Director 80/09/30 

2pp 


8007220261 Advises that lE info Notice 00-26. "Evaluation of Contactor 
OA Programs." was sent to listed licensees on 800610 
PAPPAS.H Region 3. Chicago. Office of the Director 00/06/12 
SPP 


0007240065 Advises that IE Circular 00-15. “Loss of Reactor Coolant 
Pump Cooling U Natural Circulation Cooldown, " was sant to 
listed licensees on 800620 

PAPPAB. (I Region 3. Chicago. Office of the Director 80/06/24 
2pp 


B007360079 Ltr to all power reactor applicants b licensees re 
Commission memorandum b order on UCB 700502 petition for 
reconsideration of previous memorandum b order dtd 70D413 
EI8ENHUT.D 0 Division of Licensing 80/06/25 Ip 


— 8O072B00B4 Memorandum b order affirming prior decision to deny UC8 
requested relief in view of add] improvement of fire 
safety 

CMILK. 0 x) Office of the Secretary of the Commission CLI-80~2I 
80/05/23 85pp 


8007290104 Advises that IE Info Notice 00-80, "Prompt Reporting of Info 
In Accordance W/I0CFR50 SS(e>." was sent to listed utils on 
800613 

PAPPAS.H Region 3. Chicaqo. Office of the Director 60/0'6/16 

2pp 


8007290771 Forwarifs summary of 000619 meeting w/AIF Bubcommlttee on 
Safety Parameter Integration in BethBsda.HD re draft 
emergency facilities functional requirements 
HINNERS. W Division of Systems Safety 00/07/09 ip 


"8007290782 Summary of 000619 meeting w/AlF Subcommi ttee nn Safety 
Parameter Integration In Uethesda. MD re draft emerganty 
facilities functional requirements 
* Division of Systems Safety BO/07/09 7pp 
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B007S907B1 request for stay of effectiveness of Corrmission G0Q616 
statement of policy re guid^^nce for pouier reactor OLs> 
pending j-tidici^l rpvaeu* Comnu ss i on action en-dorsing MUHEG** 

06*?4 may t>e unla-wfuJ Certificate of Sve end 

UEI5S.E n Ufiacn of Concemed Siientists l.ATH/\ri<S B Shoreham 
Opponents Coalition WEISfu t R 'Sfieldon. Harmon It Ueiss QO/07/S5 
•*pp 


— 0OO729O8OJ AfPaiSflvit statinti that currant fJnc regulations re hydrogen 
control measurefi are not adequnte to insure health b safety 
NUn£(3-Oi690 does not correct hydrogen control Jefitlencloa 
Prof qualifications end 

PQLLARDiK D Union of Loncerned Scientists B0/07/t0 12pp 


— 0007290009 Affidavit re need to nnalyie sgs interaction due to 
insufficient info for unresolved Safety Issue A-17 
KINOS.G C ShoTOham Opponents Coalition 00/07/11 9pp 


0007300005 Requests revieu of end safety puide re maint of nuclear 
pouier plants hy QOOSlt 

nORRISONiUff Assistant Directar foi Genei al Engineering Standards 
aO/07/10 2pp 


--B007300007 Se-O’ 

"Halnt of Nuclear Pouer Plants> " Revision 7 
• International Atoriit Energy Agency (Austria) 50-S0-O7 
79/1 S/ll 52pp 


PH PROPOBEE RULE 


SOOfl 10SS3 Conunents on proposed rules IOCFRBj 1 9. 20> 21i 30i 40< Si > bO, b 
70 rules are inadequate re pai 1 1 c ipat 1 an of Indian Tribal 
govts Failure tii involve tribes in initial process ulll 
result in later practical b political difficulties 
SrONE.R J Energy! Dept of 80/03/S4 2pp 


0OO4S0OSia Prelininnry statenent In response to Chairman Aheartie 000313 
Hr re proposed rulemaking on radyaste storage & disposal 
Solid radyaste may be disposed of u/o risk based on 
fundamental earth science processes 

» Inter I ar> Cep t ofj Oeologlcal Survey BO/04/15 IRpp 


800S3005B3 Comments on proposed rules ICCFRSO b SO 10CFR50 72(a £i> 
should be clarified to permit plant operation pursuant to 
Tech Hpecs y/o requiring that repts be sent to NFIC 
COUHSIL< tl C northeast Nuclear Energy Co (subs of Northeast 
Utilities) 00/05/02 2pp 


00061 10d(D& Henmrnndum in support of State of NN motion for 60-Jag 
eitension of sclieduie dates re proposed rulemaking on 
raduaste storage b disposal NRC delay of core bibliography 
filing was not anticipated tl/Certi f icate of Sve 
HUCtINICKt.E D Ohio. State of 00/05/14 lOpp 


G006270352 Requests ACRS comments on BECY-OO-OBS re proposed fire 
protection rule fur nuclear poyer facilities operating 
prior to 790J01 

ARLOTTO. G A Division of Engineering Standards 00/05/16 Ip 


0007010005 Comments on proposed rule 10CFR51 agrees u/Air position 
that inclusion of safety matters in comparision b ranking 
of alternate sites In -MEPA review process is not 
appropriate 

ANDERSON. T H Westing house t lee trie Corp NS-TMA-2256 00/06/09 

2pp 


0007010403 Comments on proposed rule lOCFRDl utils should bo alloued to 
Include eiisting sites on slates of candidate sites 
Application of proposed changes to eiisting Inventoried or 
banked sites is unclear 

VANOENDURSH, D Yankee Atomic Electric Co WVC 00-17 00/06/10 

2pp 


8007020030 Notice to recipients of PR-20 advises that Comment 6 yas 
miscoded b will not be used again Correction notice replaces 
eomoient 

• Docketing ti Services Branch 60/05/20 Ip 


3007020046 Notice to recipients nf PR-20 4SFR 10023 advises that Comnvant 
4 was miscoded h will not be used again Correction should 
replace comment 

• Docketing b Services Branch 00/05/30 Ip 


0007020100 Memo to reetpients of tomments re proposed rules 1OCF03O. 
44FR75167 tc 45rR39l3 Lists comments previously filed in 
10CFR50, 44flt75167, noy cross-filed y/ lOCPRSO. 45FR391 3, 

• Docketing b Services Branch 60/06/05 Ip 


8007020203 Comments on proposed rule lOCFRSI should be amended to state 
reactor typo b thermal power capacity to which regulation 
applies b specifically exclude others 

FISHER. C R General Atomic Co (subs nf QuI f Oil Co > 80/06/05 

IP 


SOO702O2I2 Comments on proposed rule lOCFRSI definition of terni 
"Physiographic Unit" should be included Penalty for failure 
to provide notice of intent 3 months in advance should only 
be 3-month delay in commencement of review 
« LeBoeuf. Lamb. Lelby S< hlacRae 80/06/09 4pp 


6007020226 Comments on proposed rule tOCFRDl proposed penalties for 
failure to provide notice of intent within time specified 
are inappropriate Penalties are irrelevant to objectives 
stated in introduction. I. scope 
COQK.d hi Consumers Power Co 00/06/09 6p p 


6007020296 Forwards comments on proposed rule lOCFRSI environ densltiy 
should be explicitly defined ft included In Section 2 NRC has 
no logal requirement to eipand alternate sites review to 
Include safety as NEPA issue 

UHRIO.R E Florida Power it Light Co L-BO-ieS 30/06/13 13pp 


6007020300 Comments on proposed rule 10CFR20 certi f Ication of personnel 
dosimetry processors Is major step forward in radiation 
protection programs Commends NRC actions 
8T0CK5.M S Indiana. State of 60/06/03 ip 


Q007020307 Forwards comments on proposed rule tOCFRBO Choice of 
measurement quantities must be made by considering practical 
limitations t. biological parameters Processor should be 
required to test only for type of radiation produced 
DARIOSiE L Yankee Atomic Electric Co 60/04/22 3pp 


8007030306 Correction notice for recipients of proposed rule t0CFR20 re 
per f ormance testing for per sonnel dosimetry Comment 4 
miscalled 1. will nct^ be used ag.iln Correction notice should 
replace Comment 4 

s Docketing Ji Services Branch 80/05/30 Ip 


0007020312 Comments on proposed rule 10CFR20 processor must be given 
ample time !< trial dosimeter exposures to permit calibr of 
processing equipment Expresses gratitude for opportunity to 
discuss proposed std u/ other in -house dost (he try processors 
JAWORSKI.RL Omaha Public Power District 60/04/30 2pp 


8007020315 Forwards comments on proposed rule I0CFR20 Item 5 re eye 
protection makes compliance difficult h should be deleted 
Neutron source should be standardiicd Photon component 
should be well defined 

CAULDPELL.P S Yankee Atomic Electric Co RDS 34/00 60/04/16 

4pp 


8007020337 Comments on proposed rule 10CFR20 rule must apply to all 
thermnlumincscent dosimetry If user is to be effective 
Certification should be matched to monitoring purpose 
OIDSONi J D Stone N Webster Engineering Corp 80/05/27 2pp 


B0070S0329 Conuneiits on proposed rulee 10CFR20 discrepancy stemming from 
tissue depth at which doses are recommended to ba measured 
prohibit fair U meaningful dosimetry std Advises of plans to 
attend 600423 mealing 

DAROIS.E L Yankee Atomic Electric Co 80/04/22 4pp 


8007020332 Comments on proposed rule lOCFRSO voluntary program not 
effective Dept of Health Environ Science supports 
mandatory testing certification program Health, ec onomlc 6 
legal considerations demand dose assessments be accurate 
LLOYD.L L Montana. State of 00/06/02 Spp 


6007020340 Comments on proposed rule 10CFR20 certification of 
processors is not appropriate way of improving quality of 
pnrsonnol dosimetry Arguments suggest need for more uniform 
application of std methodology 

FAY.C H Wisconsin Electric Power Co 80/06/03 2pp 


8007020342 Comments on proposed rule lOCFRSI NRC should carefully 
consider AIF camnon ts. represent ing coneensus among utils t< 

AlF 

BYERLEYi T E Georgia Power Co 80/06/06 Ip 


0007020345 Comments on proposed rule IOCFR20 unjustifiable expense 
to regulate radiation exposures when 93K are below 1 25 
rem/yr Voluntary commitments working 
GERDI.D 3 Affinatlon Unknown 60/06/16 2pp 
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Q0070Z03SS Comments on proposed rule 10crRSO> subml tied by Lopistics 
Enterprises Corp NPRDS does not have substantia] incentives 
for useful involvement by utils 8ys should be streamlined h 
LERs & NPRD-4B combined 

• Affiliation UnUnouin P-0192 00/06/05 13pp 


0007020360 Comments on proposed rule 10CFR51 Requests 30-day eitenslon 
af comment period Extension mould not significantly impact 
implementation of regulation since neu applications for 
early revieu are not likely to be filed 

ORAY< F B Louenstein. Neuman. Reis. Aielrad 6 Toll 00/06/03 Ip 


B007020388 Comments on proposed rule lOCFRSl safety li emergency 
planning should not be admitted as issues in NEPA 
alternative site revieiii Recommends continued use of Reg 
Ouide 4 7 

PEOPLES. D L ComraoniiJeal th Edison Co 00/06/09 4pp 


0007030400 Comments on proposed rule IDCFROl explicit statements about 
critical nature of reactor siting to public safety 8i 
provision for scoping should be included 

HE DEM AN. M N Environmental Protection Agency 00/06/09 2pp 


0007080406 Forwards corrected B00606 Itr commenting on proposed rule 
lO-CFRSl Original was mailed w/important sentence 
inadvertently deleted 

PATTERSON. J D Middle South Services. Inc 00/06/10 Ip 


— 0007080413 Corrects 000606 comments on proposed role 10CFR51 
application to existing inventoried or banked sites is not 
clear Status of sites which are part of ongoing review are 
not reviewed Endorses AIF comments 

PATTERSON. J D Middle South Bervlces. Inc 00/06/ 10 3pp 


BD070S0407 Comments on proposed rule JOCFRSl proposed rule should be 
clarified re procedures t< substantive requirements for 
alternative site decisions in pending cases 
WETTERHAHN, M J Conner. Moore ti Corber 80/06/05 8pp 


BOO'7020412 Comments on proposed rule lOCFRSl min requirements for 
alternative site analysis on proposed rule will greatly 
assist applicants in siting nuclear facilities Variety of 
Methodologies should be taken into account 

REEVES. R U American Electric Power Co . Inc BO/06/06 Spp 


0007030416 Forwards comments on proposed rule lOCFRSI regulations 
concerning alternative site review should be coordinated w/ 
800303 proposed regulations concerning EI8 
LOOMIB. j B Sargent l< Lundy. Inc 80/06/03 2pp 


0007020481 Comments on proposed rules 10CFR8 SO regulations in Part 
2 fthnuld be revised to incorporate proposed requirement 
Option B w/mods Part SO 10 should he replaced u/encl 
proposed regulation 

MIUSON. V N Licensing Branch 1 80/06/13 4pp 


flO'070204B4 Comments on petition for rulemaking 2-10 proposed rule could 
require Commission to hold unnecessary hearings cause 
delays in approval of proposed licensing action which does 
not present significant haiards 

BRAY. F S Lowens teln. Neuman. Rel Si Axelrad (i Toll 00/06/16 3pp 


B00708043B Comments on proposed rule 10CFR80 on behalf of Zimmer Area 
Cititens any mat) which exceeds level of radiation found 
normally in that matl in natural environ should be 
considered as radwaste t< disposed of accordingly 
FIESE.L R Affiliation Unknown 00/06/13 llpp 


B007020439 Comments on proposed rule 10CFR20 NRC should sponsor 
mandatory dosimatry test program for all civilian personnel 
dosimetry processors Advises of inability to attend 600483 
meeting of in-house dosimetry processors 

KLOTZ.A 8 Northeast Utilities NEE-ao-RA-236 00/04/16 3pp 


0007080441 Comments on proposed rule 10CFR2D NRC should set performance 
ftd such that any processor not meeting std Is prohibited 
from performing personnel dosimetry 

KLOTZ. A 0 Northeast Utilities NEE-0O-fiA-236 00/04/16 Spp 


B0070S0444 Forwards comments on proposed rule iOCFRSO should include 
explanation why linear no-threshold assumption of 
effects selected Consideration should be given to retaining 
current limits for concentrations in air t< water 
CULVER. J F Air Force. Dept of 80/06/10 4pp 


8007020447 Comments on proposed rules IOCFRSO SI issues In NRC 000318 
request for comments are outside DOT field of expertise 
Supports President Carter 800218 program on radwaste mgt 
Nhlte House press release & radwaste mgt program end 
OOLDBCHMIDT. N Transportation. Dept of 80/04/07 29pp 


0007020449 Ccmments on proposed rule 10CFR2O guidelines should be 
included to be used in training sessions foi radiation 
workers, informing of clinical *. cytological indicators of 
higher than normal risk of seiious health damage 

BERTELL. R Ministry of Concern foi Public Health 00/05/21 3pp 


8007030452 Comments on proposed lule 10CFR20 Use of robots to carry out 
routine work at nuclear powet plant would free human 
employees to concentrate attention on tasks that can not be 
carried out by machine 

ABLER. WL Affiliation Unknoiun 00/06/00 2pp 

6007020457 Comments on proposed rule 10CFR20 exposure stds should be 
made as low as possible 

PECK.H Affiliation Unknown 00/06/09 Ip 


□007020461 Comments on proposed rule l0CrR20 Special consideration 
should be given to exposure of embi yo. fetus h minors 
Implementation should bo sufficiently fleiihle to allow 
radiation protection programs to be adapted to situations 
STEBBING. 0 E Army. Dept of. Office of Burgeon General DABQ-PBP-E 
00/06/09 2pp 


0007020464 Comments on proposed rule 10CFR20 emphasis should be put on 
mgt commitment to radiation safety program 1. expert 
qualifications of radiation safety mgt !. personnel 
HALEMAN.G R Yale Univ 00/06/11 8pp 


B0070S0465 Comments on proposed rule tOCFRSI approves of advertising in 
local newspapers. 1 f all local newspapers are included 
Emergency planning in early site review should include 
planning for future population 

LEHIS.M I Affiliation Unknown 00/06/09 2pp 


0007020478 Comments on proposed rule 10CFR51 practical implementation 
appears to fall short of stilted objectives Licensee believes 
Implementation will impact adversely on siting process 
CBUNSIL.W 0 Connecticut Yankee Atomic Power Co COUNBIL.W G 
Northeast Nuclear Energy Co (subs of Northeast Utllitlesl 
00/06/09 3pp 


0007080556 Comments on proposed rule lOCFRSl second alternative of 
exclusionary safety stds. w/inc 1 usi on of safety issues in 
alternative site ronsidoration. i s preferable Stds will 
permit flexibility in candidate site proposal 
POND. 0 D Connec 1 1 cut I State of 00/06/11 2pp 


0007080585 Comments on proposed rule IOCFRSO !. provides status of fire 
protection mods Requests rec onf i> malion of commitment dates 
outlined in safety evaluations 

SYLVIA, D R Virginia Electric J< Power Co 3541/061470 00/06/30 

0pp 


0007020635 Notifies of Issuance nf FEb re pi oposed rulemaking on 
storage !. disposal of nuclear waste FES transmitted to 
persons on end sve list 

DROWN, D F Energy, Dept of 00/06/10 /pp 


8007020659 Submits Progress Rept 29 for May 1900 re performance testing 
for personnel dosimetry " 

PLATQ. P Michigan. Univ of NRC-Ol-77-100 NRC-01-77-1B0 

00/06/08 6pp 


0007080661 Responds to 000410 Itr requesting opportunity to assemble 
group from nuclear industry oi utils to brief Commission on 
proposed emergency planning i egulations Meeting will be 
scheduled in near future w/ eta be officials {< public 
CHILK, 0 -J Office of the Secretary nf the Commiseion 80/06/11 
Ip 


0007020663 Responds to 600403 Itr requesting opportunity to assemble 
group from nucleai industry or utils to brief Commission on 
proposed emergency planning regulations Meeting will bo 
scheduled in near future w/ state bfficials I. public 
CHILK. 8 vl Office of the Secretary of the Commission 00/06/11 
IP 


8007080664 Responds to 800409 1 ti requesting opportunity to assemble 
group from nucleai industry or utils to brief Ciimrai s Si on on 
proposed emergency planning legulations Meeting will be 
scheduled In near future w/sl.lte officials fa public 
CHILK. B J Office Of the Secretary of the Ciimmisslon 80/06/11 
IP 


8007080665 Responds to 800424 Itr requesting opportunity to assomble 
group from nuclear Industry or utile to brief Commission on 
proposed emergency planning renulatiuns Meeting wilt be 
scheduled in near future w/state officials fa public 
CHILK, S J Office of the 0t>CTetary of the Commission 80/06/H 
Ip 
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B0070S0&&7 Requests oppaTtunitq to assembltt group fiom. nutlcar iodustrg 
or utils to brief Commission on proposed emergencg planning 
regulations 

KNUTHi D F Kerr-HcOee Cbemital forp (subs of Kerr-McOee Corp > 
aO/04/24 Ip 


a00703D/)6a Requests opportunity to assemble group Prom nuclopr industry 
or utils to brief Commission on proposed emergency planning 
regulatifins 

OWEN.W >1 Duke Power Co 00/04/09 3pp 


B0070S0f)71 Requests opportunity to assemble group from nuclear industry 
or utils to brief Commission on proposed emergency planning 
regulations 

KEARNEY. JJ Edison Electric Institute 00/04/10 Ip 


6OO7O2O&02 Comments on proposed rule IOCFR20 neutron testing u/Pu- 
beryllium source should be reinstated for use ui/Cf-3SS 
source dosimetry test Unable to attend Apr meeting of 
commercial processors 

HOUDEN.n H Radiation Detection Co 00/04/28 hpp 


aOD7030£B9 Comments on proposed rules I0CFR3. 19, 20. 21. 3D. 40. 9J . <bO t, 70 
on behalf of Raduaste Hgt Group. consi sting of listed utils 
NRC under estimates cost of site choracteri latlnn Perfection 
being established as std for siting decisions 

SILBERG,.! E Shaui. Pittman. Potts h Trowbridge 00/03/04 Bpp 


8007020695 Forwards comments on proposed rule 10CFR20 neutron source 
should be standardiied at facility to eliminate problems u/ 
dose determination Advises of plans to attend 000423 
meeting 

CAULDMELL.F 6 Yankee Atomic Electric Co RD8~34/00 80/04/10 

Spp 


0007020701 Comments on proposed rules 10CFR2, 19, 20. 21, 3D> 40, 91, 60 & 70 
unnecessary to address policy-related issue as to number 
of fully charac teri led high level raduaste sites Addl 
comments «ncl 

ROBINSON, R K Euan Nuclear Ca , Inc (subs of E«»on Corp 1 
00/02/29 3pp 


6007020720 Forwards comments on proposed rule lOCFRSI single delay 
period of 3 months should be appl led, reg erd less of Whether 
detailed studies have been performed Section 0 2 should be 
deleted 

VAN BRUNT, E E Arlinna F Uhl it Service Co ANPP- 19636 00/06/12 

4pp 


8D07DS0742 Comments on proposed rule 10CFR20 sy® falling to provide 
»atlsfactory measurement could still provide satisfactory 
control Timeliness vital to support requirements of control 
Std does not give due credit to personnel dosimetry 
• Tennessee Valley Authority 80/04/23 4pp 


8007020746 Comments on proposed rule tOCFR20 processor certlf 1 cat 1 0 'h 
Is stop In right direction U formation of testing It 
certification lab is needed Processors need access to 
specialiied callbr sources Lab must be highly autonomous 
DARTLETT.MT AffUiaklon Unknown 80/06/06 3pp 


Q0D70300DI Comments on proposed rule 10CFR2O Univ of HI testing program 
results demonstrate operational difficulties In passing 
personnel dosimetry performance lest Passing of std does not 
ensure good personnel dosimetry 

00NE8.U C Omaha Public Power District 80/06/13 2pp 


0007030003 Comments on proposed rules 1 0CFR2. 19, 20,31, 30, 40, 91, 60 it 70 
usaknesses are further testimony to NRC unwillingness to 
east aside past prejudices 6 demonstrate political courtage 
requisite to successful geologic disposal program 
DIEHU, D 0 Sierra Club 80/03/03 Spp 


0007030012 Comments nn proposed rules 10CFR3. 19, 20, 21. 30, 40, 91, 60 b 70 
licensing phllosopliy based on best site, best waste form or 
best waste package should be avoided Overall sgs approocb 
should be adopted instead Oetatled camments onci 
JDHN0ON, K T Uestinghouse Electric Corp 00/02/29 3pp 


8007030024 Comments on proposed rules lOCPRO, 19, 20, 21, 30, 40. 51, 60 h 70, 
submitted by AR Archeological Survey statement re timing of 
state historic prenorvstion officer review should be made 
in final procedures for raduaste dlsposoi 
DAVIS, H A Arbaiisas, Stale of BO/02/36 Ip 


0007030045 Requests listing of NM Environ Evaluation Group as 
interasted party tn NRC generic eieste disposal rulemaking 
proceeding Requests receipt of past repts h future meeting 
notices 6 repts 

NEILL. H H New Moilco, Slate of 00/09/13 Ip 


— 0007030090 Requests placement on svc list for generic proceeding on 
confidence in storage h disposal of nuclear wastes 
DAVIS, J P Consolidated Edison Co of New York 00/09/06 Ip 


— B007030059 Requests transcript of 000129 first general meeting of 
participants in proceeding 6 that Sensible ME Power co- 
counsel be placed on distribution list for transcript 6 all 
future distributions 

MILLER, D S Mlller.D 0 00/09/06 Ip 


6007030003 Comments on proposed rule I0CFR51 should not apply to CP 
applications docketed before effective date or to related 
OL applications Safety issues should not be considered in 
alternative site analysis 

OHAY. F S Lowenste in, Neuman. Reis, Aielrad t< Toll 00/06/19 Spp 


8007030004 Comments on proposed rule 10CFR50 NRC should support further 
testing re use of water eitingui shlng sys over anergiied 
electrical equipment OSA 1979 limited tost rept end 
HUTTON. J R Energy. Dept of 80/06/11 I9pp 


Q0070300B7 Comments on proposed rule 10CFR20 mandatory program not 
justified Implementation should be delayed until problems 
are resolved Std ANSI Ni3 II should bo used for test 
LENIS,L Duke Power Co SO/06/tl 2pp 


80D7030D99 Comments on proposed rules 1DCFR50 h 91 applications not yet 
reviewed by Licensing Board should include Class 9 accidents 
in EI8 

vJDHNSON, C Teias Public Interest Research Group 80/04/30 3pp 


0007030104 Comments on proposed rules 10CFR2, 19, 20, 21, 30, 40, 91, 60 b 70 
submitted by CA Energy Resources Conservation ft Development 
Commlssian Proposed procedures are significant improvement 
over NRC Nov 1970 proposed general statement of policy 
VARANINl.E E . GREU, P C California, State of 80/03/03 9pp 


8007030107 Comments on proposed rules 10CFR2, 19. 20, 21, 30, 40. 91 , 60 U 70 
rules are deficient in several key aspects tc continue to 
reflect passive approach of Commission in dealing u/DOE 
program in 1970 general statement of policy 
DERICK, D Environmental Policy Institute 00/03/03 3pp 


0007030113 Comments on proposed rules 10CFR2. 19, 20. 21, 30, 40, 91, 60 6 70 
submitted by CT Dept of Environ Protection Provisions should 
bo made for federal funding to support monitoring program 
administered by state after decommissioning 
HEUBNER. A T Connecticut, State of 00/02/20 Ip 


B0070301I9 Comments on proposed rules 10CPR2. 19,20.21,30,40.91,60 t, 70 
on behalf of Util Uaste Hgt Group 6 EEI Endorses change In 
Commission approach which would eliminate formal step of 
provisional const authori lation 

AXELRAD.M Louensteln, Newman, Reis, Axelrad !, Toll 00/03/03 9pp 


8D0703D127 Comments on proposed rules lOCFRS, 19, 20. 21 . 30, 40, 91, 60 6 70 
major concerns are in areas of site charac ter 1 lotion, 
cansultstion !< concurrence u/states & public participation 
ffoservea final comments 

HANCOCKrD Southwest Research and Information Center BO/02/20 

app 


8OO7O3013D Forwards comments on proposed rules 10CFR8, 19, SO. 21, 30, 40, 
91,60 h 70 Site character i lation rept should be made on site 
by site basis NRC should not be involved in screening of 
sites for site charac tar 1 lation 
MCCRAY, J O Ariiona. Univ of 80/02/20 2pp 


6007030190 Comments on proposed rules 10CPR2, 19, 20, 21 , SO, 40, 31, 60 It 70 
Indian tribal govts should be provided adequate opportunity 
to participate in licensing process 

OAQRlELi E Council of Energy Resource Tribes 00/03/03 6pp 


0007030171 Forwards comments on proposed rules 10CFR2, 19, 20, 21, 30, 40, 
51,60 it 70, submitted by League of Women Voters of US 
Mandatory hearings should be required before repository is 
authoriied for const 

POUERS, D Affiliation Unknown 00/02/28 2pp 


□007030179 Comments on proposed rule 10CFR20 derived limits for 
concentration in air It water should be retained 6 updated to 
reflect most current technical data Use of limits for 
Intakes would provide addl problem solving floiblllty 
COPELAND, R L Energy, Dept of, Clinch River Breeder Reactor Plant 
90/06/17 3pp 
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aOO/OSOl'JO Comments on proposed rule 10CFR20 care should be e»erclsod 
in adopting statements of scientific advisory bodies 
directly into regulatory framouiort Adoption of Sys Inti 
units will not mate contribution to laymen understanding 
RDOEHB»W 1. Gulf Oil Corp > Oulf Mineral Resources Co 80/06/10 
5pp 


8007030193 Comments on proposed rules lOCFRSi 1?> S0< SI , 30< 51 r 60 l< 70 

supports requirements re character 1 1 Ing number of sites in 
appropriate media by In situ tests at depth before selection 
of repository site & issuance of license to construct 
MENAROtH U Inter i ori Dep t ofi Ooologlcal Survey SO/OS/39 Spp 


8007030300 Comments on proposed rules lOCFRSt I9< 30. 31i 30> 40i Sli 60 & 70 
unclear whether two or more repository sites must be 
rejected for each site accepted All US waste generated to 
yr 3000 could be accommodated in two natl repositories 
FAIRHURST.C Minnesota. Unlv of. Minneapolis 00/03/31 Spp 


8007030804 Comments on proposed rule 10CFR30 natural radiation is only 
one component of environ radiation that also includes man- 
anhancad & man-made radiation Only measurement of particular 
area must be done in field lu/addl doses based on findings 
HAQBEROACHi A E New York Federation for Safe Energy 80-59 
80/06/17, lOpp 


•8007030209 Comments on EPA 0RP-81D 72-1. "Natural Radiation Exposure in 
UBi " by DT Oakley no such thing as true measurement of 
background rad lat ion. average permissible dose or population 
dose Requests that NRC review rept 

HAB8ERBACH.A E New York Federation for Safe Energy EPA 
ORP-0in-7S 80/04/35 4pp 


8007030341 Comments on proposed rule 10CPR73; reiterates 790817 request 
that spent fuel or Irradiated reactor fuel be carried on 
special trains NRC (i DOT opinions influenced ICC denial of 
restrictions on transport of radwaite 
BHITHiR L Consolidated Rail Corp 80/04/14 3pp 


9007030343 Comments on proposed rule tOCFRSO assumptions should be 
clearly identified h be accompanied, where appropriate, by 
full eapianotion of attendant app 1 ications, Ful I definition 
of AUARA should be retained In any revision 
SCHERER. A E C-E Power Systems UD-80-033 80/06/18 Spp 


8Q0703034B Comments on proposed rule lOCFRSO Sys Inti units should not 
be used In regulatory program unless used as secondary units 
It appear In parentheses NRC should provide detailed 
procedures for dose determination when required 
LAR80N.H vJ Atomic Industrial Forum 00/06/18 lOpp 


8007030349 Comments on proposed rule lOCFRBO experience at fire five 
yrs ago demonstrates that S-h supply of water is inadequate 
Bpecial protective features should include properly designed 
(i separated trays w/cabling suspended above floor at tray 
UEUia.H 1 Affll lotion Unknown 80/03/31 Spp 


8007030351 Forwords comments on proposed rule lOCFRSO etds should be 
consistent w/applicable federal protection guidance (< should 
Include consideration of work of recognlied natl >< inti 
advisory organi tations. 

BATES. A Affiliation Unknown 80/06/16 34pp 


8007030334 Commints on proposed role lOCFRSO social 6 economic factors 
must be considered Balance must be maintained between social 
benefits associated risks Recommends that ALARA not be 
used as numerical guides 

AULMENDINOER. P Affiliation Unknown 80/06/18 3pp 


8007030363 Comments on proposed rules lOCFRSO !< 31 Class 9 events 
should be considered in NEPA reviews for all reactors 8ECY- 
80-131 concluded that NEPA environ reviews should include 
analysis of all possible radlolgical accidents 
HRIOHTiF 8 Massachusetts. State of 80/04/22 6pp 


B007030366 Comments on proposed rule 10CFfi20 recognition of differences 
in susceptibility to radiation is virtually absent NRC 
should halt advancement of nuclear technology until 
scientists have better understanding of long-term effects 
DRAKE.OA Affiliation Unknown 80/06/16 2pp 


B007070043 Comments on proposed rule 10CFR70 2-day notice to delay 
scheduled shipment is not adequate to allow shipper to 
modify plans NR,C should notify shipper within 84-h of 
receiving T-'day notice from shipper 
HAN0U8I.U Transnuclaar. Inc 80/02/28 Ip. 


8007070063 Comments on proposed role 10CFR20 licensee has no concerns 
w/raquired reporting of doses to public from fuel cycle, 
Implementation of discharge limits for Kr-BS l< 1-129 in 1983 
should be clarified 

LENlS.t Duke Power Co 80/06/12 ip. 


B00707006/ Comments on proposed rule 1<ICFR73 restrictions on shipment 
of moderate strategic s i u n i f i c .me e 9MM will significantly 
impede commei ce Factois influencing delay of conflicting 
shipments should be given 

FLOWERS, F D General Eloctilc Co FOE. BO-56 00/04/01 2pp 


8007070004 Comments on pi npnsed roles lOf rR2, 19. .10, 21 . 30. 40, 51. 60 fc 70 
supports priipesed step-by-step process for reviewing DOE 
development of geologic repositories final regulations 
require discussion of ptesonce *< potential of i osources 
LASH, T R . YUAN. G Natural Rusnuices Defense Council 80/02/39 
13pp 


BOO7O7OO0S Comments on proposed rules lOCFRSO !. 33 suggests rewording 
to clarify that Mo-99 break tl. rough tests would be required 
only for elutions from Mo 99/Tr-99m generator 
QR0DK8, T R Maryland, State of 79/08/31 Ip 


8007070092 Comments on pi oposed lule 10CFR20, on behalf of Comm Ed major 
changes In sys of radiation protection stds should only be 
made if f< when warranted by new Info from lesponelble 
sc lent 1 f I c bodi es 

8TREL0M.R . ELLIOTT, E 0 Levy, Gotman, Ooldbeig t< Kaplan B0/O6/1B 
29pp 


□007070112 Comments on proposed rule 10CFR20 assumption of linear dose 
response near icro effcct-iero dose intercept is 
scientifically unsuppor tab lo More practical limitations are 
ambient radiation h natural incidence of biological effect 
HODBQN.W L Vet Admin Hnsp Northpor t. NY 00/06/16 2pp 


8007070118 Comments on proposnd lule lOCFRSO numerical exposure 
guidelines should be consistent w/ICRP Publication 26. bi/ 
dose guidelines of 5 rera/yr from eiternal f< Internal sources 
comb ined 

DALE.L F Mississippi Power !. Light Co AECM-aO/130 00/06/16 

2pp 


8007070121 Comments on proposed rule I0CFR2O important to emphasiie 
need to make use of newly available capabilities 
represented by Radiation Policy Council 

NEV. H R National Council on Radiation Protection h Moasurements 
80/06/12 2pp 


8007070174 Comments on proposed rule 10CFR2() technical bases for 
numerical limits should be readily identifiable U primary 
consider.st I un in proposed stds Highly controversial results 
should not be basis for Imposing more restrictive limits 
CADENA. D 0 Bouthwest Rese.irch Institute 80/06/16 Gpp 


0007070178 Comments on proposed rule 10CfR20 Commission should limit 
responsibility to specific t< substantive regulations t< 
refrain from issuing ambiguous 6 highly interpretatlvu 
policy sl.itements which may paralyio advancements in field 
MURPHY, R Med i-Phy sics, Inc 80/06/17 3pp 


6007070402 Comments on proposed rule 10CPR20 placing guidance into 
regulations that should be placed In rng guides f< 
referencing rey guides in lugiilatiuns can short circuit 
intended review 6 appiovol process 

NIL60N. R Elion Nuclear Co , Inc Isubs of Exxon Corp ) 80/06/10 

2pp 


8007070406 Comments on proposed rule 10C(R20 recognition should ho 
given to olternutive threshold, nonl Inc.n effect point of 
view Assumption of linear dose-effect relationship Is nob 
universally ac cep ted, except as conservative upper limit 
SANDERS, C I Armetrung Cork Co SO/06/16 Ip 


8007070407 Comments on proposed rule 10crn20 prupused personnel rovleu 
of numerical dose limits foi Internal (< external exposures 
In comblnotlon appears to be unnecessary Use of englnoerlng 
controls has rusulted In iiu significant detectable burdens 
VANDENDUnOH, D E Yankee Atomic Electric Co HVC 80-10 80/06/13 

app 


8007080009 Statement of position on proposed rulemaking re storage t 
disposal of raduaste Urges serious study uf nontechnical 
criteria t< requirement that { onsulli'i 1 1 on t< concurrence 
procedure be consolidated in SO states H/Crirti f icate of Sve 
ANDALMAN.E Mi ssl ssippians Against Disposal 80/06/25 6pp 


8007080369 Forwards Scientists t< Eng Hirer s fur Secure Energy statement 
of position re storage 6 disposal of nuclear waste To 
ensure waste disposal facilities will exist when needed, 
demonstration projects should be begun immed la tel y 
RICHARDS. U R Capital Legal Foundation B0/0//O1 28pp 



338 


NONDOCKETED ITEMS 


0OO7OGO34? ConMii^rnts oti proposed rule 10CFH20 on behalf of util 
Octupotionsl Radistlon Std s Group licensee should estsbltsh 
specific procedures to implement emergency occupetlonel 
eiposures u/eipusure limitO'd to one time onlg fjepts enc I 
G/lLLOi J Ishdroi Lincoln !< Ucale GO/Oli/lS 13pp 


— 80070S03S3 'Rsdiatsun Cancer Dislrs Linear Hypothesis “ Drief author 
biography end 

G01>D!iAN> K Lalifortlia> Univ of> Davjs 60/00/10 17pp 


— 0007080357 "Practical Threshold for Radiation " 

WHIPPLE.G H Michigan, tfnlv of 60/06/10 12pp 


■8007060360 Memorandum of discrimination issues raised by special 
accupational radiation eiposure stds for uomen 
HOl-ZWEie, S F Isham. Lincoln t< Beale 80/06/16 19pp 


8007090046 Comments on proposed rule 10CFR20 reituests that name be 
added to nailing list in connection u/rulemahing procedure 
3TEN3V/\AQ, J M Vanderbilt Un l e 80/06/16 Ip 


8007090096 Foiuards 800514 errata to 800415 statement of position re 
proposed rules J0CFR30 h 51 Sve list end 
BRDHNi □ F Energy. Dept of 80/05/19 6pp 


■8007090103 Errata to B00413 statement of position reproposed rules 
1CCFR50 t, 51 

rt Energy, Dept of DOE/NE-0007 80/05/14 6pp 


8007090113 Forwards corrected Pages 3.7 h 10 to 800229 comments on 
proposed rules lOrFRS, 19, SO. 21, 30, 40. 51, 60 «, 70 
JONES. K A Natural Resources Defense Council US 80 901-t 
80/03/03 4pp 


8007090145 Comments on proposed rules 10CFR50 h 51 although docision 
to defer conuserc lai reprocessing in US was based primarily 
on economic considerations, delay was also intended to 
encourage other countries to consider deferral 
KEENV, B M Unknown Affiliation 80/04/11 4pp 


■8007090148 Comments on proposed rules lOCFRSO & 51 supports conclusions 
of Interagency Review Group on Nuclear Waste Mgt In 
Mar 1979 rept to President 

SPETHi 0 Council on Environmental Duality B0/04/1S 9pp 


B007090399 Comments on proposed role lOCFRSO urges that NRC view low 
level Isotopes used in medicine with conteit b not 
delay promulgation of appiopriatc requirements for disposal 
until problems of reactor waste disposal can be solved 
LIMTONiO W Affiliation Unknown 00 / 06 /lB Spp 


8007090402 Comments on proposed rule 10CFR19 success of conferences 
is largely due to informal nature which allows candid 
discussion between NRC b licensee mgt Proposed rule is 
unnecessary b would intrude on mgt responsibility 
PARKER. H 0 Duke Power Co 80/06/04 2 pp 


8007100001 Comments on proposed rule lOCFRSO changes ought to be made 
only when overuhelmingly required Mayor rewrite, as 
prop Dsed, would be counterproductive to purpose of radiation 
protection 

BRlTISrJ 8 Health Physics Society 80/06/12 3pp 


8007100005 Forwards comments on proposed role lOCFRSO rule is very 
vague b does not fully Identify specific fire protection as 
intended Imp 1 erne ntot inn deadlines are unrealistic b should 
be re-evaluated Proposed rule end 

CmBS, D C Middle South Services, Inc 80/06/13 13pp 


B007100007 Coaments on proposed lule lOCFRSO anything beyond 
performance std based on objectives of acquiring info 
through measurement mould be unduly restrictive Regulations 
should be written in terms meaningful for implemontation 
ZELAC, R E Temple UniV 60/06/11 Spp 


8007100613 Comments on proposed rules lOCFRSi 19, 20. 21, 30, 40, 91, 60 b 70 
technical cnterio should be established to limit releases 
to biosphere tu less than is now legally acceptable 
MASON; D 0 Rockwell Inter nn tiona) Corp , Atomics International Div 
a0E8O-l97e 80/02/28 3pp 


8007100017 Comments on proposed rule lOCFRSO any changes from 
concentrations to annual intake limits must be carefully 
worded to ensure age b sex differences are well understood 
by public Clear instrument calibi info should be Included 
WlNANBi L F Oregon, State of 80/06/10 4pp 


□007100024 Comments on proposco rules I0CFR2, 19, 30, 21, 30, 40. Si, 60 b 70 
proposed prelicensing process introduces unnecessary b 
redundant elements into otherwise sound program for geologic 
investigations b determinations of site suitability 
HEVER9, a Eneigy.Dopt of 80/03/03 lOpp 


8007100030 Comments on proposed rule 10CFR20 provision should ho made 
for rational disposal of small activities of radionuclides 
used in diagnostic nuclear medicine procedures Situation is 
presently chaotic 

EVANS, R D Massachusetts Institute of Technology 80/06/16 4pp 


8007100035 Comments on proposed rule 10CFR20 suggests extending 30-riay 
reporting requirements to 60 days following month during 
which radiation levels or radioactive matl releases were in 
eicess of limits 

COUNSIL, U 0 , LEE, U F Connecticut Yankee Atomic Power Co 
CQUNSIL, H G Northeast Nuclear Energy Co isubs of Northeast 
Utilities) 810006 80/05/29 3pp 


8007100046 Comments on proposed rule iOCFR73 regulation should indicate 
how NRC will obtain relevant info b what factors will 
influence decision on which shippers b consignees will be 
delayed 

HOOANi J P General Atomic Co (subs of Oulf Oil Co ) 80/03/04 

app 


Q007100047 Forwards util statement of position re proposed rulemaking 
on storage b disposal of raduaste 

SANGER, H 8 Tennesoee Valley Authority 80/07/07 Ip 


■6007100050 Statement of position re proposed rulemaking on Storage b 
disposal of radwaste Spent fuel may be stored safely onsite 
b offsite based on available b emerging suitable technology 
SANGER, H 5 , BURGER. J F , BUSTIQN, R R Tennessee Valley Authority 
80/07/07 13pp 


■8007100054 "Spent Fuel Mgt Program Study Summary Rept, " Bept 1979 
Certificate of Bve end 

* Tennessee Valley Authority 79/09/30 36pp, 


8007100079 Comments on proposed rules 10 CFR 2,30,40,50,51,70 b 1 10 
rules do not indicate procedures for identification, 
evaluation b protection of historical b/or archaeological 
properties which may be affected by NRC licensing 
OINCAUZE, D F Massachusetts, Univ of 60/04/07 ip 


6007100063 Comments on proposed rule 10CFR20 terminology used to 
express amount of radiation b degree of exposure should be 
uniform b made clear for lay people Specific moans for 
obtaining other exposure info should be provided 

PRITCHARD. 0 C I n ter i or , Dep t of. Bureau of Mines 80/06/13 6pp 


8007100086 Comments on proposed role lOCFRRO San Diego County concurs 
u/reporting requirements Reporting process should be linked 
to local govt which would respond to emergency situation 
HONDEROER.R F California, State of 80/06/17 Ip 


8007100090 Comments on proposed rule 10CFR140 diseussei effects of 
TMI-2 accident on physical b mental heolth of family b local 
citiiens Disagrees w/Saltzman statement that determination 
of damages would be difficult under present regulations 
MDSES. V R Affiliation Unknown 80/01/18 Spp 


8007100092 Cemments on proposed rule 10CFR20 requests combination of 
code requirements for dose b radioactive release to 
eliminate duplicate regulations b redundant reporting 
Literal enforcement of code would be costly b redundant 
HOFFMAN, D P Consumers Power Co 80/06/12 2pp 


0007100094 Comments on proposed rule 10CFR73 clarifies 000212 Itr re 
DOE I icensB-siompt shipments for matl of low strategic 
significance Rewording was not intended to suggest NRC has 
authority to order DOE shipper actions 
HEISZ.O Energy, Dept of 00/03/05 2pp 


8007100104 Comments on proposed rule t0CFR7O clarification of 
intentions re <e>(t> is essential u/respec t to carrier 
obligations b growing number of states seeking te regulate 
transportation of radioactive matls 

JORDAN. A G Affiliation Unknown 5040611 80/06/12 3pp 


0007100160 Forwards summary statement of position of Util Nuclear Haste 
Mgt Group b EEl, "Capability for Disposing Of High-Level 
Hastes Safely." "Long-Term Safety of Nuclear Haste Oispotal" 
b "Capability for Bafe Interim Storage of Fuel " 

AXELROD, M Lowenstein, Newman, Rel s, Axelrad b Toll 80/07/07 7pp 
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--0OO71OO18O Summari) statement of position of UtU Nuclear Waste Mgt 
Oroup ti EEI Spent nuclear fuel from licensed facilities can 
be disposed of in safe U en vi ronmen ta 1 1 y acceptable manner 
« Edison Electric Institute » Louenslelni Neuman. Reia< Axelrad (< 
Toll BO/07/07 32pp 


—0007100164 "Capability for Disposing of High Level Wastes Safely " 
« Nuclear Safety Associates 80/07/07 I60pp 


—6007100160 TR-ai93-l 

"Long Term Safety of Nuclear Waste Disposal Casis for 
Confidence " 

DARTLETT. xj W . OSTQN. S 0 . GIUFFRE.M S Affiliation Untnoun 
80/07/07 lOOpp 


—0007100191 "Capability for Safe Interim Storage of Spent Fuel " 

LAMDERT. R General Electric Co HALEY. 0 Westlnghouse Electric 
Corp SILBERO. 0 E Shaui Pittman. Potts t< Trowbridge 60/07/07 
93pp 


0007100246 Statement of position re proposed rulemaking on storage h 
disposal of raduaste Urges that reliable date be set by 
which repository sys will be in operation Adequate storage 
guarantee must be commensurate u/life of plant 
BROWN. W U > HUCHNICKt.E D Ohio. State of BO/07/07 26pp 


8007100246 Statement of position re proposed rulemaking on storage S. 
disposal of raduaste Urges exclusion of consideration of 
offsite disposal b extended onsite storage from Individual 
licensing proceedings 

* Atomic Industrial Forum 80/07/07 S9pp 


B007100294 Forwards AN5 statement of position re proposed rulemaking on 
nuclear waste storage 1. disposal 

M0NB01S9E. R M American Nuclear Society MONDOIBSE. R M Pacific 
Legal Foundation 80/07/03 ip 


—8007100257 Statement of position of ANS proposing that NRC reach 
finding of confidence re safe nuclear waste storage I. 
disposal w/o danger to man or environ 
HONBDISSE.R M . ZUMDRUN. R A American Nuclear Society 
HONBOISSE. R M Pacific Legal Foundation BO/07/03 3Bpp 


0007100327 Notifies that OF Ahearne concurs in wording of fire 
protection rule. 8ECy~0O-OB6. as revised by J Parry 600317 
nemo subj to listed changes 
BAUTERiO Commission 80/04/16 Ip 


—0007100334 Forwards draft memo summarlxing individual Commissioner 
comments on 8ECy-8O“O00. fire protection actions Requests 
comments or concurrence in time to affirm paper on 800319 
Draft memo, mod 1 fled pages ti draft FR notice end 

PARRY. 8 J S Office of the Secretary of the Commission 80/03/17 
t7pp 


8007100328 "Spent Fuel Mgt Program Study Summary Rept " 

DAVIDSON. R H . HOEGLINO. U B Tennessee Valley Authority 79/09/30 
30pp 


0007100348 Comments on proposed rule lOCFRSO items should be added to 
provide for Involvement of workers tt representatives in 
auditing *. controlling exposures *< to provide for worker 
access to medical (< exposure records 

HICKS, M M Utility Workers Union of America SO/06/16 4pp 


8007100352 Comments on proposed rule 10CFR6D comparative evaluations 
of alternate waste forms for every repository are not 
justified DOE should specify allowable waste forms, or set 
specs 

MCELMURRY. D R Affiliation Unknown 80/06/13 2pp 


8007110005 Forwards RR Lund 800324 itr re Commission proposed rule on 
emergency planning Requests comments on concerns that rule 
Is overbroad for medical licensees 

BIHP80N. A H Senate. Judiciary Committee 00/05/00 Spp 


B007110019 Comments on proposed rules 10CFR8, 19. 20. 21. 30, 40. 91. 60 8< 70 
site eharacterl latlon rept should Include discussion of 
mineral resource conflicts, geologic conditions below 
repository level R regional geologic conditions 

HANCOCK. D . HECTOR. A 0 Goothwest Research and Information Center 
80/03/03 '4pp 


8007110026 Comments on proposed rules lOCFRS. 19, 20. 21 , 30, 40, 91. 60 *< 70 
site acceptabilty criteria should be defined to avoid 
ambiguity (t to assure proper 'attention (< informed decisions 
at each critical step of investigation 

HEDEMAN, W N Environmental Protection Agency, 00/03/07 2pp 


9007110031 Foruards tomments uii pT oposed rules 10CFR2. 19. 20. 21 . 30. 40. 
91,60 Si 70 NRC responsibility in determining 1 i censeab 1 1 i ty 
should he based solely on whether particular site meets 
certain predetermined criteria 

WIGOJN. E A Atomic Industi lal Forum 80/03/06 4pp 


8007110048 Statement of position re proposed rulemaking on storage U 
disposal of raduaste Historical experience offers no basis 
for confidence in DDE or nuclear industry ability to achieve 
goals b does not justify long-term projections 

JORDAN. W S , Bt^HOP.L L New Lngland Coalition on Nuclear Pollution 
JORDAN.W S Sheldon. Hatmon S< Woiss 00/07/07 I79pp 


8007110056 Comments on proposed rule lOCFRSO requests that Itr I. 
attachments be read into record as testimony when Cammission 
considers proposed rule un emergency planning Regulations 
for planning should only address needed capabilites 
COX, F T Texas. State of SO/OA/BB 7pp 


8007110067 Statement of position re proposed rulemaking on storage & 
disposal of raduaste Any alternative for radwaste disposal 
in geologic disposal site will be unacceptable due to 
unpredictable consequences Certificate of Sve end 
LOCHSTET.W A Affiliation Unknown 80/07/03 6pp 


8007110087 St.itement of position re proposed rulemaking on storage 6 
disposal of radwaste Declines to state present comments but 
reserves right to offer cross -statements when appropriate 
WILSDN.R P South Carolina, State of 80/07/03 Ip 


8007110101 Statement of position re proposed rulemaking on storage (< 
disposal of radwaste Deep goologic disposal uncertainties 
require further evaluation Disagreements between levels of 
govt must be solved DOE must provide assurance re schedule 
GRIFFIN, W . DIAHDND.M J Vermont, State of 80/07/01 Spp 


8007110121 Statement of position re proposed rulemaking on storage It 
disposal of radwasto Urges imposition of moratorium on new 
nuclear plants until technical t< institutional probloims are 
resolved Factual gaps !< known problems still present 
ABRAMS. n , CORWIN, J W . BIALIK, E 1 New York, State of 80/07/07 
126PP 


8007110229 Comments on proposed rules J0CFR70 Ic 73 application O'f rule 
to nonpower reactors will have devastating effect on 
research reactors << associated education f< research 
activities carried on at univ research reactors 
WILSON.W E Washington State Univ 79/iO/OB 13pp 


— 8007110231 Foruards comments on proposed rules lOCFa70 ti 73 facility 
will be shut down rather than incur costs for upgrade 
Faculty/staff positions will he eliminated 
WILSON, W E Washington State Univ 79/08/30 3pp 


--8007110239 Forwards comments on proposed rules 10CFR70 it 73 no detailed 
impact statement or cost-benefit analysis is available to 
predict effects of proposed rulomaking on US educational 
sys 

WILSON.W E Washington State Univ 79/08/30 3pp 


0007110242 Advises that RT Kennedy concurs in changes to 8ECV-B0-08B. 
fire protection nil e. proposed in 0 Sooter 000416 momo.subj 
to attached revisions 

OUILDERT, J Commission 00/04/17 4pp 


—8007110246 Notifies that JM Hendrie concurs u/000416 version of fire 
protection rule circulated by G Sauter as modified by RT 
Kennedy 

FONTECILLA.H Commission 00/04/18 Ip 


B0071I0297 Forwaids Wl Ad Hor Radioactive Waste Disposal Committee 
comments on proposed rules 10( rR2> 19. 20. 21, 30. 40, 51. 60 t< 70 
app 1 ication, envi run rept t< amends shall be filed u/uffictals 
designated by governor State of HI /9072/ Itr to DOE end 
HAL8T6AD.R J Wisconsin, Statu of 80/06/04 I9pp 


6007110349 Statement of position re proposed rulomaking on storage Ic 
disposal of radwaste Joins in New England Coalition on 
Nuclear Pollution t< NRDC statements uf position W/ 
certification of sve 

MILLER. D S Sensible Hatne Power MILLER, D S Miller.D 8 
00/07/07 Ip 


8007110492 Comments on proposed rule lOCFREO NRC should draft NUREG 
rept to accompany regulation which details technical basis 
for numerical limits (. quantitative requirements in revised 
rule 

TAYLOR, J J WcstlnghousB Electric Corp WRO-1097 B0/06/1B 23pp 
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B0071I04^<> R«qui‘ttt Coiii’nission appruval to publtshifor coninenti aoiond to 
lOCFRSO in Form at App R.u'flrs protection requirements for 
plants in operation prior to 7R0i01 Amend ujouid facilitate 
implementing DTP 9 5-1 

KONTECJLLA.H M Commission 00/03/14 3pp 


BQ07iJ0497 Comments on proposed role 10CFR20 psrtg otlior than operating 
util should be responsible for monitoring all radioactive 
releases from nuclear plants 

BTAHIRIS.D Affiliation Unlinawii B0/O&/17 Ip 


8007110504 Discusses status of App R to 10CFR50 re impact of requiring 
all fire prntection features installed bg 80)101 Eleven 
plants lull] not complete Bertion 3 1 mods t Section 3 2 
open Items bg 001101 

LAINAS.O Plant Sgstems Branch 80/04/11 3pp 


B007I10507 ForuardS comments on proposed rule 10CFR51 from RC Pevear of 
State Legislature 

BURKIN. 3 A Senate 80/06/19 Ip 


8007110534 Comments on proposed rule 10CFR20 addi reporting 
requirements should be initiated onlg tf ueli defined 
benefit is to be derived 

CERTH.O E Kaliinckrodt. tnc 80/06/IB 3pp 


9007110547 Describes status of a I terns te/ded i ca t ed shutdoun sgs as of 
800328 

CASE. E Office of Nuclear Reactor Regulation. Director BO/07/10 

2pp 


9007110553 Motion to produce documents forthwith 6 extend date for 
submitting cooiments on proposed rule lOCFRSO until at least 
30 days follotiiing date info requested in KMC Inc 1980 FOIA 
request is made available 
CONNER.! D KMC. Inc 80/06/24 9pp 


S007110SB6 Forwards info requested by OF Ahearne re status of fire 
protection review program. ai ternate/dedicated Shutdown sys 
Status as of 800331 other outstanding Issued 

LAINAS.G Assistant Director for Safety Assessment 80/04/02 7pp 


B0071 40002 Statement O'f position re proposed rulemaking on storage i 
disposal of radwaste Complete set of acceptability criteria 
Olay not be possible due to lack of successful site studies 
Detailed tests needed for actual site risk assessment 
* Interior. Dept of- Geological Survey 80/07/07 30pp 


B007140011 Statement of position re proposed rulemaking on storage b 
disposal of radwaste NRC should find that no conclusions can 
be drawn as to whether or not spent fuel can be safely 
stored until permanent disposal sites are available 
SENCEHAL.M £ . OLSON. J F . SPANNAUS.U Minnesota. State of 
80/07/03 9pp 


-B0071400I4 Comments re proposed rulemaking on storage b disposal of 
radwaste No scientific basis may be advanced for safe 40— yr 
spent fuel storage 

ADRAHAMSDN. 0 Minnesota. Unlv of. Minneapolis 80/07/02 40pp 


S<107140036 Statement of position re proposed rulemaking on storage b 
disposal of radwaste Urges establishment of positive 
finding of confidence Notes evidence of demonstrated waste 
«.gt technology re potential toxicity b full-core discharge 
CRAMER. E N Neighbors for the Environment 83/07/04 3pp 


'B007140040 “Demonstrated Technology Three Examples From History b 
Analysis of Nuclear Uaste Mgt. “ by JD Rae.of Harvey Mudd 
College of Engineering b Technology In Claremont. CA 
RAE. J B Affiliation Unknown 77/07/08 23pp 


— aO!>7l40046 ISBN 0-89448-106-1 

Evaluating lUsiards of Disposing of Wastes from Energy 
Production," Bureau of Radiation Protection. Harrisburg. PA 
Presented as part of ANB 800227-29 topical meeting re 
technical assessment of nuclear power b alternative 
DOHN91FE.M P American Nuclear Society DORNSIFE.U P 
Pennsylvania. State of 80/02/29 19pp 


— 8007140051 I D 77~H-07 

"Relative Spent Fuel Storage Haiardi " prepared for ANS 
winter meeting in San Francisco. CA 

STRAHL. J F NUS Corp BROSNAN.O F Los Angeles. CA CRAMER. C N 
Southern California Edison Co 77/11/30 2Bpp 


BOO714O043 Statement of position ro proposed rulemaking on storage b 
disposal of radwaste Urges determination re recycling 
technique b location Interim away-frqra-reactor sites should 
b* avoided Geological survey list of publications end 
MACARTOR, .d D Delaware. State of 80/07/03 SOpp 


8007140045 Forwards statement of position ro proposed rulemaking on 
storage b disposal of radwaste 
O'DONNELL. A J Bechtel Corp B0/O7/03 Ip 

—8007140049 Statement of position re proposed rulemaking on storage b 
disposal of radwaste flodloactlwn waste can be safely 
dispesed of in mined geologic reposi tory, in basalt b granite 
chambers b in different host media 
e Bechtel Corp 00/07/03 App 


8007140096 Comments on proposed rule IOCrR20 single agency should have 
responsibility for radiation related matters Recordkeeping 
requirements should be streamlined 

COLLIER. R E Affiliation Unknown 80/06/18 2pp 


8007140277 Responds to FOIA request for all info which directed or 
discussed any changes of proposed fire protection rule in 
8ECV-BO-oaB App documents have been forwarded J Oulbert 
800311 memo withheld (ref FOIA Exemption 5) 

FELTON, J M Division of Rules and Recoids 00/06/26 app 


— 8007140291 Staff requirement memo re 800423 open Affirmation Session 
00-18 in Washington, DC Includes overall records of 
Commission votes re SECY 80— 166. SECY 90—177 b 9ECY—0O-OOD 
CHILK. 9 J Office of the Secretary of the Commission 60/09/01 
I3pp 


— B007140297 Discusses fire protection rule proposed in BECY-0O-OB8 Lists 
JF Ahearne recommendations re provisions which should be 
incorporated in rule Includes info re public comment 
period b implsmontation of nonshutdown sys mode 
SAUTER.G Commission 80/04/10 ip 


— 6007140302 Discusses fire protection rule proposed in BECV-80-O0B 
Cemraisslon af firmed, u/commonts. proposed firs protection rule 
delineating certain min fire protection requirements at 
000423 Affirmation Session 80-18 Lists recommended changes 
NOTLEY. D P Engineering Metholology Standards Branch 00/06/03. 

app 


8007140286 FOIA request for all info which directed or discussed any 
changes to proposed fire protection rule in 8ECY-BQ-0DB b 
record of Commission's vote re changes 

KNOTH. 0 F Keri — McOce Chemical Corp (subs of Kerr-McOes Corp ) 

8O/0S/30 ip 


8007140387 Statement of position on proposed radwaste storage b 
disposal rulemaking No aspect of DOE program provides 
reasonable assurance reliable offsite waste disposal syt 
will be available before current nuclear licenses expire 
8HELD0N.K P Natural Resources Defense Council &l)ELD0N.K. P 
Sheldon. Harmon b Weiss 80/07/07 95pp 


8007140402 Comments on DOE position re proposed radwaste disposal b 
storage rulemaking Technical facts inadequately addressed or 
improperly interpreted DOC defense in depth approach not as 
strong es position paper purports 
MUDREY. M 0 Wisconsin, State of 80/07/10 13pp 


— B00714040B Comments on DOE 800419 statement of position re proposed 
radwaste disposal b storage rulemaking Transportation 
impacts through reliance on railroads could significantly 
add to consumer cost 

LEVERANCE.J Wisconsin. State of 80/07/07 3pp 


— 8007140417 Testimony re DDE statement of position re proposed radwaste 
storage b disposal rulemaking DOE poeitlon does not deal 
adequately u/soc lal, pol i ti cal b institutional aspects of 
radwaste mgt ML Symon 800505 1 tr to RW Riley end 
KELLY, J E Wisconsin, State of 60/07/10 aipp 


8007140432 Forwards statement of position re proposed rulemaking on 
storage b disposal of radwaste Requests addition of MJ 
Hurray b removal of D ilansell b S Bekuler from ivc list 
MURRAY, M J Illinois, State of 80/07/07 Ip 


0007140439 Statement of position re proposed rulemaking on storage b 
disposal of radwaste DOE conclusions that uaste packaging 
methods will be developed when need arises are meaningless 
due to insufficient data b technical uncor taintioi 
MURRAY, M J , SCOTT, W 3 , VRANKEN. J V Illinois. State of 
80/07/07 5pp 


'8007140449 Affidavit stating that DDE position ra uasta packaging aiatls 
is misleading DOE statements re interim spent fuel storage 
inadequate W/bib 1 iography b proof of sve 

RDY.R Illlitols. State of ROY. R Pennsylvania State Unlv 
00/07/03 8pp 
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B007H0454 Comments an proposed rules 10CFR2 l< 50 prefers current 
regulations rather than proposed options A-D uhlch uould 
prolong licensing schedule u/o assuring timely decisions 
ROBlNSONiH J Black (< Veatch BO/06/16 2pp 


Q00714046B Foruiards comments on proposed rule lOCFRSO rule is vague t> 
unenforceable Updating existing reg guides rather than 
implementation of App B uould better serve safBty> fire 
protection t< Financial Interest of consumer 
DUNOAN. K M Affiliation Unknoun BO/06/19 6pp 


B007140S3B Comments on proposed rules lOCFRBi 19< 20, 21. 30i 40. 51> 60 b 70 
State of MI Ad Hoc Radioactive Maste Disposal Committee 
agrees u/rulemak ing rationale Supports decision to uithdrau 
proposed Nov 197B general statement of policy 
HAL8TAD. R J Mlsconsln. State of BO/03/27 2pp 


S007140543 Comments on proposed rules 10CFR20 b SO disagrees u/ 
lawnediate effectiveness reguiremcnt for significant b 
nonsignificant events 

HOFFMAN. 0 P Consumers Pouer Co 80/05/29 Spp 


B007140549 Commenti on proposed rule 10CFR19 10CFR19 i4<h).as proposed, 
not necessary b language used does not explicitly define 
public access or individuals u/legltimate interests 
Informal conferences u/licensee mgt uould be beneficial 
BAODEN. 0 Mestern Nuclear. Inc (subs of Phelps Dodge Corp > 
B0/04/2B 2pp 


B0071405S9 Comments on proposed rules 10CFR20 b 50 consolidated 
reporting requirement list should be developed b obsolete b 
repetitious requirements should be cancelled Addl burden 
could distract plant operators 

FAY. C M Mlsconsin Electric Pouer Co 00/06/04 Spp 


8007140564 Comments on proposed rule 10CFR20 commends NRC action to 
have NRC certified lab w/contlnual monitoring by NBS 
BTEIN. E L Oalauare. State of 80/05/29 ip 


B007I40S7S Comments on proposed rules 10CFR2 b SO favors proposed rule 
change to 10CFR3 1 05. lOCFRSO SB b lOCFRSO 91 NRC capable of 
determining significant hazard considerations b 30-day uait 
bafora amand issuance unnecessary 

DALE. U F Mississippi Pouer b Ulght Co 80/05/28 Ip 


B0071405B2 Comments on proposed rule i0CPR20 proposes that manufacturer 
be tested b certified before TUD clips are alloued on 
marketi eliminating film processing problems 
MALEK. F A Oulf Nuclear, Inc 00/05/29 Ip 


B007140391 Comments on proposed rule 10CFR20 personnel dosimetry 
problem might be helped by periodic insp of personnel b 
facilities b personnel monitoring establishments 
Standardization lab could result In greater errors 
NURNDEROER, C E Affiliation Unknoun 00/05/ 19 2pp 


8007140S99 Comments on proposed rule iOCPRBO supports NRC position that 
cartl f leatl on lab be self-supporting or operated under 
contract to govt agencies 

LANODVERiR 8 , MHEEUR. R V Affiliation Unknoun 80/05/30 Ip 


B007140611 Foruards final rapt of technical revieu of draft 10CFR60. 
Bubpart E technical criteria 

DAVIB.S Arizona. Univ of NRC-04-00-217 00/02/20 13Bpp 


B007140640 Comments on proposed rule 10CFR20 NRC efforts to revise rule 
must proceed In concert u/studles performed by other govt 

agencies 

VILLFORTH. J C HEM, Dapt of, US Public Health Service 00/06/23 
Spp 


8007140691 Comments on proposed rule 10CPR20 NRC radiation protection 
Stds should be consistent u/applicable federal guidance 
b Include consideration of uork of recognized natl b inti 
organizations 

BATES, A Farm Legal - TN 80/06/20 16pp 


8007140695 Comments on proposed rule 10CFR60 raduaste should be 
categorized by thermal characteristic, as util as radioactive 
characteristic u/di st inction of time period during which 
madia tamp increases 

DYER.O H Affiliation Unknoun 80/06/26 4pp 


0007150004 Comments on proposed rule t0CFR20 NRC has not adequately 
damonstratsd need for personnel dosimetry testing b 
certification program Citing improper use of dosimetry data 
in epidemiological studies as argument is Invalid 
MOFFITT, A E Bethlehem Steel Corp 80/06/24 lOpp 


0OO71SOO46 Corrects Comment 3 which uas miscoded ir> rulemaking 
Requests placement of corrected notice in file 
e Docketing & Services Branch 60/06/30 Ip 

0007150051 Corrects Comment 19 which was miscoded in rulemaking 
Requests placement of corrected notice in file 
* Docketing !< Services Branch 00/06/30 Ip 


0007150067 Comments on proposed rule lOCCHBO Items D (4> b C <3> should 
contain ref to soil concentration stds b Item D (71 should 
also include effluent monituniig 
DEBOER. T K lieu York. State of BO/06/18 Ip 


60071S006B Comments on proposed rule 10CFR51 Dept of Natural Resoureot 
supports requirement that applic.ints provide notice of 
intent to tender application for CP J months prior to 
submittal Reduces duplication b insures cocrdlnatlon 
» Oeorgia. State of 80/06/27 2pp 


0007150070 Comments on proposed rule lOCFREO cost/benefit equation of 
added certification regulation should be considered 
Certification does not guarantee improvement Testing labs 
should be established by processors b not under NRC control 
LINTON, 0 H Affiliation Unknoun 80/06/26 Ip 


6007150072 Comments on proposed rule I0CFR20 program will be large 
expense for limited benefit Testing is overemphasized 
Requirements for processors should begin u/committee of 
experienced experts 

JONES.D E Affiliation Unknown 00/06/24 4pp 


0OO71SOO77 Comments on proposed rule 10CFR20 supports mandatnry 
processor certification process, certi ficat i on by category, 
establishment of certification board b change in beta 
exposure testing process 

DEHART, R M Air Force, Dept of 00/06/26 Spp 


B0071500B0 Comments on proposed rule 10CFR20 testing program may causa 
processors to design dosimeter merely to pass teat Program 
must Dvatuate processor in Intangible areas Accuracy 
requirements are overly restrictive 
JACKSON, P 0 Army. Dept of 00/06/23 3pp 


BO071S00B4 Comments on proposed rule 10CFR20 NRC program should permit 
integration w/similar federal b state programs All elements 
of certification program should be available to all 
processors b implementing agencies 

VILLFORTH.J C HEW.Dept of, U9 Public Health Service 00/06/27 

2pp 


B0071500B9 Comments on proposed rule 10CFR50 objects to requiremants of 
Bubpart P to proposed App R No reasonable basis exists for 
requiring either reactor coolant pump fire suppression sys 
or lube oil components to withstand 8SE 

VAN DRUNT.E E Arizona Public Service Co 80/06/30 tp 


B0071S0095 Comments on proposed rule lOCFRSO concurs w/nead for fire 
safety rules b to upgrade ezisting facilities Program should 
not rely on existing NPPA stds NRC should develop new fire 
codes. especially new fire sprinkler codes 
PATTON, R M Affiliation Unknown 00/06/16 9pp 


8007150103 Comments on proposed rule lOCFRSO supports proposed 
regulations Ezisting fire ex tinguishrrs are inferior fire 
fighting tools Fixed suppression sys for cables should tie 
automatic t< primary reliance should be water spray 
PATTON. R M Affiliation Unknown 00/06/17 2pp 


8007150104 Comments on proposed rule lOCrRBO should incorporate ICRP-26 
u/o exception. provi ded incorporation would be compatible 
u/federal acceptable radiation risk policy 

BUCHHOLZ.R H General Electric Co ANT-16-00 80/06/16 3pp 


0OO71SO11O Comments on proposed rule 10CFR20 present radiation stds 
unsafe Federal govt should Initiate energy program to 
promote conservation b renewable energy sources 
ROMIC. B Affiliation Unknown 80/06/16 tp 


0007150112 Comments On proposed rule lOcrRSO opposes adoption in 
present form Deadline of 001101 for implementation is 
unreasonable Preparation of EtS needed since shutdown would 
cause adverse consequences to environ by pollution 
CONNER, T D Affiliation Unknown 00/06/30 4pp 


8007150116 Comments on proposed rule I0CPR20 specific elements of 
radiation protection program should be developed In reg 
guides or other suitable documents Requlremente far 
transportation uf radioactive matls already covered by DOT 
BERNSEN. 8 A Bechtel Power Corp (subs of Oechbel Corp ) 
BO/06/17 2pp 
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0007150119 Cciiment^ on proposed rule IDCFf)50 impact of rule on plants 
lu/aec ep tab 1 e fire protection plan should be invest legated 
Section! llifarb fl.Paiagraph Sf ui 1 1 allou inadeq^uate 
protection against sipusure fires 

C0HN> D n G a g e-0a b c oc k Associates. Inc 00/0-6/26 2pp 


B0O7ISO1S2 Comments on proposed rule lOCFFlBO- for vast raajorltlf of 
individual s/ no significant internal erposure is accumulated 
Reporting of internal eiposure should onlg be required for 
situations eiceeding 4D-ti control measure 
RlSEiD R Niagara hlobautk Poioer Carp 0O/D-6/17 4pp 


S00715013J Comments on proposed rule lOCfRSD stronglg disagrees u/need 
for proposed rule Alternative designs should remain 
acceptable Proposed rule is overlg specific Imp 3 emen tat i on 
date of GOllOl cannot be met 

VAIfN. A D Georgia Power Co 00/06/37 3pp 


6007150134 Comments on proposed rules 10CFR3 3i 50 suggests rewording 
OF Paragraph 90 91(b> to reflect const tt uperatlon 
considerations gp fr power level Inci ease not relevant to 
significant haiards finding 

HnFFMANi D P Consumers Power Co 80/06/33 Ip 


0007150140 Comments on proposed rule 10CFR60 geologic setting 
requirement should indicate detailed investigation neceisarg 
to define actual S. po^tential impacts Gradients vary due to 
thermal conductivilg b boundarg condition changes 
KC0RAV..J 0 Arirona, Univ of 0D/O6/S& 3pp 


0007150143 Comments on proposed rule 10CFH90 con Corns include 
app 1 Icab 1 1 1 tgi sc hedul e 8< overall effect on fire protection 
Bole should not applg to mods resolved in EER Issued prior 
to affective date Imp 1 enenta t ion schedule unreasonable 
HEIDER, L H Vankee Atonic Electric Co WYC 00-33 BO/06/35 33pp 


B007150193 Comments on proposed rule 10CFR5(} 30-dag revksu period 
Inadequate in light of excessively specific, b restrictive 
requirements Outage time required for mods extensive Cost 
outweighs benefits Alternate methods not permitted 
HOUARO. J E Dnston Edison Co VP-N B0~69 00/06/27 6pp 


B0071501SB Comments on proposed rule 1CCFR90 stds should result In high 
level of fire safety Ouidellnes slanted toward use of water 
for all ure protection problems Fire brigade training 
revision suggested 

BtfNSTROM.R F Affiliation Unknown 60/06/34 3pp 


8007JS0166 Comments on proposed rule 10CFR50 manually actuated fire 
supprassi-on sgs should not be specified Fire barriers !< 
suppression sys must be inspected to maintain. Integrity Min 
fire brigade Stie questlonahle 

HELOTT. B V( AFfi 1 iatl on Uninown 80/06/23 3pp 


8007160779 Comments Pn proposed rule 10(.FR60 objects to storing high 
level nuclear waste in rock formations Hastes should be 
stored in retrieval storage facilities until genuine 
disposal method is found 

WASSERBACH.A C Affiliation Unknown 00/06/11 Ip 


0007170105 Comments on proposed rule 10CFR30 promu 1 gat 1 on of major 
change would be disruptive 6 not advance cause of 
occupational radiation safety Licensees should not be 
required to defend NRC dose stds 
LEWISp L Duke Power Co BO/06/17 llpp 


0007170179 Forwards I Remson 0OO61B comments on proposed rule 10CFB60 
to BMl Hydrology can perform containment function for period 
as short as 1,000 yrs Oeoc hemi s try provides backup solution 
to transport problem 

NICHOLSON/ T J Site Safety Standards Branch 00/06/36 5pp 


0007170491 Comments on proposed rule 10CFR50 on behalf of utils listed 
In Attachment A Expresses concern that most utils will he 
unable to meet implementation date being mandated by 
Commisslun Pages missing from Comment 8 docketed 800630 
KNUTH. D F Kerr-McOee Curp 00/06/37 41pp 


0007310160 Comments on proposed rule 10CFR50 objects of proposed stds 
on procedural h substantive grounds General objections 
concern inadequacy of technical data & justification 
supporting proposed rules 

KEARNEY. J Edison Electric Institute 00/06/30 30pp 


8007510359 Comments on proposed rule 10CFR30 pilot study conducted by 
Univ of HI dues not accurately reflect capabilities of all 
processors Clerical errors which occurred during study do 
not reflect performance of commercial processors 
TDDD.W E Affiliation Unknown 00/06/13 9pp 


B007220093 Comments on proposed rule lOCFRSO fixed supresslon sys for 
cables should bo automatic. not manual 6 primary Reliance 
should be placed on water spray Conventional fire sprinkler 
sys should not be used 

PATTON. R M, Affiliation Unknown 00/06/17 2 pp 


— 0007330102 Comments on proposed rule lOCFRSO should not rely overly on 
existing NFPA stds NRC should estahlish program to ascertain 
viability of existing codes ti begin to develop new fire 
rules Vendor Flro protection repts end 
PATTON. n H Affiliation Untnouin 80/06/16 9pp 


0007230439 Comments on proposed rule lOCFRSO tP require same spacing of 
clear air space hori/ontalty tt vertically is inconsistent 
Horiiontal spacing of SO ft is considered very extreme 
FULLER, J K Public Service Co of Colorado P-B0200 00/07/03 

4pp 


60-07160196 Forwards comments on proposed rule lOCFRSO wording is vague 
(c unenforceable Fiie protection terms mentioned in app are 
Improperly used It inadequately explained Comment period of 
30 days IS insufficient 

SUNSAN.Ji » Affkliattor Unknown BO/06/19 6pp 


80D7I6040S Comments cir proposed rule 10CFR70 requests NRC simplify 
licensing of nuclear pacemakers 

SMYTH, N F 0 Af fi liatipn UnknoLirx 00/04/39 3pp 


8007220539 Notice of appearance in proposed rulemaking proceeding re 
storage 6 disposal of radwaste Certificate of Sve end 
BERQER,R F Oklahoma, Btate of 00/07/09 9pp 


0007330042 Comments on proposed rule lOCFRSO high piiorlty statue for 
adiil changes to fire protection programs t, design features 
of existing operating plants uncertain 

CAHNi A L Sechtel Power Corp (subs of Bechtel Corp ) 00/06/37 

app 


8007160409 Comments on proposed rule I 0CFR6I , a pproa c h to regulation by 
perfurmanie objectives is highly commendable 
RODGERS. J , WHEELER, H . DEFtJQRTER, J Los Alamos Scientific 
Laboratory 00/05/14 Qpp 


8007160415 CoiTifnents on proposed rule lOCFRSO concerned w/subjective 
nature of many requirements 

HATHAWAY, L R Marsh 8. rtcLennan, Inc , M It M Nuclear Consul tan t s, Inc 
PIv aO/06/23 App 


B007160430 Comiments on proposed rule lOCFRSO in general too vague for 
effective imp lamentation Significant lack of definitions ti 
usage of many teriei 

OOODHIN.C Portland (Jeneral Electric Co 80/06/27 lOpp 


0007530044 Comments on proposed rule lOCFRSO overly specific t> In 
present form could force changes reducing safety of plants 
ZARAKASi P Consolidated Edison Co of New York 00/06/30 3pp 


0007330147 Commenis on proposed rule lOCFRSO proposed rule would net 
allow for flexibility or alternatives Regulation should 
specify requirement ti intent of fire protection program 
CURTIB, N U Punosylvania Power t, Light Co 80/06/37 Spp 


0007230179 Comments op proposed rule lOCFRSO implementation dates 
unreasonable 6 impracticable Fire protection requirements 
impose financial burden on customers & subvert util earlier 
compliance e f for ts 

POINDEXTER, C H Baltimore Gas (< Electric Co 00/06/30 16pp 


0007160593 Advises Of CPC adoption of EEJ 800707 statement Of position 
re proposed rulemaking on storage b disposal of raduaste 
(JALLO. J Isham, Lincoln 8 Beale 00/07/11 ]p 


8007160619 Comments nn proposed rules 10CPR3 ft SO concurs -u/proposed 
rule change NRC can make significant haiards determination 
No public interest is served by requiring 30-day malt before 
issuing amends af OLs It CPs 

DALE. L F Mississippi Powei 6 Light Cq AgCtt-a0/lO6 80/05/2B 
IP 


8007530101 Comments on proposed rule 10CFR50 insufficient comment 
per 1 ad, conf 1 1 C ts could exist re previously approved 
requirements 6 value/impact assessment Proposed rule 
□verprescrip ti VC ft inadequate 

UHRIO.R E Florida Power 6 Light Co L-80-207 00/06/30 6pp 


0007530107 Comments on proposed rule lOCFRSO 8ER documented agreements 
should not be subj to another review or mod Implementation 
schedule unreasonable Previously approved agreements should 
not be rescinded 

PEOPLES, D L Commonwealth Edison Co 80/06/27 7pp 
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8007230193 Commenti on proposed role 10CFR50 requirements impractical 
It eicessive Implementation costs tt schedule unrealistic 
DAYNABD. P Y Florida Power Corp 3-F-a 80/06/27 Spp 


8007230230 Addl response to FOIA request for ail info re changes to 
proposed fire protection rule in SECY-80-0B8 fc record of 
Commission's vote Commissioner Bradford concurrence end 
8il documents withheld (ref FOIA Eiemptlon 3) 

FELTONi J M Division of Rules and Records 80/07/16 2pp 


*‘~3007230236 Motifies that Commissioner Bradford concurs w/revisions in 
B00416 memo re fire protection rule (BECY-BO-oaB) Excerpt 
of rule end 

THOMPSON, H L Commission BO/04/21 3pp 


8007230262 Comments on proposed rule lOCFRSo specific fire protection 
sys imposition will have severe impact on licensees 
complying u/prevl ous ly approved programs ti will retard 
implementation 

PRATT, C H Power Authority of the Stato of New York 80/06/30 
9pp 


8007230383 Forwards affidavit of sve omitted from statement of 
position of State of (IN submitted 000703 
OLSON, v( F Minnesota, State of 00/07/07 2pp 


B007240003 Comments on proposed rule 10CFR30 concurs in comments filed 
by licensees Implementation tine insufficient Addl criteria 
should be identified for redundant sys separation 
OALTROFF, 3 L Philadelphia Electric Co 80/06/30 6pp 


B007240136 Comments on proposed rule 10CFR50 min fire protection 
issue should be roopened Arbitrary implementation date 
unfair 

HOFFMAN, D P Consumers Power Co 80/06/27 8pp 


8007240140 Comments on proposed rule lOCFRSO comment period l< 
Implementation schedule should be extended Comprehensive 
value/ifflpact << environ analyses re fire protection should 
be conducted 

MCOARRY, J M Debevolse t, Liberman 80/06/30 33pp 


8007240143 Comments on proposed rule iOCFR50 rule substantial fc 
unjustified deviation from past rulemaking practices 
Specific App R requirements revoke approved alternate 
approaches Implementation dates arbitrary 

UHITE, L D Rochester Oas ^ Electric Corp BO/06/27 9pp 


8007240147 Comments on proposed role 10CFR61 federal $< state govts 
should stimulate addl low level redwaste disposal site 
development Supports establishing min rod loac t 1 vi ty level 
New t> efficient sites should be developed 
OENNINOS, J Affiliation Unknown BO/07/02 3pp 


8007240131 Comments on proposed rule 10CFR30 statement that prior 
agreements w/NRC re fire protection are invalid not 
reasonable Rower plants have expended significant time fc 
money for mods to improve fire protection 

UTLEY, e E, Carolina Power *< Light Co NO-BO-1001 00/06/30 Bpp 


8007240359 Comments on proposed rule 10CFR30 30-day comment period not 
adequate opportunity nor proper mechanism for setting forth 
fire protection provisions Adjudicatory hearing would be 
preferable 

PORTER, M L Duke Power Co BO/06/30 6pp 


8007240367 Comments on proposed rule lOCFRSO previously accepted 
fire protection altenatives should continue to be accepted 
Alternate shutdown capability Implementation negates 
positive mod aspects 

THORPE, J R Oeneral Public Utilities - OPU Borvlce Corp EliL-2534 
00/06/27 9pp 


0007240373 Comments on proposed rule lOCFRoo opposes proposed rule 
re fire protection because It circumvents reiterated peer 
review comments & is not directed toward power plant safety 
enhancement Rule should he withdrawn 
PIELAOE.H U Affiliation Unknown 80/06/28 Spp 


8007240381 Comments on proposed rule 10CFR20 Dept of Commerce Natl 
Voluntary Accreditation Program is possible alternative for 
identifying competent testing labs Forwards 800123 FR notice 
defining personnel dosimetry criteria for accredited labs 
LOCHEi J Id Commerce, Dept of 80/06/27 4 Spp 


B007250S24 Comments on proposed rule 10CFR60 quoting annual rat* 
quantitatively apprear prematura Concept of relative risk 
should be addressed 

JOHNSON, fl E Affiliation Unknown 45FR31393 024 80/07/11 Ip 


8007230703 Comments on proposed rule 10CFR20 urges (IRC to identify 
scientific !■ teihnical info used as basis for rewriting 
i0CFR20 or terminate agency action re proposed rulemaking 
LANONEH>R B Dow Chemical Co . Dew Chemical USA Div 45FR1B023 
039 80/06/06 2pp 


8007230710 Comments on proposed rule 10CFn20 financial cost of 
mandatory dosimetry testing program should be kept as low as 
possible u/o jeopardiiing validity of progxam 

HOLDEN. R H Affiliation Unknown 45Fn20493 032 00/04/23 Spp 


8007280009 Comments on proposed rule 10CFR60 NRC should establish 
criteria >< side for overall sys of high level radwastc 
d 1 sposa i p rather than defining specific performance values 
for individual components 

ROBINSON, R V Exxon Nuclear Co * Inc (subs of Exxon Corp ) 
45FH31393 015 00/07/11 Jpp 


0007280016 Forwards comments on proposed rule 10CFR60 NRC should 
establish criteria tt stds for overall sys of high level 
radwaste disposal, rather than defining specific performance 
values for individual components 

NALSKE.C Atomic Industrial Forum 45FR31393 014 00/07/11 Spp 


0007200024 Comments on proposed rule 10CFR60 rule represents 
significant progress toward defining technical cilterla Pur 
high level waste repositories Performance of required 
barriers constitutes sound approach to licensing 

MENARD, (( U Inter 1 or, Dep t of, Oeologicai Survey 45FR31393 012 
80/07/10 6pp 


8007260032 Comments on proposed rules 10CFR2 (c lO requests petition 
be denied Requirement to conduct informal public hearing in 
every instance would inhibit improvements in facility design 
tc/or operation by diverting important resources 

OIDD8, D C Atomic Industrial Forum 45FR2607i Oil 80/07/01 2pp 


8007280037 Comments on proposed rule i0CFR60 draft technical criteria 
will provide regulatory means to implement requirements of 
environ stds EPA will propose in near future 

HEDEMAN/N N Environmental Protection Agency 49FR31393 023 
80/07/18 3pp 


8007280044 Comments on proposed rule 10CFR60 submitted by CA Energy 
Commission draft technical criteria demonstrate that NRIl is 
aware of issues relevant to repository licensing 

VARANINI.E E California, Slate of 45Fn3l393 022 80/07/14 3pp 


8007260032 Comments on proposed rule 10CFR50 rule reflects NRC 
vacillation After establishing specific firo protection 
programs.NRC is proposing Shift in groundrutos Resulting 
safety benefits are feu 

MCDONALD, R P Alabama Power Co 4SFR36O02 041 BO/06/27 lipp 


8007280039 Comments on proposed rule 10CFR50 NRC Is hampered because 
original rule did not concentrate on dedicated remote 
shutdown capability as solution to fire risk Schedule for 
complotion may be unrealistic 

CARNEY, J J American Nuclear Insurers 45FR360B2 040 80/06/30 

2pp 


— 8007200067 Comments on draft reg guide, '‘Dual i f I cat ion Tost for Cable 
Penetration Fire Stops for Use in Nuclear Power Plants " 

Uorst case for generic acceptance is valid method 

8ANYER,R 0 , BDRNHOEFT.U H American Nuclear Insurers 79/08/30 

2pp 


B0072G0713 Ack receipt of B002I4 Itr f, petition, on behalf of vendor tt 
17 utilsire NRC proposal (oi interim emergency planning 
Upgrade regulation Ltr !, petition treated as comments on 
proposed rule Comments will be considered 

DIRCKS, U J Office of the Executive Director for Operations 
80/07/14 Ip 


B007200716 Act receipt of petition for rulemak ing, on behalf of Duke 
Power Co, TX Utils t< Oenerating Co (< UA Public Power Sys, 
requesting deferral of promulgation of final rule on 
proposed emargency plan regulations 

OlRCKSiW J Office of the Executive Director for Operations 
90/07/14 ip 


8007290002 8ECY-aO-291 

Recommends that Commission approve notice of denial of 
Petition for Rulemaking 2-9 filed by Union of Concerned 
Scientists & Natural Resourres Defense Council Draft 
documentation end 

SHAPARrH K Office of the Executive Legal Director 43FR48621 
80/06/17 13pp 
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8007290005 Forwaril? f-or ru J^mak ing 2-0 Ir comirent* on proposod 

rule JQCFfi2J 

ROISHAW. A 2 Natural Retourtes Defense Councl] 43FR4ai21 21 
79/03/02 Ip 


'8007290012 Petition far rolemakina on amenit to 10CFR2I( re eiemptlng 
tommerc 1 al grade ■component suppliers from Tegulatloni 
submitted as comment Safety significance unfoundetl l< 

Inconsistent ui/past NRC activities 

POLLARD, R Union of Concerned Scientists RD ISM AN, A 2 Natural 
Resources Defense Council 43FR40621 21 79/03/'D2 l'4pp 


0007290235 Forwards Quarter Ig rept on proposed rules for period ending 
800430 Rept provides public u/inFo re NRC rulemaking 
activities Related Ffi notice forthcofliinj 

FELTON, J H Division of Rules and Records 80/0A/24 S6pp 


8007290286 "Security Facility Approval & Safeguarding of Natl Security 
Jnfo $1 Restpieted Data,’’ !< "Financial Protecti-on 
RoQulrements t, Indemnity Agreements," 10CFfl95 6 140 final 
rule Reflects revised Canal lone status 

OIRCKS,H J Office of the Eiecutive Director for Operations 
eo/OS/23 4pp 


8007890424 Comments on proposed rule lOCFfiSO prop'Osed App R re fire 
protection specific for regulation Regulations sfiould 
provide policy or statement of position Imp lementatlon 
schedule is unrealistic 

DRAPER, E L Oolf States Utilities Co 4SFR36088 045 00/06/26 

Spp 


8007890052 Comments on proposed rule 10CFR20 rBConwnendatlons of 
natl li intl bodies must be f o 1 ) owed Ravisiens must not 
be issued until EFA guidance is eetablished Suggests cost- 
benefit study 

COUNSILrM 0 Connsctlcut Vantee Atomic Pouer Co C0UN8IL, H 0 
Northeast Nuclear Energy Co <subs of Northeast Utilities). 
4SFR1B023 71 00/06/26 3pp 


B00729085B Cofliments •on, proposed rule lOCFRDA fully supports proposed 
change 

KOVACS, 0 Foster Hheeler Corp 45FR398S6 003 80/07/10 Ip 


0007290887 Comments on proposed rule 10CFR50 Niagara I1ahaui!( Pouer Corp 
andorses comments re fire protection filed on 800630 on 
of various utils 

HCOARRYi-J M Debevoise E Liberman 4SFR360e2 052 80/07/14 tp 


0007290987 HeQueits that util 790725 comments on "Study of Nuclear 
Poiuar Plant Const During Adjudication'’ be considered as 
comments on proposed rules 10CFR2 tt 50 

N1LLS,L H Tennessee Valley Authority 45FR04279 003 B0'/07/02 

Ip 


6007300009 Forwards comments on proposed rule 10CFR80 hasty rulemaking 
nay resulb in adoption of rule before sound certification 
program has been established Suggestions on establishment of 
test h certification program Included 

EDWARDS, D W Van lee Atomic Electric Co 4SFRB0493 080 80/06/26 

lOpp 


8007300014 Comments nn proposed rule lOCFREO supports certification of 
dosimetry processors Several facets of Health Physics 
Society Olds Committee/ ANSI stds ui 1 1 restrict influence on 
determination of Indivlduel doses 

YODER, R C Qattflle Memorial Institute, Pacific Northwest 
Laboratory 45Ffi20493 049 80/06/85 19pp 


8007300010 Comments on proposed rule IOCFR80 strongly supports 
requiring licensees to use tested 6 certified personnel 
dosimetry sve Testing lab should be monitored by NOB 
PARROTT, H W Conference of Radiation Control Program Directors, Inc 
45FR 20493 048 80/07/03 2pp 


B007300027 Cemmants an proposed rules lOCFRS 6 30 on behalf of Doston 
Edison CotNouston Lighting h Pniier Co h Puget Sound Power t< 

Light Section 2 764 should be reinstated Immediate 
effectiveness rule should not be amended 

OARV.F 8 Louiensteini Newman, Roi s. Ale Irad !< Toll 45Fn34279 008 
00/07/03 3pp 


80073000-32 Comments on proposed rules 10CfR2 & SO on behalf of utils re 
Immediate effectiveness rule Fifth opt 1 on, retention of 
present sys, should be adapted w/mod 

* LeDoeuf. Lamh, Lei by 6 MacRae 4SFRD4279 006 80/07/07 3pp 


8007300039 Forwards comments on proposed rules 10CFR2 It SO on behalf of 
WC8 re Immediate effectiveness rule Option C, repeal of rule, 

IS most appropriate action Cross unfairness of rule 
eienplifted by Seabrook proceeding 

WBIBS,E R, Sheldon, Harmon fe Ueiss 45Ffi34279 007 80/07/07 6pp 


B007300043 CDmmcrvts on proposed rules SOCFRB It 50 on behalf of New 
England Coalltien on Nuclear Pollution re immediate 
effectiveness rule Urges imp lernenta t ion of Option C, total 
repeal Const should cease during ABLAO proceedings 
MEISS, E n Sheldon, Harmon 6 Usiss 45 FR34279 004 80/07/07 

7pp 


8007300049 Comments on proposed rule 10CFR50 endorses EEI comments 
Improvement of previously approved schedules is 
unreasonable Short implementation schedule may limit careful 
consideration of fire safety provisions 

DISE, D P Niagara Mohawk Power Corp 45FR36O02 039 00/06/30 

2pp 


8007300055 Comments on proposed rule lOCFRSO fire protection rule 
Imposes baekfitllng requirements u/o affording licensee 
opportunity to legally protect interests Requests withdrawal 
of App R regulations requiring specific factual bases 
TRIMBLE, D C Arkansas Power & Light Co 45FH360Ba 037 60/06/30 

4pp 


0007300064 Comments on proposed rule lOCFRSO case-by-case review 
preferable to litgation which would result from proposed 
Tula Addl manpower requirements for fire brigade definitions 
6 potential litigation costs eicessive 

vIACOBS, 8 D Stone 6 Nebs ter Engineering Corp 45FR360B8 038 
80/07/07 4pp 


0007300066 Forwards comments on proposed rule lOCFREO formal 1 ling test 
procedure may result in processors designing dosimeter to 
pass test Instead of providing best possible dosimeter 
Taras, 0 N Army, Dept of. Headquarters Material Development h 
ReatflnaSB Command 45FR20493 047 80/06/24 3pp 


3007300078 Comments on proposed rule lOCFRSO modifies tt voids existing 
agreements between util li NRC Ruin Includes new requirements 
not within scope of original fire baiard analysis 6 safety 
evaluation 

MATTIMOE, J J Sacramento Municipal Utility District 45FR360a2 044 
80/06/30 3pp 


8007300D81 Forwards comments on proposed rule lOCFRSO requests change 
not be ad-opted as written Required completion date it 
unreasonable Deadline does not consider overall fire 
protection fn existence at facility 

MATTIMOEpO j Sacramento Municipal Utility District 45FR360D2 048 
80/07/03 lOpp 


0007300035 Comments on proposed rule lOCFRSO proposed rule on fire 
protection too ambiguous to provide desired results 
Implementation date for new mods & rescinding of previously 
agreed upon completion dates are unacceptable 

FAY, C W HI sc on sin Electric Power Co 4SFR3608a 049 80/06/30 

6pp 


8007300113 PNL-2aQ3 

"Disruptive Event Analysis Volcanism tt Igneous Intrusion " 
CflOHE,D M Dattelle Memorial Institute, Pacific Northwest 
Laboratory 11-162 79/10/31 47pp 


8007300141 Comments on proposed rule lOCFRSO App R should be abandoned 
Overspeci ficabton of detailed design t< procedural 
requirements are inappropriate Qvorspec i ficatlon voids 
efforts to upgrade fire protection capability 
CRnU3E>R P Toledo Edison Co 45FR36O02 051 80/06/30 app 


8007300234 Comments on proposed role lOCFRSO sound technical bases mag 
n-ot eiist to support emergency planning lones noted in rule 
Fiftaen-minotB notification requirement is unrealistic 
Specific comments end 

CL1/3EN<R C Energy, Dept of 45FR75167 803 00/07/09 9pp 


8007300249 DNHI-IB 

"Summary Character i xat ion I, Recommandation of Study Areas 
for Oulf Interior Region " 

• Dattelle Memorial Institute III-016 79/05/31. 70pp 


6007300411 Comments o-n proposed rule 10CFR73 re physical protection of 
irradiated spent fuel in transit wnneccesart ly duplicative 
routing requirements may confuse carriers 8, interfere w/ 
private cumpe t i tion in shipping Industry 

CUNN I NOHAil, 0 W Energy, Dept of 45FR3739V 002 00/07/11 8pp 


B0073D0469 Comments on proposed rules 10CFR2 ti 30 only acceptable 
option 15 Option E which unulit retain present sys unchanged. 
Present sys impacts on decisionmaking felt only w/respect to 
environ, not safety-related concerns 

PEOPLES, D L Commonwealth Edison Co 45FR34279 010 00/07/07 

6pp 
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0007300475 Comments on proposed roles lOCFFlJ, 19. BOi £!1 1 30i 40 p 51 p iO t< 70 
on behalf of Americans for Indian tip post unity Part of rules 
entitled. "Participation by Gl.ite Govts. ' should mention 
Indian tribes 

HARRIS.L Affiliation Unknown 44rR7040a 033 BO/06/27 Ip 


8007300565 Comments on proposed rule 10CFH34 submitted by Hunhes 
Airwest Supports llmltinfl lequsremonts for retention of 
records of dally readings of pocket dosimeters No need for 
retention of records for more than I yr 

MElERiH 0 Affiliation Unkmiiun 4‘)Fli39B56 OOa ^0/07/ 10 Ip 


8007300569 Comments on proposed roles lOCTflB t< 50 Commission stds for 
granting stays should be relaied Basic procedures of 
licensing process. Inc luding imtnudiiite effectivcnos rule, are 
■ ound 

OAtt-Q. J . WILLIAMS. F C Public Service To of Oklahoma 45FR34379 
009 00/07/07 tOpp 


Q007300S71 Comments on proposed rules lOrCRSO 6 51 ntroiigest 
regulations possible should be applied to development of any 
EIS required by NEPA Supports Commissioners Oiltnsky 6 
Bradford position 

CUflRV. J D Affiliation Unknown 45rn40101 005 00/07/ 03 ip 


8007300573 Comments on proposod rules lOCFROO 6 51 all nuclear projects 
where CP has not been 1 seueOi sboul d be required to undergo 
investigation of full range of consequonces puasiblo from 
Class 9 acc 1 dent 

ItCESE. B Teias. State of 45Fn4(>10l 006 00/07/10 Ip 


8007310277 Comments on proposed rule lOCFRBO implementation schedule 
for flro protection unreasonable App R should reflect intent 
of reg guide while allowing floniblllty re compliance 
methods Proposed revisions onct 

BYLVIAiO R Virginia Electric {, Power Co 45FR36O03 043 00/06/30 

Sfipn 


B007310441 Comments on proposed rules lOCFRS 8. 50 present Immediate 
effectiveness rule re const during adjudication should be 
retained Recommends adoption of Option C re retaining 
present sys 

HALSKE.C Atomic Industrial F-orum 45FR342/9 01 I 00/07/0/ ip 


--B007310445 Comments on "Study of Nuclear Power Plant Const During 
Adjudication " Immediate c ffoc tl vonees rule should be 
retained as It Is currently being interpreted f< implemented 
Rule balances reactor const needs t< public safety 
WALBKE.C Atomic Industrial rerun 79/01/30 3pp 


8007310456 Comments on proposod rules lOCFUrl & 50 Findings 2. S. 6. 10 & 
13 do net present convincing case fur change in immediate 
effectiveness of rule re const during adjudication 

VAN BRUNT. E E Arizona Public Service Co 4SFR34279 012 00/07/10 

Spp 


8007310464 Forwards comments on proposed rules IOCFn2 6 SO Seabroek 
case Is no reason to change sys of immediate effectiveness 
More delay in nuclear ticeiinlng process is Intnlerable Delay 
If chief weapon of antlnucluai movement 

VANDENBUnOH. D Yankee Atomic Electric Co 45FR34279 013 00/07/16 

31pp. 
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0007030070 Comments on petition for rulemaking 51-6 Part 51 already 
contains provision requiring EIO in appropriate cases Qulgg 
petitinn should be dented bucouso no NRC proposal for major 
federal action Is identified 

TH0MA8. W N Virginia Elec trii 6 Power Co 034 00/06/16 4pp 


0007030106 Comments on petition for rulemaking 51''6 EIS uf use of high 
burnup nuclear fuel would not ho significant NRC review of 
generic environ analysis should not delay issuance of amends 
which are conditioned to times when fuol undergoes eipeaurc 
PARKER. W 0 Duke Power Co 00/06/13 9pp 


8007090294 Comments on Citizens Advisory Board of Metropolitan Area 
Planning Agency petition for rulemaking 2-10 Opposes request 
due to add! burden on llceneing process w/o benefit of 
procedure effectiveness Present regulations fulfill request 
COUNSIL.M 0 Northeast Utilities B 1002.3 00/06/16 3pp 


8007100077 Comments on petition foi rulemaking 2-10 requirement for 
infernal hearing would apply License amend involves no 
significant safety Isiiie 

VAN BRUNT. C E, Arizona Public Seivice Co ANPP-15662 00/06/16 

3pp. 


0007100120 Commetit'g on petition for rulemaking 140-2 by Hashlrigtnn 
Legal Founila 1 1 on F’roposod rule would substantially increase 
costs to industry '> c unsum ers i’r i c e- Ander son approach is 
best for situation', invol.ii.q slight chance of diaster 
POPEO.D J , RENblfJG. D Affiliation Unknown D(i/06/lB Qpp 


0OO71OOI2S Comments on pptltlfm for rulemaking 140-2 supports 
petition Liability insurance should bo paid fnt by 
St DC k li n 1 d or s nut late payers 

EDDLEMAN Affiliation Unknown QO/06'00 Ip 


a0O71GOl?6 Comments un petitinii for rulemaking 140-2 by Association of 
Bar of City of NV Providing only liability insuiance would 
not be in public intprcst '. would je op nr dire nucle.ir power 
LEDERER.P D Affiliation UnkTiuwn 00/06^18 5pp 


3007100130 Comrnents on petitlun for rulemaking 140-2 endorses 
osisting rule Petition docs not raise policy issues 
requiring artdl r ons i il e ra 1 1 en Pt i ce-Ander son Alt J. amends 
I eflect Congressional intent 

NEXDN.H H Commonuealth Edison Co 00/06/13 Spp 


□007100134 Conimonts on petition for rulemaking 140-2 defends Prlte- 
Anderson Insurance l< Indemnity Program by describing 
backgrounds of progn.im 6 history of nucle.ir insurance pools 
PROOM. n C American Nucleai Insurers KELLY. A Mutual Atomic 
Energy Li.ibilvty Underwr 1 1 et s 80/06/13 9pp 


B007100290 Comments on potitiun for rulemaking 2-10 proposed mods to 
regulations are unneed ed. d etr imcntal tn efficiency j< 
contrary tn roquirements of law Petition should be denied 
KNOTTS. J 13 Dobevoise L L iberriiait 83/06/16 8pp 


0007100343 Comments on petition for rulemaking 2-10 frequent public 
hearings of trivial ni.ittor“ woulil divert mgl attention S. 
engineering resources away from plant operations E. would be 
signlfirant drain on lie on see ti NRC resources 
PEOPLES. D L Commonwealth Edison Co 00/06/16 2pp 


0007100345 Comments on petition for rulemaking 2-10 eiistlng rules for 
formal intervention are sufficiont to ensure that persons 
w/bona fide interests get full opportunity to participate in 
proceed mgs Cost-benefit aspects compel denial 
0ROEML. D J Portland Oeneiol Flectric Co BO/U/i/tl 2pp 


0007100355 Comments on petition for rulemaking 2-10 budgetary t. 
personnel impact on NRC would be significant f. would 
obstruct t, del.iy licensing Prnposed changes would not raise 
quality of public participation or regulatory process 
PATTERSON. J T) Middle 8ootli Services. Inc 00/06/12 Spp 


0007100357 Comments on petition fot rulemaking 5i-6 test programs 
should he developed in reactors at remote sites to evaluate 
cladding 6 fuel damage t. emission of airborne 6 liquid 
affluents before increasing nui 1 eai fuel .isscmbly burnup 
QULDRANSEN. E A Pittsburgh. Uni v of 00/06/04 2p p 


00 07100359 Comments on petition for rulemaking 2- ID bearings should be 
necessary only in cases wheio licensing or r eg u I .story action 
requires EIA Petitioners' r oncer ns .ire .idequaloiy addressed 
by current regulatory plans 

DIPIAZIA.n P Wes ting house Electric Corp f30/06/IA 2pp 


0007100366 Comments on petition for rulemaking 51-6 Letter U 
utilization (less mining t. milling) will have pusitive 
effect on environ Improved assembly designs will result from 
current oatended burnup proyrarns 

CAVANAUGH. W Arkansas Power 4< light Co 1-160-10 00/06/13 4pp 


800710037(3 Comments on petilitin for rulemakiiig 51-6 plans underway to 
subject hlgh-burnup ssscrrblieB frnm inventory to periodic 
suTVoillancB to charactei ire bt'fiavior during water pool 
storage Proposes combination reactor *< pool surveillance 
JOHNSON. A B B.it telle Memoriol Institute. Pacific Northwest 
Laboratory 80/06/12 3pp 


BQO71OO30S Comments on petition for rulemaking 51-6 high burnup fuel 
might produce mure radlp.se live gai from reoctnrs 6 spent 
fuel pools l< produce cl eter i eroteiJ cladding on spent fuel 
rods NRC should support petition tu require full FIS 
KRICHIVER. R Affi 1 latlnn Unknown 00/06/ 1 6 Ip 


B007100437 Comments on petition for rulemaking 2-10. im behalf of 
Dotreit Edl son. Niagai a Muh.iwk l’3( of IN Rochester Gas & 

Elec trie cun ent NRC practice re public bearings is 
adequate No amend tn rogul.itions is necessary 

LEDDEUF. R J I LAMBiH R . Li in/. A F LeBoeuf. Lamb. Lelby S. HacRae 
80/06/16 4pp 
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BD07110451 Comments on petition tor rylemakinj 51-i petition takes 
statements out of ronteit *. leav'es incorrect implication 
that greater fission gas releases are projected to occur to 
environ la/use nf high burnup fuel 
LflNBj P M Energy, Dept of aj/06/lO 2pp 

S007II0S05 Comments on petition for rulemaking 140-3 since liability 
insurance provided by nuclear insurance pools is ma i 
amount availablsine change in regulations re financial 
protection uarranted 

BOUDEN. T J Alabama Power uo 80/O6,'33 Ip 


8007290002 SECV-ao-291 

Recommends that Commission approve notice of denial oP 
Petition for nulemaking 2-9 filed iy Onion of Concerned 
Scientists t< Natural Resources Oofense Council Draft 
documentation end 

SHAPAR, H K Office of the Eiocutive Legal Director 43FFl40Atfl 
aO/06/17 15pp 


— 8007290003 Forwards petition for rulemaking 3-B & coramento nn proposed 
rule 10CFW21 mi 

RDISHAM. A Z Natural Resources Defense Council *.1 

79/03/02 Ip 


0007110509 Comments on petitlen for rulemaking J40-2 reguests 
initiation of rulemaking proceeding to investigate 
possibility of amending regulations re financial protection 
requirements for nuclear facilities 

UDALL, R K House nf Hep . Interior *<■ Insular Affairs 00/06/20 

Ip 


— B007290012 Petition for rulemaking on amend to 10CrR2l»rH eiemptlng 
commercial grade component suppliers from regulation, 
submitted as comment Safety significance unfounded !< 
inconsistent w/past NRC activities 

POLLARD. R Onion of Concerned Scientists ROIBMAN. A Z Natural 
Resources Defense Council 43FI14B631 21 79/03/02 14pp 


8007110322 Comments on petition for rulemaking 51-6 since high burnup 
nuclear fuel progi am is currently under development h not 
fully imp 1 emented, pet 1 tion is premature 

DIPfAZZA^R P Westinghouse Electric Corp HRD-LA-i51 S0/06/1Z, 
3pp 


8007110329 Connents on petition for rulemaking 31-6 preparation of 
generic EIS for high turnup nuclear Fuel unuarr an ted 
Petition should be denied 

EOUAROS. D U Vonkee Atomic Electric Co Mrc 80-21 00/06/20 2pp 


8007140030 Comments on petition for rulemaking 2-10 requiring formal 
public hearings for every amend, mod Ir suspension Of OL would 
place immense burden on util h NRC 

MOODV. J M Vanlee Atomic Electric Co HVC 00-19 80/06/19 2pp 


8007140047 Comments on petition for rulemaking 140-2 results sought by 
petitioners are beyond NRC au thor i ty , unuorka b I e unuilse 
To advocate mandatory conversion of property insurance to 
liability insurance is irresponsible 
NALSKE, C Atomic Industrial Forum 80/06/23 3pp 


8007140032 Comments on petition For rulemaking 140-2 NRC should 
increase amount of primary layer financial protection 
licensees are required to maintain 

CHAHBERLAIN U n California, btate of 80/06/20 lOpp 


Q007140235 Comments on petition for rulemaking 31-6 petition should be 
denied High burnup fuel should net increase impact on 
environ since fuel It cladding in pool environ are relatively 
stable t, conditions in fuel storage pool less severe 
PEOPLES, D L Commonwealth Edison Co 80/86/19 6pp 


B007300003 Comments on proposed rule lOCFHSl proposed amende should 
clarify treatmont of eiisting reactor sites as candidates 
for add! reactors l< whether product or proc o s s-nr 1 ented 
review is required 

MILLS, L M Tennessee Valley Authority 45FR24168 027 80/07/09 

3pp 

8007300294 Comments on petition For rulemaking 31-6 generic EIS not 
appropriate re use of high burnup nuclear fuel in commercial 
nuclear reactors since overall environ impact will be 
positive Discusses misconceptions in petition 

TAVLOR.J H Babcock Si Wilcoi Co 43FR33357 014 80/07/02 dpp 


PROJ PROJECTS - PREDOCHET LICENSINO 


B007100132 Forwards corrected version of Eihlbit 1 to answer! to CA 
Dept of Hater Resources fourth set of interrogatories 
MEIBS.R L Pacific Oas (t Electric Co 80/06/16 Ip 


—8007100134 Corrected Eihihit 1 to answers to fourth set of 
Interrogatories re reliability calculations 
• Pacific Oas h Electric Cn 80/06/16 23pp 


8007160691 Advises NRC that proposal to extend LHOR operation bias 
discussed at 24lst ACRE menting ACRE believes it Is 
acceptable to operate reactor core to 24,000 EFPH as 
proposed 

PLE3BET, M S ACRS - Advisory Committee on Reactor Sofeguards 
80/05/06 2pp 


0007140240 Commsnts on petition for rulemaking 51-6 petition should be 
denied Developmental progi am for high burnup fuel nut 
intended to change eiisting regulatory linits of radioactive 
release 

KILLS, L M rennessee Valley Authority 80/06/19 2pp 


8007140448 Comments on petition for luj email Ing 140-2 opposes proposed 
change Nuclear liability insurance available from American 
N'U’Clear Insurers is mai available from private sources at 
cost b on reasonable terms 

WOODS,! e Arliona Public Service Co 80/06/20 3pp 


8007160410 Comments on petition for rulemaking 20-6 requests 5 minutes 
during S001E5 meeting to present view on occupational 
radiation exposure stds 

FLEISCHAKER, D 9 Natural Resources Defense Council BO/Ol/Jl 5pp 


8007170275 Comments on petition for rulemaking 51-6 much Of petition Is 
based on is 1 s int erp r eta ti nn nf technical t e r/Tii n o 1 ogy 1< 
apparent lack of knowledge of c pnterripnrar y , wor ] d wi de nuclear 
fuel cycle research 

SHIELDS, R 0 Affiliation Unknown 80/06/ J3 4pp 


80072102/3 Comments on petition for rulemaking 2— jO change could prove 
counterproductive to public health f. safety Establishment of 
mm criteria on intervention should be designed to encourage 
groups w/Iegitimate interest in proceedings to participate 
BTLEV.E E Consumers Power Co 80/06/16 2pp 


SOD723004B Cemments on petition for rulemaking 140-2 rationale fo.r 
petitioners coni lusion that present liability insurance not 
mai insurance available premised on faulty analysis of 
insurance market 

COUNSIL.U 3 Northeast Utilities WGC-0D-O-4 1 3 80/06/23 2pp 


8007280189 Comments on petition for rulemahin-g 140—2 strongly urges 
rulemaking to reform Pric e-Anderson Act 

DINOHAM. J House nf Rep 45FR26973 012 80/07/03 Ip 


8007230075 Requests review of end final QE18 On U milling Also 
requests statement of concurrence In those sectlDns 
contributed by respective ofes Final DEIS has been prepared 
in response to public comments re draft GEIS U/o end 
martin, J D Division of Haste Management 00/07/03 2pp 


8007230440 Forwards Amend 43 to FSAR 

8CHADE, A R Hanford Engineering Development Laboratory G0/O6/O4 
IP 


— 0007230444 Amend 43 to FSAR 

e Hanford Engineering Oevei apment Laboratory OOS7B 80/06/04 
120PP 


8007270039 Ach receipt of 800512 Itr Forwarding essay, "Fxcellence 
in Operations NRC shares hope that attitude will become 
general in nuclear field H/a end NRC to C Eberle Itr 
DENTON, H R Office of Nuclear Reactor Regulation, Director 
80/07/14 Ip 


— 8007290042 Forwards essay, '’Excellence op Operationa" from contest 
inspired by quote in recent Inside NRC newsletter Hopefully 
philosophy can eventually be general attitude of nuclear 
field 

SUMMERa, J Affiliation link nnwn 80/05/12 2pp 


0007290463 Suggests that ANL subcontract w/RAE Carp for Jul~Sept 1980 
to flnaliie App P (ladon attenuation modelsl 6 App U (radon 
control cost-benefit analysisl for OEIS 

MARTIN. D E Dranium Recovery Licensing Branch 80/06/18 2pp 


— 8007290470 Advises that NRC has no need for further assistance from 
Stanley Consul tants, Inc at present Requests extension of 
contract until 800930 in case assistance Is required for 
review o' flnaliied matl > 

MARTIN- D E Uranium Recovery Licensing Branch 80/06/18 Ip 
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PT31 NDNCOMPHANCE REPORTS AND RELATED CORRESPONDENCE 


0007210079 Part 31 ropt re retail dF welding fitting* tontalning J59 
grad* drill casing matl Armco Btecl Co lias completed testing 
Df all rail) matls in plantiall in-process matl & In-process 
oP checking Field complaints h matl returned to Tube Turns 
IfAVDENiL E Chemtron Corp , Tube Turns Dlv BO/07/03 3pp 


B007B40391 Part 31 ropt re defective Atomic Energy of Canada Limited 
commercial productsi Mode 1 s Theratron 60 h SO & Eldorado 6 (< 

B teletherapg units Cause not stated Affected subsystem is 
radiation field light sgs assembly 

RIDDOT. E F Atomic Energy of Canada, Ltd aABO'7-139 80/07/03 

6pp 


B0073S0297 Forwards Part 31 ropt re Vale or valve Part V52600-534-1 , 
which failed to cycle ieimediately Following sustained period 
of continuous energiiation Caused by use of valves not 
designed for operating condition 

BOROO, O 0 Valcor Engineering Corp 80/07/03 4pp 


— 0007010034 Forwards flA Ptngram Insp Rept 99900340/80-01 on a00433~34 
h notice of deviation 

POTrtPOVS, U Region 4, Dallas. Vendor Inspection Branch BO/05/0B 
Spp 


— 000/010039 Notice of deviation from insp on S00423-34 

» Region 4. Dallas, Offlie of the Director 80/05/06 Ip 


— 0007010031 OA Program Insp Rept 99900340/00-01 on 300423-24 

Noncomp I lance noted Oft instructions for control of magnetic 
particle eiamu did not contain all info specified by ASMe 
C odes 

KELLEY, W D . RHITESELL, D E Region 4, Dallas, Vendor Inspection 
Branch BO/05/06 9pp 


8007010135 Ack receipt of 000432 6 0515 llrs informing «RC of steps 
taken to correct violation noted in QA Program Insp Rept 
99900304/00-01 

POTAPOVS, U Region 4, Dallas, Vendor Inspection Branch QO/06/04 
If 


PT9 lOCFR, PART 9 - 


781S210353 Forwards IE Insp Ropt 30-13053/70-01 on 701011 No Items of 
none empli ante noted Insp Included etam of activities at 
Pittsburgh office re radiation safety h compliance u/rules 
h regulations M/out rept 

nCCLINTOCK. R 0 Region 1. Philadelphia, Fuel Facility tc Materials 
Safety Branch 70/10/31 Ip 


0005070523 Ack receipt of 000130 1 tr informing NRC of steps taken to 
corract violations noted in IE Insp 79-Oi on 791313 
KCCLINTOCK, R 0 Region 1) Philadelphia. Fuel Facility 6 Materials 
Safety Branch 0O/OS/86 Ip 


— 0005090534 Responds to NRC B00109 1 tr re violations noted in IE insp on 
791S12 Corrective actions discussed infractions u/ 
technicians involved Classes planned u/all technicians on 
requirements h restrictions 

CARMEL, p Rad Services, Inc 00/01/30 tp 


— BD05D905S7 Discusses IE Insp 79-01 on 79131S It forwards notice of 
vi alation 

MCCLlNTOCK.n 0 Region 1< Philadelphia, Fuel Facility 6 Materials 
Eafoty Branch 80/01/09 2pp 


——8007010143 Responds to NRC 800503 Itr requesting addl info re previous 
response to Insp Ropt 99900304/00-01 Apologiies for error in 
response due to typing mistake Product audit does eiist in 
QA sys manual 

HUPPERT. W W Oulf t Wcfslprn Industries. Inc 00/05/15 2pp 


— 0007010147 Ack receipt of 000423 Itr informing NRC of steps taken to 
correct violation Si deviation noted In OA Program Insp Rept 
99900304/80-01 Requests addl Info 

POTAPOVS, U Region 4, Dallas. Vendor Inspection Branch 80/05/02 

Ip 


— 0007010151 Responds to NRC 000333 Itr re violation S< deviation noted In 
OA Program Insp Rept 99900384/80-01 Corrective actions 
bulletin re IDCFR21 to employees 4, dealers has been 
distributed Marking procedures will be updated by 800601 
HUPPERT, M W Oulf t, WEstern Industries, Inc 00/04/22 tSpp 


—0007010154 Forwards QA Program Insp Rept 99900364/00-01 on 800303-07 6 
notices ef violation St deviation 

POTAPOVS, O Region 4. Dallas, Vendor Inspection Branch BO/03/28 
2pp 


— 0007010163 Notica of violation From Insp on 000303-07 

* Region 4, Dallas, Office of the Director 60/03/26 tp 


— BOD3D90539 Notice of violation from insp on 791212 Noncomp liance nofcod 
required radiation surveys not performed on packages 
TBC* Ived 

» Region 1, Philadelphia, Office of the Director 00/01/09 Spp 


B0OS29O603 Ack receipt of 000421 Itr informing NRC of steps taken to 
correct violations noted in IE Insp of License 37-13129-01 
on 800230 

C0aCHEn,H W Region 1, Phi l adul p h la, QFflce of the Director 
00/05/07 ip 


— 0005290607 Responds to NRC 000330 Itr re violations noted in IE insp of 
License 37-13120-01 on B00336 Corrective actions new 
procedures will bo developed to improve coordination in, 
receipt of incoming radioactlvu samples 
KIM, 8 M Radiation Management Corp 00/04/31 2pp 


—0005290613 Discusses IE insp of License 37-13139-01 en 000228 6 
forwards notice of violation 

CROCKER, K U Region 1, Ph 1 ladolphia, Office of the Director 
00/03/30 2pp 


— 8005290616 Notice of violation from imp on 000220 Noncompl 1 anc e noted 
Failure to keep records showing rocelpt of radioactive 
samp les 

« Region 1, Philadelphia, Office of the Director 00/03/28 Ip 


— 0007010167 Notice of deviation from inep on 800303-07 

* Region 4, Dallas, DFfice of the Director 60/03/26 4pp 


— 8007010171 OA Program Insp Rept 99900304/ 80-01 on 800303-07 
Noncomp 1 1 ance noted failure to follow 10CFR31 procedures 
Receiving insp had not been done using sa/sp 1 e tobies of insp 
manual 

FOSTER, W E , HUNNlCUTT.D M Rpglon 4, Dallas. Vendor Inspection 
Dranch 80/03/36 lOpp 


B007100336 Ack receipt bf 000530 Ir informing NRC of steps taken to 
correct deviation noted in QA Program Insp Rept 
99900048/ BO-01 

POTAPOVS, U Region 4, Dallas, Vendor Inspection Dranch 80/06/05 

Ip 


— 8007100330 Responds to NRC 000519 Itr re deviation notead in QA Program 
Insp Rept 99900048/80-01 Corrective actions uiill make every 
effort to ensure that audits are conducted on time 
SUAYNE. R N Anchor/Darling Valve isubs Anchor/Darling 
Industries) 80/05/30 Ip 


— 0007100333 Forwards QA Program Insp Rept 99900048/80-01 on 000421-85 & 
notice of deviation 

POTAPDVB, U Region 4, Dallas. Vendor Inspection Branch 80/05/19 
2pp 


QA999 QUALITY ABSURANCE INSPECTIONS 


--0OO71OOO36 Notice of deviation from Insp on 000431-35 

•* Region 4, Dallas. Vendor Inspection Branch 80/03/13 Ip 


BOQyolOOlS Ack receipt of 000533 Itr re discrepancy between notice of 
deviation contained in OA Program Insp Rept 99900340/00-01 Ic 
Procedure QAI-031-0OS Notice of deviation should have teen 
discussed during exit meeting 

POTAPOVS. U Region 4, Dallas, Vendor Inspection Branch 00/06/17 

ip 


--0OO7O1OO29 Discusses discrepancy betwoeen notice of deviation 6 item 
noted discussed by NK Kelley during 800422-24 audit t< 
exit interview Procedure QAi-021-002 referenced in notice 
contains six deficience* ProcedursB end 
MVERB.F S Yarway Corp 00/05/23 12pp 


— 0007100339 QA Program Insp Ropt 99900040700-01 on 800421-25 
Noncompl lance noted followup corrective actions for audits 
not taken within specified timoframe 

WHITEBELL. D E < HUNTER, V H Region 4, Dallas. Vendor Inspection 
Branch 80/05/13 5pp 


0007140033 Ack receipt of 800530 1 Ir informing NRC of steps taken to 
correct deviatlnn noted in QA Program Insp Rept 
99900401/80-01 

PDTAPOVS, U Region 4, Dallas. Vendor Inspection Branch 80/06/12 
ip 
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— 0007140037 Hesiionils to NHC B00502 Ur tb deviflllor* noted in QA Proararti 
Jnap flept V'7900401/BO'Ol Corrective actions all 1980 
internal audits have been revleiued 8< pobltehed lelthin 30 
days of post-.iudit conferences 

FTHERIDCE. M R Combustion Engmeennsi Inc QO/OB/aO 3pp 


-0007140039 roruards QA Program Insp Rept 79900401/80-01 on 800408-10 b 
notice of deviation 

POTAPOVS/U Region 4i Dallasi Vendor Inspection Branch BO/OS/02 
Spp 


— 8007140042 fJotice of deviation from insp on 800408-10 

« Region 4 j Dallas, Vendor Inspection Branch 00/05/01 Upp 


--BD0714004B QA Program Insp Rept 99900401/80-01 on 800408-10 
Nunc emp 1 lane o noted audit repts not issued within regulred 
time & corrective action on previous insp not token as 
contoii tted 

HALEi C J • BRCCKLE/.R H , AGEEi J R Region 4> Hollas, Vendor 
Inspection llranch BO/03'0] 19pp 


8007140057 Ack receipt of 800408 1 tr Informing NBC of steps taken to 
correct violation noted in OA Program Insp Rept 
990052 1 /QO-01 

POTAPOV3.U Region 4, Dallas, Vendor Inspection Branch B0/06/H 
Ipp 


— B007140063 Foruards Bechtel response to Item of noncompliance noted In 
OA Program Insp Rept 99900521 /BO-01 Corrective action 
1 ni tia ted, huuevet- Part 21 ovaluatlon not conducted Request* 
commen t s 

P0TAP0V3, U Region 4, Dallas, Vendor Inspection Branch 80/04/30 
ip 


— 0007140075 Responds to NBC B00211 1 tr re violation noted in QA Program 
Insp Rept 99900521/80-01 Corrective actions amended 
lOCFRSSle) rept Include* corrective actions 4 proviiioni for 
closed loop actions uiill be incorpora teif into proetdures 
CARACO, I R BfchteJ Power Corp (sub* of Dachtel Carp. > 

00/04/08 4pp 


— 0007140082 Forwards QA Program Insp Rept 99900521/00-01 on 800107-10 & 
notice of violation 

POTAPOVS, V Region 4, Dallas, Vendor Inipectlon Branch 00/02/11 

2pp 


•8007J40087 Mntkce of violation from Insp on 800107-10. 

« Region 4, Dallas, Vendor Inspection Branch 80/02/08 2pp 


—□007140000 OA Program Insp Rept 99900521/80-01 on 800107-10 
Noncompliance noted design of srif e t g-rela t ed components not 
evaluated 

HALE'C J . DRICHLE/, R H . DREAUX, D C Region 4, Oallas, Vendor 
Inspection Branch 00/02/00 I2pp 


0007160l?9/> Act receipt of BOOA03 Ur jn forming NRC of step* taken to 
correct deviation noted in HA Program Insp Rept 99900503/ 

80-01 

POTAPOVB.U Region 4. Dalla*. Vendor Inspection Branch BO/OA/17 
IP 


— 0007160109 Responds to NRC 80(3507 Ur re deviation noted in OA Program 
Insp Rept 99900303/80-0! Corrective actions mod of drawing 
b spec modified for clarification oF design review b check 
process 

HEMDRlCKSDNfT A Borns J< Roe Co 00/06/03 7pp 


— 8007160U5 Forwards OA Program Insp Rept 99900503/00-01 on 000414-18 b 
notice ef deviation 

POTAPOVS, U Region 4, Dalles, Vendor Inspection Branch BO/05/07 

app 


— 000716012! Notice of deviation Prom insp on 800414-10 

* Region 4, Balias, Office oP the Director 80/05/06 2pp 


—8007160126 HA Program Insp Rept 99900503/80-01 on 800414-10 
Noncompliance noted certain $aPetg-relat*il calculations 
lacked veriPlLation statement b some audits improperlg done 
FOX.D r . ORE AUK, 0 0 , HAl.E, L J Rtglpn 4, Dallas. Vendor 
Inspection Branch 00/05/06 9pp 


8007160133 Forwards OA Program Insp Rept 99900021/00-01 on 800421-24 No 
noncompliance rintod 

POTAPOVS, U Region 4, Dallas, Vendor Inspection Branch BO/OS/Ot 
Spp 


— 0007160146 QA Program Insp Rept 99900021/80-01 on 800421-24 No 
noncomp I lance noted Major areas inspected heat treatment, 
nonconformances b corrective action b implementation of 
10CFB50,App B criteria 

DARNCS, I , HUNNICUTT.D M Region 4, Dallas, Office of the 
Director 00/04/30 6pp 


0007160150 Forwards QA Program Insp Rept 99900026/80-01 on 800414-10 No 
noncompl lance noted 

POTAPOVS. U Region 4, Dallas, Vendor Inspection Branch 80/05/14 

2pp 


— 0007160157 QA Pragram Insp Rept 99900026/80-01 on 000414-18 No 
noncompliance noted Major areas Inspected Implementation of 
lOCFRSO.App 0 criteria 

OLLER, R E I HUNNICUTT, D M Region 4. Dallas, Vendor Inspection 
Branch 80/04/20 8pp 


BO0716D161 Forwards QA Pragram Insp Rept 9990052 J /80-02 on 600426— 0501 
No noncompliance noted 

POTAPOVS, U Region 4, Dallas, Vendor Inspection Branch 00/05/19 
2pp 


— 0007160171 QA Program Insp Rept 99900521/80-02 on 800420-0501 No 
none ompl lane e noted Major areas inspected implementation of 
requirements of lOCFRSO, App 'D, in area of design Inputs b 
design insp 

BRIOttev, R H , AOEE, J R , HALE. C J Region 4, Dallas, Vendor 
Inspection Branch 00/05/15 9pp 


0007160177 Ac k receipt oF 800606 1 tr informing NRC of steps taken to 
correct deviation noted in QA Program Insp Rept 99900104/ 

00-01 

POTAPOVS, U Region 4, Dallas, Vendor Inspection Branch 00/06/17 

Ip 


— 8007160180 Responds to NRC 600507 Itr re deviation noted in QA Program 
Insp Rept 99900104/80-01 Corrective actions welder* 
reinstructed re hardPacing 

HYLANDiF B Westlnghouse Electric Corp 00/06/06 Spp 


— B007160193 Forwards QA Program Insp Rapt 99900104/00-01 on 000421-25 b 
notice of deviation 

rDTAPOVB, U Region 4, Dallas, Vendor Inspection Branch 80/09/07 

2pp 


— 0DD716O8O2 Notice of deviation from insp on 600421-29 

« Region 4, Dallas. Office of the Director 00/09/09 2pp 


— 8007160207 OA Program Insp Rept 99900104/80-01 on 000421-29 
Noncomp 1 tance noted' welding performed outside parameters of 
essential varleblet 

ELLERBNAU. L E . MUNNICUTT.D M Region 4. Dallas. Vendor Inspection 
Branch 80/09/09 6pp 


0007160393 Ack receipt of 800613 Itr informing NRC of steps taken to 
correct deviation noted in QA Program Insp Rept 99900001/ 

BO-Oi 

POTAPOVB.LI Region 4. Dallas. Vendor Inspection Qranch 80/06/10 
1 P 


— 8007160397 Respond* to NRC 000513 Itr re deviation noted in QA Program 
Insp Rept 99900DD1/QO-01 Corrective actions deviated fuel 
rods in trag tagged as to nonconforming condition 

BARDCH.C J Babcock b Ullcac Co > Nuclear Material Dlv 80/06/13 
4pp 


— 8007160404 Forwards OA Program Insp Rept 99900001/80-01 on 800429-0502 
b notice of deviation 

POTAPOVS, 0 Region 4, Dallas, Vendor Inspection Branch 80/05/13 

2pp 


— 8007160408 Notice of deviation fmm insp on 800429-0902 

* Region 4, Dallas. Vendor Inspection Branch 00/03/09 2pp 


— 0007160411 QA Program Insp Rept 99900001/00-01 on 800429-0902 
Noncompl i anc c noted 15 fuel rods not properlg togged 
HCNEILL.MM , UHITESELL.D E Region 4. Dallas. Vendor Inspection 
Branch 80/05/09 7pp 


0007210257 Forwards QA Program Insp Rept 99900370/00-01 on 800313-16 No 
noncompl lance noted 

POTAPDVB.U Region 4, Dallas. Vendor Inspection Branch 60/09/27 

2pp 
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— D007ajOS64 QA Program Insp Rept 99900390/80-01 on 800313-16 No 
noncomp 1 jatic 0 noted Major at eao inspefted imp 1 ementat i on of 
JDCFR50*App D< including control of nonconformances (< 
corrective actions, weld contrcil !< audits 

BROUN, n L p UHITES£LL, D 8 Regiott 4p OallaSi Vendor Inspection 
Branch 00/05/23 6pp 


□007210269 Forwards QA Program Insp Ropt 99900209/80-02 on 800303-09 No 
non comp 1 lance noted 

PQTAP0V8, U Region 4, Dallas, Vendor Inspection Branch 80/03/28 

2pp 


— 0007210275 OA Program Insp Rept 99900289/80-08 on 800505-09 Nn 
noncompliance noted Major areas inspected Implementation of 
lOCFRSOtApp D !f applicable codes >< stds !< action on previous 
insp findings 

SUTTON, J U , UHITESSLL, D E Reg inn 4, Dallas, Vendor Inspection 
Branch 80/05/21 ipp 


BD0721D536 Forwards QA Program Insp Rept 99900716/80-01 on 800313 
No noncompliance noted 

FQTAPOVSi U Region 4, Dal las. Vendor Inspection Branch BO/05/29 
8pp 


— 0007210539 QA Program Insp Rept 99900716/80-01 on 800513 No 
noncompl iance noted Major areas inspected Implementation of 
cause, corrective action $< generic considerations re closure 
problems in NIBD23 Fire dampers 

OLLER, R E . HUNNICUTT. Q M Region 4, Dallas, Vendor Inspection 
□ranch 80/05/22 5pp 


8007220136 Aci receipt of 600683 1 tr informing NRC of steps taken to 
correct deviation noted In QA Program Insp Rept 
999O00B9/BO-O1 

PDTAPOVB,U Region 4, Dallas, Vendor Inspection Branch BO/07/07 
IP- 


— 8007220142 Responds to NRC 800528 Ir re deviation noted In QA Program 
Insp Rept 99900089/80-01 Corrective actions personnel from 
other depts will be trained to perform Internal audits 
HANiK Muico. Inc 80/06/23 2pp 


—8007220145 Forwards OA Program Insp Rept 99900089/00-01 on 000305-08 6 
notice of deviation 

PQTAPDVB, U Region 4, Dallas, Vendor Inspection Branch 00/03/28 
2pp 


—8007220150 Notice of deviation from insp on 800505-08 

a Region 4, Dallas, Office of the Director BO/OS/27 Ip, 


—8007220155 QA Program Insp Rept 99900089/80-01 on 000505-08 
Noncompliance noted dept heads did not include probable 
cause or effective date of corrective action in response to 
adverse Findings 

HUNTER, V M • UH1TE6ELL, D E Region 4, Dallas, Vendor Inspection 
Branch 80/05/27 6pp 


8007220102 Ack receipt of 000627 1 tr informing NRC of steps taken to 
correct deviation noted in QA Program Insp Rept 
99900325/00-01 

POTAPOVB.U Region 4, Dallas, Vendor Inspection Branch 00/07/07 

»P 


— B0072201B9 Responds to NRC 800604 Itr re deviation noted in QA Program 
Insp Rept 99900325/80-01 CorrBctjvo actions initialed book 
for new eitruder for all active orders run on that machine 
Procedures for scheduling shop orders are being written 
A1R0LA.E (3 Qrand-Rec Co 80/06/27 3pp 


—8007220196 Forwards QA Program Insp Rept 99900325/80-01 on 000520-22 
l< notice of deviation 

POTAPOVBiU Region 4, Dallas, Vendor Inspection Branch 80/06/04 
2pp 


— 6007220202 Notice of deviation from Insp on 800320-22 

« Region 4, Dallas, Vendor Inspertion Branch 00/06/04 3pp 


— B00722020B QA Program Insp Ropt 99900325/80-01 on 800520-22 
Noncompl sance noted no clear t< complete documented 
instructions for shop orders Initiated t< no extruding 
guidelines generated for several tasks in progress 
HUNNICUTT, D H . FOSTER, N C Region 4, Dallas, Vendor Inspection 
Branch 80/06/04 9pp 


800723013B Forwards comments to be incorporated In BMrl procedures 
Implementing 10CFR21 Remaining actions stated in B0OS20 Itr 
re safety matters appear to be adequate Add! verfication of 
proper implementation will be undertaken 

BTELUO.V Office of Inspection fc Enforeoment, Office of the 
Director 80/07/09 3 pp 


0007230153 Ack 

receipt of 

0006 1 <7 

1 tr 

i n i 

■oriTiing NRC 

of steps 

taken to 

correct devi 

dticui no toil 

in QA 

Pr 09 t 

' am 

Jnsp Rppt 



99900507/00- 

01 







POT APOVS, U 

RpylOti 

Da 1 1 ,1 s 

Vf nti 

Itir 

Inspection 

Branch 

80/07/02 


--B007230160 Responds to NRC 000522 Hr ra deviation noted in QA Program 
Insp Rept 99900507/00-01 Corrective actions due to ether 
c ommi tmeii ts I L or rcc 1 1 ve action will be delayed until 800701 
MCFARLAND, J E Sargent *, Lundy. Inc 80/06/19 Ip 


8007250052 Ack receipt of 000322 Hr informing NRC of steps taken to 
correct deviation noted in QA Program Insp Rept 
99900036/00-01 

POTAPOVB.U Region 4, Dallas, Vendor Inspection Branch 80/06/10 

Ip 


— 0007250057 Responds to NRC 000424 Hr re deviation noted In QA Program 
Insp Rept 99900036/00-01 Corrective actions personnel 4, 
supervisors have been relnstructed re importance of 
weld mat] segregation 

BATEB, 0 J , MILLER, L C , BTDNE.U A Combustion Engineering, Inc 
00/05/22 5pp 


— B007250095 Forwards QA Program Insp Rept 99900036/80-01 on 600407-11 
& notice of deviation 

POTAPOVS, U Region 4, Dallas, Vendor Inspection Branch 80/04/24 
3pp 


--0007250100 Notice of deviation frum insp on 800407-11 

e Region 4, Dallas, Office nf the Director 80/04/23 3pp 


—0007250109 QA Program Jnsp Rept 99900036/80-01 on 000407-11 

NnncompHance noted signoff on certain shop traveler was not 
in accordance w/Criterion 5 nf lOCFRSO 

BARNES,! , ELLER5HAM,L E , HUNNICUTT, D M Region 4, Dallas, Vendor 
Inspection Branch 00/04/23 15pp 


0007250184 Forwards QA Program Insp Rept 99900713/80-01 on 000429-30 
No noncompllance noted 

PDTAPOVB, U Region 4, Dallas, Vendor Inspection Branch 80/05/14 

2pp 


— BOO725O109 OA Program Insp Rept 99900713/00-01 on 800429-30 No 
noncompllance noted Major areas inspected OA program 4, 
possible handling damage to instrumentation 

□LLERiR E , HUNNICUTT, D M Region 4, Dallas. Vendor Inspection 
Branch 00/05/13 9pp 


0007250582 Ack receipt nf 000620 Hr informing NRC of steps taken to 
correct deviation noted in QA Program Insp Rept 
99900390/00-01 

POTAPOVS, U Region 4, Dallibs, Vendor Inspection Qranch 80/06/26 

Ip 


— 0007250507 Responds to NRC 0DOS22 Hr re deviation noted in QA Program 
Insp Rept 99900398/00-01 Corrective actions revised Bection 
1 4, Issue A of product design engineering monuol to conform 
w/current practices 

CONNELLY,D 0 General Electric Co 80/06/20 6pp 


—8007250509 forwards QA Pi ogi am Insp Rept 999OO39B/0O-O1 on 800303-09 
b notice of deviation 

POTAPOVB.U Region 4, Dallos, Vendor Inspection Branch 80/05/22 
2pp 


— B007230592 NolHc of deviation from Insp on 800505-09 

e Region 4, Dallas, Office of the Director 00/05/20 2pp 


—8007250594 On Program Insp Ropt 99900398/80-01 on 000305-09 
Noncamp 1 lane e noted practices not consistent u/Criterlon 5, 

App B to lOCFRSf) t< Section 1 4, Issue A of product design 
engineering manual 

HUNNICUTT. D M , FOSTER, W E Region 4, Dallas, Vendor Inspection 
Branch BENNETT, A D Region 4, Dallas, Office of the Director 
00/05/20 9pp 


8007280085 Forwards QA Program insp Rept 99900519/80-01 on 800324-28 
No noncompllance noted 

POTAPOVS, U Region 4, Dallas, Vendor Inspection Branch 00/04/29 

2pp 


— BO078OQ0BB OA Program Insp Rept 99900519/00-01 on 800324-20 No 
noncompllance noted Major areas inspected design insp, 
potential 10CFR21 items J< action on provious insp findings 
DRICKLEV,R H , AGEE, d R , MALE,C vJ Region 4, Dallas. Vendor 
Inspection Branch 80/04/24 21pp 
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6007290030 Fqroards Volgenau 700426 Itr to Goro b SErY-79-448a. omjtted 
from V gtplJo B00709 Ur W/o end 

PERANlCHiH U Division of Reactor Construction Inspection 
80/07/ 17 Ip 


0007290307 Poruards QA Prcpjrat Insp Rept 99900404/80-OJ on BOO 121-24 
No noncomp I lance noted 

POTAPOVS' U Region 4. Dallas Vendor Inspection Branch aO/Ofc/Ofc 
2pp 


--B007S90321 OA Program Insp Repl 99900404/80-01 on 800121-24 No 
nohcoaipl lance noted Ma/ar areas inspected review of 
procedures f< Controls adopted tv implement reguirements of 
IOCFR2t 

ANDERSON. D G . bRICKLEV.B H . HALE. C j Region 4, Dallas. Vendor 
inspection Branch QO/Db/Oti l7pp 


—0007290904 OA Program Insp Rept 999003 93/ BO -01 on 000121-29 
NoncQmpl lanc e noted revised melding procedure spec not 
submitted to customer for approval OA progtaio not in 
accordance u/coda requirements 

BARNES' I ' HUNNlCUTTi D M Region 4> OalloS' Vendor Inspection 
Branch 60/02/21 I3pp « 


aD0729Qa3i> Forwards QA Program insp Rept 999003 ld>/Q0-Ol on BOOSfiB-SO 
No noncompl lance noted 

POTAPOVS' U Region 4. Dallas. Vendor Inspection Branch 60/(16/11 
Spp 


—8007290862 OA Program Insp Rept 99900316/60-01 on 000320-30 Major areas 
inspected action on previous f ind Ingsi nonconf ormances 6 
corrective action, training' records & procurement controls 
OLLER. R E ' POTAPOVS' 11 Region 4> Dallas. Vendor Inspectlan 
Branch 00/06/ 12 7pp 


8007290327 Forwards OA Program Insp Rept 99900404/80*02 on 800512-16 
No noncompliance noted 

POTAPOVS U Region 4. Dallas. Vendor Inspection Branch 80/06/03 

Spp 


— 0007290337 OA Program Insp Rept 99900404/80-02 on 600912-16 No 
noncompliance noted liaior areas inspected design corrective 
action, interfaces t< inputs 

BRlCKLEV.fi H j AGEE* J fi i HALE* C J Region 4. Dallas. Vendor 
Inspection Branch 80/06/04 ippp 


6007290338 Act receipt of BO050S t. 0707 Itrs informing NRC of steps 
taken to correct deviation noted in OA Program Inso Rent 
99900216/60-01 

POTAPOVS. 0 Region 4. Dallas' Vendor Inspection Branch 80/07/21 


--8007290368 Responds to NSC 800617 itr re deviation noted in OA Program 
Insp Rept 99900216/00-01 Corrective actions Procedure H-306< 
available in draft form during insp. was completed b 
distributed to personnel involved 
KATZ. L Tubeco. Inc 80/07/07 2pp 


•0007290370 Ac* receipt of 800308 Itr informing NRC of steps taken to 
correct deviation noted in OA Program Insp Rept 
99900216/80-01 Addl info requested re Item H 

POTAPOVS. U Region 4. Dallas. Vendor Inspection Branch 80/06/17 


-BD07290392 Responds to NRC 800414 Itr re deviation noted in OA Proarsi 
Insp Rept 99900216/00-01 Corrective actions area of pipe 
attachment was ground to depth sufficient tp remove passible 
contamination b examined bg liquid penetrant 
GOLDSMITH' M Tubeco. Inc 80/03/08 ISpp 


8007300173 Atk recoipt of 900316 b 0709 Itrs informing NRC of step* 
taken to correct deviation noted In OA Program Insp Rept 
99900712/90-01 

POTAPOVS, U Region 4' Dallas, Vendor Inspection Bronch 00/07/17 

4 


8007300176 Responds to NRC 600611 Itr re deviation noted in QA Prog'rRm 
Insp Rept 99900712/60-01 Corrective actions internal audit 
forms revised to Include all depts Certified mail test repta 
obtained for 10 spools of weld wire In question 
CAPRA. L A Bgstems Control, Inc 80/07/09 6pp 


■0007300182 Aek rerelpt of 000516 Itr informing NRC of steps taken to 
correct deviations noted in OA Program Insp Rept 
999007 12/Bo-Ol Requests addl info re actions taken to 
prevent eiclusion of anij dspl from twice gearly audits. 

P0TAP0V3. U Region 4, Dellas. Vendor Inspection Branch 00/06/11 
Spp 


-«0D7a001BB Responds to NRC 800414 Ur re deviations noted in OA Prooram 
Insp Rept 99900712/00-01 Corrective actions all 
certification on welding metis shall be obtained prior to 
releasing to shop Current drawing policy is being revised 
CAPRA' LA Systems Control. Inc 80/03/16 2pp 


"0007300192 Forwards OA Program Insp Rept 99900712/80-01 on 80032S-26 
b notice of deviation 

POTAPOVS' U Region 4. Dallas. Vendor Inspection Branch 00/04/14 


8007300194 Notice of deviation from insp on Q063S3-26 

• Region 4. Dallas. Office of the Director 00/04/11 4pp 


&DD729D474 Ack receipt Of 000415 b 0515 Urs informing NRC of steps 
99900355/00-0*'* *" Program Insp Rept 

POTAPOVS'O Region 4. Oallasi Vendor Inspection Branch 80/06/06 
*P 

~~BaO?29ayr Responds t« NRC 600429 Ur re deviations noted in OA Prooram 
Insp Rept 99900355/80-01 Corrective actions OA "0080*^ '’'•“Sram 

assigned responsibility for effectiveness Of personnel 
“•“'T program requirements 

60/05/15 Industry Co , Ltd . KawasU Dlv SH-360 


un rrogram insp Rept 999007 1 2/0O-OI on 800323-26 
Noncompliance noted failure to conduct internal audits of 
aij ofipts it to have available certifications for weld wire 
iftsiied to shop 

lrancr''*'ao/04>ir'''^iS7'“ ” V-ndor Inspuotlon 

o'* 800709 Ur Informing NRC of steps taken to 
999002 j4%d^oj‘“'’ Program insp Rept 

POTAPOVS.U Region 4. Dallas, Vendor Inspection Branch 80/07/21 


NSC 000222 Itr 

Requests addl info re actions taken to assure effectiveness 
OF personnel training b indoctrination re continued 
Compliance w/calthr program 

**?p****^^^" *^*^*'*'* Oallas' Vendor Inspection Branch 80/04/29 

Forward* response to NRC 800223 Hr re deviations noted in 
OA Program Insp Rept 99900355/00-01 Corrective pcUono a^ " 

itTrovisli" '' PTOsedure for torque wrenches has 

BO/04/iS ?0^r® ‘ ‘ Lid , Kawaski Div SH-359 

'®Tmo2i« of'SeCt^^on'’*'’®''''"' ’’’"“SS/go-Ol on 800121-25 

«»3ion 4. Dallas. Office of the Director 80/03/33 




-6007290497 Notice of deviation from insp pn 800121-25 

Region 4. Dallas, Office of the Director 80/02/21 


program Insp Rept 9990021 R/aO-SlFo^W^^d. qua! urP-c"3Sro 

DONEGAN, 0 C Anderson-Oreenuooq b Co 80/07/09 13pp 


®°N”nSniLpJun^e%oted''“®''“" 99900309/80-01 On 800506-09 

POTAPOVS, U Region 4, Dallas. 

2pp 


Vendor Inspection Branch 00/06/04 


app 


— 8007300314 QA Piogram Insp Rept 99900209/90-01 on 800306-09 Major areas 

IS,;;:;?"-'"*'— •' 

POTAPOVS. U Rogion q, Vendor Inspection Branch. 80/06/10 
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-6007310179 Responds to NRC B01I3S4 Itr re deviation noted in QA Program 
Insp Rept 99900039/79-02 Corrective actions error in sketch 
r equirement was result of human err Dr> correc t i ve actions not 
passible QA manual modified 

SLUlSi Q J > VAN DE POLLi W N Rh i ne-Sc h a 1 d e-Vero 1 mo Zware 
Ap p aratenb ouw KD 60019 60/04/20 Spp 


Q007D90416 Comments on propuric g Guide 8 XX NHC has obligation to 
present conli&vertg on both ‘idre ro risk estimates Info is 
presently stated in cne-sidcd manner Guide is necessary step 
in right direction 

EVDOHIMQFF; V N Boston Un i v Medical Center Qoston.MA 80/06/10 
Ip 


•8007310176 Ack receipt of B00B19 Itr Informing NRC of steps taken to 
corract deviation noted in OA Program Jnsp Rept 
99900039/79-02 Requests addl info 

POTAPOVQi U Region 4, DalloSi Vendor Inspection Branch 80/03/24 
»P 


'B00731018S Responds to NRC 800114 Itr re deviation noted in OA Program 
Insp Rept 99900039/79-02 Coirettive actions missing revision 
numbers on master travelers filled in ti design leview of 
stress repbs will be conducted 

LODDER/ M Rhine-Sche Ide-Vcrolme Zwaro Apparat enbouw KD 80013 
80/03/19 6pp 


0007090418 Comments on pruposed Reg Guide 0 XX mention of genetic 
effects should be deleted since data shows no eCfect tc Fear 
serves no useful puipose Risk instructions seem unnecessary 
when patients are not advised duriipg i-ray procedures 
CORNELL, D A Principia College 80/06/03 Ip 


8007100093 Comments on propo'Pd Rey Guide B X/ NRC regulation of 40 
mps-hr/wk is legal requiremeiit that bears no relationship 
to dose received for most radionuclides 

MEALY. J W Los Alamos Scientific Laboratory HH-32 80/06/04 

2pp 


— 6007310180 Forwards OA Program Insp Rept 99900039/79-02 on 791105-06 6 
notice of deviation 

POTAPOVS. U Region 4. Dallas. Vendor Inspection Branch 80/01/14 
3pp 


•BOO731O109 Notice of deviation from insp on 791108-08 

* Region 4. Dallas. Office of the Director 80/01/11 2pp 


— 8007310195 QA Program Insp Rept 99900039/79-02 on 791105-08 

Noncomp 1 lane e noted failure to include process spec revision 
number on master traveler 6 incorrect definition of test 
spBclmen depth from forging surface recorded 

BARNES. I . POTAPOVS. U . HUNNlCtJTT, D M Region 4. Dallas. Vendor 
Inspection Branch 80/01/11 lOpp 


REOOD REGULATORY GUIDES 


7909210176 Comments on proposed revision to Reg Guides 5 7. 5 14.5 44 {. 
5 97 one person adequate as observer of offloading A opening 
of metis 6 packages as long as second employee present 
Specified callbr stds should be permitted 

NILSON. R Exion Nuclear Co . Inc fsubs of Exxon Corp I 79/08/03 

Bpp 


6007010308 Forwards FR notice of issuance ti availability of draft reg 
guide. "Instruction Concerning Risk From Occupational 
Radiation Exposure " Requests publication at earliest 
possible date 

CHILK. 8 J Office nf the Secretary nf the Commission 80/0S/22 

»P 


8OQ702011S Comments on Reg Guide I 12S. "Physical Models for Design 6 
Operation of Hydraulic Structures b Bys for Nuclear Power 
Plants " portions exist which appliccinta may not be able to 
follow 

UEX« B L Bechtel Power Corp (subs of Bechtel Carp I 77/09/30 

Ip 


B007090395 Comments on proposed Reg Guide 8 XX guida would be valuable 
assist to operating personnel Minor reorganization would 
improve usefulness Presentation as currently organi led may 
■care potential worker off before understanding situation 
HAMPBON.DC Oak Ridge National Laboratory 00/06/11 Ip 


8007090398 Comments on proposed Reg Guido 8 XX disseniination of info 
■hauld be considered prior to employment. to mlnimlio 
difficulties of Question 31 Some program to inform local 
citizens would be appropriate for guide 
NELBDN. R R Firei Corp 80/06/11 Ip 


6007090400 Comments on proposeii Reg Guide 8 XX statement that estimates 
of radiation risks are as reliable as estimates from any 
other Important haiord Is patently false People should be 
made aware of differont views of highly qualifiod experts 
CHILDERS. 0 Affiliation Unknown 80/09/39 Ip 


B007090408 Forwards rept commenting on proposed Reg Guide I 97 Comments 
by students do not represent opinion of faculty Increasing 
amount of info reactor operator must know during accident 
is not beneficial Computers should be considered 
SAVAGE. M R , MILLER, D W Ohio State Univ 80/03/00 159pp 


9007090413 Comments on proposed Reg Guide 0 14 response of Track Etch 
devices should be determined in environ where used Power 
reactor health personnel should be required to make spectra 
measurements 6 calculate response of survey meter 
RYAN. R M Rensselaer Polytechnic Inst 80/06/02 2pp 


6007100101 Comments on proposed Reg Guide 8 XX sufficient emphasis 
should be pul on fact that levels of exposure resulting in 
detectable effects are higher, bi; orders of magni tud e. than 
doses allowed by current tpqulatkon or actually received 
DAYNAHR, P Y Florida Power Corp SO/06/11 2pp 


6007100113 Comments on proposed Reg Guide 8 XX some discussion on 
public perception of risk should be i nr oTpq rated People 
need to be shown that perception uf nuclear risk is greater 
than threat 

FORD, C H Reuter-BtokoB. Inc 90/06/10 Spp 


0007100116 Comments on prnposod Reg Guide B XX cigarette smoke 
natural radi.ition are lumped together at cancer causes, 
implying i ela 1 1 vely equa 1 magii i tube Such statements are 
misleading !< detract from realistic evaluation of risk 
TLIMA, A T Popular Bluff Hosp Popular Bluff. HD BO/06/03 2pp 


0OD7IOO132 Comments on proposed Reg Guide 8 XX word "generally" should 
be added to Clurstion 14 Evidence exists to support body 
repair especially at low levels of exposure tc For large 
numbers of people exposed 

DRABTER.J J Affiliation Unknown BO/06/03 10pp. 


B0071001S9 Comments nn proposed Reg Guide B XX guide fills vital need 
of supplying sober, ac cur at u ^ comparative data rc risks of 
life work Reasuuable charge tu users would not bo out of 
line Highly recommends policy 

LUND. R n Memorial Hosp of Natrona County Casper, WV BO/06/10 

Ip 


B007100133 Comments on proposed Reg Guide B XX prudence of zero 
threshold should be presented sooner u/some explanation of 
controversy about assumption Argument presented on medical 
vs occupational eiposure dilemma is weak 
FRIES. C A Chevron Research Cu 00/06/17 Ip 


B007100135 Comments on proposed Reg Guide S XX Question 24f Answer ( C). 
should be eliminated entirely Effect of paragraph will be 
to touch off another series of attempts to force women out 
of nuclear industry 

WEGNER. M 5 General Electric to BO/06/03 3pp 


8007100137 Comments nn proposed Reg Guide 8 XX extending analysis to 
future generations may result in substantial 1 ong-range 
damage Question 4 should draw distinction between 
procreating f< nonprcicr eat I ny uinrkors 

KRAMER. P B Williams College, Massachusetts BO/06/11 Spp 


8007100170 Forwards comments on proposed Reg Guide 8 XX clearly written 
t< superior to instruction classes on radiation effects 
D i b I i og raph I c data should be given for "independent study " 

BOELDT.E J Affiliation Unknown 80/06/17 4pp 


80071001UI Comments on proposed Reg Guide 8 XX total body radiation 
should never occur other than for that dene by 
c h Iroprac lers, e tc Presentation should be reversed to prevent 
indi VI dual 6 ber oming over 1 y f r i gh toned 
HENRY. 0 W Affiliation Unknown 80/09/29 2pp 


6007100196 Comments on proposed Reg Guide 0 XX instructional sheets 
will be very helpful in trying to eiplain risks of radiation 
to personnel fable 2 ks especially valuable in relating 
risks to other necessary things in life 

BERHEBILE.R D Elyria Memorial Hnsp Elyria, OH 80/06/12 Ip 


8007100386 Comments on proposed Revision 1 to Reg Guide t 131 in 
implementatiun uf ongoing qualification prog rams, environ 
conditions of cables that will bo used for subsequent tests 
should be monilored it documented 

BASKIN. K P Southern California Edison Co 00/09/30 Spp 


r 
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B(}071004t& Comntnts on propv^el) Res (»uide 8 XK good attempt o 
occupational raJiation wor t ers. out entire field of meOital 
occupational radiation Eiposore lia* not Peen addressed 

nANDAUL^rt G “it Eluabelh Hosp Appleton, HI NSC 80/05/37 Ip 


0007100425 Coi""ients on proposed Reg Guide 0 XX guide should men ion 
tbat MRC litensees presentlv ore not regoircd to provide 
neutron dosimeters for luorters t> that nai dose does not 
reflect eiposure which laorhor mag also oiperience 
DBeV, 1. A Affiliation t/nkiioun 00/03/30 Ip 


0007100427 Comments bg Rio Algon Corp, Lisbon rtlne-on proposed Reg Guide 
fl XX inFo a ^ na^de-d not onl«j for uorJtmen bwt geoprdi 

public Supports NRC in introducing info m form of 
r eg gukd p 

LAUT0N.I1 D Affiliation Unknown 00/06/02 2pp 


nn n»n fju i d 8 4 1 *■ "Effluent Mont tor Inj 

^ nr.~4B aO/Oi/H 

2pp 


-8007160S14 Summary of 000938 meeting -"^C-E -iuiners group in B.th..d.,«D 
re madcq.oalB core cooling l-ist of attondoes *i vleiusraphi 
^ fktnn 






8007100174 Responds to request for cDncurrento re Reg Guide 1 HI. 
Revision 1. "Containment isolation provisions for Fluid 
Sa» Regulatury position section of guide satisfactory 
Should not designate implementation on ‘ _ 

OEMTOW. H R Office of Nuclear Reactor Regulation. Director 


8007100434 Comments on proposed Beg Guide B XX draft is well written, 
concise -t. comprehensive enough for general instruction of 
radiation workers Should include difference in effects nf 
Whole-body or critical organ dose It partial body dose 
ORANLUND.B U Pennsylvania Slate Unlv 60/06/04 Ip 


-8007100179 Responds to HH Morrison 800417 memo re Rag Oulde 1 141. 
"Containment Isolation Provisions for Fluid 3V» ’ Approval 
u/comments recommended Guide should be updated to reflect 
latest version of AN3I/AN8 56 2 when „ 

BUTLER.W H Contoinniant Bystema Oranch B0/O3/u« «:pp 


S0O7I40475 Comments on proposed Reg Guide 8 XX to eliminate 
wide-spread irrational fear on part of public. info re 
nuclear sys h policies should be disseminated' 

CHAPIN.D Smitbsooian institute 00/06/12 2pp 


8007100175 Comments on proposed Revision 1 to Reg Oulde 0 12 concur* «/ 
guide position that dosimetry requirements can generally be 
met by quick screening techniques 

CMITH.D R Lus Alamos Scientific Laboratory a-i4-iB-GB-/6, 

80/06/19 2PP 


0007140403 Comments on proposed reg guide. •’Instruction Concerning Rlsl 
from Occupaiienal Raiiatiov. Eiposore " Papulation base 10 
Tables 263 does not include estimated number of days of 
lost life eipectancy 

CEMBER.H Morthieestern UniV 00/06/26 Ip 


0007140573 Comments on possible use of util load dispatch microwave 
links to insure communication between NRC 6 plant 6 role of 
Reg Guide 1 97 in determining safety vector IE developing 
list of util load dispatcher telephone numbers 
DENTON.H R Office of Nucluat Reactor Regulation. Oirector 
80/07/01 2pp 


— E0'07l4057a Draft specs. "Functional Requirement for Safety Parameter 
Display Technical Support Ctr Emergency Offsite Facility 
Huclear Data Link ” 
e Commission 80/06/09 30pp 


8(507140686 Comments on proposed Reg Guide 4 14, Revision 1 iotrodoction 
needs clarification Respondent does not understand what kind 
of environ impact MRC cipects after decommissioning at 8 
Mills 

MASHIMOTO.K Affiliation Untnown 80/06/09 Ip 


8007150085 Comments on Reg Guide 1 97-Revision 2 original choice of 
fission chamber was prudent BF3 6 BIO detectors inadequate 
for mvasufinfi nvuiron t^nsitivity 

LINOREH.C L Affiliation l/nknoun 00/06/21 2pp 


0007150153 Comments on proposed Hey Ouide 4 14iRevision 1 NRC a prion 
assumptions that radiation protection programs designed for 
man arc adequate for wildlife are unfounded Proposes 
measures to monitor wildlife 

DANIELSON. L J National Mi Id life Federation flO/06/18 5pp 


B007IS0159 Coifusents on proposed Beg Guide 4 MtRevision I envirpn data 
units should be appropriate for control level ref. effluent 6 
environ monitoring data should be separated 6 drlniing water 
monitoring requirements are unreasonable 

MOONEY. R R . PETERSON, D S Mashington, State of 00/06/24 2pp 


BOO710O33O Comments on proposed Reg Guide 0 XX. “ Instructions re Rieli 
from Occupational Radiation Eiposure " Approach to risk 
analysis 6 training falls in its mission to educate 
Identifies style, content, emphasl s 6 syntai problem* 

ANDREUSiJ P Catalytic. Inc (subs of Air Products 6 Cheinlcats. 
Inc 1 00/06/19 4pp 


0007240475 Comments On fire protection Reg Guide 1 120' excess 
automation may present haiards greater than fire Flooding 6 
collapse of trays may be sefl ous. Hater resistance of aged 
dry cables unknown 

E0ER6OLE, J C ACR0 - Advisory Committee on Reactor Bafeguards 
76/00/16 2pp 

0007230060 Respond* to 000701 request for c lari f lea t Ion re use of 
Level I personnel to perform direct Insps Level 1 personnel 
may perform tests using approved procedures Level II 
personnel can evaluate 6 rept test results 
IIAABS. H P Ouality Assurance Branch 80/07/16 Ip 


8007280059 Comments on proposed rule lOCFRSO NRC Is hampered because 
original rule did not concentrate on dedicated remote 
shutdown capability as solution to fire risk Bchedule for 
completion may be unrealistic 

CARNEY, O J American Nuclear Insurers 45FR360B2 040 00/06/30 

2pp 


— 0007280067 Comments on draft reg guide. "Ouallf Ication Test for Cable 
Penetration Fire Stops for Ose In Nuclear Power Plant* *' 

Horst case for generic acceptance 1* valid method 

BAWVER.R 0 , BDRNHOEFT, W H American Nuclear Insurer* 79/08/30 

3pp 


8007310120 Notice of Issuance 6 availability of Revision 1 to Reg Guide 
S 57. “Shipping 6 Receiving Control of Strategic BNM. “ 
incorporating recent changes to Commission physical 
protection regulations 

SMITH. R 0 Office of Standards Development. Director. 00/07/09 
3pp 


8007150342 Comments on draft reg guide. "Instructions Concerning Risk 
from Occupational Radiation Eiposure “ Guestion 6 answer 
format unsatisfactory More complete presentation could be 
made In shorter teit by avoiding leading questions 
SLABACK-L A Defense, Dept of. Defense Nuclear Agency 80/06/17 
5pp. 


8007160446 Comments on proposed Reg Guide 7 XX. "Measurement of 
Radiation Levels on Surfaces of Packages of Radioactive 
Metis " Surface dose rate should be redefined as that when 
griger tube of survey meter touches package surface 
FRIES, 0 A catalytic, Inc (subs of Air Products 6 Cfiemicals. 
Inc I 80/06/13 2pp 


8007160790 Coonente on proposed Reg Guide 1 OS re selection 6 training 
of nuclear plant personnel qualifications needed In plant 
personnel underestimated Operators should meet airline pilot 
level requirements 

WILLIS, C A Philippines 79/06/11 Ip 


RES REBEARCH AND TECHNICAL ASSISTANCE REPORTS 


BOOS13044S "UWR Thermal Hydraulic Development Program," monthly 
highlight Itr for Feb 1900 

JONES, 0 C Brookhaven National Laboratory FIN A-304S 80/02/29 

6pp 


0007020011 "Nuclear Power Plant Design Concept* for Sebotagd 
Protection," fifth quarterly progress rept, Apr-June 1979 
EftICSON.DM Sandia Laboratories FIN A-1210 79/08/30 llpp 


0007030016 "Experimental Criticality Data for Cod* Valldetton. " 
informal monthly progress rept for May 1960 
BIERHAN.S R Dattelle Memorial Institute. Pacific Northwest 
Laboratory FIN D-2094 80/06/03 3pp 



NONDOCKETED ITEMS 


4D3 


D0070200B5 "Vapor Bourcc Di &tr i bot i on Electrically Heated Vol-Boiling 
Bys*’’ to bo prosonted at 0n08in-l“i ASMt Centuri) 2 ireeting 
tyinpoKiuin on polyphase Flou t< traTisport technology 
OlNSBEROiT Bronkhaven Notional Laboratory BNL -NUREG-27461 

eO/OS/19 tSpp 


&0070Z0356 "Safeguards Analysis for Byproduct Mails {< Snail Ouantities 
of 8NM. “ monthly progress rept Mar 1900 

CHESTER, n □ , KANAK.K H . RANnOLPH. M L Oak Ridge National 
Laboratory FIN D-610B DnNU/HASRD--75 B0/O4/ld 6pp 


B0070203A4 "ShutdODn Heat Removal Bys Reliability in Thermal Reactors 
SUN. V H . DARI.R A Rrookhaven Wotiorial Laboratory 
BNL-Nl)nEO-27595 80/06/30 Bpp 


OD07030D1S "Code Assessment ^ Ap p 1 i c .i 1 1 ons Program Piping Sys Stress 
Dependent Damping Study " 

DRUBD.n L EC!<0 Idaho. Inc FIN A-6156 79/10/31 2Dpp 


0007110148 "Physical Protection of Nuclear Facilities." monthly 
progress rept for May 19BD 

CHAPMAN.L D Sandia Laboratories FIN A-1060 eO/06/lB 6pp 


0007110551 “Bandia Core Melt t< Separate Effects Program." monthly 1 tr 
for Hay 1930 

BERMAN. H Bandia Laboratories 00/06/23 Bpp 


B007140031 “Evaluation of Docket Files of Terminated Licenses." monthly 
progress rept for May 19B0 

HQLOMAV. C F . DICKSON- H W Dak Ridgo Nalinnal Laboratory FIN 
A-90B5-7 QRNL/HA3RD-fll BO/05/31 IBpp 


0007140044 “Safeguards Analysis for Byproduct Matls !< Small Ouantities 
9# BNrt. “ monthly progress rept far May 1900 
CHESTER. R 0 . KANAK.K K . RANDOLPH- H L Dak Ridge National 
Laboratory FIN B-6108 □RNL/HABnD-B2 00/06/11 6pp 


0007140303 "Environ Statemonts Project." monthly progress rept for 
Hay 1900 

ZITTEL.H E Oak Ridge National Laboratory FIN D-OOOl 
ORNL/ED/EIS-lOl PO/03/31 5pp 


0007140507 "Dlv of Reactor Safety Research - ORNL Programs." May 1980 
nonthly highlights 

nVNATT.F R Oak Ridge National Laboratory B0/O6/1D 36pp 


BD07140634 “Technology h Costs of Termination Surveys Associated 
H/Decommi SSI oning Nuclear Facilitiesi" monthly progress rept 
for Hay 19B0 

DICKBON.H U . KOLOUAY. C F Oak Ridge National Laboratory FIN 
A-9042 0RNL/HA3RD-B3 00/03/31 5pp 


B007140642 "Investigation of Post-CIIF Heat Transfer for Water-Copied 
Reactor Application R Development of Tuio-Phase Flobj 
Instrumentation." monthly progress rept for Hay 1980 
CHEN. J C , SUNDARAM.R K . NIJHAWAN.S Lehigh Univ FIN A-4055 
NRC-04-74-100 00/06/17 6pp 


8007130016 "Advanced Instrumentation for Reflotid Studies.'' foreign trip 
rept 

HER3KDUITZ. M B . MCCDLLOUOH. N D . ROBERTS. M J Dak Ridge National 
Laboratory FIN B-0413 0RNI./FTR-B50 00/06/05 7pp 


8007130039 "Licensing Audit Calculation ILACE) Models in FRAP-T4 Code 
Description !< Developmental Assessment- " interim rept for 
Apr 1900 

BOHN. H P - aiEFKEN, L J . LDATS. E T EG&O Idaho. Inc FIN A-6050 
EOO-CDAP-5144 80/04/30 HOBpp 


Q007 130066 89007130066 

"Effect of Dispersed Condensed Phase on Raylelgh-Taylor 
Instability of Gas-Liquid Interface." Informal rept. 

Har 1980 

HOSZYNSKI.J R . OINSBERQ.T BrDokhaven National Laboratory FIN 
A-3024 00/03/31 41pp 


D007130407 "BWR B 1 oujdoun/ECC Program Fifty-Fifth Monthly Progress 
Rapt#" Hay 1900 

BURNETTE, 0 W General Electric Co NRC-04-76-aiS 80/05/31 9Bp p 


8007130409 “Qulck-Uook Rept on LOFT Nuclear Experiment L6-5. " 
experiment data presentation rept 

REEDER, D L EOfcO Idaho, Inr FIN A~604B EE0-L0FT-S163 00/06/30 

44pp 


6007160280 Progress Rept 38 fur Apr 1980 re value/impact statement for 
dosimetry testing program 

PLATO, P Michigan, Univ of NRC-0 1-77-lBO 80/04/30 Bpp 


8007170460 “ I n / e® 1 1 gut i on nf Pc.-t-CHF Heat Iransfer for Water-Cooled 
Reactor Application !< Development of Tipii-f’haso f 1 oui 
Instrumentation.' monthly piogiuss repts for Mai -Apr 1900 
CHEN, J C . SUNDARAM.R K , NIJHAWAN.S Lehigh Univ FIN A-4055 
NRC-04-7A~ieo BO/04/22 /pp 


800717064B "Environ Assessments of Fuel Lijcle Facilities." monthly 
progress rept 

ZITTEL.H E Oak Ridge National Laboratory Fill Q-0279 
ORNL/ED/EIS-1 30 80/05/31 6p p 


3007100233 "Stress Corrosion Ctiicking nf PWR Steam Generator Tubing," 
monthly highlights for May 1 <?H0 

HULISCHECK.T . VANRDOVEN.I) Drookhaven National Laboratory FIN 
A-320B 00/06/17 fopp 

0007100240 "HTGR Safety Progi am. " monthly highlights for May 1900 
BASTRE.C Brook h.iven National Laboratory FIN A-3016 30/06/07 

Spp 

80071 G0245 "TRAC Assessment Model Be ve I npment. " monthly highlights 
for May I9B0 

8AHA.P BrooVhaven National Lahuratury FIN A-3215 80/05/31 

6pp 


0OD71BO2S3 "Thermal Reactar Safety Code Developmenti " month Itj 
highlights for May 1900 

LEVINE. M M Drookhaven National Laboratory FIN A-30i4 B0/05/3I 

4pp 


8007100330 "Mathematical Simulation of Sediment h Contaminant Transport 
in Surface Haters." quarterly ropt Fcir Oct-Dee 1979 
• Dattelle Memorial Institute, Pacific Northuiest Laboratory FIN 
8-2271 79/12/31 26pp 


8007100352 "Evaluation of Docket Files of Terminated Licenses." monthly 
progress rept for Apr 1980 

HDLDWAY. C F • DtCKSDN, H W Oak Ridge National Laboratory FIN 
A-90B5-7 ORNL/HASRD-77 80/04/30 15pp 


0007180354 "rorecdsting Electricity Demand by State f. by Util Sve 
Area," progress rept for May 1900 

CHERN.W S Dak Ridge National Laboratory FIN 3-0190-8 
□RNL/ED/EAS-aO/ 80/06/11 7pp 


8007180361 "LWR Thermal KyilTflulHr Development Program." monthly 
highlight Itr for Hay 1960 

ADUAF. N Cruokhnven National Laboratory FIN A-3045 00/03/31 

7pp 


0007210001 "Mathematical Simulation Sediment hi Containinent Transport 
in Surface Haters." yuarleTly rept for Jan-Mar 1900 
• Dattelle Memorial Institute. Pacific Northwest Laboratory FIN 
B-2271 00/03/31 34pp 


8007210003 "SBC Cade Development t< Va 1 i dot i nn. " mnnlhly highlight Itr 
for June 1900 

AGRAWAL. A K . GVJPPV.J P Bioiikhaven National Laboratnry FIN 
A-3015 80/06/13 7pp 


0007210005 "NRC Nuclear Waste Mg t Tochnlcal Support In Development of 
Nucloar Haste Form Criteria,' interim rept for May 1900 
CZYSCINSKI.K S . SHVLER.K ,J . KLAMUT, C V Droolihaven Natkonol 
Laboratnry FIN A-3158 00/05/31 95pp 


8007210007 "NRC Nuclear Haste Mg t Technical Support in Development of 
Nuclear Waste Form Criteria." interim rept fol Apr 1980 
BIDA, G . DAVIS. R F , MACKENZIE, D R Drookhaven National Laboratory 
FIN A-3158 80/04/30 94pp 


8007910010 "Evaluation, of LHR Residual Heat Removal Under Accident 
Conditions." monthly highlights for May 1980 

BARI.R A Droukhaven National Laboratory FIN A-3315 00/06/05 

9pp 


8007210014 "Thermal Hydraulic LMFBR Safety t» per iments. " monthly 
highlight llr for May 1980 

aiNBBERO, T Drookhaven National Laboratory FIN A-30S4 80/05/31 

4pp 


B0072100J7 "LDFT Program Dwision." pretest prediction rept for June 
1980 

KEE.E J . TAYLUR.O A . CONDIE.K G FSf.G. Inc FIN A-6046 
EOO-UOFT-5172 80/06/30 01 pp 


0007210602 "LHR In-Plant Measurement Program. " informal monthly 
progress reft for May 1980 

HANDLER, J H EGfcO, Inc FIN A-60/S 00/06/24 4pp 
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B007al0i07 "tnve^tig'dt lari' of Ventilation Comp-onent Response to Large 
Pressure Pulses-" Informal monthly progress rept for May 
19S0 

OREQORY- H S Los Alamos Scientific Lsb oratory PIM A-7025 
80/06/37 app 


80073300'15 "LOPT Program Div. " yuitl-look rept on LOFT Nuclear 
Caperiment L3-7 

MCCREEflY.G E EQJ.G Idaho, Inc FIH A-604B EOG-LaFT-5192 
BO/06/30 64p p 


8007220047 ''hethoids for Determination of Inorjahic Constituents in 
Trench Leachates from Shallau Lend Radiaaste Disposal Bites,"' 
informal rept 

OARBER, B L Bro-okhaven National Laboratory FIN 3042 
BNL-NUnEQ-27591 00/03/31 35pp 


0007220053 "Stress C-urrosien Cracking of Alloy AOO Using Constant 
Strain Rate Test.” informal rept for liar 1900 

eULtSCHECK.T S . VAN HOOVE M. 0 Drookhaven National Laboratory 
BNL-NUReO-277S9 BO/03/31 24 pp 


8007220050 “Acnostic Emt s sicn/Flau Relationships for Inservice 
Monitoring of Nuclear Pressure Vessels," monthly progress 
rept for May-June 1980 

HUTT0N>P H Battelle Memorial Institute, Pacific No-rthuest 
Laboratory FIN fl-aOB8 00/07/07 35pp 


6007220065 "FRIDA Computer Code for Dynamic Longitudinal Response of 
Fuel Rods Subjected to Thermal Transients," interim rept 
SINCH, J N , OOKM, ti p . ENG ELMAN, O P EG«<G Idsha, Inc FIN A-6D90 
EOC-CDAP-3173 BO/06/30 66pp 


6007230177 "LOFT Monthly Progress Rept for Apr 1900 " 

KAUFMAN, N C EG6C Idaho, Inc tO-MR-COA 80/05/31 116pp 


6007230165 "LOFT Bmall Break Test Tli ermocouple Installation 
F0HS,R « eC&O Idaho, Inc RE-A-80-044 80/05/20 12pp 


8007230194 "Stress Analysis of Mortified Pulsed Neutron Activation Sys 
Dounstream Shield Support Structure ” 

MOSBV, Wfl EChO Idaho, Inc RE-A-ao-Dd? 80/05/28 4Bpp 


8007230223 "Site Visits to Eight Major Dosimetry Proceseors 
PLArO,P , HUDSON. C Michigan. Oniv of 79/05/31 *pp 


6007230231 "Application op Internal Friction Nondestructive Evaluation 
Technique for Detecting Incipient Cracking of Dypass Lines & 

Pipes in BMR Piping Eys, " Progress Rept 6 for 800526-0620 
» Daedal Ban AseocJates. Inc NRC-04-7a-a42 80/07/31 Bpp 


6007240257 '"Uater Reactor /t-esearcJ\ Olreclorate Monthly Rept for Maij 
1980 " 

* Idaho National Engineering Laboratory 00/06/30 189pp 


0007240294 "Advanced Reactor Safety Analysis Technical Aeslstance, 
Reactor Projects," monthly highlights for May 1900 
BARI.R A Brookhaven National Laboratory FIN A-3000 00/06/05 

4pp 


8007280002 "Accident Aerosol Char ac ter i i at i on, " informal monthly 
progress report For June 1980 

0U2AnSKl P C Battelle He.morial Institute, Pacific Northuesl 
Laboratory FIN 0-2287 60/07/ IS 4pp 


6007260004 "Shipping Cast Sabotage Source Term Investigation," informal 
monthly progress rept fo,r June 1900 

SCHMIDT.E u Battelle Memorial Institute, Columbus Laboratories 
FIN B-6012 80/07/07 lOpp 


6007280081 “Ssndta Core Melt f< Separate Effects Program," monthly 
progress 1 tr for June 1960 

BESMAN.H Sandia Laburatories 4441/ML-13 90/07/1* 7pp 


6007280092 "Operationa 1 Aids for Reactor Operators, " foreign trip rept 
KIENER, R A Oak Ridge National Laboratory FIN 11-0436-9 
0RNL/FTR-a39 90/06/16 17pp 


8007280095 “Dosimetry Sr B1 0 'transpoi't Models to Implement ALARA* " 
quarterly progress rept Apr-June 1980 

KDCHEH.OC , HCDD«£UL-ODVEB, BVAN, M T Dak Ridge National 
Laboratory FIN B-OIB8 0RNL/MA8RD-B4 80/06/30 5pp 


6007280164 "PBF L0C-5B Test Eiperirvent SafPty Analysis " 
00SSMANN.8 H EGhG Idaho, Inc FIN A-6041 EGC-TFIIP-5043 
79/11/30 40pp 


8007280171 "LOFT Monthly Progress Rept for May 1980 " 

KAUFMAN, N C EGlrO Idaho, Inc LO-MR-007 60/06/30 114pp 


B007SB0174 "Modular Drag Disc Turbine C||iial i f 1 cat! on Tests " 
FLITTDN. V E E0S.0 Idaho, Inc UTR 141-109 60/06/06 I4pp 


9007260176 "THAC'PIA Calculstions for 200V Hot Leg Break (, 200X Hot Leg 
Break Simultaneous W/Ruptorc of 16 3team Oirnorator Tubes 
in PWR " 

BOLANDER.H A ECSrO Idaho, Inc FIN A-6047 EOQ-CAAP-5191 
00/06/30 74pp 


0007280106 "TRAC-PIA C-alculations for 200X, 0 25 Meter Diameter & 0 1* 
Meter Diameter Cold Leg Oreak in PNR " 

WHEATLEY, P D , DOLANDER, M A E01.0 Idaho, Inc FIN A-6047 
EOO-CAAP-5190 60/06/30 90pp 


8007290174 "PDF TC-1 Tost. Exp Bri ment Safety Analysis " 

OOSSMANNi S R Energy, Dept of, Idaho Operations Office FIN A-6041 
EGQ-TFBP-TR-802 79/10/31 33pp 


0007290180 "Experimental Data Rept for Transient Flow Callbr Facility 
Tests ITBlOl, 1JB102. & IID201 ■■ 

WAMBACH, JL EO&O Idaho, Inc U0NRC-P394 00/06/17 97pp 


0007290191 "Measurement of Velocity Vectors In Teio-Phase Flows Using 
Five Hole Stagnation Probe 

DEASON.V A r FINCKE. J R E0I.G Idahn, Inc U9NRC-P394 80/06/06 
34pp 


6007290201 “PDF PR-1 Test Experiment Safety Analysis " 

0089MANN.br E060 Idaho, Inc FIN A-6041 EOO-TFBP-5080. 
90/01/31 2Bpp 


8007290226 “Ca I culati pns of Large Cold Leg Break ld/9taam Generator Tube 
Ruptures in PWR using TRAC-PIA Computer Program," 
preliminary assessment rept 

LARSON, J R EOJrO Idaho, Inc FIN A-6047 EOO-CAAP-9189 80/06/30, 
B3pp 


8007290233 “Physical Protection of Nuclear Facilities," monthly 
progress rept for June 1980 

CHAPMAN. L D Bandia LoboratPries FIN A-1060 80/07/09 6pp 


0007290341 "Definition of Parameters for Major Accidents at Waste 
Solidification t< Spent Fuel Storage Facilities," monthly 
progress rept for June 1980 

FREDERICK. E J Oak Ridge National Laboratory FIN B-0425 
90/07/14 6pp 


0007290346 ''Decontamination as Precursor t'O Oecommisslonlng, " monthly 
progress rept for June 19BD 

PERRIGO.L D Dattelle Memorial Institute, Pacific Northwest 
Laboratory FIN D-2303 80/07/07 3pp 


8007310181 "Shipping Cask Sabotage Source Term Investigation,” informal 
monthly progross rept for May 1980 

BCHHIOT.EII Battelle Memiirial Institute, Columbus Laboratories 
FIN 0-6012 00/06/10 17pp 


8007310183 “Shipping Cask Sabotage Source Term Investigation," informal 
monthly progress rept for Apr 1900 

SCHMIDT.E H Battelle Memorial Institute, Columbus Laboratories 
FIN 0-6012 80/05/13 4pp 


8007310187 "Experimental Criticality Data for Code Validation," 
informal monthly progress rept for June 1980 
BIERMAH.BR Dattelle Memorial Institute, Pacific Northwest 
Laboratory FIN B-2094 00/07/03 3pp 


8007310251 “Technology ti Cests of Termination Surveys Associated U/ 
Decommissioning Nuclear Fac i 1 i tieo, " monthly progress rept 
for June 1980 

DICKSON. H W , HOLOWAY, C F Oak Ridge National Laboratory FIN 
A-9042 ORNL/HA0RD-86 00/06/30 6pp 

• 

REVIEW GRP NRC RESEARCH REVIEW GROUPS 


8007220041 Forwards graphs Jr executive summary from five recent fire 
■uppression tests discussed within review group Objective 
was to obtain fully developed cable tray fire in donor cable 
tray Addl tests under consideration w/Halon 

FEIT, R Division of Reactor Safety Research 00/07/07 7pp 
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SECY POSITION PAP EPS BEFORE THE COMMISSION 


— 8007090033 SCCY-B()-S3aA 

Foruiards NH58 technical rtsviBui for Commission''^, 
consideration in conjunction u/re/icui of ponding Tarapur 
fuel {i component eiports 

SHEA, J R Offite of I n t cr (la 1 1 ona 1 Programs. Director 80/05/13 
1 P 


Q0070105B9 Transcript of QOOJiSA public meeting in Washington, DC to 
discuss ASlB rept on clearance rule Pp 1-49 L Dickuit 791109 
nemo to Commissioners end 
» Commission 00/06/24 67pp 


BOO7O2O840 SECy-79-37lA 

Informs Commission of current status of activities in Ofc 
for Analysis Evaluation of Operational Data Mission 
statement, personnel asslgnmen t s. task action plan description 
U status of selected activities enc 1 
HELTEMES,C J Director's Office 79/11/21 Sp p 


B007020262 8Ecy-B-74-132 

Discusses forimation of regulatory req.ulremBnt s reviau 
committee Program for controlling ratcheting, charter for 
regulatory requirements revieu committee & press 
announcement end 

HUNTZINOiL M Atomic Energy Commission 74/03/05 19pp 


B007020270 SECY-R-74-095 

Discusses regulatory program for mlnlmlilng !« controlling 
ratcheting Ratcheting can be mlnimlied & controlled but not 
completely eliminated Program ulll make ratcheting part of 
licensing process Program enc 1 

HUNTZlNOiL H Atomic Energy Commission 73/12/19 t2pp 


6007070590 8ECV-eO-153 

Forwards draft FR notice of proposed rulemaking re revision 
of reactor siting criteria I< draft Ibrs to PtRO & Congress 
Recommends approval 

MINOOUE.RB Office of Standards Development, Director 80/03/19 
36pp 


0007000036 8ECV~7S-429 

Discusses procedure by which NRC can determine uihethar 
matters of alleged or suspected criminal violations of tau 
should be referred to DOJ Recommends that Inspector It 
Auditor Ofc accept full respoins lb 1 1 1 tg 

8HAPAR.H K, Office of tha Executive Uegal Director 75/08/11 3pp 


8007090015 SECV-SO-275 

Discusses finaliiation of emergency planning rule changes* 
including consideration of public comments Recommends FR 
publication re final rulemaking Related documentation end 
MINOOUE, R B Office of Standards Development, Director 80/06/03 
H9pp 


-8007090017 NUR £0-0685 

Draft "Environ Assessment for Effective Changes to 10CFR50 
it App E of lOCFRSO) Emergency planning Requirements for 
Nuclear Pouer Plants *' Related documentation end 
OTTiW R Division of Biting, Health It Bafoguards Standards 
SO/06/30 54pp 


•8007090019 Concurs in proposed final rule on emergency planning, 
ptndlng resolution of IE comments Resource impact on NRC 
for full implementation of rule must be addressed In 
Commission Paper 

STEULOrV Office of Inspection (« Enforcement, Office of the 
Director 00/05/14 Ip 


■6007090021 Concurs in sending revised emergency preparedness rule 
to Commissioners Supplementary Info section should contain 
addl info on technical justification for 15-minute 
notification requirement 

DENTON, H R Office of Nuclear Reactor Regulation, Director 
BO/OS/16 ip 


■8007090023 Com urs in final rulemaking on emergoncy preparedness 
Requirements for implementation of f ederal , state t> local 
govt exercises apply to nuclear reactors l< not to operations 
licensed by NM8S 

DIRCKS.W J Office of Nuclear Material Safety i< Safeguards 
BO/OS/19 Ip 


'B00709002S Supports final rule on emergency planning NRC final rule is 
consistent up/propoaed FEMA procedures for review of state 
amergency plans 

JETT, 0 Federal Emergency Management Agency BO/06/02 Ip 


8007090020 Transcript of 000516 open Affirmation Session 80-23 in 
Washington, DC re order in Tarapur export Pp i--3 
• Commi ssion 80/03/16 4pp 


■8007090030 Informs of correction to SECY-00-230 re proposed exports of 
fuel li components to Tarapur Commission SECY papers cited 
are incorrectly referenced Draft mejsoi andum t< order encl 
aHEA, vl R Office of Internation^f Programs, Director 00/05/13 
13pp 


--0007090038 forwards proposed NtlSH tochiiicsl review for Commission 
consideration re proposed exports of fuel It cumpnnents bo 
Tarapur 

BURNETT, R F Division of Safeguards 00/05/12 App 


6007100098 SECY-79-299 

Informs Commission of results df NRC study of generic 
financial qualifications i ssur !< requests decision on encl 
proposed rulemaking Recommends approval of Alternative 1 c 
ti publication of proposed rulemaking in FR 

DEMTON, H R Office of Nuclear Reactor ReguldtkQii, Director 
79/04/37 BApp 


8007100264 SECV-eO-l7I 

Requests Commission comments on proposed legisletlon to 
establish state planning council on radwaste mgt Major 
changes proposed by DDE would give council budgetary tt 
spending authority Recommends sending encl 1 Cr to DOE 
STAIBER, C R Office of the General Counsel 80/03/31 3pp 


8007110404 8CCY-B0-107B 

Provides balance of addl info requested re proposed interim 
hydrogen control requirements for small containments 
Advisable to require inerting of all Mark 1 h Mark 11 
containments pending rulemaking proceed ing 

DEMTON, H R Office of Nuclear Reactor Regulation, Director 
00/06/20 7pp 


"0007110487 Forwards summary of Probablistic Analysis Staff vieuis on 
value of inerting to overall risk reduction based on 791003 
presentation before ACRS Subcommittee on THI-2 Inerting has 
smal I value in terms of overall risk reduction 
DERNERD.R M Probabilistic Analysis Oranch iPre 7910301 
BO/06/10 lOpp 


—8007110495 Discusses Reliability 4i Risk Assessment Branch evaluation of 
relative impact of inerting Hark I c onto inmeti t s Prom 
overall risk standpoint Inerting containment uoulil not 
appear to have significant effect on reducing overall risk 
MATTSON, R J Division of Bafety Technology 83/05/29 itpp 


•0007110498 Forwards "DWR Perspective on Interim Hydrogen Control 
Measures,” as addl info on accident prevention for BVIRs 
Substantial hydrogen genes ation is effectively prevented 
In BWR due to unique inherent design features 

SHERWOOD, 0 0 General Electric Co MFN-04B-flO 00/04/21 ip 


—8007110503 "BWR Prrspectivo on Interim Hydrogen Control Measures 
u General Electric Co 60/04/15 I9pi, 


0007110532 SECY-B0-22D 

Submits analysis of basic legal issue in emergency planning 
rulemaking NRC has sufficient authority to promulgate rules 
premised on Commission judgment ro aignificane* of adequate 
emergenc y plans as essential to pub lie health 1< safety 
BICKWIT,!. Office of the Ounoral Counsel 0O/D4/29 I9pp 


B00711054D 3ECY-79-106 

Provides Commission u/results of further i evieu of extent 
that licensing or other regulatory actions relied on WASH- 
1400 No reason exists to alier previous recommendations 
Synopses of i terns identified in NRC survey enc I 
DENTON, H R Office of Nuclear Rcacior Regulation, Director 
79/02/09 llApp 


6007140055 SECY-B0-S73A 

Provides proposed changes to FR notice re final rule on 
emergency preparedness in response to Commission directives 
from 0OO61B meeting Forwards rep I, icemen t pages to SCCV-80- 
275 

MINQQUE, R n IJfflce of atandords Development, Director 00/66/23 
lOpp 


■8007140059 SEtV-80-275 

Replacement Pages 31 , 25, 2Sa, 5()i 51 , 51a 6 47 modifying FA 
notice 1< final rule changes re emergency preparedness 
» Office (If Standards Deyelopment, Director 00/06/23 7pp 


6007140121 8BCY-79-424 

Requests Commission approval of FR notice inviting public, 
eofliment on NRf vaiue-impac t guidelines RBcnirmends approval 
Draft FR notice, draft Itr to tongress 8< draft public 
announcement enc I 

HALLER, N M Office of Management and Progiarri Analysts 79/07/02 
33p p 
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■0007I4TI2S that ftr-iij icsntrt rave asreeil to adopt guideUties 

lontained in t -77-JriBA for iiee in .<3 1 ire- ) np ac t analijSis 
CHILtti'i J fltfirff of the -lernetory of the Copimesion 70/01 /S3 
Ip 


■00071401 30 fieqi/etts tJPC to n ondof t re.ieiv of Baran etoiJi). "Cott-0anef j t 
Analqsie in Energy Dec i s i on-'to ii >ng of " Also requests 
preparatirn of draft Ffl nntite jhich oould solicit poblic 
comaieiit on v s 1 oe- imp at t guidelines 

CilILK S J Office of the Secretary of the Comm ss i on 79/01/10 

Ip 


00071702^4 SECY-B0-J17 

Foruiards Eiecutive Branch responses rt> two pendUia eipoTt 
license applications for Taiuian 

SHEA- J R Office of International Proyroms. Director H0/07/0I 
Ip 


— 0007170251 Eormardb Ereciitiye Branch aTulysls rc tJe s 1 1 iig ho u s« 
application for license to eiport Q, 04 5 li g ll'SJSi contained 
In 325.022 M U. to Taluian 

NI)SEN20. L V State. Dept of Bureau of Oceans ii Iiiternatl Knvirbts 
h Scientific Affairs SO/OA/12 13pp 


■6007140135 Di'iustes Importance of Value/inpact assessments in meeting 
fundamental safety f. otter -.tatutfiry mandates Recent value/ 
impact assessments are ueJl prepared although there is room 
for improvement 

AWDERS U A uc-msSion 7hc04/i5 Ip 


—0007140139 'Value-Impact SL-idelmes ' Contains numerous NRC memos 
coAmentiny on guidelines related torments 1. several brief 
WRC repts re guidelines 
♦ Codwnitsicn ■'7/1I/2I 171pp 


0007140539 SECv'fiO'lOl 

Requests revieui of pioposed issuance of license for CE to 
export components to Finland Equipment destined for country 
not previously authoriied to eiport per tiuclpar 
nonproliferation Act of 19/0 Recommends issuance 
ShEa.Jr Office of International Programs. Director 00/06/20 
3pp 


0007140546 Forwards application fur license to eiport components to 
Finland Ltr of assurance U draft license encl 
WILSON fl D General Electric fo BDH-00013 BO/01/30 3pp 


— 0007170290 Application by We sting house Pnr license to esport U dlotld* 
sintered pc 1 1 fits, enc ap s V 1 a tod in soalod fuel rods fc 
assfifsbled Into fuel asscmh 1 1 e s. to Taiuian 
» Westinghoiise Electric Corp 108-7023 70/11/17 Ip 


0OO717O5S3 SECV-0O~31b 

Recommends approval of proposod license to alloui Ni Hsho-lwa I 
American Corp to etport 47 162 Kg U J< 44 003 Kg W-235 to 
Japan 

SHEA. J R Office of International Pi'ograiriB. Director QO/07/01 
5pp 


—0007170534 License for Nissho-Juiai American Corp to export 44 OQ3 kg 
U-23S, contained in 47 162 hg U. to Japan 

PEtEflSQN. K R Office of International Programo* Oirect'Or 
80/07/01 Spp 


8007170597 Onoffical transcript of 800703 public meeting re NRG 
response to panel presentations on emergency planning in 
Hashingto-n. DC Pp 1-90 
• Commission 80/07/03 60pp 


0007140953 SECf-BO-294 

Informs of Fiecutive Branch response on pending license for 
Union Carbide Corp to eiport U-235 to France 

SHEA.J R Offire of International Programs director 00/06/18 


Piecutive Branch position re application by Union Carbide 
Corp to eiport 9 05 ig U'235. enr i ch *d to 93X U. to France 
License should be issued Ltr of assurarce enej 

Oceans t, Internatl Environ 

ft Scientific Affairs 00/06/11 2 pp 


8007140576 SECI-B0-153A 

Forwards revised schedule for proposed rulemaling on reactor 

deliberation 

jjpjj ’ Standards Development, Directer 80/06/17 

8007150050 SECy- 0 D -290 

Recommend, return of Rockwell tntl application for license 
to eiport specially-designed valve to India u/e action 

returning u /0 action as epposed to 
Sl^A-JS*" >"7olved Draft Ur end 

6 ^ Office of International Programs, Director 80 / 06/19 

8007150054 8 eCy-BO -307 

Advises of intention to forward nuclear safety cooperation 
SHEA. JR Office of International Programs, Director SD/06/24 


B007150069 S£cy-B0~306 

Informs of proposed retransfer of 5. 126 ka It m fnrm 

sUf'f ana? 

retranlier analyM^ en?? forwarded DDF BO0617 

^A.JR Office of International Programs. Director 80/06/03 


—0007170604 eECY-BO-27SD 

Proposes mods to FR {i final rule changos on omorgoncy 
preparedness submitted For Co/nmission approval in 
SECY'80-27S Changes do not effect cost eetimates Replatefient 
pages end 

HlNOOUEi R B Office of Standards Development, Director QO/07/OS 
03pp 




Discusses approval of reloadc of Kr-03 from reactor bldg 
atmosphere by controlled purging Recommends authorliation 
for controlled purging Draft negative declaration re puroino 
t press release and eve 

eo/05/30 ” llpp*^^"^^ f^pactor Regulation, Director 


8007210009 SECV-BO .-316 

Recommends Issuance of proposed license for Tran, nuc 1 ear, Inc 
to export 39 077 kg U, enriched to 93 3>i, to Japan Forwards 
E^cutive Blanch views re proposed eiport 

Q^^Plce Df Internationa) Piogram** Director fl0/07/0| 


Mi s«iin-Ti,tcisj A-es 7 »' «ip*-pi re iran»nuc leaTr inc ^ 

eloor? (f-ais V applications for licenses to 

noted ^ vlapan Licenses ohould be conditioned as 










to 93 37., to Japan 


Subcommittee an Fire Protection 800707 

ru ?*or 'ire priteciTon 

r aeilities operating prior to 770101 per SeCY-DO- 

HOVLE, j C Office of the Secretary of the Commission 00/06/17 


KCCOlWICKFF E-iergy.Dept of BC./06/17 22pp 
000716070^ 6ECy-B0-‘1O7A 

Regulation, Director 


« Commission 60/07/11 3 pp 
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— 0007290019 SECY-B0-S74 

necomiDDnds approval of p ub) i cat i oti of regulationa rs 
impl eirrntati nn of IAEA r equ i romen t s for licensees Draft FF! 
notice {< press release h suaiirary cf Laminents end 

MINOOUEi R B Office of Standards Deve 1 opnie n t» Director SIlEAi J R 
Office of International Programs. Director DIRCkS. M J Office 
of Nuclear material Safety !< Safeguards BQ/Odi/OS lS7pp 


Q0072S0176 SfeCY-B0-27B 

Informs Commission of current status of resources J< 
projected end-uf-tjr position No financial plan cOanges being 
rec ommcndedi pend iTig several d ec i s ions, mos t significantly. 
Congressional action on NRC FYBO supplemental 
DARRy.C W Office of the Controller QO/06/04 Spp 


■0007290100 “FYBO Mid-~yT Resource Review *' 
* Division of Budget €10/09/30 fjSpp 


Q0072B0062 SECY-B0~30a 

Advises of near-signature status of Nf?C info aichango 

arrangement u/Japan Nuclear Safety Bureau C< Agency of 

Natural Resources J< Energy Arrangeraent uilj be signed In 

Japanese ti English Textural authenticity verified □DO&lS 

BHEA» J R Office of International Programs, Director 80/06/24 

14pp 


B0072800B6 SeCY-80-313 

Informs of Ciecullve Branch position re application by DOE 
to eiport mixed oxide fuel pins to t/nited Kingdom Recommends 
license be granted 

8HEA> J R Office of International Programs, Director 00/06/30 

Ip 


0007290002 SECV-B0-g91 

Recommends that Commission approve notice of denial of 
Petition for Rulemaliing 2-9 filed by Union of Concerned 
Scientists t Natural Resources Defense Council Draft 
xtacumentatian enc 1 

BHAPARiH K Office of the Executive Legal Director 43FR4B6SI 
BO/06/17 iSpp 


■B00729000S Forwards petition For rulemaking 2-8 h comments on proposed 
rule 10CFR21 

RO I SHAN. A 2 Natural Resources Defonse Council 43FR4Q621 51 
79/03/02 ip 


■8007290015 Petition for rulemaking on amend to lOCFRSlire exempting 
commercial grade component suppliers from regulation, 
submitted as comment Safety significance unfounded l< 
inconsistent ui/past NRC activities 

POUUARDi R Union of Concerned SciDHtlsts RQISMAN.A Z Natural 
Resources Defense Council 43FR4B62I 21 79/03/02 14pp 


6007290023 SECY-00-299 

Recammends that Commission approve mod to portion of 
security clearance processing policy to permit certification 
of other federal agency security clearances to serve as 
basis for NRC certifications Security agreements lu/DOE ent 1 
DDNOOHUE. D J Office of Administration 80/06/19 I3pp 


8007290028 Draft Commission papei re approval of FR publication 
of "Ouide for Evaluation of Agreement State Radiation 
Control Programs," as prciposed policy statement u/ryquest 
for comments Draft notice t< guide enc 1 

KERRi 0 W Office of State ProgramSh Director DlRCKSiW J Office 
of the Executive Director for Operations BO/06/02 3Qp p 


--0007290029 Discusses proposed criteria revisions for evaluation of 
agreement states Fundamental issues requiring resolution 
include ability of agreement states to bring proper 
technical skills to boar on radiological issues 
D1RCK3. U J Division of Safeguards B0/09/B3 5pp 


ST ATE PROO STATE PROGRAMS 


0007010039 Foriiiards specific comments l« recommendotlons re program for 
control of agreement matls Program adequate to protect 
health It safety ui/scme improvement suggested Requests revlcui 
& comments on recommendations 

KERRiO W Office of State Programs- Director 00/06/11 4pp 


8007010120 Ack receipt of 000602 1 tr to JM Mcndr 1 e, prai sing Dfc of 
Btate Programs past efforts U expressing concerns re future 
pole Close working relatioiiB si/statoh will be preserved 
DlRCKSiU J Office of the Executive Director fur Operations 
BO/06/17 Ip 


“8007010133 Praises Ofe of State Programs past efforts l< expresses 
concerns re future role 

MUELLER, E W Alaska. St.ite of B0/06/OB Ip 


8007010159 Cornmeuds or gan i i a 1 1 on of ufinu.il meeting of Conference of 
Radiation Control Ptugram ntiuriors held May 1900 in 
Lou 1 svi 1 1 e. KY 

JAN I NEK. M Office of State I'rugiams Director 00/06/10 Ip 


8007020099 Ac V receipt of B0l)4eb llr lequesiing MRC assistance at MD 
Comrnissiun on Inter guv er nmc n t u 1 Cooper uttori 300603 meeting 
Witness who will be prepared to answer questions re spent 
fuel till 1 1 be provided J Cls.isser will accompany uitness 
RYAN.R Q Office of Slate I'rugJams. Director 00/05/21 Ip 


--B007020338 Requests that NRt testify before MD Comnissian on 
I ntergovernmen t II 1 Cxiopei a t inii 300*'>3 h 17 hearing in 
Annapol I s. MD on nuclear uaste mgt problems Specific 
ques 1 1 ons enc t 

EASTER. J H Maryland. Stale c. f 60/04/2B 2pp 


□0O7D201I3 Aci receipt of 8009W1 1 tr expressing cuncern re future role 

of Oft of State Programs NRl remairi' committed to preserving 
close working relations u/vtales 

DIRCKSiW J Office of the Executive Director for Operations 
B0/O6/12 tp 


B007020156 Forwards info requested re I 9!j0 Houston Gamma Ray Co 
incident Release limit for contaminatiun at that time was 
0 S mlllirems/h {< instruments were less sensitive than 
those used today 

KERR. Q W Office of State ProQr.irts, Director SA/SCA 80/06/11 

Ip 


B0D7O203I6 Distusses Div of Mines fi Geology fault evaluation program 
for Llvercnoro Valley Preliminary speci.il study lone maps 
will be prepared by 010701 C. fault evaluation repts uiill be 
issued Supporting d oturaentat i un enc I 

HARTiEW California. State nf 1 6326 80/06/04 I2pp 


8007020690 Canfnens Schneider discussion u/GA Christianson of ND Dept 
of Health re NRC ru/iew of radiation control program L notes 
adequacy of prugram tu protect health !< safety 
Improvements re written enforcement procedures recommended 
RYAN I R G Office nf State Programs. Director BO/06/ll 13pp 


B007020699 Responds to 800529 i tr requesting info re U milling 
operations !< NRC Agreement Slat# program Provides address 
for obtaining draft 6EIS Forwards NURtO-OSll brochure 
re Agreement State program M/ o enc Is 

KERR, 0 M Office of State Programs, Director 8A/CB BO/CA/ll 
3pp 


0007020766 Informs tliet under Bcttion ?74 of Atomic Energy Act.NRC is 
authorliBii to transfer to s t ates. throug h agreement, some 
regulatory authority over byprediitt source tt SNM Twenty-four 
states have compatible prugi oms 

RYAN.R 0 Office nf State Piograms. Diieitor 90/06/19 2pp 


0007030347 Transcript of 000626 public meeting u/representatlves of 
Conference of Radiation Control Program Directors rc 
Agreenent State!, program in Wash ington. DC Pp 1-39 Morning 
session Relatiil correspondence end 
* ComialBsion 80/06/26 AOp p 


0007070016 Transcript of 800625 public meeting u/ 1 tidustry . s tate 8< local 
Ii special interest group panelv on emergency planning 6 
preparedness Tiilemaking t. NRv response Pp l-13i Afternoon 
session Related statement; <. c at rnsp nnd encu end 
» Commissi on 80/ 06/23 AfiOpp 

B0071l0i65 Toruards list nf bills not reieived Requests that 

copies be forui.irdnd 

ORAMBAU. G Office of State progr-ims, Dirertnr 00/06/29 tp 


B007n0.177 Informs Bubcommi t te e on (iuclear Regulation of status Pf 
Agreement Stele requiatory programs Prngrams in all 25 
states dulurmined adequate for Cy79 Ri giii f tc .int program 
deficiencies found In CA N FU 
AHEARNE. J F Commission fl'J/06/24 2pp 


•0007110392 Infurms Subcommittee on Environ Energy S< Natural Resources 
of status of Agroernont St.ile rcgulolury programs Programs 
in all 25 states deternum.d adequate fer CV/9 Significant 
program de f ir i enc 1 1 s founil in CA t< FL 1 

AHEARNE. J F Commission BO/06/,’4 l‘pp \ 


— B007H03U7 Informs Subcotnmi tier uii Fnergy 9 Environ of status of ’ 

Agreement State regulatciy proyrams Programs m all 25 [ 

states dEtPTminrd adequate for CV"'9 Significant (irogram ' 

deficiencies found in CA f. FL I 

AHEARNE. F tommisBion Bii '06/2*1 ?pp 


I 
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~-0OO71!O39«; Inforn*) Subcommittee on Enerjij b Power of status of 
Agreement State regolatcrij programs Programs it) all 25 
states d e t ermi reO adequate for Cf79 Significant program 
deficiencies found in CA ’i FL 
AHEAPNE. J F Comm s 9 1 on 00/06/24 2pp 


-8007110395 Discusses status of Agreement State regulatory programs 
Programs in all 25 states determined adequate for CV7? 
Significant program deficiencies fiiund in CA b F(- 
RVAN.R G Office of Management and Program Analysis BO/06/19 
2pp 


8007140569 Forwards comments !< recommendations on State of NC radiation 
control program 

KERR>C W Office of State Programs. Director BO/06/27 3pp 


— 6007210267 Contract "Environ Monitoring Program w/State of NV. '' 
awarded to State of NY 

L ana HAN I M P New York. State of MORTON/ H V Research Contract* 
Branch FIN 0-5109 NRr-03-S0-27l 00/01/01 16pp 


B007230735 Ac k receipt of 000513 1 tr re progress in cooperative efforts 
to reduce packaging b transport problems Full time Insp 
coverage at Deatty should be d i sc ent i nucd Contract re 
transportation surveillance will be forwarded shortly 
AHEARNE.J F Commission 00/06/13 Ip 


— 8007230739 Advises that full-time NRC inspector will no longer be 
needed at Beatty/NV waste disposal site State will provide 
appropriate insp surveillance as of 000601 
LIST/R Nevada, State of 00/05/13 Ip 


8007150044 Responds to Q0D325 Itr by forwarding marked-up rept on state 
transportation surveillance program b updated versions of 
Apps I b II Suggests 80070B-1J meeting to discuss approach 
b plan of action 

RYAN/ R C Office of State Programs, Director BO/06/24 34pp 

60071702J4 Discusses results of NRC review of state radiation control 
program Program foi regulation of agreement matl adequate to 
protect public health b safety b compatible w/Commission 
program Full-time prof should be hired 

RYAN, R C Office of State Programs, Director 80/06/27 3pp 

8007170254 Confirms info provided in 000617 telcon in response tP 
SOObll Itr Responsibility for mgt of training programs for 
state b local emergency planning b response personnel 
transferred from NRC to FEMA 

RYAN, R e Office of State Programs, Director 80/07/02 2pp 


8007170277 Reqiiests assistance in training local law enforcement, 
emergency response b health personnel Cortland County 
Resolution 106 end 

FEUSS. J V New York, State of 80/06/11 5pp 


8007100017 Eipresses appreciation for BOOS26 Itr to NRC re future role 
of Oft of State Programs '/lews eipvsssed in Itr will be 
carefully considered in any reorgani ration which may affect 
Ofc Of State Programs 

DIRCKS.M J Office of the Eiecotlve Director for Operations 
00/06/04 Ip 


—8007180022 Eipresses concern re future role of Ofc of State Programs 
Single point of tontact which can wort effectivelu u/all 
levels of NRC is vital Contact should have sufficient status 
to deal directly u/Commi ssioners b Eiecutive Director 
MYERS. I I- Alabama, State of BO/05/26 Ip 


8007250301 Advises that F Young will be NRC r epresonta 1 1 vo to State 
Planning Council meetings beginning w/B0072i meeting 
RYAN, R 0 Office of State Programs, Director 80/07/09 ip 


0OO725OS26 Recommends that written procediireB be developed for 
escalated enfoi cement action Urittsn procedures arc 
necessary so that state can respond adequately b in timely 
manner to Incidents involving agreement matls 
RYAN. R 0 Office of State Programs, Director 80/07/02 2pp 


6007250639 Confirms comments made at 000603-06 regulatory program 
review Submits addl comments b recommendations designed to 
Improve b strengthen radioactive metis program 

KERR, 0 H Office of State Programs, Director SA/JOL 80/07/02 
5pp 


80072BD162 Ack receipt of 0OOS22 Itr eipressing concern re future role 
of Ofc of State Programs NRC remains committed to preserving 
close working relations w/stabes b Conference 
AHEARNE.J F Commission 60/06/19 ip 


■-.0007280170 Forwards resolution requesting Commission proceed w/caullon 
in dellberatien b actions re reorgani latlon of NRC Ofc of 
State Programs has provided agreement states w/lnfo vital to 
programs b improved NRC/state relations 

PARHQTT. M U Conference of Radiation Control Program Directors, 

Inc 80/05/23 3pp 


8007290028 Draft Commission paper re approval of FR publication 
of "Oulde for Evaluation of Agreement State Radiation 
Control Programs," as proposed policy statement w/request 
for comments Draft notice b guide end 

KERR, 0 N Office of State Programs, Director DinCK9,N J OfFlc* 
of the Eiecutive Director for Operations 00/06/02 30pp 


B0071B002I Forwards Nuclear Engineering Co. Inc 800404 application for 
renewal of State of NJ radioactive matl license at Beatty 
low level waste disposal site State of NV has requested NRC 
conwnent 

’'bo%Lo 3 ^350pp‘''"‘ » O'- f O’- State Agreements Programs SA/RJl 


6007a 90 02^? DiBtusnEs proposed criteria rovlalonn for evaluation of 
agreement states Fundamental issues requiring resolution 
Include ability of agreement states to bring proper 
technical skills to bear on radiological Issues 
DlRCHBj W J Division of Safeguards 0O/O3/;?3 Spp 


f 00062.1 Itr e.press.ng concern about future 
role Of Ofc of state Programs Views eipresspd will be 
murun ,,'' reorganiiation 
B0%7%3 ip° Director for Operations 


- 217 Supp ts continuation of Ofc of State Programs as viabl, 

unit In NRC organ n at i ona 1 structure Ofc of State Programs 
has consistently provided readily accessible source of 
technicala legal ff policy advice 
COHEMa *1 C New Vorlt State pf 00/0672-4 4pp 

0007180558 Ac k receipt of 000521 Ur w/schedule .inns for 
emergency response operations col . for 
Tris^LudUy' " 0^ «ho has rund.ng 

RYAN R 0 Office of State Programs. Director 80/07/01 tp 

Ad,.i5B5 that actions to adopt 1QCFR71 revisions.rs pacliaoi 
I. transportation of radioactive matls, should be !n.t Ued L " 

KERR.O H Office „f Programs Director 80/07/07 Ip 


loioi/ol Contracts Branch FIN B-5109 NRC-03-aO-271 


8007290041 Forwards third quarterly transportation 
progress rept, first yr. submitted by State of MA 
contract w/DOT b NRC 

JANlNEti. M Office of State Programs. Director 


survel 1 lance 
under 

80/07/16 15pp 


-8007290045 Submits rept for 
800310-0609 All Shipments 
during wV of 000519 
STRONO, TR Washi ngton. 


third quarter of transportation 
accepted No inspector onslts 

Stale of 80/07/09 2pp 


contrac t. 


progress rept for 800310-0609 W/o er 
OHONEMVER.E L Mashinglun, State oi 


yr, transportation 
80/07/09 Ip 


contract 


a«U729DD60 Forwards third quarterly transportatli 
progress rept. third yr, submitted by State of M] 
w/NRC b DDT covering 800301-0531 
JANINEK.M Office of State Programs, Director 


Eurvei 1 lance 
under 

00/07/16 19pp 


progress ;eT^o^ transportation surveiilanc. 

REIZEN.MS Michigan, State of NRC-06-77-05t 80/06/30 Ip 


8007290347 Discusses NRC concerns re State 
U fnilla Sc ffiill bailings provisions 

Environ Improvement Board which should be 
program to comply w/OMTRCA by 011111 
AHEARNE.J F Commission 00/06/13 3 pp 


of NM program for 
not approved by 
included in 


regulating 
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— B'007S9033? Discusses U mill reswlotions that should b« adapted to 
• nabl« State of NH to meet re iiulremeTtts of UMTRCA State 
Should tat* action on differences betuieen RTAX U Environ 
Improvement Div recommendations as discussed in enc 1 
HERRrO U Office of State Programsi Director SO/O'S/SO 4pp 


6007030320 Provides status f ep t/ sched u 1 e for issuance of NtIC 
■valuations of 3i>W) licensee rrspnnses to IE Dullelins 79-05. 

79-0 9A. 79-050 b 79-05C 

CAPRA. R A Tm-2 Bulletins *. Orders IEO-79-05 79/03/31 2pp 


&4073000&6 Act receipt of Itr erpresslng appreciation for MRC 
■ iiistance in hearing last fall Advises of Cornmissiener 
Inability to attend SSEB meeting 
KEMNEDY.B T Commission 80/05/06 Ip 


3007030359 Advises that C liichelson c oncerns. or Igina I Ig addressed to 
C-E Sgs BO designs, sboul d be Purwarded to B6VI Responses 
necessarg bg 791011 for NUReO- 0965 uriteup 
ROSITOCZV. Z R TMl-2 Bulletins ti Orders 79/09/06 Spp 


—8007300074 Eipresses appreciatian for Commlsslan assistance on 
■nergancg radiological planning, environ nonitorlng S< 
transportation hearings Pinal rept available from hearings 
CARTERrA R South Carolina. State of 80/04/34 tp 


B007310395 Updated list of state liaison officers 

a Office of State Programs. Director 60/07/31 Upp 


TOP REP VENDOR REPOHTB AND REUATED CORRESPONDENCE 


B007010236 Reijuests reply to GD0281 inquiry ro statue of technical 
review of topical rept on Foi Houlett rebar coupler. 

■ufamitted 7B03S2 Coupler approved bg evbrv major code 
writing agency 

FOX.C J Poi Industries 80/06/25 Ip 


8007010349 Notifies that info requested in NRC 800610 Itr will bo 
forwarded on 80071B Affirmation encl 
DAHMITZEL.R U General Electric Co EO/06/23 2pp 


3007010507 Requests participation at Conmlsslon B006S6 meeting on 
hydrogen control Substantial hydrogen generation effectively 
pr«vtnted In UHR due to design features 
GHERRaaOiO 0 Oeneral Electric Co 80/07/01 Ip 


80070200S9 Forwards status of TMI Bulletins 6 Orders Task Fores work 
Discusses BfcU operating plant response to IE Dullettns 
79-03. 79-05A. 79'-0SB (< 79-OSC 

HELTEMEB. C J TMI-a Bulletins h Orders lEB -79-03 79/09/13 Bpp 


—8007020095 Forwards summary of 790910 meeting re status of IE Bulletins 
79-06B h 79-06C & generic Issues pertaining to C-E 
designed reactors 

VILLALVA. 1. TMI-3 Bulletlni h Orders 1EB-79-06D 79/09/13 

7pp 


8007020523 Requests addl info to complete review of CE-l-A. “Comm Ed QA 
Ppogrami " Revision 11 Response requested by 800627 
KAAS&,U P Quality Assurance arancli CE-l-A.R II B0/06/U Spp 


8007070106 OAI'TR-106 RSA 

Corrections to Feb 1980 QAI -TR- 106. Revision 3A. "QA Program 
for Nile I ear Power Plants *' 

• Oilbert/Commonuealth Cos 80/06/23 ip 


QD07D7O29O Ack receipt bf NRC B00630 Hr re corporate organ! lotion WP 
Rausch has been named director of project support 6 OA divs 
tt DJ McCormick is manager of corporste QA Corporate 
operations manual. Part II - Organiiation end 
HENDRICKSON. T Burns 6 Roe Co SO/06/3D 9pp 


6Q0708024B Notifies that Hestinghouse study re inadequate core cooling 
conditions will be submitted by mid-Jul 1980 
REED. C Commonuealth Edison Co 06-35 B0'/07/0l ip 


30070B0274 Forwards input for 1979 fuel performance annual rept 
including table summary of C-E fuel irradiated 6/or 
discharged in 1979 6 ■“P erf or mane e of C-E Fuel in Operating 
PWRs " 

SCHERER, A E C-E Power Systems LD- 80-039 80/07/01 3pp 


— B0070BOSBS TIB-6171 

“Performance of C-E Fuel in Operating PWRs •' 

ANDREM6. M 0 ■ FREES URN. 11 fl . UDHCSEN. U D C-E Power Systems 
79/03/02 3pp 


SO(l70B<}3kS Responds to NRC request for info re "Fuel Performance Annual 
Rept ” Includes info re current D6M design. fuel performance 
programs underway in 1979 h summary of D6W fuel performance 
for 1979 

TAYLOR, O H Babcock & Uilcoi Co 80/07/03 ISpp 


□00709019'tl Forwards "Effects of Asymmetric LOCA Loadings. Phase 11 
Analysis " Rept updates "Effects of Asymmetric LQCA 
Loading s, Pha 9e 11 Status." submitted Feb 1960 
TAYLOR. J H Babcock «< Uilcot Co ESC-LB6 60/07/01 Ip 


— B007090201 BAM- 162k 

“Effects of Asymmetric LOCA Load jngs. Phasu II Analysis “ 
ALLEN. R 0 I ANTOUN.R L . AU-YANG.H K Babcock t< Uilcos Co 
80/07/31 BQOpp 


8007020590 Forwards MCAP-974S U WCAP-9749. ''Mestinghouso Owner s Group 
Asymmetric LOCA Load Eval uation. Phase C *' Proprietary 
version withheld <Ref 10CFR3 7901 Application for uitholrilng 
proprietary info encl 

AMDERbOR. T H Uesttngbouse Electric Corp . Nuclear Energy Systems 
NS-TMA-2266 00/06/30 llpp 


— B007020596 WCAP-9749 

"Uestlnghouse Owners Oroup Asymimetric LOCA Load Evaluation. 

Phase Cl" non-proprietary version 

CAMPBELL.T E Uesttnghouse Electric Corp . Nuclear Energy Systems 
00/06/30 220pp 


8007020641 Forwards UCAP 95SB. Revl s ion 1 t< NCAP 9370. Revision 1, 
“Hschsnlstic Fracture Evaluation of Reactor Coolant Pipe 
Containing Postulated Circumferential Through-Wall Crack “ 
Affidavit encl Proprietary rept withheld ire# 10CFR2 790) 

ANDERSON. T M West Ingho use Cl ec trie Cqrp N8-TMA-8a65 BO/06/30 

llpp 


0007090310 Forwards OE rep t, NEDE-24757-P. "Caorso Safety Relief Valve 
Discharge Tests Phase 2 Test Rept " Test rept wtthhe' 

(ref 10CFR2 790) 

BUCHHOUZ.R H Senefal Electric Co HHD -051-90 SL /03 Spp 


6007100075 Notification of 0ODS26 meeting w/C-E oiners group in 
Bethesda.MD to discuss group obligations for instrumentation 
re core cooling 

PHILLIPS. U Core Performance Branch S0/Q5/23 Ip 


0007100210 Forwards Amend I to CCNPD-i03, "C-E Methods for Loss of 
Flow Analysis " 

eClIERER.AE Combustion Engineering, Inc LD-eO-035 60/06/24 

If 


—6007100212 CENP 0-183 Rl 

"C-E Methods For Loss of Flow Analysis." Amend 1 
■ Combustion Engineering. Inc LD-Q0-03S 80/06/30 I2pp 


— B007020644 WCAP-9370 Ri 

"Michanl Stic Fracture Evaluation of Reactor Coolant Pipe 
Cantalning Postulated Circumferential Through-Wall Crack. " 

Revision 1. nonpropriotary version 

PALOSAHY.S e , HARTMANN. A J , ANDERSON. T M Hestinghouse Elsctrlc 
Carp aO/06/30 200pp 


B007030724 Notification of 900627 meeting la/We sting house & NAl in 
Bethisda.MD to discuss HCAP-9S00 review Weetlnghouse will 
present Dection 4 4 design of 17 x 17 optimlied fuel as 
deserskBii in rept 

PHILLIPS. L E Cor* Performance Branch 60/06/23 2pp 


6007030211 Discusses concerns re requliement for immediate trip of 
reactor coolant pumps In event of reactor trip W safety 
injection initiation caused by low pressure condition 
.WILBON. BA TMl-2 Bulletins fc Orders 1EB-79-09C 79/10/09 Spp 


8007100219 Forwards "Class IE Qualification - Qualification of Class IE 
Instrumentation." Revision l.Jul 1980 

SCHEftER.AE C-E Power Systems LD-BO-OAO BO/07/03 Ip 


“0007100220 CENPD-235 Rl 

“Class IE Quel ificatlan - Qualification of Class IE 
Instrumentation." Revision I.Oul 1990 
» C-E Power Systems 80/07/31 D7pp 


0007100253 Forwards Revision 9 to HCAP-0ie3< "Operational Experience 
u/Uesi inghouse Cores (up to 791231) “ 

ANDERSON, T M Westing hiooie Electric Cnrp EUM-BO-006 00/04/21 
2pp, 
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— B00TIO0S96 WCrtP-e«03 R9 

Revision 9 to “Opera t 1 onaJ Eiperlence w/Hest injhoose Cores 
(up to 79t33J ) " 

SKAfllTKA. J I JDlTlliJ A We B 1 1 ngh oui »b El be trie Corp 80/04/30 

36pp 


|]0t>71i0?l 3 Foruiards "Oadol 1 t>i a Fuel Properties For LHH Fuel Safety 
EvalMatlon " ffept uithheld (ref lOCFRS' 790} Affidavit end 
OWSLEY. 0 F Eiron Hue leaf Co . Inc (subs of Eiion Corp ) 

OFP 097 80 0O/O6/O9 4pp 


B007I40426 Forurards jddl Copies of NeDO-25224. "OESSAR AisefS("»nt Rept> 
Review of BWR/fc Protection In-Depth for Transient ?< Accident 
Events " 

BUCHHOLIi R H General Electric Co RHB-O49-0O 80/06/30 Ip 

8007140630 Forwards topical rept evaluation of BAW-10ia3« "Nuelfar 
Applications Software Paeliage. '' re nuclear analysis for 
reactor cores 

MlLLERpJ R Standard! cation 6 Special Projects Branch 80706/19 
Ip 


8007110243 Forwards Revisions l-P h 1 -NP tn CENPD-i 53-P ii NP. 
"Evaluation of Gncertnlnty ill Nuclear Powc-r Pealing 
lieasured hy Self Powered. FI s ed In-Core Detection Sys " 

Revision l-P withheld (ref 10CFR2 790-1 , Af f i rfavi t *ncj 

BCHEREBi A C Coml) list ion Engineering, Jne LD-80-024 80/09/16 

6pp 


—0007110240 CCNPD-153'NP R1 

■'Evaluation of Uncertainty in Nuclear Ponaer Pealing 
Measured by Self Powered. FI «pd In-Core Detection Eysr " 

Revision 1-NP nonprpprlo tary version 

OONBBBN. A • TERNEVi W D • CflUHP.M H Combustion Engineering. InC 
BO/03/31 2fl0pp 


B0O7IJO341 Forwards XN-NF -flO-I O (P > . Vo 1 » 1 . 2. 2A. SB, * 3, XN~WF-79~39(P) , 
XM-NF-524<P) & XN-NF-/9-71 (PI. Revision 1 Ropts withheld 
(ref 10CFB2 7701 

OWSLEY, 0 F CriDii Nuclear Co ■ Inc (subs of Eii-on Corp 1 
OFO 076 ao 00/05/ 30 3pp 


8007110477 noijuPBli response to end NRC posl-tiun re CE-l-A. '‘Comm Ed 
QA Program for Nuclear (Jeneroting Stations "■ Yrs of 
eiperlcncB reRuireii for position of manager of OA not 
deter Ibvd 

}(AAS&. W F Quality Assurance Branch QO/OS/QB Spp 


8007110590 Notifiiation of 000612 meeting ui/'OE DWR -oi/ners group to 
discuss currant plant of group to sotlsfif ua requirements 
for relief valve testing 

TELFORD, J T Operating Reactors Assessinani: Pranch. BO/06/03 3pp 


0007110978 Wnti flue of NRC approval of XN-WF-IA. Revision 3. "OA 
Program Topical Rept for Nuclear Fuel Design K Febricatlnn " 
Program may be implamented up-nn tesuanca of re-visinn 
HAAS8. M P Quality Assurance llranch Q0/06/27 Ip 


0007140396 Forwards "Emergency Procedure Olt i del 1 nes" for BWR owners 
group.per NURE0-0578> Requirement 2 17 Do a-cr 1 p tion of 
how analyses of NED0-247BB l< emergency procedure guidelines 
apply to all FSAR Chapter 13 evente for t b cocnifig 

DMCHKOLZ.R II General Electric Co NFM-l 17-00 0O7O6/OD 40pp 


—8007140637 Topical rept evaluation Of OAW-10123, "Nuclear Appllcatloni 
Software Package " Ropt acceptable 

BROOKS. W Core Performance Branch 80/06/17 5pp 


0007140637 Forwards topical report evaluation for NEDE-24010-P re use 
of square root of sum of squares method for combining 
dynamic loads for Hark II plants 

HILLER. J B Btandardiiatlon & Special Projects Branch 80/06/17 
Ip 


— 6007140643 Topical rept evaluation 
for Use of Square Root of Sum of 
Combining Bgnamic Loads for Hark 
accep tab le 

« Mechanical Engineering Branch 


of NEDE-24010-P, "Technical Basis 
Squares Method for 
It Plants " Rept 

BO/06/19 Spp 


8007130526 Requests NRC attention to Ppl-TR-7701. Revl slon I Syi 
described in topical rept sold to applicant Review of 
submittal requested as soon as possible 

HALL.H C Teledyne Energy Systems PPD-WCH-263 80/07/10 Ip 


0007150646 Forwards prgpriatary version of UCAP-86B7i Supp 1 2, 
nonproprietary version of MCAP'-8307i Supp 1 2 ii Equipment 
Qualification Data Package EBE-10> Revision 2, which Is part 
of nonproprietary WCAP-8S87, 9uppl 1 

ANDERSON, T H He stingh ouse Electric Corp N3-TMA-22S7 00/06/16 

llpp 


— 8007150632 WCAP-05B7 S2-E10A 

Nonproprietary version "Equipment Qualification Test Rept. 
Nuclear Instrumentation 0ys (Normal 6 Abnormal Temp it 
Humidl ty Testing! " 

VOOEDINO.E L Weetlnghouse Electric Corp 80/03/31 26pp 


— 0OO71SQ656 WCAP-BSB7 R1 

Revision 2 of "Equipment Qualification Data Program Nuclear 
Instrumentation 8ys (NIB) Console (Power Range Channel I " 
nonpropr le tary vorsi on 

ANDERSON, T H Hestinghouse Electric Corp E0DP-E9E-10 60/03/31 

21pp 


B007J 40367 Forwards supp Is td equipment qualification test repts. 
revised equipment qualification data pac kag e. app 1 ication 
for ui thho 1 d inji t, affidavit r« commitmantB maefe in 

ANDERBPN, T M Wes 1 1 nghous e El ec trie Corp N5-TMA-2260 80/06/16 

7pp 


—8007140373 EQOP-EBe-IS «2 

"Recorders Post-Ace 1 den t Monitoring Equipfuent Qua 1 1 Fi cat 1 pn 
Data Package." Bavislon 2 Submitted os part 6f Suppl 1 to 
WCAP-Bse? 

ANDERSON. T H WrtblnghouSB Electric Corp . Nuclear Energy Systems 

Bo/oa/ai i7pp 


—0007140379 HCAP-0SB7 S2 

"HCID OPTIMAC 100 Recorders - equipment Qua I i fi cat Ion Test 
Rept." Buppl 2 Nonproprietary version of WCAP“B667 
HCELHANEV.DL . fIJLLEB. R B . ANDERSON,! M. Westingbouse Electric 
Corp EISA 0U/O5/3I 42pp 


00714Q407 Forwards "Equipment Oual i f 1 e abiati Test ffept Barton Pressure 
Transmitters-Oua I i f kcati on Group 0 " Application for 
withholding prupiietary Info I, affid-avit encl Proprietary 
version withheld (ref lOCFRa 770) 

ANDERSON. T M Westlnghouse Clrctric Corp NS-THA-BaSS flO/06/16 
lOpp 


-8007140416 HCAP-Sga? B2-E0PA 

"EquIpiKient Qual i flea tlon Tost Rdpt Barton Pressure 
Transmitters - dual J f 1 rat ion Orouji 0 " Noniprep rietar y 
vsrsion 

MCELHANEY, 0 L . MILLER, R D . ANDERBON. T M WestlnflhdusB Electric 
Corp BO/W/Jl 3ftpp 


0007130724 Summariies 000617 NRC/GE meeting re ECC8 licensing issues 
concerning LOCA analysis model li amends, OESTR model, ECC8 
Input ravorlflcation program *, core spray program 
BUCHMDL2,R H Ooneral Electric Co LFfi-OaO-BO 80/07/00 4pp 


B007160743 Forwards proprietary HCAP-a607> 9oppl 2 -E 04 A, nonproprietary 
WCAP-aSar, Suppl 2-E04A 6 Revision 3 to Equipment 
Qualification Data Package ESE-4, pert of nonproprietary 
WCAP-a907, Suppl 1 Info withheld (ref 10CFR2 790) 

ANDERSON, T M Meati nghouse El ec tr 1 C Corp NS-TMA-2B37 00/06/16 
IDpp 


—8007160793 HCAP-asSY BB-E04A 

"Equipment Qualification Test Rept, Barton Differential 
Pressure Transmitters - Qualification Group 0 (Seismic 
Design Verification Testing)," nonproprietary version 
MCELHANEY, D L , MILLER, R 0 Hestinghouse Electric Corp 80/09/31 
30pp 


— 8007160769 HCAP-83a7 R2 81 

Revision 2 Suppl 1 to, "Eqoipnient Qualification Data Package 
ESE-4, " nonpropietary version 

ANDERSON. T H Weetlnghouse Electric Corp EQDP-EBE-4 80/09/31 
J7pp 

B007I6080S Offers no comments on Reg Guide 4 16, "Effluent Monitoring 
at Nucteat' Fuel Proc^ssiriQ Fabrication Plants* " in 
TBSponse to 0OO5S2 memo 

KNXOHTONiO W Roearch Standards Coor(*ination Branch SO/Ofi/l?. 

Bpp 

— 8007160814 Summary of 800538 meeting w/C-E owners group in flethesda, HD 
re inadequate core cooling List of attendees I, viawgraphs 
encl 

PHILLIPS, L E Core Performance Branch 80/06/23 31pp 


8007J40420 HCAP-85D7 01 

"Equlpmont Qiiol i f i ca t ion Data Package," 6uppl ^ ^ k 
« WestlnghousB Electric Corp EQDP-ESE-S 00/05/31 15pp 
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8007170417 PoruaMiB “DWXIN Nucluar Reactor Core Itinotica Code Btahl 
vertlon of MEKIN" f< affidavit re request for proprlctorg 
tlatilf ication 

TAYLOR* J H Babcock tt WHto* Co 00/07/07 ip 


— 80071704S1 Affidavit re proprietary classification oP ''DWKltt Nuclear 
Core Kinetics Code.BtM Version of MCKIN " 

TAYLOR* H Babe DC b t< ttileni Co 80/07/09 7pp 


8007100471 Fortiiards generic Itr to all operating PtIHs requesting amend 
to Tech Specs for each throe PWR types end 
ElSENIillT*D 0 Division of Llcenslno 00/ 06/ 1 I Ip 


— B0071Q0479 Ltr to all operating PHRs requesting amend to Tech Specs re 
decay heat removal capability Amend is necessary to provide 
permanent long-term assurance that redundancy ulU be 
maintained 

ClSEbdlUTiDO Division of Licensing 00/06/11 Ip 


B007aa0359 "Ref Emergency OpcMating Instructions (HP)< ' Revision 3 
■ Commonuea 1 th Fdison Co inQn 80/04/30 09pp 


—’8007320361 "Ref Emergency Operating Instructions lUP)." Revision 2 
» Oommonucal th Edison Co tl0/0'4./30 /2pp 


0007220402 Foruards WCAP-975J HCaP - 97 54 re inadequate tore cooling 
studies tf ’i/endor 800711 applicatinn for ujithholding info u/ 
supporting affidavit Repts Mill provide analytical basis fyr 
guidelines re inadequate cut e cooling deteition 6 remedy 
REED* C Meetinghouse Dpecating Plants Ojjners Group 00-36 
80/07/17 3pp 


■aOO'722O4a0 Applies for Mithholding proprietary info in WCAP-975-3 from 
public disclosure <reF 10CFr(2 7901 Previously submittod 
affidavit 6 ap p I i ca 1 1 on. AH - / /- 1 B* ent 1 

VllESEHANN' II A Ues 1 1 ngh eiise Electric Csrp . tjucloar Energy 

Systems CAH-00-38 00/07/11 Ip 


— 8007180486818 for RCSi providing for redundancy in decay heat removal 
capability In all modes of operation 
e Babcock & tlllcoi Co 80/06/11 Qpp 


— 8OQ7220496 Affidavit justifying luithholding of proprietary Info In 
vendor ECCS repts fi om public disclosure Iref 10CFR2 790} 
UEIDEHANN.R a Uestinghotise Electric Carp Atl-77— 16 77/04/20 

6 pp 


— eO0'7tBO496 STB for RCS. provid 1 ng for redundancy In decay heat removal 
capacity in all modes of operatloii 
h Combustion Engineeringi Inc B0/O6/11 9pp 


— 8007180^04 BT 8 for RCS< providing for redundancy In decay haat romaval 
capability In all modes of operation 
• Uestlnghousi Electric Corp BO/OA/ll Qpp 


B007S100D1 Advises that Ofe of Controller ulll be billing OE for revltu 
of HEDO-U207-04Ai "Nuclear Energy Business Oroup - BWR OA 
Program Deicriptionr " Revision 1 

NlLLERiNO License Fee Management Branch 00/07/01 )p 


8007210229 Forwards Amend Oa to aiA. "Nucloar OA Manual*' “ consisting of 
revisad Page 5 

HAABS*U P Ouallty Assurance D ranch 80/07/17 2pp 


— 8007820499 llCAP-9744 

“Loss of Foedutater Induced LOCA Anal-ysis Rept " 

TAVJCHE* U Nestlnghouse Electri'i Corp . Nuclear Energy Systems 
00/03/31 lR 2 pp 


— 8007220903 WCAP-9734 

"Inadequate Core Cooling Studies of Scenarios u»/FoediijatBr 
Aval lab 1 e* Us 1 ng NOTRUMP Computor Cede “ 

THOMPSON. C M , MARK.R H * HILL, 0 E Westinghouse Cleclrlc Corp . 
Nuclear Energy Systems 00/06/30 AlOpp 


B0072400D1 ForwarHs BAtl-1623. "Control Rod Guide Tube Mear Msasurenent 
Program “ Rept dO’Cuments wear meiisurements in response to 
NRC 791123 ltr to ouners of D!<U designed reactors 
TAYLOR. J H Dabcpck 1. tlilcui Co 80/07/13 Ip 


—8007210333 21A A09A 

Amend 9a to 81A* ''Nuclear OA MonuaW " consisting of revised 
Page 9 

a C F Braun t> Co 00/07/17 Ip 


9007210366 Forwards Acurex Corp Q0O931 retponei to NRC questions on 
NEDE-24770-P* "Vent Bys Compressibility - Effects on Mark I 
Pool Swell '' 

BUCHHQLT.R H General Electric Go RHD-OSS-ao 80/07/14 47|>p 


8007210414 Forwards written notification supplied to customars on 
600708 re potential for inadvertent boron dilution event 
while shutdown t< operating on RHR tys Modifies previously 
reported Interim actions 

ANDERSON* T M Westinghouse Electric Cei p • PWR Systems Dkv 
N8-TMA-2372 00/07/08 7pp 


8007220134 Forwards review of CENPO-193-P t< revision describing method 
used to establish overall measureiment uncertainty of cere 
power distribution components Rept is acceptable for 
refarence in license applications 

Miller* 'J R Standardliatlon & Special Projects Drench 80/07/02 

9pp. 


0007224339 Forwards nonproprietary version of NEOO-R470l“l> "Comperlson 
of Single h Multivent Chugging at Two Scales* ’’ submitted on 
behalf of Mark JI owners group 

BUCHHOLZ.R H General Clectrlc Co MFN-122~©0 00/07/08 Jp 


— B0&7220334 NED0-247B1-1 

"Comparison of Single I* Multlvnnt Chugging at Two Scales*" 
nonpropr Ictary version 

PATEL.B, R . DOLAN. F X . BLOCK, vl A. Creare. Inc CnEARE-TN-307 
80/01/31 84pp 


0007220352 Forwards procedure guidelines for plants u/hlgli L low head 
high pressure safety Injection a y ». emerg ency pr-ocedures (c 
Interim adequate core cooling instructions ti ref 
Instructions for post-LDCA cooldown 4. depres sur I cat 1 on 
REED. C Commonwealth Edison Co 00-37 80/07/19 2 pp 


—8007240002 BAW-1623 

“Control Rod Guide Tube Uerir Measurement Program 
» Babcock f> Ullcoa Co 00/06/30 25pp 


8007290476 Advises that NRC had accepted DNS-RSS^OOIP • "Dow Sys for 
Solidification of Lou Level Raduaste from Nuclear Power 
Plants '* rinal rept to be submlttO'd pending incorporation 
of amends per encl NRC guidelines 
DONOVAN. LJ Dow Chemical Co 80/07/21 Ip 


— 8007250483 Informs of NRC acceptance of DN5-RS8-001P re radwaste 
solidification Fire protection ft interfaces w/plant sys 
Sh'Ould be considered interface requirements that will be 
addressed by .ipplicants refeicncing rept 

HILLER* J R Standardliatlon E< Special Projects Branch BO/06/19 

8pp 


80072SOS19 Requests approval of proposed change in fuel design analysis 
describoil In MEDt-2401 1 -P-A- 1 . "Oeneric Reload Fuel 
Application.'' Aug 1979 Change would allow OE to respond to 
Qbin util requests ie high capacity le-inonth operating cycle 
ENOCL.R E General Electric Co MfM-l27-H0 B0/07/2I 2pp 


G0072B0999 Forwards errata sheet to EDAC-J 17-253 Ol* “Evaluations for 
069 Ground Acceleration Case - Supp) 2 tn Addl 
Investigations to Determine Effects iif Tomblnod Vibratory 
Verona Fault*'' Revision 1 . Supp 1 2 

OILLILAND.D L General Elottnc Co 80/07/25 2pp 


—BO 07280606 EDAC- 1 17-293 01 Hi 

Errata sheet to ''Evaluation for 4 6 g Ground Acceleration 
Case - Suppl 2 tn Addl Invecblgatlons to Determine Effects 
of Combined Vibratory Veroita Fault*" Revision 1. 80.001 2 
a Engineering Decision Analysis Company. Inc 00/07/25 8 pp 


0007290733 Advises of decision not to participate in pretest prediction 
of LOFT L3-1 e I purlment. sine e reasons for prediction do not 
apply to licensing work ECCS analyses will continue to be 
provided to reload fuel customers 

OtlStEY* O F Elion Nuclear <0 , Inc (subs of Eixun Corp > 

OFO 115 80 80/07/B4 Ip 


’B0&7S203S4 "Interface Guidelines Between Emergency Procedures I* 
Inadequate Coro Coolins InstTWCtluns, “ 

» Cemnanweatth Edison Co 80/07/ IB Ip, 


■8007220357 “Ref Initructionk for Post-LOCA CnoldouTi l< 
Depressurtiation. “ Revision 0 
* Commonwealth Edison Co 00/04/30 I3pp, 


B0073D00B6 Notification of BOOSOB meeting iif/Human Performance 
Technologies !* Bandia Lab in bilver Spring. MD to develop 
checklist for emergency pTocediires 

STONE* .J C Office of Inspection f< EnFui cement. Office of the 
Director 80/07/22 2pp 
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8007300399 Further discusses specific info in WCflP'B460 re upper head 
In/BCtion Quantitative info needed re high resistance of 
flou path in transferring steam to upper head uihen pressure 
Is lotiier than ACS 

U/It.LI9>0 B Dartmouth CoJlege 90/O7/2<1 Spp 


a0073004S2 Forwaids "NRC Qenchmart flElOl Verification Repti Apr 1980 ‘ 
MEJOl calculations agree uiChin S7 of ansuers provided 
loVbenc limar k problems except for answers to Problem 3 
Rept avoiJabte in Central Fites on 1 g 

CAHN. A L Bechtel Fouier Corp isubs of Bechtel Corp ) 80/07/S3 

IP 


80D73102Si> NotiPlcatlon of 800730-31 meetings w/ventfors A consultants 
in San J»se> CA to discuss Hark til LOCA-rclated pool 
dgnamlc load criteria 

PIELOSafI Containment Systems Branch 80/07/21 4pp 


WASTE MOT NUCLEAR WASTE MANA SEMEN T 


80B7010270 Responds to B00513 reg.ue 5 t for separate MILDOS computer 
output for Saa Miguel ore buying station Tailings mgt 
program tt radiological impact assessment underuay 
Preliminary results li dose estimates eitcl 

SCARANDi 17 A Uranium Recovery Licensing Branch SO/06/lb 3pp 


—8007010274 Requests offsite dose commitment output from HIUDDS for ore 
stockp 1 1 esi ret eiving hopper»bett conveyor A sampling plant 
Comparison of orr buying station to offsite dose estimates 
for complete mill Will bo useful to vendor (i NRC 
HAZLE-A •J Colorado, State of 80/0S/13 2pp 


8007020092 Advises that NRC is unable to participate in Nomestake 
Mining Co Pitch project on continuing basis requested in 
000219 Itr due to limited resources for technical assistance 
to Agreement States Suggests review on state level 
6 CARANO 1 R A Uranium Recovery Licensing Branch 60/0b/09 ip 


8007020128 Fbruiards "Simutat 1 on Study of Evaporation Pond Seepage at 
Hount Taylor id Mill Project, “ in partial response to State 
of NM,Environ Improvement Div, 8006^09 request far addl info 
re proposed groundwater discharge plan 

ROOERS. W L Oulf Oil Corp . Quif Mineral Resources Co 16SA9, 
aO/Oi /10 Ip 


— 800708*135 A4irL337 

"Simulation Study of Evaporation Pond Seepage at Mount 
Taylor U Mill Project 

MUHHEROEE.H Qul f Science «, Technology Co 16569 00/05/30 

IBpp 


B007020I4B Olpcueses review of proposed Nose Roc It U Mill Mill was 
proposed for const In State of NM t> environ I, tailings mgt 
review was conducted in response to technical assistance 
request Case considered complete as of Mar 1900 
MILLER, H U Uranium Recovery Licensing Branch 80/03/21 2pp 


BD07020264 Provides info in lespnnse to J We lie inquiry re Whited 
Nuclear Corp< Church Rock U Hill tailings 790716 dam failure 
Failure caused some radioactive tailings solution to be 
released into Rio Puerto Released FR excerpts encl 
OIRCKSaW J Office of the Executive Director for Operations 
80/06/09 26pp 


— B007030279 Testimony of WJ DIrcks before Subcommittee on Energy (< 
Environ re Church Rock U mill tailings dam failure 
DlRCKSrW J Office of the Executive Director for Operations 1 
House of Rep , Interior fi Insular Affairs 79/10/22 14pp 


B00702028I rorwards response to Ite/n 1 discussed at 800417 meeting, 
completing responses to 17 items identified during 600512 
meeting Requests meeting during uk Of 000689 Overstied 
drauings encl 

THOMPeON.MA Cyprus Mines Corp 16568 RO/06/02 tOpp 


8007020359 Requests that Union Carbide l< Acres American consider encl 
Items in submitting tailings pond stability analysis to 
State of COiOept of Health Inuludes careful presentation of 
all assumptions made during medellTig 

JUNOE, W R I Colorado, State of J65B2 80/05/21 2Spp. 


6007020703 Corrects typographical errors in 800602 reeponse to Item I 
Replacement Page 3 encl 

THOMPSON, M A Cyprus Mines Corp 16566 00/06/09 ?pp 


•8007020712 Corrected Page 3 in 800602 response to Item 1 
* Cyprus Mines Corp 16566 00/06/09 Ip 


B0O707O155 Lists priPntlied directives in order to expedite contract 
completion Further statistical analysis need not be 
underta k en 

EAD1E,G Uranium Roc avery Licensing Branch FIN B-2214 80/06/02 

2 pp 


8007100431 Responds to 800226 request for review of Cotter Corp 
proposal re disposal of contaminated trash in U mill 
tailings impoundment Disposal wilt have no adverse effect on 
function of impoundment H/o encl consultant comments 
8 CAR A NO, R A Uranium Recovery Licensing Branch QO/05/19 3pp 


B007110454 Foriiiards 800613 testimony presented at Railroad Commission 
of TX hearing on application for surface mining t> 
reclamation permit fop project Requests issuance of permit 
as soon as possible 

DAUIS, 0 R Anaconda Co , Anaconda Copper Co Div 16616 80/06/16 

ip 


--B0071 10457 Testimony of Anaconda Copper Co by OR Davis On S00613, before 
Railroad Commission of TX Pp i-11 Draft affidavit fc resume 
encl 

DAVIS, 0 R Anaconda Co , Anaconda Copper Co Dlv 16616 
00/06/16 14pp 


— 8007110459 Testimony of Camp Dresser fc McKee by ED Sethnesi on 800613/ 
before Railroad Commission of TX Pp 1-S Resume encl 
SETHNEB 8 , E D CaiPp Dresser t< McKee, Inc /Environmental 
Sciences, Div 16616 80/06/13 7pp 


—6007110462 Testimony of EL Reed (1 Associates by EL Reed on 800613/ 
before Railroad Commission of TX Pp 1-7 Resume encl 
R£ED,E L Ed L Reed & Associates, Inc 16616 80/06/13 9pp 


6007IS0045 "Principle Parameters for Radiological Assessment 
» Dawn Mining Co 16708 00/03/01 22pp 


8007170660 Forwards "Low Level Waste Licensing Branch Review pf Nuclear 
Engineering Co, Inc Application for Renewal of Beatty/NV 
License," in response to request 

SMITH, n D Low Level Waste Licensing Branch BO/07/03 Ip 


— 000717066a "Low Level Waste Licensing Branch Review of Nuclear 
Enginoerlng Co, tnc Application for Renewal of Beatty, NV 
License “ 

* Low Level Waste Licensing Branch 80/07/03 40pp 


8007180021 Forwards Nuclear Engineering Co, Inc 800404 application for 
renewal of State of NU radioactive matl license at Beatty 
low ievel waste disposal site State of NV has requested NRC 
comment 

KERR, 0 H Assistant Director for State Agreements Programs SA/RJB 
00/06/03 350pp 


8O071B0S2B Requests establishment of waste mgt docket file WM-13 at H 
Street PDR Docket file concorns technical assistance to 
State of NV for state renewal of Beatty/NV low level waste 
fee i 1 i ty 1 icetise 

HEODINOS/T P Low Level Waste Licensing Branch 80/07/09 2PP 


0007210104 Forwards completed Page 4 of Operational Monitoring Rept 
3-QQ. 

CAIN. U Cotter Corp 16740 80/06/30 2pp 


B00721013B Ac k receipt of B00619 Itr re proposed study of potential 
U development in CO Total impact study should be conducted 
rather than case by case evaluation Requests moral 1/ 
financial support for Study 

REMPUE, L Citiiens for Safe Environment 16737 00/06/82 Ip 


8007320025 Forwards long range plan for processing of Uravan mineral 
belt ores li supporting documentation submitted to Radiation 
ii Haiardous Haste Control Div of CO Dept of Health 
REKEMEYEfi/P C Union Carbide Corp 16693, 00/06/19 4pp 


—0007280032 NLIS-3594 

"Facilities Stack Audit, Uravan U Mill '' 
* NUS Corp 16693 00/05/83 84pp 


—8007220036 NU 8-3502 

"40CFH190 Related Radiological Doses Due to Operation of 
Uravan U Ni 1 1 " 

DARTRAM, B U / ENOLEHART, R W , CONWAY, T H NUB Corp 16693 
80/09/30 B4pp 


— S0D7220042 "Cost Rept Tailings Storage «< Evaporation Pond Evaluation. 
Long Park t< Paradox Valley Sites Uravan U Mi 1 1, Montrose 
County, CD, " for Union Carbide Corp 
aODDY, J R Danes «< Moore 16693 80/05/23 69pp 
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•0007320047 “Tailings Btorago h Ilvsporation Ponij Evaluation. Long Park t 
Paradox Vallog Si tos, Uravan U Hi 1 1, Montrose fountg, CO, " for 
Union Carbide Corp 

ODDDY. J n Domes !< Moore 16693 00/05/23 200pp 


—8007220056 
DROWN. R 


'Urnvan Tailings Piles Prior to Reclamation " 
Union Carbide Corp 16693 SO/06/09 Ip 


■8007220064 
DROWN. R 


"Proposed Reclamation Plan for Uravan Tailings Piles " 
Union Carbide Corp i6693 00/06/09 ip 


0007010009 Eieiutive Branch position re DOE application for license 
to eiport 32 6 kg U. containing 6 45 U-235, to France Ltr of 
assurance encl License should be granted 

NOSENZO. L V State, Dept of. Bureau of Oceans 1 Internatl Environ t 
Scientific Affairs SO/06'10 3pp 


0007010012 Executive Branch position re Dept of Ifavg application for 
license to export 3,019 kg depleted U to Australia License 
should be granted 

NOSENZO. L 9 State, Dept of. Bureau of Oceans 6 internatl Environ 6 
Scientific Affairs BO/06/11 Ip 


•0007220074 “Proposed Plans J< Estimated Costs for Tailings 6 
Reclamation. Hi 11 Decommissioning t. Pond Reclamation at 
Uravan Mill - for Suretg Purposes “ Memo dtd 000530 re 
requirements for sub-surface disposal permit encl 
* Onion Carbide Corp 16693 80/05/30 19pp 


8007010014 License for Marubeni America Corp to eiport 6 g Pu. I g 
Pu— 242. 10 g U-233 t. 100 g U oxide to Japan 

PETERSON. M R Assistant Diiector for fx port /Import !, International 
Bafeguards ZM0126-0W 80/06,19 2pp 


--0007220001 "First fluarter. 1900 Summary, Env I ron I. Health Physics 
Monl taring . Uravan. CO " 

JONES. R K Union C.srbido Corp 16693 00/03/31 63pp 


■-0OO722OOD7 "1979 Annual Summary. Environ 9 Health Physics Monitoring. 
Uravan. CO “ 

» Union Carbide Corp 16693 79/12/31 200pp 


•0007220101 NUB-3595 

"Rftvieui of Available Meteorological Data Representative of 
Uravan U tlill Bite Ulcinlty " 

COFFEY. M E . MAXWELL, D R , CONWAY, T W NUB Corp 16693 
00/05/07 21 pp 


—0007220111 NUS-n544 

“Correlation Analysis of Variables Affecting Airborne 
Radioactive Particulate Concentration Near Uravan U Mill " 

Inti Enplnoerlng Co, Inc ltr foruarding preliminary const 
Bstiinates of proposed disposal sites end 

DARTRAM, D H , DOUOHERTV, D H , ENOLCHAHT, R W NU5 Corp 16693 
00/03/13 200pp 


—0007220119 "Preliminary Oootechnical Investigation of Proposed Spring 
Creek Mesa Tailings t. Effluent Disposal Site Near Uravan, 

CO " 

KINO.K D Morrison Knudsnn Co . Inc 16693 00/05/31 ISOpp 


8007230145 Responds to 000623-24 memos transmitting State of NM 
response to Church Rock tailings dam stability Issues raised 
In NHC 791210 ltr NRC geotechnical consultant is reviewing 
response to determine if issues are addressed properly 
8CARAN0. R A Uronlum Recovery Licensing Branch 00/06/30 Ip 


B007330720 Forwards R Klnneson review of NM Environ Improvement Div 
proposed verification sampling scheme W/o encl 
EADIE, 0 Uranium Recovery Licensing Dranch 00/07/09 Ip 


B0072S01SO Requests confirmation of R0061B telcon re application for 
source metis license NRC will nut require revised amended 
application under new guidelines since environ work was 
bated on old guidelines 

SHERMAN. II 0 Arnold & Porter 16779 00/06/25 2pp 


8007280194 Furwaids as-bullt plans for breach repair 6 tailings dam 
expansion W/o encl 

MILL.T M United Nuclear forp 16017 00/06/27 Ip 


BOO729O2P0 Confirms that 000625 ltr accurately describes NRC opinion re 
filing of omnnilcd application u/State of CO Radiation t< 

Matardous Woolc Control Dlv for matls license 

BCARANt). n A Uronlum Recovery Licensing Branch 80/07/03 Ip 


0007010019 Executive Dranch position re application for licenses to 
eiport highly enriched U to J.Tpan Since no intermediate 
consignee is used, 1 i cense condition requiring specific 
modes of transport is no longer necessary 

NOSENZO. L V State, Dept of, Bureau of Oceans {. Internatl Environ 6 
Scientific Affairs 00/06/10 Ip 


0007010102 Application by Westinghouse for license to eiport one DF3 
proportional counter to West Germany 

POCHAL, W F Westinghouse Electric Corp ZE-10302 00/06/09 Ip 


0007010170 License for Dorg-Warner Corp to export carbon (. stainless 
steel globe 6 check gate valves to Belgium 

PETERSON. H R Assistant Diiector for Er p ort/ 1 mpoT t t< International 
Safeguards 00/06/ 18 Ip 


0007010572 Requests extension of expiration date of license to 010630. 
because of delay on some items due to inability to acquire 
raw matl 

ROGERS, W F Metal Bellows Corp 80/06/19 Ip 


0007010577 Application by Aldrich Chemical Co for license to export 5 
kg deuterium, in 20 kg deuterium oxide, to Delgium 
EDELSTEIN.D Aldrich Chemical Co . Inc (subs of Si gma-Al dr 1 c h 
Corp > 12/00 00/06/12 Ip 


0007020014 Application by Aldrich Chemical Co, Inc for license to export 
I kg deuterium. in 5 kg deuterium oxide. to New Zealand 
EDELSTEIN.D Aldrich Chemical Co . Inc (subs of Sigma-Aldrich 
Corp I 10/80 00/06/12 Ip 


0007020020 License for Panalpina Airfreight. Inc to export 7 g U. 
containing 1 61 g 0-235. to Finland 

PETERSON, M R Assistant Director for Export/Import t< International 
Safeguards 00/06/10 2pp 


0007020057 Requests assistance ir. obtaining necessary ltr of assurance 
for application for export license 

PETERSON. H R Assistant Director for Ex por t/ Imp ort !x Internationa 1 
Safeguards BO/06/10 Ip 


0007020084 Application by OA Co to amend license to extend eiplration 
date until Jul 1982 

HOWRY, W R Oetieral Atomic Co (subs of Gulf Oil Corp ) lEL-liaS 
80/06/05 Ip 


0007020093 Advises that NRC 000516 formal vote determined that 
applications to export SNM to India did not meet criteria 
for issuance Applications were referred to President for 
further consideration 

SHEA, J R Office of International Programs. Director 00/06/12 
IP 


0007310497 Forwards "Solid Waste Disposal Rept. " for June 1900 to Dept 
of Health. Radiological U lloiardous Waste Div 
JDNEB.R K Union Carbide Corp 16854 00/07/16 Ip 


•0007310500 "Bolid Waste Disposal Rept." for June 1900 
» Union Carbide Corp 00/07/15 67pp 


XPDRTLIC EXPORT AND IMPORT LICENSES 


7906200025 Requests Fiecutlvo Drench position re OE application for 
license to BipDit six detector assemblies to India Forwards 
790507 application W/o end 

DPLINOERiO 0 Assistant Director for Export/ Import fc International 
Bafeguards 79/03/15 ip 


8007020123 Advises that application to export specially designed parts 
(i components tn India was referred to President for addl 
consideration NRC unable to Oetermine that application meets 
criteria of Atomic Energy Act 

SHEA, J R Dfflie of International Programs, Director 80'/06/16 

if 


8007020153 Application by Kawecki Oerylcu Ind os t r i es, I nc for license 
to export 414 4 ft Zirconium II seamless tubing to West 
Oermany 

TRIOUO, K Kauierki Derylco Industries. Inc 70408 BO/06/03 Ip 

0007020238 Forwards DRG Inti. Inc ltr re eiport license W/o end 

PETERSON, M R Assistant Direr lor for Exporl/Imporl U International 
Safeguards 00/06/10 Ip 
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70203&0 faecutive Dranch iinsttian re DOE application for license to 
iport 610 miied axide fuel pins tc United ilingdani Ltrs of 
ssurance enc 1 License should be planted 

□SENZO> L V States Dept of, CurBau of Oceans 1< Internatl Environ t« 
.lentific /iffairs 80/D6/LQ 6pp 


7020274 License for Tr an s nuc 1 e ar. I n c to eiport 30, 746 kg 0, 
ontalnlng 1.214 kg U-23^, (. 127,224 kg natural U to Qeririang 
ETERSDM. h R Assistant Director for E « p art7 1 mpor t U In terna 1 1 ona 1 
afegoards NUlt-317 80-057/ Q0/06/I9 2pp 


□OD7030226 Requests assistance in obtaining nocesssrp Itr of assurance 
for end 000606 eiport license application H/o end 
PETERSON, M n Assistant Director for C « p ort/lcnp ort V International 
Safeguards 80/06/ iO Ip 


0007030360 License for Metal Bellays Corp is amended to eitend 
eipjration date until 810730 Ail other Conditions romain 
unchang ed 

PETERSON, H R Assistant Director for Ec por t/ I mp or t li International 
Safeguards A 14471—2 00/06/34 ip 


7020277 Poruards 000126 license application i Favoiable 
lecutlve Branch vieias for revieu Under lOCFR L 10. Commiss i on 
evi BUI no longer required tl/o encls 

ETERSON, M R Office of International Frografos, Director 80/06/23 
IP 


0007070004 Foruards applications for license to export fuel rod nuclear 
assag sgs ft Cf-232 source to Uest Oermang 

HANSEN, L E Exxon Nuclear Co , Itic < subs of Exxon Corp ) 

80/06/16 Ip 


7020263 Amend 4 to license for GA Co 
ram B00701 to 920701 

ETERSDM, M R Assistant Director for 
afeguards lEL— 740 00/06/19 Ip 


extending eipiratlon date 
Export/ Import It International 


— 8007070006 Application bg Exxon 
1 09 mg Cf-292 neutron source 
HANSEN, L E Exxon Nuclear Co 
80/06/16 Ip 


Nuclear Corp for license to export 
to West Germang 
I Inc (subs of Exxon Corp I 


7020269 Amend 3 to License □ for Eastman Kodak Co extending 
iplratian date from 000701 to 820701 

ETERSOM, H R Assistant Director Por Export/ Import R International 
afeguards 80/06/20 Ip 


•-B007070009 Application bg Exxon 
fuel rod nuclear assag sys tu 
HANSEN,L C Exxon Nuclear Cn 
80/06/16 Ipp 


Nuclear Co, Inc for license to export 
Host Geimang 

, Inc (subs of Exxon Corp ) 


7020344 Requests assistance in obtaining necessarg Itr of assurance 
or application for export license 

ETERSBN, H R Assistant Director for E x por t/ I mpor t G International 
afeguards 80/06/18 Ip 


0007070007 ticanse for Wes 1 1 ngh ous e to export 1 BO uCi Np-237, c onta ined 
In 12 radiation surveillance capsules, tii Taiuian 

PETERSON, M R Assistant Directur for E i p ort / Imp or t D International 
Safeguards 60/06/24 2pp 


'7020346 Submits application to amend license to extend expiration 
ate until 800630,10 transfer 0 231 mC i tritium to United 
Ingdem 

UTTHE, O KH3 Fusion. Inc (subs nf KM3 Industries. Inc ) 
10/06/05 Ip 


17020340 Requests assistance in obtaining necessarg Itr of assurance 
o,r application for export license 

■ETERBON. M R Assistant Director for E x por t / Impor t & International 
afeguards 30/06/iD Ip 


*7020351 License fo,r Marubeni America Carp to export 29.159 Itg U, 
antalning 800 kg U-235. to Japan 

'ETEHBON.H fi Assistant Director for E ipor t / Impor t ft International 
afeguards AHD131AM BO/06/1B 2pp 


7020373 License for Ed 1 oui Inti Co as agent for Heridlan Enterprises 
o export 503 kg U, contained In 600 kg depleted U axide 
lowder, to Taluan 

^ETEBSON, M R Assistant Director For E xpar t /Imp or t 6 International 
lafeguards IH-1 80/06/24 2pp 


BD07070018 Application bg Transnuc 1 ear. Inc to amend license to extend 
expiration date to 6111D1 

MATSON, V Transnuc lear. Inc 00/06/10 Ip 


BQ07070023 Foruisrds a p p i 1 cat 1 on for license export source matl to 
Italg 

KEENAN, R P llestinghouse Electric Corp ICS-04i7 00/06/12 Ip 


— 8007070024 Application bg Hesfclnghnuso for license to export 3 7 kg 
U-235, c ontal ned In 617 kg depleted U. to Italg 

HEnSCR.H M Uestinghouse Electric Corp ICS-0417 00/06/12 Ip 


□007070029 License for OA Co to export 1 039 ig 0 •239. c onto ined in 9 2 
kg O as TRIOA UirH fuul cluster elements. to Taiuon 
PflTERSONift R Assistant Director for Export/lmport 6 Internattunal 
Safeguard s 80/06/24 2pp 


8007070029 Application bg Sigma Chemical Co For license to export 10 kg 
deuterium to Neui Zealand 

4 Sigma Chemical Co (subs of Slgma-Aldrlch Corp ) D-46 

80/06/13 Ip 


>7020379 Application bg CERAC, Inc for Itcenae to export 43 94 Eg 
hor 1 um, contained in 90 kg thorium oxide, to Nest Oermang, 

OLTOM, E Cerac. Inc (30/06/20 Ip 


17020363 Application bg Isotope Products Labs for license to export 
g solid curium metal oxide as source lu/berglli um holder, 
o France 

HELM. K Isotope Products Lab ora t ones W/0 7B93 80/06/19 Ip 


17020429 Poruards license ap pi ica 1 knn, favorable Executive Dranch 
.ieuis t. proposed license for oiport of 27 1 kg U to Nest 
lerisang for fuel element fabrication License uilll bo Iseued 
4/o ends 

’ETERBON.m n Assistant Director For Expor t/lmp or t ft International 
Safeguards 80/06/19 Ip 


37020638 forwards China Natl Ins brums nts B00606 Itr re use OP s»lF- 

iQuered detectors ties t Inghouac 80061 1 memo enc 1 

^OCHAL.U F Hestinghausc Electric Cnrp 80/06/16 3pp, 


17020734 Foruards Executive Brooch response re end pending export 
license application for advance info Requests initiation of 
final review to facilitate earig response to forthcoming 
action paper U/o encls 

3HEA, J R Office of 1 nternat i onal Programs, Director BO/06/18 

ip 


D7030063 Application bg Aldxicb Chemical Co, Inc for license to 

export 1 kg deuterium, in 5 kg deuterium oxide. to South 

(urea 

EDELSTEIN. B Aldrich Cheinical Co . Inc (Subs eP B1 ama-Aldr Ic h 
3orp > 14/BO 00/06/12 ip 


8007070Q34 Application by Burg-Vlarner Corp. Nuc lear Valve Div to emend 
license to extend expiration date to 010701 
HAN.S Y Dor g -Warner Corp . Nuclear Valve Div CSH/BO/296, 
80/06/19 Ip 


BDD7O7OO30 Llconse for Hltsubtsbl Inti Corp to export 490 mCl Cf-R92. 
tu Japan 

PETERBONi M 8 Assistant Director for Export/lmport 6 International 
Bafeguards B0/O6/23 2pp 


0007070041 Application bg Wes t inghouse for license to export three 
WL-6377 compensated iohliatlon chambers to France 
POCKAL.H F Westinghousa Electric Corp 2E-20359A 00/06/16 Ip 


0007070047 License for Chem-Nucloar Ggs.Inc to export auxiliary 
deminer I ler sgs, including ion-o x change resins. filtration 
matl. air camprossor. 1 ead shl e t ds. pump s. hoses 6 ail seel laneous 
parts, to Ta luan 

PETERSON, M R Assistant Director for Export/Impart & International 
Safeguards 00/06/24 Ip 


0007070111 license for OE to export 0 25 kg U-23g. contained in 2 9 kg 
if. as pellets in ilrconlum rodo, to Taiwan 

PETERSON, H n Assistant Director for C i por b/lmpar t 6 International 
Safeguards 80/06/24 2pp 


8007070129 Submits breakdouin for Taiwan fuel designed loading for 
Haanshann 1 E< 2 Total equals 162.911 k g. con talnlng 4.474 
kg W-235 

HESS.fi J Westlnghouse Electric Corp 00/06/19 Ip 


0007070140 Forwards Nukem Ombh of West Oermany telex re export it 
storage of 129,200 kg natural U, containing 919 kg 11-239, 
MATSON, V Transnuc lear. Inc G0/06/D2 2pp 
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B007070149 Foruords Nukom Ombh telex re delay In export of highly 
enriched U 

HATSON, V Transnuclear. Inc 80/06/09 3pp 


800707042S License for Helprin Supply Co to export 125 mCi tritiufrn 
contained in foils in Model Iig7-E static electricity 
detection meteri to Singapore 

PETERSONi M R Assistant Director for Export/Itnport International 
Safeguards 80/06/24 2pp 


B007090028 Transcript of 800516 open Affirmation Session BO-23 in 
Washington! DC re order in Tarapur export Pp 1-3 
* Commission 80/05/16 4pp 


— 8007110012 Application by Canadian Embassy for license to export 
4 t 0 S 9 Pu Metal 4949 ei to Canada 
HARRISON J E Canada 00/06/09 2pp 


0007110021 Forwards application For license to export U oxide pellets 
to Belgium 

KEENAN, R P Uestinghouse Electric Corp IC5-0412 S0/D6/12 Ip 


6007110029 License for Metal Bellous Corp to export spare nuclear parts 
to Spain IS amended to add another authoriied ultimate 
consignee 

PETERSON, M R Assistant Director for Eip ort/ Import fc International 
Safeguards 14045 80/06/27 Ip 


B007090030 Informs of correction to BECV-00-239 re proposed exports of 
fuel 6 components to Tarapur Commission SECT papers cited 
are incorrectly referenced Draft memorandum !< order end 
BHEA, J R Office of International Programs, Director 00/05/13 
13pp 


—0007090033 BECY-ao-230A 

Foruiardi nmSS technical revieu for Commission's 
consideration In conjunction u/revleu) of pending Tarapur 
fuel 6 component exports 

BH6A, J R Office of International Programs, Director 80/05/13 

Ip 


0007090030 Foruards proposed NMSS technical revieui for Comml s s 1 on 
consideration re proposed exports of fuel t< components to 
Tarapur 

BURNETT, R F Division of Safeguards 00/05/12 4pp 


0007090104 Responds to Subcommittee on Nuclear Regulation 000501 Itr 
posing questions re Commission approach to foreign health b 
safatg issues Commission issued decision on reactor export 
to Philippines on 800506 W/response to specific questions 
AHEARNE, J F Commission 00/06/06 Upp 


8007110142 Transcript of 800513 closed meeting in Ma sh ing t on, DC re 
disrossion of Tarapur export license Pp 1-14 
• Commission 80/06/19 16pp 


0007110213 License for US Dept of Navy to export 3.019 kg depleted U, as 
component of 20mm ammun i t i on. to Australia 

PETERSON. M R Assistant Director for Expart/Import b Internatlofial 
Safeguards SEP 63/779042 80/06/27 Spp 


S0071 10218 License for Westlnghouse 
ionxiation c hamb er s. Hod e I UL 6377. 
PETERSON, M R Assistant Director 
Safeguards ZE-20359 80/07/01 


8007110226 License for Uestinghouse 
Model WX33785, to France 
PETEHBON.M R Assistant Director 
Bafeguards ZE-20356 00/07/01 


to expcirt three compensated 
to France 

for Eiport/Import b International 
Ip 


to export one proportianal counter, 

for Eiport/Import b International 
Ip 


0007110237 Application by Reutei — Stakes, Inc for license to export tuo 
fission counters, compensated loniiatlen chamber b neutron 
loniiation chamber to Mexico 

SKARUPA,JD Reuter-Etokes, Inc 80/06/35 Ip 


— 8007090114 Order granting Issuance of licenses to Uestinghouse for 
export of reactor to Philippines Separate Commissioner 
opinions end 

CHILK, 5 J Office of the Secretary of the Commission 80/05/06 
6lpp 


0007110241 License for Aldrich Chemical Co, Inc to export L kg 
d euter lUm, con to 1 ned Ih 5 kg deuterium oxide, to Israel 
PETERSON, M R Assistant Director for Eiport/Import b International 
Safeguards 13/00 00/07/02 2pp 


0007090109 License for OA Co to export fuel duster assembly tools, 
fuel cluster handling tools, fuel rod Insp device b fuel rod 
storage rack, to Taiuan 

PETERSON, M R Assistant Director for Ex p ort/ I mpor t b International 
Safeguards 80/06/24 ip 


8007110252 Requests assistance In obtaining Itr of assurance for end 
□00612 application for Export License XSnM-1695 W/o 
application 

PETERSON. M R Office of International Programs, Director B0/O6/27 
IR 


8007100027 License for Dyron Uatkson Pump Dlv, Dorg Warner Corp, to 
export specially designed or prepared parts b components for 
use In primary coolant pumps b other pumps, to Taiwan 
PETERBDN, M R Assistant Director for Eiport/Import b International 
Bafeguards BO/06/24 Ip 


0007100146 Executive Branch position re Radium Chemical Co, Inc 
application for amend to license to export tritium to 
Bkfltier land, Belgium b West Germany License amend should be 
granted 

NOBENZOi L V State, Dept of. Bureau of Oceans b Internatt Environ b 
Bcientific Affairs 00/06/24 2pp 


0007100263 Forwards application by Uestinghouse for license to export 
6. 0 kg U oxide pel 1 ets, c ontaining max of 4 57. U-23S, to 
Belgium 

KEENAN. R P Wostinghouse Electric Corp IC0-O412 00/06/12 Ip 


— 8007100271 Application by Uestinghouse for license to export 6 0 kg U 
oxide pel 1 ets, containing max of 4 5X U-235, to Belgium 
KEENAN, R P Uestinghouse Electric Corp 1C3-0412 00/06/12 Ip 


8007100281 Forwards application by Mitsui b Co, Inc for license to 
export 99 kg U-235, contained In 3,640 kg UF-6, to Japan 
8AIK1.T Mitsui b Co , Ltd 80/06/03 Ip 


— 8007100287 Application by Mitsui b Co, Inc for license to export 99 
kg U-235, contained In 3,640 kg UF-6, to Japan 
TAWA.K Mitsui b Co , Ltd MBK-TR-12 00/06/09 ip 


8007100341 Requests assistance in obtaining Itr of assurance for end 
000609 application for Export License )tSNM-l694 W/o 
application 

PETERSON, M R Assistant Director for Export/Import b International 
Bafeguards 80/06/27 Ip 


8007110010 Forwards application by Canadian Embassy for license to 
export 4 X 0 5 g Pu Metol H949 e to Canada 
HARRISON, 0 E Laos 80/06/09 Ip 


BD07110271 Amend 1 to license for Transnuc I ear, Inc, add ing Allied 
Chemical Corp as supplier of natural U only 

PETERSON, M R Assistant Director for Eiport/Import b International 
Safeguards NUK-319 80-059 BO/07/01 Ipp 


8007110275 Forwards application by Mitsui b Co. Inc for license to 
export 5,429 kg enriched U heiaduoride, enriched to max 
3 957.1 to Japan 

BAIKI.T Mitsui b Co , Ltd 00/06/12 Ip 


— 8007110203 Application by Mitsui b Co. Inc for license to export 5,429 
kg enriched U hexafluoride, enriched to max 3 957., to Japan 
« Mitsui b Co , Ltd MDK'F3-R6 (A) 00/06/12 ip 


0007110469 Forwards NUKEM 000611 Itr correcting typing error in 
supplemental info accompanying 800430 export license 
application b NUKEM 8D06li Itr to ANL containing addl 
supplemental data 

MATSON, V Tran snud ear, Inc 00/06/18 7pp 


60071104BO Requests amend to llccnseitu import addl 200 g Pu 
MATSON, 9 Transnudear. Inc 00/06/18 ip 


0007110491 License fnr Edlnw Inti Co to export 0 50 g pu.as Pu sulfatn 
tetrahydrate I to Japan 

PETERSON, M R Assistant Director for Eiport/Import b I nternationa t 
Safeguards 8-09-79 00/06/27 3pp 


8007110520 Submits application to amend license to export adding 
Fuerios Electricas de Cataluna as ultintate consignee 
ROGERS, W F Metal Bellows Corp B0/O&/26 Ip 


0007140253 Forwards Tr ansnuc 1 ear, Inc 000618 ' 
re 800506 export license application W/o e 
PETERSON, M R Assistant Director for Exp 
Safeguards 80/06/30 Ip 
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6007140256 Advises that SNH shall be eiported under genera) license 
regulations effective 80042) App)lcatlon IS being processed 
as component license 

URIOHT>BL Office of International Programsi Director 80/04/18 

Ip 


00a71402d>6 Advises that IS-day uaiting period requirement uas uaived 
for license applications to eiport byproduct matl h 
components to Eiion West Ocrman facility 

PETERSONiM R Assistant Diiector for Eiport/Import It International 
Safeguards BO/0&/30 Ip 


--6007140374 ttcense for Eixon Nuclear Co. Inc to eiport one fuel rod 
nuclear assay sys to Rest Germany 

PETERSON.H H Assistant Director for Eiport/toiport U International 
Safeguards 80/06/30 Ip 


0007140596 License for Teledyne Wah Change Albany to eiport 400 Ibi 
2ircaloy-2 tube shells>ta Nnriuag 

PETERSON. M B Assistant Director for Eiport/Import & International 
Safeguards 80/06/30 3pp 


8007140603 License for Cerac>lnc to eiport 43 94 kg thoriuni contained 
in 90 kg thorium oildo/to West Oermany 

PETERSDN. H R Assistant Director for Eiport/Import Sc International 
Safeguards 00/06/30 Spft 


8007140696 Discusses IE insp of License XSNn-14a6 on 800610 
No noncompliance noted Major areas Inspected compliance u/ 
requirements of 10CFB70 6 71 -re packaging of radioactive 
mail for transport 

NORDERHAUO. L n Region Si Ban Francisco* Safeguards Branch 
80/06/23 2pp 


8007140283 Advises that 19-day uiaiting period requirement uas uaived 
fo-r license application to eiport byproduct matl 6 
components to Eiion West German facility 

PETERSON.H 8 Assistant Director for Eiport/Import & International 
Safeguards 80/06/27 Ip 


— 8007140388 License for Eimn Nuclear Co. Inc to eiport 1 09 mg Cf-252 
neutron source to West Oermang 

PETEBEON. M R Assistant Director for Eiport/Import 1* International 
Safeguards 00/06/37 2pp 


B007140293 Amend 1 to 1 1 cens e. ex tend ing expiration date from 801101 to 
BlltOl (c adding two suppliers All other export conditions 
remain unchanged 

PETERSON. M R Assistant Director for Export/Import b International 
Safeguards BO/06/30 pp 


B007140539 SECV-80-301 

Roqvests revieui of proposed issuance of license for OE to 

eiport components to Finland Equipment destined for country 

not previousty authorlied to export per Nuclear 

Nonp rol 1 fera t ion Act of 1978 Recommends Issuance 

SHEA.J R Office of Internationa) Programs* Director 80/06/20 

3pp 


— 8007140546 Foruards application for license to eiport components to 
Finland Ltr of assurance Z< draft license end 
WILSON, B D General Electric Co DDW-00013 BO/01/30 3pp 


8007140552 eECV-BO-294 

Informs of Executive Branch response nn pending license for 
Union Carbide Carp to eiport U-235 to France 

EKEA. J R Office nf International Programs, Director 80/06/18 

ip 


8007140711 License for Aldrich Chemical Co to eiport 1 kg deuterium, 
contained in 9 kg deuterium oiide* to South Korea 

PETERSON* H R Assistant Director for Eiport/Import b International 
Safeguards 14/00 80/07/02 2pp 


8007190001 Foriiiards application for export license for minor nuclear 
export Ltr of assurance required W/o end 

PETERSON* N R Assistant Director for Export/Impart b International 
Safeguards 00/07/02 Ip 


8007190003 License for Sigma Chemical Co to export 10 kg deuterium 
oiide to France 

PETERSON, H R Assistant Director for Eiport/Import b International 
Safeguards D-49 00/07/02 2pp 


6007190008 License for Aldrich Chemical Co to eiport 1 kg deuterium 
oxide to Neu 2saland 

PETERSON* H R Assistant Director for Eiport/Import b International 
Safeguards lO-SO 00/07/02 2pp 


8007150012 License for Aldrich Chemlcol Co to eiport 1 kg deuterium* 
contained In 5 kg deuterium oxide* to Veneiuela 

PETERSON, M R Assistant Director for Eiport/Import b International 
Safeguards 11/80 80/07/02 2pp 


8007190030 Cancels Eiport License Application XBNH-14B6 sinca matl can 
be eiported under licensee general license 

URIOHT.O L Office of International Programs* Director 80/06/30 
*P 


B007150034 Cancels Eiport License Application XSNK-1631 since matl can 
be eiported under licensee general license 

URIOHT. B L Office of International Programs. Director 80/06/30 
Ip 


— 8007140960 Executive Branch position re application by Union Carbide 
Corp to eiport 9 05 kg U-235, enriched to 934 U, to France 
License should be issued Ltr of assurance encl 

NDBENZO.L V State, Dept of* Bureau of Oceans b Internatl Environ 
4t Scientific Affairs 80/06/11 2pp 


8007140967 Foruards application for export license for minor nodear 
export Ltr uf assurance required 

FETER8QN.hr Assistant Director for Eiport/Import b International 
Safeguards 80/06/27 Ip 


8007)40977 Amend 1 to )icense for Radium Chemical Co Inc* eitendlng 
expiration date from B00601 to 810701 b permitting change In 
intended distribution of tritium gas 

PETERSON.M H Assistant Director for Eiport/Import b Internationa) 
Safeguard* 80/07/03 Ip 


8007)90036 Discusses Transnuclear 800914 application to export 103 298 
kg U, enriched to 93 3*4 0-239* to West Oermany for conversion 
by NUKEM b fabrication at Hobeg Into THTR fuel Foruards ltr 
justifying need for highly enriched U 

HENNICKEN.J B Euratom Supply Agency IDelgium) 80/06/23. 4pp 


— 8007150040 Provides technical background info necessary for US 
evaluation of technical b economic justification for 
Transnuclear export of highly enriched U to Nest Oermany 
to fuel THTR reactor 

HATZ.O * MULLER, H Nukem OeibH 80/09/21 6pp 


8007130039 Cancels Export License Application XSNM-14B7 since matl can 
be eiported under licensee general license 

URIOHT* D L Office of International Programs* Director BO/06/30 
IP 


BQ07140979 License for Uestinghouse to export proportional counter to 
be used as neutron detector for neutron source strength 
determination in GKSB research reactor* to Rest Oermany 
PETERSQNi M R Assistant Director for Export/Import b International 
Safeguards ao/07/03 Ip 


B0071403S3 Forwards Executive Branch responses on pending applications 
for Export Licenses XSNM-1431 b X9NH-1564 uhich require 
Commission revieu Final review should begin as suon as 
possible W/o encls 

SHEAtJ R Office of International Programs, Director 00/07/01 

Ip 


0007150050 BECV-B0-29B 

Recommends return of Rockuell Inti application for license 
to eiport specially-designed valve to India ut/o action 
Executive Branch prefer* returning u/o action as apposed to 
denial due to political differences Involved Draft ltr end. 
SHEA,*) R Office of International Programs, Director 80/06/19 

6pp 


B007190062 Forwards application for export license for minor nuclear 
aiport Ltr of assurance required U/o end. 

PETERSON.M R Assistant Director for Eiport/Import b International 
Safeguards 60/07/02 Ip 


8007140586 License for DOE to export 0-339* contained in 27 1 kg U, to 
Uest Germany 

PETERBON, n R Assistant Director for Eiport/Import b International 
Safeguards 80/07/03 2pp 


8007140580 License for Isotope Products Lab to eiport Ig Cm-244* solid 
curium metal oxide, to Franco 

PETERSDN, M R Assistant Director for Export/Import b International 
Safeguards 80/06/30 2pp 


8007150063 License for Aldrich Chemical 
contained In 20 kg deuterium oxide* to 
PETERSON* H R Assistant Director for 
Safeguards 13/80 80/07/02 8pp 


Co to export 3 kg deuterium* 
Belgium 

Export/Import b International 
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B007150073 License for Transtluc 1 eari Inc to o«port 32 737 kj U“a35» 
contained in 3S 08B kg U> to Bueden 

PETERSON> M R Assistant Director for Eaport/Ioiport U International 
Safeguards BO/06/30 2pp 


S007170223 Easeutive Oranch position re OA Co application for llconse 
to Biport I 03S kg u-S35i contai ned in 5 2 kg U. to Taiuian 
Ltrs of assurance end License should be granted • 

NOSEfiZO.L V StateiDept of, Dureau of Oceans t< Internatl Environ 5< 
Scientific Affairs QO/Oi/12 5pp 


a0O71S0O7B License for Transnud ear , Inc to eiport 67 736 kg U-233i 
contained in 72 6 kg U, to France 

PETERSON, M R Assistant Director for Eiport/Iinport 6 International 
Safeguards 00/06/30 2pp 


S007150393 Foruiards supplemental Info on Inventory, foruarded directlg 
to US Dept of State bg Euratom Bupplg Co 
MATSON, V Transnudear, Inc 60/06/ IB 3pp 


8007190836 Foruards Eaecutlve Branch response on pending application 
to eiport Pu R U to United Kingdom Application mill require 
Commission revleu Application S< amend end M/o ends 
SHEA, J H Office of International Programs, Director BO/06/27 
IP 


0007160394 Fortiiardt application bg Monsanto Research Corp for license 
to export one neutron source Model 2769, containing approx 
1 eig Cf~292, to India 

HOADLEY. 3 D Monsanto Research Corp 191-9A0n> 80/07/01 Ip 


—6007160399 Application bg Monsanto Research Corp for license to eiport 
one neutron source Model 2769, containing approi 1 mg Cf-292, 
to India 

HOADLEY, S 0 Monsanto Research Corp L91-9Aa(I) 80/07/01 Ip 


8007170229 Utr of assurance re Tf ansnod B.ir. Inc 000523 application 
license to eiport 704 997 kg 0-235, con ta Incd In 21.044 7 kg 
total U b O 034 kg U-939, contained in 1 kg total U, to 


Swi tier land 

MARCHAL, J European Comrnun 1 1 1 os. Commission of 60/06/13 


tp 


for 


0007170235 Executive Branch position re Oladii Corp application for 
license to export 40.000 Ib Zircaloy-4 trei tubes to T.7tuJal1 
Ltr of assurance end License should he granted 

NOSENZO.L V State, Dept of, Dureau of Ocpans b Intorhatl Environ S, 
Scientific Affairs 80/06/12 4pp 


0007170244 BECV-00-317 

Foruards Executive Branch responses re tuo pending export 
licence applications for Taiuafi 

SHEA, J R Office of International Programs. Director BO/07/01 
>P 

— D007170251 Forwards Executive Branch anolgsis re WestinghouBe 
application for license to export 8.949 kg 0-239, c onto 1 ned 
in 325,822 kg U, to raiwan 

NOSENZO.L V State, Dept of, Dureau of Oceans t. Intarnatl Environ 
lx Scientific Affairs flO/06/12 I3pp 


8007160403 Application bg Aldrich Chemical Co, Inc for license to export 
1 kg deuterium, contained Ih 5 kg deuterium oxide, to Jamaica 
EDEL8TEIN, B Aldrich Chamical Co , Inc (subs of Sigma-Aldr ich 
Corp ) IS/BO BO/06/27 Ip 


— 0007170258 Application bg Wostinghouse for license to export If dioilde 
sintered pel lets, encapsulated in sealed fuel rods t< 
assembled into fuel assemb 1 1 es, to Taiwan 

* Uestinghouse Electric Corp iC9-7823 70/11/17 Ip. 


0OO716OBO2 Ltr of assurance re Transnudear, Inc BO0523 application for 
license to export 704 997 kg U-239. contained in 21.0447 kg 
total U b 0 034 kg U-239, contained in 1 kg total U, to 
Swi tier land 

MULLER, R E Switierland 691 513 80/06/17 Ip 


6007160B24 Cancels Eiport License Application XSNM~i549 since mat! tan 
bo exported under general component license 

WflIOHT.B L Office of International Programs, Director 80/06/30 
Ip 


B007170295 Executive Branch pusition re Tech Aid, Inc application Pur 
license to export B,613 343 Kg heavg water to Taiwan End 
use statement end 

HELPRICH.O F 8tate>Dept of, Dureau of Oceans It Internatl Environ t< 
Sciantiflc Affairs 80/06/26 2pp 


— 8007170262 Forwards supp 1 ementorg and us« statccnent re aptillcatlon for 
license to eiport 4 tone heavg water to Taiwan 

UU.K Coordination Council for North American Affairs 80/09/14 
app 


8007170003 Executive Branch position re Tech/Ops application for 
license to export 5,000 kg depleted U. in form of metal 
shielding to Albania, Bulgaria, Cicchosl ovak la, Mest Oermang, 

Hungarg, Hongal la, Poland b Soviet Union 

NOSENZO.L V State, Dept of, Dureau of Oceans t, Internatl Environ b 
Scientific Affairs 80/07/07 2pp 


8007170523 SECV-BO-318 

Recommends approval of proposed license to allow Nlssho— Iwal 
American Corp to export 47 162 Kg U t, 44 003 Kg 11-233 to 
Japan 

shea, J R Office of International Pf agrams. Director BO/07/01 
9pp 


B007170072 Eiecutive Branch position re Edlou Inti Co application for 
license to export 10.000 Ci tritium in bulk gaseous form to 
Canada License should be granted 

NOSENZO.L V State, Dept of. Bureau of Oceans b Internatl Environ b 
Bclsntiflc Affairs 80/07/03 2pp 


B007170077 License for Sigma Chemical Co to export 10 kg deuterium 
oxide to New Zealand 

PETERSON, M R Assistant Director for Export/Import b International 
Safeguards 80/07/06 2pp 


B007170080 License for Uestlnghouse to export three compensated 
lonliatlon chambers to France 

PETERSON, M R Assistant Director for Export/Import b International 
Safeguards B0/O7/0B Ip 


8007170176 Response in opposition to Ctr for Development Pol leg 600613 
petition to intervene re nuclear reactor export to South 
Korea If petition granted, pub 1 i c hearing must be rejected 
per applicable statute b regulations U/Certlficate of Sve 
BECKER* J H Office of the Eiecutive Legal Director 90/07/14 
94pp 


B007170191 Response in opposition to Ctr for Development Polieg B00613 
petition to intervene re nuclear reactor export to South 
Korea Public participation will adversely affect public 
interest Certificate of 8vc end 
BETTAUER.R J State, Dept of 80/07/14 30pp 


8007170204 Executive Branch position re Halprln Supply Co application 
for license to export approx 129 mCl tritium to Singapore 
License should be granted 

N08ENZO, L U State, Dept of, Dureau of Oceans b Internatl Environ b 
Scientific Affairs 80/06/12 2pp 


— B007170534 Llconse for Nlssho-Iuai American Corp to eiport 44 003 kg 
U-239i contained in 47 162 kg U, to Japan 

PETERSON, M fl Office of tnternati una 1 Programs, Director 

60/07/01 2pp 


6007180449 Foruaids application for license to export 40 g U-B33i 
contained in 1 226 g U, to France 

KEENAN, R P Uestlnghouss Electric Cnrp ICS-Q456 80/06/19 Ip 


-8007180439 Application bg Nestlnghousc for license to eiport 40 9 
U— 235, contained in 1,226 g U, to France 

KEENAN.R P Uestlnghouse Electric Co-rp ICS-0496 00/06/19 Ip 


8007210009 6ECV-B0-316 

Recommends issuance of proposed license for Transnuc I ear, Inc 
to export 39 077 kg U. enriched to 93 3X, to Japan Forwards 
Eiecutive Branch views re proposed export 

SHEA, J fi Office of International Programs, Director flO/07/01 
5pp 


■8007210076 Forwards Executive Branch position re Transnuc 1 ear, I nc b 
Nlssho-Iuai American Corp applications for licenses to 
export U-233 to Japan l.lcenses ehautd be conditioned ai 
noted 

NOSENZO.L V State, Dept bT, Dureau of Oceans b Internatl Environ 
fc Scientific Affairs flO/01/29 6pp 


I 

— 8007210003 License for Ti-ansnuc tear. Inc to export 39 077 ky U, enriched ' 
to 93 3 Xp to Japan 

PETERSON, M R Assistant Director for Ex 
Safeguards IIUK-23I 70-169 60/07/01 


pOTt/import b International 
app 


B007210073 Executive Branch position re DOE application for llcans 
export 5 37 kg U-P35. contained in 27 1 kg U. to Meet Oermang 
Ltr of assurance end License should be granted, 

NQSENZO, L V State, Dep t of. Bureau of Oceans b Internatl Enviro 
Scientific Affairs 80/06/11 3pp 


to 

b 
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8007ai009A Eiiecutive Dranch pnsltinn re Ues C i ngbouse application for 
licenae to export Bi Q45 lig contained in 355.825 kg U> 

to TAliean Ltr of ss»urance enc 1 Licen&e should be granted 
NOSEhlZQ.L V State.. Dept of> Bureau uf □ceans t. Internatl Environ !< 
Scientific nffairs aO/OA/l2 l3pp 


3007810124 Amend 1 to license for D’org-lfarner Corp ipcpsasing value of 
equipment ti eitending eipiration date 

P£TER60N>M n Assistant Director for Espor t/ Import l< Interna t 1 enol 
Safeguards A4?3i>SH f30/0l,/S7 Ip 


80078101S9 Application by Sigma Chemical Co for license to eiport 
compounds containing deuterium to Australia 

STERHi H C Sigma Chemical Co (subs of Sigma-Aldr 1 c h Corp I D-47 
00/D6/33 Ip 


Sog721031A Application by Reuter-Stokesp Inc for license to eiport 
radiation detectorsi Model nS-C<i-0301-231 > to Spain End use 
statement end 

* neuter-Btotoap Inc 00/06/30 2pp 


— B007210318 Advises of desire not to apply for eitsnsion of License 
XSNM"1377 p due to deletion of requ ir Dment for SNM license for 
dstoc tors 

EECKHOUTpA Routor-Btotes. tnc 80/06/30 ip 


B007330107 Amends License ISNK~1A97 author i ling import of 343 31 kg of 
U. containing 183 72 kg 11-535 Ip 345 3 g of produced Pu 
Proposed amend represontd no substantial change to 
circumstances involved in issuance of basic license 
MDORErN Of flee of Internationa] Programs. Director 80/07/03 

Spp 


— 00072201 H Amends Transnuclear Inc License I9NM-1A79 Increasing 
quantity of Pu authorised for export to »43 3 g 

PETERSDIfp M R Assistant Director for Eiport/Import t< International 
Safeguards BO/07/03 ip 


3007S20207 Addl response to FOIA request for documents re proposed 
nuclear reactors located near Ogaemai Korea rorstards JR 8h«» 
draft memo to Comnlssi oners 8ECy-80-837 is located in DC 
PDR Info partially wlthlield (ref FfllA Eiemptlon S) 

TELTOMi J H Division Of Rules and Records 80/07/13 2pp 


—8007820214 Draft Commission paper re licensee for OC to export tuo 
rcactorstKNU 7 l< 8 to Korea Reactors uoutd be located on 
Oyaeme Forwards final Executive Branch views Info partially 
withheld (ref FDIA Exemption S) 

SHCAi J. R Office of International Pregramsi Director BO/07/15 
3pp 


1007280560 Response in oppostblon to Ctr for Law l< Development Policy 
000613 petition to intervene re license for reactor export 
to 9outh Korea Issues raised re environ impacts in foreign 
countries are bayond MRC purl sd Ictien U/Certlf icate of Bve. 

CDUANtD Z . KENRICK.J R UeillnghOUee Electric Corp COWANj D Z 
Eckartt Ssamane. Cherln 6 Mellott 00/07/14 I5pp 


1007830957 Foruarde FW notice of applications for export licenses 
r«c etveil 

SKEAi «J R Office of I nternAtlonal Programsi Director 00/07/03 
ip 


-0007830966 Notice of applications for export licenses receivad 

GHEAi J R Office of International Programs. Director 80/07/03 

app 


'007830602 Response In opposition to Clr for Development Policy S0O6S0 
petitions to intervene re staniiing as mattsr of right NRC 
will submit opinion re poeslbillty of ill scroti unary hearing 
after Executive Branch views Cortlfltate of Bve and 
BECKER. JM Offtre of the Ciecutive Legal Director 00/07/18. 

13pp 


007830719 Discusses application for licenao to export waste gas mgt 
treatment sys tu South Africa Application, has been forwarded 
to US Dept of Commerce which assumed licensing author Ity 
over such Items on 900689 

PBTERSONrM R Assistant Diroctor for Eiport/Import tr International 
Oaf og yards 00/07/ 1 6 Ip 


>07830723 Discusses application for license to eiport two personnel 
sir locke to South Africa Application has been forwarded to 
US Dept of Commerc e. uhlc h assumed licensing authority over 
such items on 300685 

PETERSON. H R Assistant Dlroctor for Export/lmport & International 
Safeguards 80/07/16 Ip 


0007840030 Forwards application for license to eiport 41 99 g 0. 
containing 0 47 g U-23Sr fc 41 99 g l>. c ontolni ng O 34 g 
U-S39> to Japan 

BHJKAi S Mitsubishi International Corp (subs of Kltsublshi Corp.) 
00/06/80 Ip 


--Q007840036 Application by tlltsubishi Inti Corp for license to eiport 
41 99 g U. containing O 47 g U-233 h 41 59 fl U. containing 
0 34 S U-S3S> to Japan End use statamont and 
SHI HA. 3 Mitsubishi International Corp isubs of Mitsubishi 
Corp > eO/06/20 3pp 


S007S40048 Requests Executive Dranch position re Rcuter-Stokes Inc 
application for license to eiport components for research 
reactor to Mexico 

PETERSQN.M R AsBlstant Director for Eipor t/lmport It International 
Safeguards QO/07/07 Ip 


B007240046 Informs that license application for export of 3 9 metric 
tons of heavy water to Taiwan is being returned NRC has 
received Info that mail is no longer required by customer 
since pro/ect has been cancelled 

PETERSON. M R Assistant Director for Eiport/Import 6 International 
Bafeguerdc 30/07/09 Ip 


8007840098 Notifiee that Reuter-Stokes Inc has requested withdrawal of 
eiport license application 

PETERBON.H R Assistant Director for Eiport/Import Si International 
Safeguards BO/07/10 Ip 


Q007S40099 Discusses IE Insp of Import License IBNM-79000 on 000411 No 
noncompllancB noted Jlejor areas inspected selected exam of 
procedures !< records. Intarvieus w/porsonnel t. observations 
by inspector Portions withhold <ref 10CFR8 7901 

MARTIN.H 0 Region 1. Phllodelphta. Bafeguards Dranch 80/09/80. 

Ip 


—8007840099 IE Insp Rept 11-695/00-03 on 000411 No noncompllance noted. 
Major areas inspected irradiated fuel shipment, general 
requirements for transportation Portions withheld 
iref 10CPR2 790) 

8MITH.0 C Region 1. Philadelphia. Office Of the Director 
DEVLIN.J VI Region 1. Philadelphia. Safeguards Dranch 00/09/13 
Ip 


BD07240S84 Forwards application for license to import BO. 000 kg U. 
enriched to less than 3 9X 11-839. from UBBR 
HANSEN. L E Exion Nuclear Co . Inc (subs of Exxon Corp ) 
00/06/83 ip 


— 8007840247 Application by Elion Nuclear Co. Inc for license to Import 
ao. 000 kg U. containing up to 8.000 kg U-839. from USSR 
HANSENiL E Elion Nuclear Co . Inc (subs of Exxon Corp > 

00/06/ 23 Ip 


□007840368 License for Ed low Inti Co to eiport 10.000 Cl tritium gas 
to Canada 

PETERSON. f) R Assistant Director for Eiport/Import 6 International 
Safeguards 80/07/ IS Ip 


0007840370 Amend 1 to license for Nlssho-lual American Corp extending 
expiration date from 800001 to StOQOI 

PETERBON.H R Assistant Director for Eiport/import 6 International 
Safe guard* MACPJ 8493HY 00/07/15 Ip 


0007840373 License for DOE to eiport 6 49 kg U-839i contained in 38 6 kg 
U me tel. tp France 

PETERbONtM R Aiaistnnt Director for Eiport/Import 6 International 
Baftguardi 00/07/11 2pp 


8007840379 License for OE to eiport 34 neutron detectors. Model NA-SOOr 
to Finland 

PETERBON.H R Assistant Director for Export/Import ft international 
Safeguards DON 00018 00/07/15 Ip 


0007840409 License for Nlssho-luai American Corp to eiport 44 003 kg 
U-835. contained tn 47 168 kg U netal. to Japan 

PETER60N.hr Assistant Director for Export/Import ti international 
Bafegoardl NlAC-70-1103 60/07/14 Spp 


0007840410 License fof Mestlnghouse to eiport 40 g 0-839. contained in 
1.826 g U in 30-A eye Under, to Franca 

PETERBON.H R Assistant Director for Export/Import fc internotlonel 
Safeguard I 106-0496 00/07/19 Spp 


0007840416 License for Transnuclear. Inc to eiport 704 997 kg 11-839. 
contained in 81.044 7 kg U. & 0.034 kg U-833. contained in 
1 kg U> to Swltierland 

PETERBON.H R Assistant Director for Export/Import fc International 
Safeguards RBU 331 00-1301, 80/07/14 Spp 
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6007840431 License for Canadian Erabassij to export 8 j Pu to Canada 
PETERSONt M R Assistant Director for Export/lmport & International 
Safeguards 60/07/14 8pp 


8007840434 Application bg Edlou Inti Corp for license to eiport 80 
Alcrograms Pu-342 in tracer solution to Japan 
HARMONiD U Edlow International Co SHlB-4 BO/06/30 Ip 


6007840440 Ejeculive Branch position re OE application for license to 
•sport neutron detectors to Finland License should be 
granted 

NOSENZO< L V BtateiDept of. Bureau of Oceans {. Internatl Environ & 
Scientific Affairs 80/07/07 3pp 


B007S40447 Ltr of assurance re Westinghouse license to eiport 10 g 
U-835< contained in 1.886 g U. to France 

MARCHAL. J European Communities. Commission of 00/07/09 Ip 


8007S4047B Koruiards 600708 ltr of assurance re application for license 
to export 40.000 lb 71rcalog-4 trex tubes to Taiuan 
DEAN. D Taiuan (Republic of China) 00/07/07 8pp 


B007S50030 Discusses application for license to export inservice Insp 
■ys to South Africa NRC forwarded application to US Dept of 
Commerce, uh ich assumed export licensing authority over such 
itani on 000685 

PETERSON.M R Assistant Director for Ex port/import ti International 
Safaguards 30/07/17 Ip 


0007850033 Discusses application for license to export four sets of 
personnel air locks to South Africa NRC has forwarded 
application to US Dept of Commerce, wh ich assumed eiport 
licensing authoritg over such items on 800625 

PETERSON.M R Assistant Director for Export/Import 6 International 
Safeguards 00/07/17 ip 


8007850041 Discusses application for license to export ultrasonic 
insp sgs to Argentina NRC has forwarded application to US 
Dept of Codimerce. uh ich assumed export licensing authority 
over such items on 000685 

PETERSON.M R Assistant Director for Export/lmport 6 International 
Bafaguards 00/07/16 Ip 


0007850555 Ltr of assurance re eiport of 213 kg U-335. c ontained in 
6.155 kg U. to Japan 

HIVABAYASHl. M Japan 80/03/27 Ip 


0007250563 Forwards OE B006I7 ltr re license application W/o end 
PETERSON.M R Assistant Director for Eiport/Import 6 International 
Safeguards 60/07/15 ip 


8007850656 Forwards draft Commission Action Papers re applications for 
exports to Taiwan Requests comments as soon as possible 
BHEA. J R Office of International Programs. Director 00/07/10 
Ip 


8007850685 Response in opposition to Ctr for Law & Development Policg 
800680 petition to intervene Legislative historg of Nuclear 
Non-Proliferation Act provides guidance re public 
participation U/Certi f icate of Svc 

COWAN. B 2 I KENRlCKi J R He sting house Electric Corp COWAN. B Z 

Eckert. Seamans. Chenn & Mellott B0/07/8i 13pp 


8007SS0714 License for Sigma Chemical Co to export 10 kg deuterium 
oxide to Australia 

PETERSON.M R Assistant Director for Export/lmport 6 International 
Safeguards D-47 00/07/14 Spp 


B00786007B Returns BD0314 application for license to export valve to 
India due to Executive Branch position that proposed export 
does not meet Atomic Energg Act criteria W/o end 
BHEA. J R Office of International Programs. Director 80/06/14 

‘P 


8007880117 Amend 1 to license for OE changing name of ultimate 
consignee to Studsvik Energiteknll AB. in Sweden 

PETERSON.M R Assistant Director for Export/lmport 6 International 
Safaguards DDW 79808 00/07/17 Ip 


8007800131 Confirms telcon that qualification program for subj license 
will require 46 OWR fuel segments. of which 20 will be 
unlrradlated 

HILBDN. B D General Electric Co DDW-B0067 30/06/17 ip 


80078BD8S3 Application bg Reuter-Stokes. Inc for license to export one 
fission counter. Model RS-P6~i60B-it0( to Uraguag 
8KARUPA. J D Reuter-Stokes. Inc 80/07/32 ipp 


8007200209 Forwards 300707 appliiatioj) i< proposed license for export of 
90.000 kg depleted U to Canada Eiecutive Branch position not 
required License will be issued W/o end 

PETERSON.M R Assistant Dnector for Exp or t/Import 6 International 
Safeguards 80/07/15 ip 


SOO720O293 Returns 700913 application for license to export 40.000 lb 
Zircalog-4 trex tubes to Taiuan due to American Inst 800703 
cancellation of order 

PETERSON.M R Assistant Diiector for Export/lmport 6 International 
Safeguards 00/07/15 ip 


8007280360 Forwards application for license to eiport spare parts used 
in refueling sgs that loads or unloads fuel elements into 
reactor bo Cananda 

SCHAUDi J B General Motors Corp 80/07/07 Ip 


--0007230366 Application by Oeneral Motoirs Corp for license to export 
spare parts in refueling sgs that loads or unloads fuel 
elements into reactor to Canada 

SOKOLOWSKI. 0 General Motors Corp B3D44 60/07/01 Ip 


0007200372 Application bg Westinghousc for license to export one 
compensated loniiation c hamber. Model WL-S30B4. to Japan 
PACHAL.W F Uostinghouse Electric Corp 2E-6OI05 80/07/08 Spp 


8007200303 Application bg Air Products 6 Chemi cals. Inc for license to 
eiport 54 3 g iteuteriuni to Waited Kingdom 

NOVAKOVICH. D Air Products J< Ch emlcal s. Inc 80/07/09 Spp 


0007280393 Application bg 8igma Chemical Co for license to export 
compounds containing deuterium to France 

STERN. W C Sigma Chemical Co (subs of Si gma-Al drich Corp > D-48 

60/07/10 Ipp 


0007200397 Forwards application to export 190.500 lb depleted U. 
contained in 200.000 lb depleted U <0 757. titanium alleged), 
to Canada 

SCHAEFFER. M R RMI Co , RMl fitaniura 80/07/07 Ip 


-Q0078B0403 Application bg RMI Co - Extrusion Plant for license to 
export 198.500 lb depleted U. contained in 200.000 lb 
depleted U (0 75/1 titanium ellogedl.to Canada 
SCHAEFFER. M R RMI Co . RMI Titanium 80/07/07 Spp 


8D072B0407 Requests amend to export license to reflect new ultimate 
consignee 

UILEON.B 0 General Electric Co 00/06/17 Ip 


8007280464 Requests amend extending export license 

YAMAHA. K Nissho-Iwal American Corp MACPJ 8493KY 80/07/03 ip 


8007800473 Requests import license to reimport 10 kg highly enriched 
U-S35. c onta in e d in 55 fuel e 1 ements. al eng u/recovered scrap 
matl. from France 

BALALIS.C 0 Union Carbide Corp 00/07/08 Ip 


8007800517 Requests Executive Branch position re Monsanto Research Corp 
application for license to export Cf-25S neutron source to 
Ind ia 

PETERBQN.H R Assistant Director for Export/lmport & International 
Safeguards 00/07/10 Ip 


8007280535 Requests Executive Branch position re Transnuc lean Inc 
application for license to export SNM to The Netherlands 
PETERSON.M R Assistant Director for Export/lmport & International 
Safeg uards 80/07/ 1 4 Ip 


B0072B0535 Requests Executive Branch position re Hltsublshi Inti Corp 
application for license to export SNM. i n form of Moke tubes, 
to Japan 

PETERSON.M R Assistant Dnector for Export/lmport 6 International 
Safeguards 00/07/14 Ip 


8007300547 Executive Branch position re Westinghouse application for 
amend to export license extending expiration date to 
011831 

NOSENZO. L V State. Dept of. Bureau of Oceans 6 Internatl Environ I. 
Scientific Affairs QO/07/08 2pp 


8007260559 Eiecutive Branch position re Edlow Inti Co applicat* 
license to export 3 3 mg Cf-252 to East Germany License 
should be granted 

NOSENZO. L V State. Dept of. Bureau of Oceans 6 Internatl. f 
Scientific Affairs 00/07/11 2pp 
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ao072B05A9 Amend 1 to Ittense for IntBjratod Ph o t omstT 1 J . I nc cfiansina 
quantiti^ from 5SS micrograms U-S35 to 52B mg tJ-235 (99 9X 
enrichment ) 

PETEflSOM. M F Aisistant Director for Ei port/ import ti International 
Safeguards 60/07/19 Ipp 

6007290625 Suhnits application for license to import 15.000 kg U, 
containing 225 kg U-235. from France 

MAT90M. V Tran sniicl ear. Inc SO-l 52/02 BO/07/03 3pp 


D00731OD49 Submits application to amend license 
date to 831001 

WILSON. D D Oensral Electric Co l3DW-a0073 


to eitend expiration 
00/07/07 Ip 


8007310066 Submits application to amend license to eiport 28 elements 
consisting of seven strings of Four detectors each. to West 
Oermang 

HILSON.B B Oeneral Electric Co . Nuclear Energy Products Dlv 
BDH-eOOBO BO/07/ 1 5 Ip 


8007290027 Submits application for 1 tconse 
containing 140 kg U-235. from France 
MATSON. V Trans nuclear. Inc BO-151/ 01 


to import 14.000 kg U. 
60/07/07 3pp 


6007310069 Foruards application for license to export 12 samples of U 
dioxide pellets each Ljr for five grs, each shipment 
containing 7 g U-233i to Bull tierJand 

KEENAN. R P Uestinghnuse Electric Carp 1C8-0512 80/07/01 Ip 


8007290044 Ac k receipt o.f B00506 1 tr f o ruard itig Eiecutive Branch 
position re Uestinghouse application to export two power 
reactors to South Korea Questions impact of recent political 
developments on export'' 

SHEA.vl n Office of I ntor nat i on a 1 Programs. Director 80/06/26 

Ip 


8007290212 Respo-nds to 780929 request for Executive Branch position re 
Oladix Corp application to export 40. 000 lb of ZlrcalDy-4 
tuhing Applicant abandoned request on 800708 

HELFRICH.C F State. Dept of. Bureau uP Oceans 6 Internatl Environ St 
Bcientific Affairs 80/07/11 Ip 


3007290390 Submits application for license to import 40.000 kg U. 
containing 140 tig U-235. from France 

MATSON.V Transnuclear. Inc BO-lSO/02 60/07/07 3pp 


0007290446 Foruiards application bg Transnuc 1 ear. Inc for license to 
export 20 OSO kg U. containing 18 707 kg U-235. to The 
Netherlands 

MATSON.V Transnuclear. Inc 00/07/03 Ip 


— 80D7290452 Application hg Ti ansnuc 1 ear. Tnc for license to eiport 20 050 
leg U. containing 18 707 kg U-235. to The Netherlands 
* Transnuclear. Inc {Ntm-333 kBO-1 49 00/07/03 4pp 


8007390460 Foruards appllcatio'n bg Marubeni America Corp for license to 
export 156.333 kg U. containing 3.486 kg U-235. to Japan 
NAKAIiT Marubeni America Corp (subs of Marubeni Corp 3 
MAS-740B BO/07/11 Ip 


— 9007290467 Application bg Marubeni America Cnrp for license to export 
156.333 kg U.centaining 3.486 kg 8-235. to Japan 
NAKAT.T Marubeni America Corp Csubs of Marubeni Corp ) 
6K-1169/ZK0170 80/07/11 Ip 


— B0073I0073 Application by Westlnghouse for license to export 13 sampltt 
of Y dioxide pellets each yr for five yrs.each shipment 
containing 7 g U -235. to Suiltierland 

KEENAN, n P Hex t iogh ou so Electric Corp FE-20162 80/07/01 Ip 


0007310DB2 Application by liatheson Oas Products for license to export 
Blie 3 cy ] inder. c ontoi ning 500 liters deuterium to Braill 
FISHER. W F Matheson Oas Products 3532 X 80/07/11 2pp 


0007310087 Application by Reuter.-Btokes for license to export 1 4 g U 
dioxide on internal surface of Model RS-C3-2510-1 14 
radiation detector. to Canada Ltr of assurance end 
8KARUPA.J D Reuter-Stokes. Inc V-6317 80/04/17 2pp 


B00731D194 Requests Executive Branch position re Marubeni America Corp 
application for license to export SNM to Japan 

DEVINE. J E Assistant Director for Export/tmport (< International 
Safeguards 80/07/22 Ip 


8007310199 License for OE to export miscellaneous replacement or ipare 
parts t< components to Finland 

PETER SQN. M Ft Assistant Director for Export/Import (> International 
Safa guards EDM-BOOIS 80/07/10 ip 


DD0731O232 Responds tu FOIA request fur documents re export of SNH V 
replacement parts to India Forbiards documents listed in App 
A, Documents lulll be placed In PDR 

FELTON. J M Division of Rules and Records 80/07/24 3pp 


— 8007310247 Updates 000403 analysis of fuel requiroments for Tarapur I 
b II Analysis is based on more detailed h current info 
Provides d iscussi on. cone lusi ons. i efuel ing schedule L 
projected operating schedule for reactor 08 Oedl ltr end 
PDDERSEN. K Office df Policy Evaluations 79/01/16 9pp 


8007290B37 Application by Reactor E x per lisB nts. I n c for license to export 
63 4 mg U-233. c on tamed in 62 5 mg U> to Japan Ltr of 
assurance end 

K Reactor Experiments. Inc 880 80/07/15 2pp 


8D07290BB2 Forwards BOO 529 teloi to Soviet Union re request for U-309 
stds. to be foruarded to Btato Dept Further communications 
or developments per application u.111 be foruarded 
MULLER. L L DR(} International. Inc 80/06/04 2pp 


8007300037 License fur Reuter-Sto kes to export one radiation detector. 
Model nB-C3-B510-14. to Canada 

DEVINE.J D Assistant Director for E xport/ 1 npor t tc Internat 1 onat 
Safeguards 9-8517 00/07/23 2pp 


8007300301 Forwards Dfc of Nuclear Reactor Regulation assessment of 
potential radiological effects of Korean Nuclear Power 
Station on global commons Absessmont represents reasonable 
upperbound appraisal of potential plant releases 
DENTON. H R Office of Nuclear Reactor Flegulatlo'ni Director 
80/07/01 Bpp 


8007310018 Requests that application to export tritium tp Yugoslavia be 
ulthdrawn. on behalf of Radiochemical Ctr 
HARMON. DH Edlow International Co 00/07/18 Ip 


— 8007310230 Provides supplementary Info re Tarapur reactor fuel 
requirements. in response to Commissioner Ahearne question re 
basis for fuel fabrication time D8B provided 9-moiith 
fabrication period Inadequate data available for analysis 
PEDERBEH.K Office of Policy Evaluations 79/01/18 2pp 


— 8007310260 Lists questions re review of License )(SNM-1379 concerning 
proposed export of low enriched fuel to India Requests 
Executive Branch response 

SHEA.J Ft Office of International Programs. Director 79/03/25 

2pp 


— 0-007310266 Forwards updated analysis of estimated fuel requirements for 
Tarapur reactor s. ref lee t mg fuel covered by application 
xeNM-1379 H/o end 

DEVINE.J nfflce of Policy Evaluations 79/06/07 Ip 


— 8007310270 Application by GE for license to export six traversing 
Incurs probe detector assemblies to India 

WILBON.0 D General Electric Co DDH-79i22 79/05/07 Ip 


BOO731O402 Application by Kltsubishi Inti Corp for license to export 
4S0 mCl Cf-232 cermet wire to Japan 

KLIQE. T Hltsubishl International Corp (subs of Mitsubishi Corp 1. 
P IT-L-1912 00/07/22 1 p 


8007310028 Ltr of assurance re Mitshublshi Nuclear Fueld Co application 
for license to export 399 Ky U-235. C onta 1 ned in 14.000 
Kg U. to Japan 

rtlVADAYABHl.M Gambia 80/07/14 Ip 


6007310039 Forwards application for export license for minor nuclear 
export Ltr of assurance required W/o end 

DEVINE.J D Assistant Director fur Eiport/lmport S< Intarnatl anal 
Bafeguards 80/07/22 ip 


B007310042 Submits application to amend license to extend expiration 
date to 651001 

WILSON. D D General Electric Co QDg-B0074 30/07/07 Ip 


6007310484 Application by Blgma Chemical Co for license to export 
compounds containing deuterium to Canada 

8TERN.M C Bigma Chemical Co (subs of Slgma-Aldr Ich Corp 1 D-49. 

80/07/23 ip 


6007310469 Forwards application for license to export reactor vsieel 
gaekets. retaining clips t< retaining clip screws to South 
Korea 

MUIR.H 8 Qabcock t< Wilcox Co 80/07/18 ip 
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'B007310490 Application bij BScM For license to eiport reactor vessel 
gas )( ets4 re ta i n i np clips It retaining clip screus to South 
Korea 

NUIR»H S QabCDCb t Wilcox Co 700-998OS2-51 GO/07/17 ip 


8O07310511 Advises that NBS confirmed that matl requested for export 
on application is In sensing components installed in 
instruments Enriched U could be exported under genera] 
license Bi^produ-ct license required to export instruments 
WR1GHT#B L Office of International Programs^ Director 00/07724 
ip 


8007310520 Application bq Agip Inc for license to export 

radioactive ref sources to Ttalq End use statervient enc 1 
* AOIP U9A. Inc aO-A4203-«.' BO/07/07 5pp 


8007310522 Amend 1 to license for GC extending expiration date to 
B3iOOS clarifying categories of parts I* components 
author&ied for export to West Germany 

DEVINEf J D Assistant Director far E x p o r t/ Imp ort International 
Safeguards 80/07/23 Ip 




PERSONAL AUTHOR 


The subject category column In this index gives the crocket 
number and the symbol for the category of information 
within that docket; for example, 50-320 P. The docket subject 
categories are defined in Appendix A. 

Subject categories for nondocketed items are also entered 
in this column by symbol; for example, ACRS. These cate- 
gories are defined in Appendix B and listed in the Contents. 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

ABBOTT. U S 
ABERCBOtiaiE, H 
ABERCROKBIE. H 
ABERCROMBIE. H 
ABERCROMBIE. H 

80071 303 is» 

8OO7aa034S 

8007220431 

8007110291 

8007110423 

70-2651 

50-259 

SO-259 

50-260 

50-296 

R 

R 

S 

s 

AHEARNE, J F 
AHEARNE. J. F 
AHEARNE, J F 
AHEARNE, J. F 
AHEARNE, J F 

ABERCROMBIE. M 
ABERCROMBIE. K 
ABCRAB.K 

ABLER. U 1 
ABOU-SAYED. 1 

8007270864 

B0071605S2 

800710026a# 

80070204S2 

8007230201 

50-259 

50-259 

50-206 

PR 

HUHEO 

s 

R 

R 

AHEARNE, J. F 
AHEARNE. J. F 
AHEARNE, J F 
AHEARNE, J F 
AHEARNE. J F 

ABRAHAMSON. D 
ABRAMSON. P B 
ABRAMS. R 

AQT. S R 

ABT. 8 R 

8007140014* 
8007a4045<? 
80071 lOlSl 
8007170331* 
8007130471 

PR 

NUREO 

PR 

40-8681 

40-8681 


AHEARNE, J F 
AHEARNE. J F 
AHEARNE. J F 
AHEARNE, J F 
AHEARNE, J. F 

ADT. 8 R 

ADT. S R 

ADT. 3 R 

ABT, 8 R 

ABT. S R 

8007170302* 

3007180288 

8007280070 

8007170332* 

8007170333* 

40-8602 

40-8602 

40-8681 

40-8681 

40-8631 


AHEARNE, J F 
AHEARNE. J F 
AHEARNE. J F 
AHEARNE. J F 
AHEARNE. J F 

ABT. S R 

ABT. 8 R 

ABT. 3 R 

ADT. a R 

ABT. 3 R 

8007170308* 

3007280066 

8007180279 

8007180480 

8007170297* 

40-8602 

40-8602 

40-8691 

40-8698 

40-8602 


AHEARNE. J. F 
AHEARNE. J F 
AHEARNE, J F 
AHEARME. J F 
AHEARNE, J F 

ABT. S R 

ABUAF. n 

ACERRA. L S 
ACKERMAN. U C 
ACOSTA, A P 

8007 170329* 

0007180361 

8007170214 

8007020694 

8007020028 

40-8681 

RES 

50-373 

40-8502 

40-9584 

8 

AHEARME, J F 
AHEARNE, J F 
AHEARNE, J F 
AHEARME. J F 
AHEARHE, J F 

ACOSTA, A P 

ACOSTA, A P 

ACOSTA. A P 

ADAM, L D 

ADLER. T A 

8007010305 
80072 10560 
8007290619 
8007310393 
8007140000 

40-8584 

40-0584 

40-8584 

50-289 

30-289 

H 

O 

AHEARME. J F 
AHEARNE, J F 
AHEARME. J F 
AHEARNE, J F 
AHEARNE. J F 

ADLER T A 

ADLER. T A 

ADLER. T A 

ADLER. T A 

ADLER, T A 

8007140009* 

8007140008 

8007140009* 

8007250680 

8007250689 

50-289 

50-289 

50-289 

S0-2B9 

50-289 

o 

0 

o 

o 

0 

AHEARNE, J F 
AHEARNE, J F 
AHEARNE. J F 
AHEARNE, J F 
AHEARNE, J F 

ADLER, T A 

ADLER, T A 

ADLER, T A 

ADLER. T A 

ADLER, T A 

8007250680 

8007250689 

8007220001 

8007220001 

8007220002 

50-209 

50-289 

50-299 

SO-289 

90-289 

0 

0 

o 

o 

0 

AHEARNE. J F 
AHEARNE. J F 
AHEARNE, J F 
AHEARNE, J F 
AHEARNE, J F 

ADLER. T A 

ADLER. T A 

AOEE. U R 

ADEE. J R 

AOEE. J R. 

8007220002 

8007220595 

8007280088* 

8007140048* 

8007160171* 

50-209 

50-289 

QA999 

QA999 

aA999 

0 

0 

AHEARNE, J F 
AHEARNE, J F 
AHEARNE, J F 
AHEARNE, J F 
AHEARNE. J F 

AOEE.J R 
AORAWAL.A K 
AHEARNE, J F 
AHEARNE.U F 
AHEARNE, J F 

0007290337* 

8007210003 

8007010552* 

0007220273* 

8007100211* 

QA999 

RES 

COMMISSION 

40-299 

50-302 P 

AHEARHE, J F 
AIROUA.e 0 
AKERS, D U 
ALBOSTA, 0 
ALDEN.W M 


An asterisk following the accession number in this inda 
indicates that the document is an enciosuro to anoth 
document. To obtain the accession number of the princip 
document under which the enclosure Is listed, refer to th 
index entitled "Cross Reference of Enclosures to PrIncIp. 
Documents." 


ACCESSION 

SUBJECT 


ACCESSION 

SUBJECT 

NUMBER 

CATEGORY 

AUTHOR 

NUMBER 

CATEOOnv 

00072301 08 

50-320 H 

ALDCRSON, C. E 

8007170559 

90 -9 93 

0007020303 

50-320 U 

ALEXIS. C P 

8007010185* 

40-6709 

8007020129 

COMMIBSION 

ALOER, D. M 

8007140351 

90-186 

8007090104 

COMMISSION 

ALLAN, J M 

0007280408* 

90-293 

8007010547 

90-320 P 

ALLEN, J 

B007070079* 

90-280 

80071 10346 

90-320 H 

ALLEN, J 

B007070075* 

90-280 

8007090076 

COMMteStOM 

ALLEN. J 

0007300412 

50-280 

8007110266 

COMMISSION 

ALLEN. B 0 

B007290647 

90-278 

8007230735 

COMMISSION 

ALLEN. R B 

8007090201* 

toprep 

8007230743 

COMMIES I OM 

ALLMEND I NOER.P 

0007030354 

PH 

80072001 57 

COMMISSION 

AKBERO.P J 

0007100268* 

50-206 

8007280722 

COMMIBSION 

ANDALHAN, E 

&0D7OB0009 

Pft 

8007290347 

COMMISSION 

ANDERS. U A 

(3007 140139* 

SECY 

8007080199 

90-546 U 

ANDERSON, T H 

(3007140540* 

ACRa 

B007160716 

COMMISSION 

ANDERSON, T M 

0007100253 

TOPREP 

8007280162 

COMMISSION 

ANDERSON, J L 

8007230625 

NUREO 

8007170415 

COMMISSION 

ANDERSON, T M 

8007 1 40379* 

TOPREP 

8007110346 

90-482 U 

ANDERSON, T M 

B007140416* 

TOPREP 

8007110552* 

50-482 U 

ANDERSON. T M 

B007 150696* 

TOPREP 

8007110566* 

50-482 U 

ANDERSON, T M 

BOOT 160769* 

TOPREP 

B007110S6B* 

50-482 U 

ANDERSON, T H 

8007 1 40373* 

TOPREP 

8007110377 

COMM I 88 I ON 

ANDERSON, D 0 

8007290321* 

QA999 

8007110302* 

COMMISSION 

ANDERSON. T H 

8007010005 

PR 

8007110387* 

COMMISSION 

ANDERSON. T M 

8007140367 

TOPREP 

8007110392* 

COMMISSION 

ANDERBOM, T M 

8007140407 

toprep 

8007110538 

COMMISSION 

ANDERSON, T K 

8007150646 

TOPREP 

8007140050 

SO -320 U 

ANDERSON, T H 

8007160743 

TOPREP 

8007140062* 

50-320 U 

ANDERSON, T. H 

8007170230 

90-299 

8007140120 

COMMISSION 

ANDERSON. T M 

8007000371 

50-339 

8007240027 

COMMIBSION 

ANDERSON, D T 

8007100260* 

90-206 

8007240034* 

COMMIBSION 

ANDERSON, T II 

a0D7020641 

TOPREP 

8007240303 

70-2153 

ANDER80N, T 11 

8007020644* 

TOPREP 

8007250202 

COMMISSION 

ANDERSON, T H 

8007020590 

fOPREP 

9007110297* 

COMMISSION 

ANDERSON. C. J 

0007230621 

90-397 

8007250079 

COMMISSION 

ANDERBON.T M 

8007210410 

TQPflEP 

8007290082* 

COMMISSION 

ANDERSON. N R 

8007300099 

90-339 

8007250005* 

COMMISBIOH 

ANDERSON. C 

B0072S0178 

90-322 

8007250089* 

COMMISSION 

ANDERSON. C. 

0007310231 

NUNEQ 

800725009B* 

COMMISSION 

ANDOONINI.Q C 

8007230196* 

90-293 

8007250101* 

COMMISSION 

ANDOOMINI.G, C. 

80072B0252* 

90-293 

8007290105* 

COMMISBIOH 

ANDOONINI.G C. 

0007140415 

90-293 

8007290114* 

COMMISSION 

ANDOONINI.O C 

0007210006 

90-293 

80072501 IB* 

COMM 188 I OH 

ANDOGNINI.D C 

0007210301 

90-293 

0007240480 

COMMISSION 

ANOOGNINI.G C 

8007030(42 

90-293 

8007240481* 

COMMISSION 

ANDODMINI.C 0 

0007130397 

90-293 

8007240483* 

COHMISBlaN 

ANDOONINI.D C 

8007250309 

90-293 

8007240487* 

COMMISSION 

ANDOONINI.Q C. 

8007290996 

90-293 ; 

8007240491* 

COMM I Sa ION 

ANDRENB.M 0 

0007080209* 

TOPREP ■ 

8007240493* 

COMMISSION 

ANDREU8, I 

8007020217* 

90-324 

8007240496* 

COMMISSION 

ANDREWS. J. p 

8007 180230 

REOOD 

8007240497* 

coHmesioN 

AND, W P. 

8007160072* 

90-416 

8007220189* 

QA999 

ANKLAM.T t1 

0007300979 

NUAEO 

8007290217 

90-284 P 

ANTOUN.R L 

8007090201* 

TOPREP t 

8007160634 

90-329 H 

APPELHAN9.A D, 

8007310299 

NUREO . 

8007100433* 

50-277 R 

APPLEVARD.M H 

8005190626 

90-320 
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NUMDER 
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ACCESSION 
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AUTHOR 

ACCESSION 
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SUBJECT 
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ARAOOH. R 

8007310004 

NUSEO 


aAftDESiC R 

00071 10M7« 

90-320 

J 

BAXLEY, 8 X 

8007030279* 

50-321 

8 

WAX/2,0 a 

8007SS03QS« 

90-302 

P 

BARDES/ C R 

00071 lotsi* 

90-320 

J 

BAXLEY, 8 X 

8007110442* 

50-321 

S 

ARCHITZEL. R 

a0072101?47» 

50-317 

0 

SARDES/ C R 

00071 lOf 56« 

30-320 

J 

BAXLEY, S X 

8007210492* 

50-321 

S 

ARLGTTD.O A 

8006S7035S 

PR 


BARDES/ C R 

8007110160* 

50-320 

J 

BAXTER, T A 

8007070310 

90-484 

0 

ARNOLD. R C 

8007110030* 

50-289 

J 

OAROES.C R 

6007110167* 

90-320 

J 

BAXTER, T A 

8007070315* 

50-494 

0 

ARNOLD. R.O 

8007070287 

50-320 

P 

SARDES, C R 

6007110176* 

90-320 

J 

BAXTER, T A 

8007070315* 

50-484 

0 

ARNOLD. R € 

S00717045A 

50-320 

P 

BARDES, C R 

60071 10176* 

90-320 

J 

BAXTER, T A 

8007150527 

50-312 

0 

ARNOLD. R. C 

8007220485 

50-320 

0 

BARDES. C fi 

6007110201* 

90-320 

J 

BAXTER,? A 

6007150556* 

50-312 

0 

ARNOLD. R € 

8007310439 

50-320 

P 

BARDESiC R 

G0071 I020a» 

50-320 

J 

BAXTER,? A 

B0071 50556* 

50-312 

0 

ARSENAULT. F J 

8007220018 

HISC 


BARDES. C R 

6007110212* 

50-320 

J 

BAXTER,? A 

8007250345 

50-312 

p 

ASH. H F 

0007090399# 

50-317 

0 

BAROEB. C R 

8007110217* 

90-320 

J 

BAXTER,? A 

e00725040a 

50-484 

0 

ABHEHOEN.H C 

B007i800ll» 

50-327 

0 

BARI/R A 

G007210010 

RES 


BAXTER,? A 

6007250408 

50-404 

0 

ASPEROER.R 0 

8007000008 

90-452 

0 

BARI.fi A 

8007240294 

RES 


BAVNARD, P Y 

8007100101 

REOGD 


ASUELL. D L 

8007100429 

50-382 

0 

BARI.R A 

8007020364 



BAYNARD. P Y 

B0070203B7 

50-302 

p 

ASUELL. D L 

8007190417 

90-382 

0 

BARKER. J L 

8007070080* 

50-10 

0 

BAYNARD, P V 

0007230193 

PR 


ASUELL. D L 

8007890439* 

50-362 

0 

BARKER. J L 

8007230388* 

50-10 

0 

BAVNARD, P Y 

60071 10122 

50-302 

p 

ASUELL, D L 

8007010341 

50-382 

F 

BARKER, D 0 

8007300379 

50-498 

A 

BAVNARD. P Y 

8007150706 

50-302 

R 

ASUELL. D L 

8007010319 

50-362 

8 

BARLEY, S R 

8007100110* 

50-320 

H 

BAYNARD, P Y 

6007210203 

90-302 

P 

ASUELL, D L 

8007020397 

50-3 B2 

8 

BARNES. I 

8007310195* 

0A999 


BAYNARD, P V 

8007180294 

50-302 

P 

ASUELL, D L 

8007100163 

50-302 

K 

BARNES. I 

0007290504* 

QA999 


BAVNARD, P Y 

8007160313 

50-302 

P 

ASUELL, D L 

8007100166* 

50-302 

K 

BARNES. I 

0OO72SOIO9* 

0A999 


BAVNARD, P V, 

6007130384 

50-302 

P 

ASUELL, 0, L 

8007300399* 

50-302 

0 

BARNES. I 

0007160146* 

0A999 


BAYNARD, P Y 

8007230562 

90-302 

0 

ASUELL, 0. L 

8007080179 

50-392 

A 

BARNEICH.J A 

0007010364* 

90-361 

A 

BAYNARD, P Y 

S007220393 

90-302 

P 

ASUELL, D L 

BO 07080234 

50-382 

3 

BARNES. J N 

8007310237 

FOIA 


BAYNARD, P Y 

8007240074 

90-302 

P 

ASUELL. D L 

8007220373 

50-382 

F 

BARNTH0U9E, L H 

8007210498 

50-247 

P 

BAYNARD, P V 

6007250326 

90-302 

P 

ASUELL. D t 

8007290399 

50-382 

F 

BARDCH.C J 

8007160397* 

QA999 


BAYNARD, P Y 

6007230127 

90-302 

P 

ATKINSON. U P 

8007220573* 

50-416 

A 

BARRETT. P A 

8007230066* 

90-341 

0 

BAYNARD, P Y 

9007280373 

90-302 

F 

AU-TANO.H K 

B007090201# 

TOPREP 


BARRY. L H 

8007250176 

SECY 


BAYNE, J P 

8007170316 

90-286 

0 

AUSTIN. M A 

8007150148* 

70-364 


DARTHiC A 

8007030243 

90-468 

0 

BAYNE, J P 

8007030264 

50-266 

F 

AUSTIN, H. A 

8007150809 

70-364 


BARTH. C A 

6007090311 

90-408 

0 

BAYNE. J P 

8007070212 

50-333 

F 

AUSTIN. M.A 

6007020005* 

70-135 


BARTH, C A. 

8007250666 

50-262 

0 

BAYNE, J P 

8007180597 

90-286 

0 

AUSTIN, M A 

6007190135* 

70-364 


BARTLETT. W T 

B007020746 

PR 


BAYNE, J P 

6007140347 

90-286 

0 

AUSTIN. J.H 

8007020966 

90-437 

A 

BARTLETT, U 1/ 

8007100106* 

PR 


BAYNE, J P 

9007280471 

90-220 

0 

AUSTIN. M A 

B0072B0211 

71-9022 


BARTLETT, J 

6007260540 

90-220 

H 

BAYNE, J P 

8007080303 

90-286 

V 

AUTIO.H A 

8007070284 

90-29 

8 

BARTMAN. V 

8007240376* 

90-269 

H 

BAYNE. J P 

8007080332 

90-333 

P 

AUTia.H A 

8007210002 

50-29 

0 

BARTNQFF. S 

8007070113 

90-219 

P 

BAYNE, J P 

6007030367 

50-266 

P 

AUIS.A B. 

8007260271 

27-48 


BARTRAH, B U 

8007220111* 

WASTE MOT 

BAYNE, J P 

6007290728 

50-286 

P 

AXELRAD. H 

80070301 19 

PR 


BARTRAH. Q U 

B007220036* 

HASTE MOT 

BAYNE, J P 

6007280461 

90-266 

I 

AXELRAO. H 

6007020604 

90-376 

0 

BASKIN. K P 

8007230011 

90-361 

Q 

BAYNE, J P 

8007290580 

90-266 

P 

AXELRAD. N 

6007020604 

50-376 

0 

BASKIN, R P 

8007250361 

90-361 

Q 

BAYNE, J P 

6007290759 

50-286 

F 

AXELRAO. H 

B007100160 

PR 


BASKIN, K P 

80071 10401 

90-206 

P 

BAYNE, J P 

6007290692 

80-333 

P 

AXELRAO. M 

B007230939 

90-376 

0 

BASKIN, R P 

8007100306 

REOOD 


BEACH, A B 

0007110076* 

90-362 

G 

AXELRAD. N 

8007230939 

90-076 

0 

BASRIN.K P 

8007300303 

90-361 

0 

BEAN, R M 

0007310210 

NUREO 


AXELSON.U L 

8007290406 

90-199 

F 

BASKIN, R P 

8007250355 

50-206 

Q 

DECHHQEFER, C 

0007080209 

90-358 

0 

AVER.J E 

6007090186* 

70-1257 


BASKIN, R P 

8007310162 

90-206 

0 

BECKHOEFER, C 

0007140012 

90-409 

0 

AVER. J. E 

B007210315* 

70-1257 


BASKIN, K P 

8007290489 

50-361 

0 

BECHHOEFER, C 

0007150509 

50-409 

0 

AYER.xl E 

8007090183 

70-1257 


BASKIN. R P 

8007010465 

90-206 

P 

BECK, M K 

0007820073* 

40-8771 


AYERS, P. J 

8007230932 

90-10 

D 

BASRIN.K P 

8007010216 

90-206 

R 

BECK. E J 

0007260151 

71-5979 


AYRES, 8. T 

8007100179 

90-272 

0 

BABKIN. K P 

BO 070 10479 

90-361 

A 

DECKER, J M 

0007170176 

XPORTLIC 


BACl.P E 

8007280137* 

50-490 

Q 

BASKIN. K P 

8007010356 

50-361 

A 

BECKER, J M 

8007230602 

XPORTLIC 


BADRAN. 8 

6007010951* 

50-237 

S 

BASKIN, R P 

8007060081 

50-361 

A 

BECKMAN, D A 

0007230174* 

50-334 

0 

BAER.T 8 

8007240199 

71-6679 


BASKIN, R P. 

8007310201 

50-361 

Q 

DECK3TED,W F 

6007290448 

50-322 

8 

BAER.T S 

B00722050B 

27-4® 


BASKIN, R P 

6007060271 

50-206 

F 

BEONAR.L F 

6007080368* 

90-298 

S 

BAOAOLIO.N 

8007310327* 

50-275 

Q 

BASRIN.K P 

8007 150579 

50-206 

P 

BEENY, 8 T 

6007250405 

50-399 

M 

B AO DEN. 0. 

6007140949 

PR 


BASRIN.K P 

8007210463 

50-361 

A 

DEENY, 3 T 

8007250485 

90-395 

M 

B AO DEN. 0 

6006240031 

40-1162 


BASRIN.K P 

8007290620 

30-361 

A 

BEERS. F C 

6007180400* 

90-271 

R 

BAILEY. R. 

6007230198 

90-320 

6 

BATEMAN. U 11 

8007170682* 

50-354 

Q 

BEHAM, J L 

6007100047* 

90-322 

H 

BAIR.O 0. 

8007140319* 

50-344 

R 

BATEMAN. U H 

8007 170274* 

30-394 

0 

BELAMOER.J L 

6007310267* 

50-305 

0 

BA IS DEN. L. 

8007210263 

CONTRACT 


BATE6,J U 

0007100391* 

70-USI 


BELCHER, R L 

0007230495 

SO-166 

R 

BAISDEN.L 

8007310006 

CONTRACT 


BATES. J. U 

8007100410* 

70-1201 


BEUCRAIR, D P 

6007290932 

71-370 


BAKER, T. 

8007110443* 

NUREO 


BATEB.J U 

8007140073* 

70-143 


BELORAIR, D P 

0007290934* 

71-370 


BAKER, K R 

8007010393* 

50-269 

a 

BATES. B J 

B007290057* 

QA999 


BELIH, A 

6007020136 

FOIA 


BAKER. K R. 

8007140493* 

50-159 

0 

BATES, A 

8007030391 

PR 


DELIM, A 

6007140228 

FOIA 


BAKER, B. 

8007090290 

90-466 

0 

BATES, A 

6007140691 

PR 


BELISLEiO A 

6007220068* 

50-335 

0 

BAKER. B. 

8007090298* 

50-466 

0 

BATES. E F 

0007290479* 

90-128 

R 

BELKE, W L 

0007070101 

50-206 

P 

BAKER. B. L 

8007170159 

90-466 

0 

BATES. A K 

8007090347 

50-327 

P 

BELL. J J 

6007280265 

50-289 

0 

BAKER. B L 

8007170171* 

30-466 

0 

BATES. J U 

8007180316* 

70-143 


BELL, J J 

8007220033* 

90-289 

H 

BAKER. B 

8007230603 

90-466 

0 

BATES. J. 0 

8007230507 

90-329 

A 

BELMORE, C I 

8007150712* 

50-219 

R 

BALALIS.C 0 

8007280473 

XPORTLIC 


BATTLE. R E 

8007140610 

NUREO 


DENBERQER, 0 L 

8007170577 

50-460 

8 

BALLARD.fi L 

8007070033* 

90-914 

D 

BAUCU8. H 

8007290067* 

90-320 

H 

BENDER, M 

7905140021 

60-439 

0 

BALLARD. R L 

8007300039 

90-289 

0 

BAUER, R H 

8007240094* 

71-5607 


DENNETT, H A 

8007180049 

NUREO 


BALL ENT 1«E. J M. 

6007220398 

50-327 

R 

BAUER, E R 

8007280453* 

90-317 

8 

BENNETT, A B 

8007250594* 

0A999 


BALUlNOEfi.P L 

6007060399* 

50-290 

R 

BAUM.E A 

8007030104 

90-260 

F 

DENNETT, H A 

8007310241 

NUREO 


BALLINOER.P L 

6007290429* 

50-299 

R 

BAUM.E A 

8007070201 

50-339 

P 

BENSINO, 0 

8007100180 

PRM 


BALOUOH. R C 

6007210388 

90-449 

K 

BAUM.E A 

8007190569 

50-338 

P 

DEROER.R F 

8007020613 

80-996 

0 

BANASZAK.L. J 

8007160940 

90-10 

D 

BAUM. E. A 

8007220579 

50-338 

F 

BEROER.R F 

8007310153 

90-956 

0 

SANABZAK.L J 

8007180366 

90-10 

D 

BAUM.E A 

8007240049 

90-339 

A 

BEROER.R F 

8007820539 

PR 


BANAS.E M 

6007090131 

40-9021 


BAUM.E A 

8007260432 

50-338 

F 

HERICK, D. 

8007030107 

PR 


SARDES. C R 

6007110107* 

30-320 

U 

BAUM.E A 

8007250383 

50-338 

F 

DERREBILE.R D 

8007100196 

REOGD 


BARDES, C. R 

6007110129* 

90-320 

J 

BAUMANN, R 0 

8007300581* 

CONTRACT 


BERMAN, M 

8007110551 

RES 


8ARDE8.C A 

8007110126* 

50-320 

J 

BAUH. P U 

8007150573* 

90-133 

R 

BERMAN, M 

8007280081 

RES 


BARDES, C.A 

6007110132* 

50-320 

J 

BAUNACK. U 

8007250263* 

90-220 

Q 

BERNERO, R H 

S007U0487* 

SECY 


BARDES. C. R 

e007]10]39» 

90-320 

J 

BAUNACK. U. 

8007210255* 

50-333 

0 

BERNSEN, 8 A 

8007150116 

PR 


BARDES. C. R 

8007110140* 

50-320 

U 

BAUNACK. N 

8007290010 

90-220 

8 

BERTELU. R. 

8007020449 

PR 


BARDES, C R 

6007110143* 

90-320 

U 

BAXLEY, S X 

8007010516* 

90-366 

6 

BETANCOURT, B 

8007020693* 

90-281 

H 


I 


I 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

PERSONAL AUTHOR INDEX 

ACCESSION SUOJECT 

AUTHOR NUMBER CATEGORY 

AUTHOR 
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a: 

SUBJECT 

CATEGORY 

aeiETA, P M 

0OO7ieOlA9» 

COMMISSION 

BOHN. M P 

0OO71SOO59 

RES 


BRADFORD, g H 

8007070399* 

50-340 

BETHUKEi E 
QETTAUER. R J 

80071 10449 
8007170191 

50-313 

XPORTLIC 

H 

BOHN, R J 

BOHN, M P 

6007010478 

8007220065 

50-367 

RES 

A 

BRADFORD, P A 
BRADFORD, g H 

8007300291* 

0007240376* 

50-259 

50-348 

1 DETTENHAUSEI^. L 

80D7S30221> 

50-293 

0 

DOHN.R J 

0007210464 

50-367 

R 

BRADFORD, 0 P 

0007220203 

50-289 

1 BE YEA. J 

80071 700B9 

50-320 

P 

BOHN. R J 

0007200402 

50-367 

R 

BRADFORD, 0 P 

0007220209# 

50-289 

BIALIK. E I 

00071 10121 

PR 


BOHN R J 

0007110438 

50-367 

R 

BRADFORD, 0 P 

8007220217* 

90-289 

. BICKMIT. L 

BICKHIT. L 

B007 190329 
8007 1 1 0532 

COMMISSION 

SECV 

BOLANDER.H A 
BOLANOER.H A 

8007200170 

8007200106 

RES 

RES 


BRADLEY, R T 
BRADLEY. E J 

8007140617 

8007180443 

NUREO 

50-277 

BICKUIT. L 

8007140152 

50-247 

p 

BOLES. 0 8 

0007290656* 

SO-327 

8 

BRADLEY. E J 

8007220551 

50-277 

BIOA.O 

8007210007 

RES 


BOLES. 0 S 

0007290601* 

50-327 

8 

BRADLEY. E J 

8007280304 

50-276 

BIOOLE. C T 

B007020471 

50-466 

9 

BONZON. L L 

0007310007 

NUREG 


DRAMLETT.L 8 

B0070 10480* 

50-313 

1 BIDDLE. C T 

B007020471 

50-466 

0 

BOOK, H E 

0007140609* 

27-40 


BRAMLETT. L 8 

8007150603* 


BIDDLE. C T 

8007030013 

50-46^1 

0 

BOOK.H E 

8007300SB3* 

50-254 

0 

BRAMLETT, L 8 

0007150538* 

50-313 

DIDDLE. C T 

8007090017* 

50-466 

0 

BOOK. H E 

800611073?* 

27-10 


BRAMLETT. L B 

8007210432* 

50-313 

BIDDLE, C T 

9007080015* 

50-466 

0 

BOOK.H E 

0007310339* 

50-295 

0 

DRAMLETT.L B 

0007210413* 

50-313 

BIOOLE. C T 

8007080017* 

50-466 

0 

BOOK, H E 

0007140657* 

40-2940 


BRAMLETT. L S 

8007100318* 

50-313 

BIDDLE. C T 

8007160432 

SO-466 

0 

BOOK.H E 

0007140663* 

40-2940 


BRAMLETT. L B 

8007200511* 

50-313 

BIOOLE, C T 

8007180432 

50-466 

0 

BOOK.H E 

6007170556* 

50-315 

0 

BRANAOAN.E F 

8007100369 

NUREO 

BIELAUSKI. A P 

8007020462 

50-599 

0 

BOOK.H E 

8007140670* 

40-2940 


BRANCH. g H 

8007290929 

71-368 

BIELAUBKI. A P 

8007020462 

50-599 

0 

BOOK.H E 

8007150130* 

50-344 

0 

BRANDENBURG, 8 

8007220160 

50-247 

BIELAUSKI.A P 

8007230810 

50-255 

0 

BOOK.H E 

8007110174 

50-206 

Q 

BRAND, W E 

8007250502* 

50-395 ; 

BIERHAN, 8 R 

8007020016 

RES 


BOOK.H E 

8007110104* 

50-206 

a 

BRANDENBURG. B 

8007290522 

50-247 

BIERHAN, 3 R 

6007310187 

RES 


BOOK.H E 

0007150124* 

50-344 

0 

BRAUN, J 

8007030038* 

FOIA 

BIOIARELLI.H J 

8007100172* 

50-245 

s 

BOOK.H E 

8007100023 

50-508 

o 

BREAUX, D 0 

6007140008* 

0A999 

B I NOHAM. J 

8007280189 

PRM 


BOOK. H E 

0007100025* 

50-608 

0 

BREAUX, D 0 

0007160(26* 

0A999 

BIRCKELL, R C 

8007290639* 

50-327 

8 

BOOK. K E 

0007230355* 

50-224 

0 

DRICKLEV. R H 

0007140006* 

0A999 

BIRCHELL.R C 
BIROEL. 8 H 

BOO729O810* 

8007030071* 

50-327 

CONTRACT 

S 

BOOK.H E 

BOOK.H E 

0007230350 

0007160721* 

50-224 

40-7982 

0 

BRICKLEV, R.H 
6RICKLEY.R H 

0007280068* 

B00714004B* 

aA999 

0A999 

DIRKEL, R A 

80071 10519 

50-369 

A 

BOOK.H E 

0007230297* 

50-206 

0 

SRICKLEY.R H 

8007160171* 

04999 

BIRKEL. R A 

8007160486 

50-369 

A 

BOOK.H E 

0007240331* 

70-12S7 


BRICKLEV.R, H 

0007290337* 

0A999 

BIRKEL. R A 

8007090091 

50-369 

A 

BOOK, H E 

0007230291* 

50-206 

Q 

BRICKLEY.R H 

8007290321* 

QA999 

BIRKEL. R A 

8007170696 

50-369 

A 

BOOK.H E 

0007240322 

70-1257 


BRtCKLEY.R H 

8007310316* 

50-266 « 

DIRKEL. R A 

8007280011 

50-369 

A 

BOOK.H E 

0007310163 

50-288 

Q 

DRIDOEa, A P 

8007160313* 

CONTRACT 

DI8CH0FF.C A 

8007300106 

50-528 

0 

BOOK.H E 

0007310168* 

50-288 

0 

BRtOOS.U 

8004240215 

50-310 

BISHOP. T W 

8007230639* 

50-397 

0 

BOOK.H E 

0007150106 

50-344 

0 

BRIOOS, L 

8004240221 

50-2(9 

BISHOP. C J 

8007090224 

50-376 

0 

BOOK, H E 

0007230202 

50-206 

0 

BRIGHT, R H 

8007030242 

90-302 P 

BISHOP, C J 

8007100022 

50-295 

0 

BOOK H. E 

0007100003* 

50-320 

Q 

BRIGHT, R M 

8007180540 

50-302 n 

BISHOP, C J 

8007100255 

30-445 

0 

BOOKE. B L 

0007220520 

40-1162 


BRIGHT. R H 

8007010355 

50-302 P 

BISHOP U M 

B007310U6 

50-466 

0 

BOOKS, fi U 

0007220320 

40-1162 


BRIGHT, R H 

8007070329 

50-302 

BISHOP, J M 

8007310103 

50-466 

0 

DOROENICK. B M 

0007070046* 

50-514 

D 

BRIGHT, R H 

8007080259 

50-302 

BISHOP, L L 

00071 10043 

PR 


DORDENICK. B M 

0007080001 

90-320 

0 

BRIGHT, R M 

8007100153 

50-302 

BISHOP, L L 

00071 1004B 

PR 


BORDENICK, B tt 

0007060003* 

50-320 

o 

BRIGHT, R 11 

8007150590 

50-302 a 

BISHOP. C J 

8007100253 

50-320 

0 

DORDENICK, B M 

0007000006* 

60-320 

c 

BRINKLER. J E 

8007080417* 

50-309 

BISHOP, C U 

0007220092 

50-275 

0 

BORDENICK, B M 

0007000059 

50-322 

0 

BRINKLER. J E 

8007210431* 

50-309 

BISHOP, C J 

8007220103* 

50-275 

0 

BORDENICK, 8 M 

0007160601 

50-322 

0 

BRITia, J 8 

8007100001 

PR 

BISHOP, C J 

8007220556 

50-445 

M 

BORDENICK. B M 

0OO716OSB3 

50-322 

0 

BROCKETT, T 

8004240316 

ILC 

BISHOP. C U 

G007310160 

50-344 

Or 

BORDENICK, B H 

0007170201 

50-514 

0 

BROCKETTi T 

8007140550 

50-219 

BISHOP, C J 

0007310463 

50-309 

0 

BORDENICK, B M 

B00724000B 

50-322 

H 

BROCKETT, T 

8007230143 

16E 

BISHOP, T A 

0007240394 

NUREO 


BORER, P. J 

0007280592* 

50-298 

a 

BROCKETT. T N 

8007230148 

30-94 

BISSETT, P 

0007180002* 

70-371 


BORGMANN, E A 

0007150108* 

50-358 

Q 

BRODERICK, N E 

0007030208* 

50-209 

BISSETT. P H 

00071 70630* 

70-135 


BORGMANN.E A 

0007010004 

50-363 

0 

BROEHL, D J 

8007030233 

50-344 ft 

BIVINS, U S 

000723072 1 » 

40-0452 


BORGMANN. E A 

8007000317 

30-353 

A 

BROEHL.O J 

0007100345 

PRH 

BLACK, R L 

0007010330 

50-522 

0 

BORGMANN.E A 

8007210302* 

50-358 

0 

BROEHL, 0 J 

0007100050* 

50-344 

BLACK, R L 

0007080030 

50-466 

0 

BORGMANN.E A 

6007210313 

50-358 

0 

BROEHL.O J 

8007020594 

50-344 0 

BLACK, R L 

0007100043 

50-341 

0 

BORGMANN.E A 

B007250616 

50-358 

Q 

BROEHL. D J 

8007070273 

50-344 

BLACKWELL, R M 

0007280600* 

50-321 

R 

BORGMANN.E A 

8007080374 

50-350 

0 

BROEHL, □ J 

8007160661 

50-344 <■ 

BLACKWELL, R J1 

8007280692* 

50-32! 

R 

BORGMANN.E A 

8007070258 

50-358 

F 

BROEHL. D J 

8007100347 

50-344 

BLACK, R L 

8007180246 

50-498 

0 

BORGMANN.E A 

8007250576 

50-350 

a 

BROEHL. D J 

8007220570 

50-344 , 

BLACK, R L 

8007180260 

50-466 

0 

BORGMANN. E A 

8007280096 

50-358 

Q 

BROEHL, D J 

8007250413 

50-344 f 

BLACK, R L 

8007180426 

50-466 

0 

BORGMANN.E A 

8007140369 

90-350 

K 

BROEHL, D J. 

8007290554 

50-344 

BLACK. R L 

8007220013 

50-498 

0 

BORGMANN.E A 

0007210424 

50-350 

K 

BROGAN, 0 E 

8007010364* 

50-361 

BLACK. R L 

8007240409 

50-498 

0 

BORGMANN.E A 

8007230437 

90-358 

a 

BROMBERG. B 

8007210253 

COMTnACT 

BLACK, R L 

8007290748 

50-498 

0 

BOROO.O J 

8007160366 

50-369 

8 

BROOKS, T R 

8007070085 

PR 

BLACK, R L 

8007310473 

50-466 

0 

DOROQ.O J 

0007250297 

PT21 


BROOKS, W 

8007140637* 

TOPREP 

BLAKE, E L 

8007180394 

50-289 

0 

aORNHOEFT, g H 

8007200067* 

PR 


BROOKS, F K 

6007160229* 

CONTRACT 

BLAKE, E L 

8007180394 

50-209 

0 

DOSCHWITZ.H 

0007310528* 

S0-2B2 

H 

BROBNAN, D F. 

0007140051* 

PR 

I BLAKE, E L 

S007230S21 

50-209 

0 

BOUKNIOHT, J A 

0007230798 

50-389 

M 

BROUNS, R J 

B 0072200 19 

NUREO 

BLAKE, E L 

8007230521 

50-289 

0 

BOURN I A. A 

8007100296 

50-438 

A 

BROWNCi g 0 

0006110739* 

27-10 

I BLAKE, E L 

8007300437 

50-289 

0 

BOWDEN, T J 

8007 110502 

PRM 


BROWN, R A 

0OO715O471* 

50-280 i 

BLAKE, E L 

8007300437 

50-209 

0 

BOWDEN, 0 0 

8007140617 

NUREO 


BROWN, 0 F 

0007090090 

PR 

' BLAND. U S 

8007010289 

50-255 

P 

BOWERS, E 0 

8007020506 

50-322 

0 

DROWN, R L 

0007210264* 

0A999 

' BLOCK. J A 

8007220334* 

TOPREP 


BOWERS, E a 

0007020606 

50-322 

0 

DROWN, C 

0007140494* 

50-263 T 

I BLOEDEL. 6 A 

8007100049 

NUREO 


BOWERS, E 8 

0007080204 

50-322 

0 

DROWN, E J 

6006120770 

ORO 

' BLQUCH. A R 

0007230736* 

50-277 

0 

BOWERS, E 8 

8007110346 

50-493 

0 

BROWN, 0 D. 

8007170297* 

40-8602 

I BLUME, M B 

0007010247 

50-445 

M 

BOWERS, E 8 

8007310167 

50-445 

0 

BROWN, 0 D 

0007170329* 

40-0681 

t BLUME. M B 

0007010264 

50-445 

M 

BOWERS, E 8 

8007250708 

50-142 

0 

BROWN, R. 

8007220056* 

WASTE KOT 

. BLUME, M B 

80072B0636* 

50-445 

M 

BQWNE. W D 

0007160490 

CONTRACT 


BROWN, n 

QOO722O064* 

WASTE MOT 

BLUMMBERD, N 

8007020070* 

50-277 

Q 

BOYD, 0 C 

0007070061* 

50-282 

0 

BROWN, 0. F 

8007020635 

FR 

I BODDV.J R 

8007220042* 

WASTE MOT 

BOYD, t> C 

8007010393* 

50-255 

Q 

BROWN, 0 B. 

8007170291 

40-0602 . 

I BODDY, J R 

8007220049* 

WASTE MOT 

BOYD, 0 C 

0007240210* 

50-282 

Q 

BROWN, H H 

8007030048 

50-279 C 

DODTKE. P J 

80071 10414* 

50-255 

R 

BOYER, V 8 

0007250471 

50-352 

A 

BROUN, H H 

8007030048 

90-279 «; 

BOELDT, E U. 

I BODDEN, 0 

‘ BOODEN, 0 

8007100170 

8007100091* 

0007220314 

REOOD 

40-1162 

40-1162 


BOZARTH, D P 
BOZICH.T A 

BOZICH, T A 

0OO72SOS52* 

7910150137 

0007030099 

50-460 

40-4669 

40-4669 

A 

DROWN, R A 

DROWN, 0 D. 

BROWN, G D 

8007280298 

0007170327 

8007230257* 

70-1177 
40-0681 ' 

90-313 [ 

I BOHANAN. R F 

t 

i 

I 

I 

8007300575 

NUREO 


BRADFORD,? A 

0007030313* 

50-273 

P 

BROWN. C H 

0007300309* 

50-263 f 


PERSONAL AUTHOR INDEX 



ACCESSION 

SUBJECT 



AUTHOR 

NUMBER 

CATEODRY 

AUTHOR 

BROUHrO E> 

B007230244 

50-313 

0 

DURCHETTE. W H 

BHOHN.O E> 

B007S90231 

40-8102 


BUR0E8S, a L 

BRDUH.O B 

30072902^4* 

40-8102 


BURGER. J F 

QROMN.S C 

8007010363 

50-404 

A 

BURGER. F J 

BROUN. 8 C 

8007010413 

50-338 

0 

BUR01N.fi E 

BROUN. R. 

8007280508 

NUREO 


BUR I AN. R J 

BROUN. R 

9007230205 

NUREO 


BURKE, T J 

BROUN. 0 D 

8007180112 

50-285 

Q 

BURKHARDT, W 

BROUN. L -J 

8007300340 

50-133 

0 

BURKS, N 

BROWN. N 8 

800709 0292 » 

50-316 

s 

BURNETT, R F 

BROWN. U J 

B007 100246 

PR 


BURNETT, R F 

BROWN. H 3 

0007150703* 

50-315 

s 

BURNETT. R F 

BROWN. 6 C 

B007 190371 

50-281 

0 

BURNETTE. 0 U 

BROWN. 6 C 

8007250365 

50-281 

0 

BURNETT, R F 

BRDWN.fi C 

8007310421 

50-280 

p 

BURNETT, R F 

BROWN. H H 

8007250429 

50-275 

0 

BURNETT. R F 

BRUOOER. R H 

8007080266 

50-186 

s 

BURNETT. R 

BRUOSER. R K 

9007080260 

50-186 

a 

BURNETT, R 

BRUNER. R B 

8007230601* 

70-2000 


BURNS. 8 0 

BRUNNER. E J 

8004240212 

50-286 

s 

BURNS, B 0 

BRUNNER, e J 

800424021 S 

50-318 

s 

BURTON. R M 

BRUNNER. E J 

8004240221 

50-219 

8 

BURNELL, 8 

BRUNNER, e J 

8004240228 

50-293 

S 

BUST I ON. R R 

BRUNNER. E J 

9007020049* 

50-277 

0 

BUTLER. M R 

BRUNNER. E J 

8007230730* 

50-277 

Q 

BUTLER, a D. 

BRUNNER. E J 

8007220050 

50-219 

a 

BYERLEY, T E 

BRUNNER. E J 

8007230202* 

50-293 

Q 

BYERLEY, T E 

BRUNNER, E J 

8007230157* 

50-334 

Q 

CADENA. D 0 

BRUNI^ER.E J 

8007180077 

50-293 

0 

CAHILL. W J 

BRUNNER, E J 

8007280256* 

50-293 

0 

CAHILL. U J 

BRUNI'IER.E j 

8007310118* 

50-272 

0 

CAHILL. U J 

BRUNNER. E J 

8007020035 

50-277 

Q 

CAHILL, W J 

BRUNNER, E 

8007170688 

50-219 

0 

CAHILL. U J 

BRUNNER, E J. 

8007210157 

50-244 

Q 

CAHILL, H J 

BRUNNER. E U 

8007210241 

50-317 

Q 

CAHILL, M J 

BRUNNER. £ J. 

8007250258* 

50-220 

0 

CAHILL. M J. 

BRUNNER, E J 

8007210251 

50-333 

Q 

CAHN.A L 

BRUNNER. C J. 

8007230369 

50-309 

0 

CAHN.A L 

BRUNNER, e 0 

8007230130 

50-289 

Q 

CAIN.C L 

BRUfWER.E U 

8007230377 

50-309 

0 

CAIN.C L 

BRUNNER. £ J 

8007020540 

50-271 

8 

CAIN. J 

BRUNNER. E U. 

8007020536 

50-213 

S 

CALDNELL.R A 

BRUNNER, E J 

8007020145 

60-247 

8 

CALDWELL. R A 

BRUNNER, E J 

8007310499 

50-247 

0 

CAUDNELL, E 

BRUNNER. E J. 

8007310361 

50-245 

a 

CALHOUN. J R 

BRUNNER. E J. 

8007180445 

50-219 

Q 

CALHOUN. J R 

BRUNNER. B U. 

8007140615 

50-334 

8 

CALHOUN, J fi 

BRUNNER, E J. 

8007230005 

50-244 

Q 

CALHOUN. J fi 

BRUNNER. E J. 

8007310052 

50-272 

0 

CALHOUN. J. fl 

BRUNNER. E J 

8007230182 

50-293 

0 

CALHOUN. J R 

BRUtWER, E J. 

8007230140 

50-334 

0 

CALHOUN. J R 

BRUNNER. £ J 

8007230191 

50-213 

8 

CALHOUN, J R 

BRUNf^ER.E J. 

8007250241 

50-220 

0 

CALHOUN. J. R 

BRU^R.E J 

8007310104 

50-272 

0 

CALHOUN, J R 

BRUNNER, E J 

8007280248 

50-293 

Q 

CALHOUN, J. R 

SRUNNER.E J 

8007290010 

50-220 

8 

CALHOUN, J. R 

BRUNNER, E J 

8007290058 

50-286 

a 

CALHOUN, J R 

BRUNNER. E J 

8007250197 

60-219 

8 

CALHOUN, J fi 

BRUNNER. J E 

8007290701 

50-329 

A 

CALHOUN. J. fl 

BRVAN.J K 

8007150006* 

50-483 

0 

CALHOUN, J. R 

SRVAN.J K 

8007150010* 

50-483 

0 

CALHOUN. J R 

BRVAN.a K 

8007210198 

50-483 

0 

CALHOUN. J. R 

BRVAN.J K 

8007150534 

50-483 

F 

CALHOUN. J. R 

BRVAN.J K 

8007250336 

50-483 

8 

CALHOUN. J R 

BRYAN. R H 

8007310554 

NUREO 


CALHOUN. J R 

BUCHHOLZ.R H 

8007 150104 

PR 


CALHOUN. J R 

BUCHHULZ. R H 

8007140356 

TOPREP 


CALHOUN. J R 

BUCHHOLZ.R H 

8007140426 

TOPREP 


CALHOUN. J R 

BUCHHOLZ.R M 

8007090310 

TOPREP 


CALHOUN. J R 

BUCHHOLZ. R. H 

8007150724 

TOPREP 


CALHOUN. J R 

BUCHHOLZ. R. H 

8007220329 

TOPREP 


CALHOUN, 0 R 

BUCHHOLZ.R H 

8007210391 

NUREO 


CALHOUN. J R 

BUCHHOLZ.R H 

8007210366 

TOPREP 


CALHOUN. J R 

BUCKALEH, U H 

8007310007 

NUREO 


CALHOUN, J R 

BUCKLEY. B. 

8007020433 

50-461 

A 

CALHOUN, J R 

BUCKLEY, B. C 

8007080343 

50-275 

A 

CALHOUN. J R 

BUCKLEY, B- C 

8007230029 

50-275 

A 

CALHOUN. J R 

BUCKLEY, B.C. 

8007230550 

50-278 

A 

CALHOUN. J R 

aUONITZ. R J 

8007230727 

50-320 

H 

CALHOUN. J R. 

BUH8CHECK. T 8 

8007220053 

RES 


CALHOUN, J R 

aULISCHECK. T. 

8007190233 

RES 


CALHOUN. J R 

BUHPUS. 8 E 

8007240478 

NUREO 


CALHOUN. J R 

BUNKER. B. L. 

6007220385* 

50-302 

P 

CALHOUN. J R 

BUNT I NO, J 0 

8007170681* 

HI SC 


CALHOUN. J R 

BURACK. J. A 

8007210320 

70-157 


CALHOUN. J R 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

Bf)0721045S 

50-445 

M 

CALHOUN. J R 

8007290646 

50-327 

8 


50-282 

0 

CALHOUN. J R 

8007290657 

50-259 

3 

BO 07 100050* 

PR 


CALHOUN, J R 

8007290790 

50-327 

S 

90071 B0400* 

50-271 

R 

CALHOUN, J R 

8007290020 

50-296 

8 

8007290024 

70-2902 


CALHOUN, J R 

0007290822 

50-327 

S 

30072501 10 

71-3957 


CALHOUN, J R 

8007250414 

50-327 

S 

8007020073* 

50-322 

8 

CALHOUN. J R 

8007290636 

SO-327 

3 

8007090103 

70-1257 


CALHOUN. J R 

8007290665 

50-327 

S 

8007140674 

FOIA 


CALHOUN, J R 

8007290720 

50-260 

S 

8007220248* 

70-143 


CALHOUN, J R 

0007290010 

50-327 

s 

8007090036* 

lOCFR 


CALHOUN, J R 

8007290762 

50-327 

s 

8007020080 

70-1201 


CALHOUN, J R 

6007290685 

50-327 

8 

80071 S0407 

RES 


CALHOUN, J R 

8007290695 

50-296 

0 

8007020476 

70-572 


CALHOUN, J R 

8007290578 

50-327 

S 

80071 10584 

70-143 


CALHOUN. J R 

8007290649 

50-327 

S 

8007310453 

70-1201 


CALHOUN, J R 

8007290662 

50-327 

S 

8007280055* 

FOIA 


CALHOUN. J R 

8007290675 

50-327 

S 

80072S005B* 

FOIA 


CALHOUN. J R 

0007290700 

50-327 

S 

8007070126 

50-255 

0 

CALHOUN. J R 

0007290737 

50-259 

8 

8007310319 

50-255 

0 

CALLAHAN. L J 

0007220197* 

50-313 

Q 

8007210125* 

50-483 

0 

CAMPBELL. H 

0007170306* 

FOIA 


8007020224 

8007100050* 

8007100179* 

50-445 

rLgd 

A 

CAMPBELL. H 
CAMPBELL, M 
CAMPBELL, R H 

8007170314* 
8007170438* 
80071 10003 

FOIA 

FOIA 

70-2909 


8007100011* 

50-327 

0 

CAMPBELL. T E 

8007020596* 

TOPREP 


8007020342 

PR 


CANADY, K 6 

8007140007* 

50-369 

0 

8007020523* 

50-366 

8 

GANLON. L E 

8007110536* 

50-424 

0 

8007070174 

PR 


CANNON, R U 

0007150522* 

50-327 

P 

8007010081 

50-3 

0 

CANTER. H L 

0007240420* 

50-312 

0 

B007020077 

50-3 

0 

CANTRELL, F S 

0007240329* 

50-5ia 

0 

8007170207 

50-3 

0 

CANTRELL. F S 

B0071 50452* 

50-566 

0 

8007180560 

50-3 

0 

CANTRELL, F 8 

8007290361* 

50-433 

0 

8007180592 

50-3 

0 

CANTRELL, F 8 

8007300594* 

50-518 

0 

8007090228 

50-247 

p 

CAPHTON, D L 

8007220060* 

50-219 

fl 

8007090251 

50-247 

p 

CAPHTON, D L 

8007230221* 

50-293 

fl 

8007170363 

50-3 

R 

CAPHTON. D L 

8007310131* 

50-272 

Q 

8007230042 

PR 


CAPLAN. R 

0007080046 

30-320 

0 

8007300452 

TOPREP 


CAPLAN. R 

8007080040 

50-320 

C 

8007300585* 

8007290244* 

50-254 

40-B102 

0 

CAPLAN, R 

CAPPER, W E 

8007310120 

8007020650 

50-277 

71-381 

0 

8007210104 

HASTE HOT 

CAPRA, R A 

8007030220 

TOPREP 


8007100225* 

30-267 

0 

CAPRA. R A 

8007240208 

50-269 

f> 

8007070161* 

30-2B4 

0 

CAPRA, L A 

8007300180* 

QA999 


eO 07060253 

30-155 

H 

CAPRA, L A 

8007300178* 

aA999 


8007010302 

50-327 

8 

CARACO, I R 

8007140075* 

QA999 


80 07010435 

50-327 

8 

CARDAUOH, E H 

8007240009* 

30-155 

a 

8007010528 

50-327 

8 

CARBON, H W 

7904120321 

50-353 

Q 

8007010370 

50-296 

8 

CARDILE. F P 

0007100369 

NUREO 


8007010417 

50-327 

8 

CAREY, W, U 

0007010397 

50-271 

I 

8 007010499 

50-327 

8 

CARFAONO, 8 P 

8007070368 

50-338 

P 

8007010525 

50-327 

8 

CARLSON, R T 

8007020066 

50-322 

B 

8007010534 

50-327 

B 

CARLSON, R T 

8007210326* 

50-352 

a 

8 007010490 

50-327 

8 

CARLSON. R T 

8007170665* 

50-334 

a 

8007010512 

50-327 

8 

CARLSON. R T 

0007010229* 

50-443 

a 

8007080283 

50-327 

8 

CARLSON, R T 

8007020216 

50-334 

a 

8007080293 

30-259 

8 

CARL9QN. R T 

0007210345* 

50-307 

a 

8007080301 

50-259 

B 

CARLSON. R T 

8007170606 

50-286 

a 

8007080334 

50-327 

8 

CARLSON. R T 

8007170593 

50-363 

0 

8007080394 

50-260 

S 

CARLSON, R. T 

8007210221* 

50-352 

a 

80070B040S 

50-260 

8 

CARLSON, R T 

8007020 155 

50-352 

a 

8007110372 

50-327 

8 

CARLeON, R T 

8007170637 

50-387 

fl 

8007080281 

50-327 

6 

CARLSON, R T 

0007010219 

50-443 

Q 

8007030370 

50-260 

B 

CARLSON, R T 

8007020111 

50-410 

a 

ao0708041S 

50-296 

8 

CARLSON, R T 

8007170268 

50-354 

a 

aoo7oao3i3 

50-259 

8 

CARLSON. R T 

8007170283 

50-322 

a 

8007080400 

50-327 

8 

CARLSON, R T 

8007020004 

50-410 

s 

8007090003 

50-259 

B 

CARLSON, R T 

8007170249 

50-387 

a 

8007110378 

50-296 

B 

CARLSON. R T 

8007210201 

50-410 

a 

8007110388 

50-296 

6 

CARLSON. R T 

8007210300 

SO-354 

a 

8007150453 

50-327 

S 

CARLSON. R T 

8007220278 

50-317 

a 

8007150504 

50-327 

8 

CARLSON, R T 

8007010182 

50-443 

a 

0007150470 

50-327 

S 

CARLSON, J D 

8007170080* 

50-133 

Q 

8007150580 

50-327 

8 

CARLSON, R T 

8007170671 

50-387 

B 

9007150491 

50-327 

B 

CARLSON, R T 

8007170610 

50-387 

s 

8007130570 

50-259 

B 

CARLSON. R T 

0007170509 

50-443 

B 

8007160519 

50-327 

8 

CARLSON, R T 

8007180552 

50-410 

0 

8007210461 

60-327 

S 

CARLSON, fi T 

8007300317 

50-354 

0 

8007180301 

50-296 

6 

CARLSON, R T 

0007300326 

50-219 

0 

8007220469 

50-327 

8 

CARLSON, R. T 

8007250267 

50-293 

Q 

8007230470 

50-259 

8 

CARLSON, R T 

8007280242 

50-354 

0 

8007250436 

50-327 

S 

CARLSON, R T 

8007170654 

50-354 

0 

8007220568 

50-327 

S 

CARLSON. R T 

0007200071 

50-333 

0 

8007230490 

50-259 

8 

CARLSON, R T 

0007160863 

50-322 

0 

6007230523 

50-259 

8 

CARLSON, R T 

0007210013 

80-443 

A 

8007250418 

50-327 

8 

CARLSON. R T 

8007210015 

50-352 

8 
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ACCESSION SUBJECT 


AUTHOR 


NUMBER 

CATEGORY 

CARLSON, ft T 


8007S10048 

50-482 

S 

CARLSON, ft T 


B007310061 

50-277 

Q 

CARLSON. R T 


6007S10045 

50-387 

S 

CARLSON. R T 


S0G7S 10231 

50-482 

6 

CARLSON. R T 


8007210276 

50-354 

0 

CARLSON. R T 


8007210334 

50-307 

G 

CARLSON. R T 


a007 100534 

50-412 

8 

CARLSON, R T 


8007250519 

50-443 

H 

CARLSON. R T 


8007210033 

50-322 

0 

CARLSON. R T 


8007210457 

50-423 

S 

CARLSON, ft T 


8007210528 

50-311 

Q 

CARLSON, ft T 


8007250287 

SO-352 

8 

CARLSON, R T 


8007210206 

50-352 

0 

CARLSON. R T 


8007290245 

50-482 

S 

CARLSON, ft T 


8007290860 

50-412 

S 

CARLSON, ft T 


8007290865 

50-387 

S 

CARLSON. R T 


8007310281 

50-352 

8 

CARLSON, R T 


8007310289 

50-354 

8 

CARLSON, R T 


8007310297 

50-482 

a 

CARLSON, R T 


8007210533 

50-423 

Q 

CARMEL, P 
CARMEAN. S D 
CARNEy, J J 
CARPENTER. J 

1 

8005090524* 

8007080230 

B0072B00S9 

8007310009 

PT9 

HISC 

PR 

NUREO 


CARPENTER. J 

1 

8007280683 

NUREO 


CARR. 8 E 
CARROLL, D E 


8007020009* 

8007010606 

CONTRACT 

50-10 

0 

CARROLL, D E 
CARROLL, J T 


8007010607 

8007230570 

ORO 

50-219 

e 

CARTER. A R 


8007300074* 

COMMISSION 

CARTER, K H 


8007070278 

50-289 

G 

CARTWRIGHT, J 

E 

3007020613 

50-556 

0 

CARTWRIGHT, W 

R 

8007010353 

50-339 

8 

CARTWRIGHT, W 

R 

0007010375* 

50-339 

e 

CARTWRIGHT, W 

R 

8007010398 

50-339 

s 

CARTWRIGHT, W 

R 

8007030262 

50-339 

8 

CARTWRIGHT. W 

R 

8007030263 

50-338 

8 

CARTWRIGHT, H 

R 

8007030270 

50-338 

8 

CARTWRIGHT, W 

R 

8007030271* 

50-338 

8 

CARTWRIGHT, H 

R 

8007030273 

50-339 

8 

CARTWRIGHT, W 

R 

800703027S* 

50-339 

S 

CARTWRIGHT, W 

R 

8007030281 

50-339 

8 

CARTWRIOHT.W 

R 

8007030283* 

50-339 

6 

CARTWRIGHT, W 

R 

8007030285 

50-339 

B 

CARTWRIGHT, H 

R 

8007030288* 

50-339 

8 

CARTWRIGHT, W 

R 

8007070358 

50-339 

S 

CARTWRIGHT. W 

R 

8007070363* 

50-339 

8 

CARTWRIGHT. W 

R 

8007070374 

50-339 

6 

CARTWRIGHT. W 

R 

8007070379* 

50-339 

8 

CARTWRIOHT.W 

R 

8007090296 

50-339 

B 

CARTWRIOHT.W 

R 

8007090304* 

50-339 

8 

CARTWRIGHT, W 

R 

8007090308 

50-339 

8 

CARTWRIOHT.W 

R 

8007090312* 

SO-339 

g 

CARTWRIGHT, W 

fi 

8007090317 

SO-339 

8 

CARTWRIOHT.W 

R 

8007090323* 

50-339 

8 

CARTWRIOHT.W 

R 

8007090335 

50-339 

8 

CARTWRIGHT. W 

R 

8007090342* 

50-339 

8 

CARTWRIOHT.W 

ft 

8007090343 

50-338 

8 

CARTWRIGHT. W 

ft 

8007090353* 

50-339 

8 

CARTWRIGHT. W 

ft 

8007070373 

50-330 

8 

CARTWRIOHT.W 

ft 

8007070381* 

50-330 

S 

CARTWRIGHT. W 

ft 

0007140209 

50-339 

8 

CARTWRIOHT.W 

ft 

8007140225* 

50-339 

B 

CARTWRIOHT.W 

ft 

8007150686 

50-330 

8 

CARTWRIGHT. W 

ft 

8007150701* 

50-330 

8 

CARTWRIGHT, W 

ft 

8007150808 

90-339 

S 

CARTWRIOHT.W 

ft 

8007150810 

SO-339 

8 

CARTWRIGHT, W 

ft 

8007150915* 

50-339 

S 

CARTWRIGHT, W 

ft 

8007150817* 

SO-339 

8 

CARTWRIGHT. W 

R 

8007150767 

50-338 

8 

CARTWRIOHT.W 

ft 

3007150777* 

50-338 

8 

CARTWRIGHT, W 

R 

8007220575 

50-338 

8 

CARTWRIOHT.W 

ft 

8007220580* 

SO-339 

a 

CARTWRIOHT.W 

R 

8007220507 

50-338 

8 

CARTWRIGHT, W 

R 

8007220512* 

50-338 

8 

CARTWRIOHT.W 

R 

8007220601 

SO-339 

3 

CARTWRIOHT.W 

R 

8007220611* 

50-339 

8 

CARTWRIOHT.W 

ft 

8007230493 

50-338 

S 

CARTWRIOHT.W 

ft 

0007230497* 

50-333 

a 

CARTWRIOHT.W 

ft 

8007290838 

50-338 

S 

CARTWRIOHT.W 

ft 

8007290043* 

50-338 

8 

CASE. E 0 


8007140066* 

50-320 

0 

CASE. E 0 


0007140071* 

50-320 

0 

CASE. E 

CA8HHELL. R J 


0007110547 

0007310403 

FOIA 

50-156 

R 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

CASHWELL, R J 

0007310405* 

50-1S6 

R 

CATTGN, I 

8007220308 

50-3 

0 

CATTQN, I 

8007160240 

50-142 

F 

CAULDWELL, F 8 

0007020315 

PR 


CAULDWELL, F 8 

8007020695 

PR 


CAVANAUGH. W 

0007100366 

PRM 


CAVANAUGH, W 

8007030066 

S0-36B 

P 

CAVANAUGH, W 

0007150409 

50-313 

P 

CECH.L M 

0007110423* 

50-346 

8 

CECH, L 

80071 1044S* 

50-346 

S 

CEMBER, H 

8007140483 

REOGD 


CERNE, A C 

8007010235* 

SO-443 

0 

CERNE, A C 

0007210209* 

50-410 

Q 

CERNE, A C 

8007100561* 

50-410 

a 

CERNE, A C 

8007210545# 

50-423 

0 

CHAFFEE, A 

0007210107* 

50-224 

Q 

CHAMBERLAIN W M 

0OO7I4OOS2 

PRM 


CHANANIA,F D 

0007090223 

90-395 

H 

CHANANIA,F D 

8007090248 

50-399 

M 

CHANANIA,F D 

8007090252 

50-399 

H 

CHANANIA, F D 

0007150500 

50-445 

M 

CHANANIA, F D 

8007200620 

50-445 

M 

CHANANIA, F D 

8007200636* 

90-445 

M 

CHANDLER, L J 

8007030372 

50-320 

K 

CHANDLER, L J 

0007020094 

50-320 

0 

CHANDLER, L J 

0007010304 

50-320 

H 

CHANDLER, L J 

0007030006 

50-361 

0 

CHANDLER, L J 

0007140034* 

90-361 

G 

CHANDLER, L J 

0007140006 

50-320 

T 

CHANDLER. L J 

0007070104 

50-320 

0 

CHANDLER, L J 

0007000061 

90-320 

0 

CHANDLER, L J 

8007090205 

50-361 

0 

CHANDLER, L J 

0007170357 

90-320 

0 

CHANDLER, L J 

8007140032 

50-361 

G 

CHANDLER, L J 

8007300271 

50-320 

P 

CHANDLER, L J 

0007310467 

50-320 

0 

CHANDLER, L J 

0007310470 

90-361 

0 

CHANDLER, L J 

8007310465 

90-361 

A 

CHANG, C I 

8007310225 

NUREO 


CHAPIN, D 

8007140475 

REOGD 


CHAPLIN, 8 D 

8007010450* 

90-320 

8 

CHAPLIN, S D 

0007160525* 

50-320 

a 

CHAPLIN, 3 D 

0007150919* 

90-320 

8 

CHAPLIN, S D 

0007150514* 

50-320 

8 

CHAPLIN, S D 

0007290017* 

90-320 

8 

CHAPMAN, L D 

8007110140 

RES 


CHAPMAN, L D 

8007290233 

RES 


CHARNOFF, 0 

8007300381 

90-266 

G 

CHARNDFF. 0 

0007300381 

90-266 

G 

CHASE, J W 

8007280484* 

30-259 

G 

CHATTER TOW, M 

8007210102 

50-338 

P 

CHATTERTONi H 

0007240204 

30-338 

P 

CHAUDHARY.S K 

0007210309* 

90-394 

0 

CHECK, P 3 

0007010176* 

FOIA 


CHECK,?, a 

0007010207* 

FOIA 


CHECK,? 8 

8007170656* 

90-270 

P 

CHEN, J C 

0007170460 

RES 


CHEN, J C 

8007140642 

RES 


CHERN.W 8 

8007180354 

REB 


CHERN,W 8 

8007310246 

NUREO 


CHESTER, R 0 

0007020356 

RE3 


CHESTER, R 0 

0007140044 

RES 


CHIANO.R T 

9007310217 

NUREO 


CHIANOI.N J 

0007000249 

90-400 

8 

CHIANOI.H J 

0007160377 

50-400 

8 

CHIANGI.N J 

0007230247 

50-400 

S 

CHILDERS, B 

8007090400 

REGSO 


CHILDB, W V 

0007010495* 

50-333 

a 

CHILDS, W V 

0007010519* 

90-333 

8 

CHILDB, W V 

0007140374* 

90-333 

8 

CHILDS, W V 

0007140394* 

50-333 

8 

CHILDS, W V 

0007150715* 

50-333 

8 

CHILDS, W V 

0007200524* 

90-333 

8 

CHILDS. W V 

0007280617* 

50-333 

8 

CHILDS, W V 

0OO72DO669* 

90-333 

S 

CHILES, L J 

8007110314* 

50-335 

H 

CHILK.S J 

0007 1401 22* 

BECY 


CHILK.S J 

8007140130* 

SECY 


CHILK.S J 

8007220146* 

50-482 

0 

CHILK.S J 

8007140291* 

FOIA 


CHILK.S J 

8007090114* 

COMMISSION 

CHILK.a J 

8007230234# 

FOIA 


CHILK.S J 

8007010308 

REOGD 


CHILK.S J 

8007280084* 

ORO 


CHILK.S J 

8007230125 

ACRS 



ACCESSION SUBJECT 


AUTHOR 

NUMBER 

CATEGORY 

CHILK.S J 

8007230134 

ACRS 


CHILK.S J 

0007020661 

PR 


CHILK.S J 

8007020663 

PR 


CHILK.S J 

0007020664 

PR 


CHILK.S J 

BOO 7020669 

PH 


CHILK.S J 

8007210331* 

CONTRACT 

CHILK.S J 

0007020647# 

70-143 


CHILK.S J 

0007020660* 

70-143 


CHILK.S J 

0007020602 

50-443 

0 

CHILK, 8 J 

8007020629 

90-271 

0 

CHILK.S J 

0007020656* 

70-143 


CHILK.S J 

B007020S97 

50-39* 

M 

CHILK.S J 

8007100026* 

S 0-295- 

0 

CHILK.S J 

0007090297 

50-482 

0 

CHILK.S J 

0007170282 

lOCFR 


CHILK.S J 

0007290758 

90-449 

0 

CHILK.S J 

0007300369 

90-320 

H 

CHILK.S J 

0007300394 

50-271 

M 

CHILK.S J 

0007300350 

40-1162 


CHILK.S J 

0007310462 

90-409 

0 

CHIL80N.V T 

0007240177* 

90-290 

R 

CKOKSHI.N 

0007100140 

90-339 

P 

CHONG, L R 

0007210401 

50-320 

H 

CH0ULE8, N C 

0007230328* 

80-309 

0 

CHDW, E T 

0007110049* 

90-263 

0 

CHOW, E T 

0007240010* 

90-301 

0 

CHRISTIANSON, W 

0007100291* 

90-331 

0 

CKRISTENBURV, E 

0006120011 

50-261 

r 

CHRI8T0FFER, 0 

0007020211* 

90-299 

a 

CHRISTENDURY.E 

0007010130 

90-277 

I 

CHRISTOFFEft, 0 

8007240107* 

50-263 

0 

CHR ISTENSEN, S 

8007290413 

90-344 

0 

CHURCH, J W 

000719 0582* 

90-327 

p 

CHURCHILL, B W 

0007230802 

90-902 

0 

CHURCHILL, B W 

8007230802 

30-902 

0 

CIEBZIEWICZ. 8 

8007180336* 

50-10 

R 

CIPOLLAiR C 

0007280404* 

90-806 

8 

CLARDV.L 

0007100291* 

30-331 

0 

CLARITY. H H 

0007280469 

50-263 

P 

CLARK, A T 

8007020417 

50-263 

P 

CLARK, A T 

0007190097 

70-1308 


CLARK, F H 

8007140610 

NUREO 


CLARK, R A 

B007030194 

90-289 

P 

CLARK, R A 

8007020239 

90-202 

F 

CLARK, R A 

8007180530* 

90-344 

a 

CLARK, R A 

8007100132 

90-333 

p 

CLARK. R A 

8007100136* 

90-330 

R 

CLARK, R A 

0007100141* 

90-335 

P 

CLARK, R A 

8007020200 

50-344 

P 

CLARK, R A 

8007030362 

90-336 

P 

CLARK, C 

8007100209* 

90-352 

II 

CLARK. ft A 

0007100078 

90-330 

P 

CLARK. R A 

8007160369 

90-344 

P 

CLARK, R A 

0007160372* 

50-344 

P 

CLARK, R A 

8007160379* 

90-344 

P 

CLARK, R A 

0007170472 

90-344 

P 

CLARK, R A 

0007170980 

90-266 

P 

CLARK, R A 

0007210123 

90-344 

P 

CLARK, R A 

0007 100034* 

30-344 

G 

CLARK, R A 

B0071804B2 

90-344 

G 

CLARK, A T 

0007200035 

70-1300 


CLARK, R A 

0007180441 

90-344 

P 

CLARK, R, A 

0007180440* 

90-344 

P 

CLARK, R A 

0007180494* 

90-344 

P 

CLAY, F. U 

0007180049* 

70-1113 


CLAY.E L 

00071 40S27* 

70-143 


CLAYTON, D N. 

0007290396* 

90-377 

A 

CLAYTON, F L 

0007010424 

00-36* 

A 

CLAYTON, F L 

0007010444 

90-340 

e 

CLAYTON, F L 

0007010409 

00-36* 

A 

CLAYTO,N,F L 

0007190714 

90-343 

p 

CLAYTON, F L 

B0070I0406 

90-343 

e 

CLAYTON, F L 

0007070292 

90-36+ 

A 

CLAYTON, F L 

0007070168 

00-349 

R 

CLAYTON, F, L 

0007000222 

50-364 

A 

CLAYTON, F U 

0007090237 

00-364 

A 

CLAYTON. F L 

0007100109 

00-364 

A 

CLAYTON, F L 

0007210269 

30-348 

0 

CLAYTON. F U 

0007090214 

NUREO 


CLAYTON, F, L. 

0007100177 

9.0-364 

A 

CLAYTON. F. L 

0007140343 

50-364 

A 

CLAYTON, F L 

0007160949 

90-343 

0 

CLAYTON, F. L. 

0007160979 

00-364 

A 

CLAYTON, F L 

0007290099 

90-343 

0 

CLAYTON, F L 

8007100261 

90-343 

K 
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AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

ACCESSION 

NUMBER 

SUBJECT ^ 
CATEGORY 

CLAYTON# F L 

8007I506&S 

50-348 

R 

COLLINS, J T 

0007250237 

50-320 

8 

CONTE. fi J 

8007240118 

50-320 

3 

CLAYTON# F L 

8007510499 

50-348 

P 

COLLINS, J T 

0007170547 

50-320 

8 

CONTE, R J 

8007230218 

50-320 

S 

CLAYTON# F L 

S007220S10 

50-349 

P 

COLLINS, J T 

B0071 70462 

50-320 

R 

CONTI, P L 

8007010001 

50-201 

I 

CLAYTON. F L 

8007220558 

50-348 

P 

COLLINS, J T 

8007170540 

50-320 

S 

CONTRELL. F 8 

0007240329* 

50-510 

0 

CLAYTON, F L 

8007250320 

50-364 

A 

COLLINS, J T 

B007180S39 

30-320 

R 

CONVERSANOi E 

8007070418* 

CONTRACT 


CLAYTON# F L 

800722048#, 

50-364 

A 

COLLINS, J T 

8007230643 

50-320 

P 

CONWAY. T W 

B007220101* 

WASTE MOT 

CLAYTON. F L 

0007220554 

30-348 

P 

COLLINS, J T 

8007170553 

50-320 

8 

CONWAY. .1 

0007170692* 

30-219 

Q 

CLAYTONi F L 

0007220410 

50-364 

A 

COLLINS, J T 

8007170564 

50-320 

S 

CONWAY. W F 

8007230695 

50-271 

G 

CLAYTON. F L 

0007220591 

50-364 

A 

COLLINS, J T 

0007170557 

50-320 

3 

CONWAY, T W 

8007220036* 

WASTE MOT 

CLAYTON. F L 

0007230403 

50-340 

P 

COLLINS, J T 

8007240203 

50-320 

S 

CONWAY, J T 

B007010073 

50-247 

P 

CLAYTON. F L 

0007230485 

50-364 

A 

COLLINS, M 

8007150694 

50-368 

8 

CONWAY, W F 

0007100549 

50-271 

a 

CLAYTON. F L 

0007230492 

50-364 

A 

COLLINS, H 

8007150702 

50-298 

8 

CONWAY. W F 

8007100594 

50-271 

0 

CLAYTON. F L 

9007230510 

50-364 

0 

COLLINS. H 

0007150690 

50-267 

S 

CONWAY, W F 

8007180398 

90-271 

fi 

CLAYTON. F L 

0007230546 

30-364 

A 

COLLINS, J T 

0007250719 

50-320 

R 

COOK, R J 

8006300138* 

50-329 

G 

CLAYTON, F L 

8007230553 

50-348 

P 

COLLINS, J T 

8007250713 

50-320 

F 

COOK, n J 

0007230412* 

50-329 

G 

CLAYTO.N. F L 

8007230567 

50-364 

A 

COLLINS, J T 

8007240110 

50-320 

8 

COOK, J U 

8007020226 

PR 


CLAYTON# F L 

0007230592 

50-364 

A 

COLLINS, J T 

6007230218 

50-320 

B 

COOK. J W 

8007020649 

50-329 

Q 

CLAYTON. F L 

9007240071 

50-364 

A 

COLLINS, n C 

8007260023 

50-320 

P 

COOK, J W 

8007020306 

50-329 

Q 

CLAYTON. F L 

0007310130 

50-364 

G 

COLLINS. P F 

8007990055 

KISC 


COOK, R J 

0007300304* 

50-329 

a 

CLAYTON. F L 

8007200557 

50-364 

A 

COLLINS, J T 

8007310337 

50-320 

P 

COOK, J W 

0007070119 

50-329 

A 

CLAYTONi F L 

6007250479 

50-348 

G 

COLLINS, H 

8007220399 

50-295 

B 

COOK, J W 

0007200060 

50-329 

A 

CLAYTON# F L 

8007280641 

30-348 

F 

COLLINS, H 

0007220400 

50-295 

8 

COOK, J W 

0007310529* 

50-329 

Q 

CLAYTON, F L 

B0072G0490 

SO-364 

A 

COLLINS, H 

6007220401 

50-298 

8 

COOK, J M 

0007140331* 

50-299 

R 

CLAYTON# F L 

0007290637 

50-364 

A 

COLLINS, M 

8007220402 

50-295 

8 

COOK, J U 

0007150497 

30-329 

A 

CLAYTON, F L 

0007290642 

50-364 

A 

COLLINS, M 

8007220404 

50-295 

B 

COOK, J W 

8007160612 

50-329 

Q 

CLAYTON. F L 

0007310330 

50-364 

Q 

COLLINS, M 

B00722040S 

50-295 

S 

COOK, J W 

8007210403 

50-329 

A 

CLE#iENr,C 

0007010450* 

50-336 

8 

COLLINS, M 

8007220406 

50-304 

8 

COOK, J U 

8007290206 

50-329 

8 

CLEMENT# C 

0007070372* 

50-336 

S 

COLLINS, M 

8007220408 

50-304 

8 

COOK.J U 

0007200124 

50-329 

R 

CLEHONS, P 

8007210304* 

70-687 


COLLINS, H 

8007220409 

50-304 

S 

COOLEY, N J 

0007240331* 

70-1257 


CLEVELAND. C J 

B00722003S 

50-263 

P 

COLLINS, M 

8007220411 

50-304 

8 

COONEY, M J 

8007070352 

50-270 

8 

CLOSQURN, T 

0OO721O4OO* 

50-368 

s 

COLLINS, M 

8007220412 

50-304 

B 

COONEY, M J 

8007080216 

50-277 

S 

CLUCAS, J A 

8007010457 

50-275 

H 

COLLINS, M 

8007220413 

50-304 

S 

COONEY, M J 

8007100419 

50-277 

R 

CLU5EH, R C 

0007300234 

PR 


COLLINS. M 

8007220414 

50-304 

8 

COONEY, t1 J 

8007210370 

50-270 

a 

COCHRAN. T B 

0007110006 

70-143 


COLLINS, J T 

8007310136 

50-289 

R 

COOPER, W E 

8007310386 

50-329 

A 

COCHRAN, T B 

0007140498 

FOIA 


COLLINS, M 

8007230339 

50-237 

8 

COOPER, W E 

8007110453 

NUREO 


COCHRAN, R G 

8007210502 

50-39 

R 

COLLINS, M 

8007230345 

50-295 

8 

COOPER, L J 

Q007250501 

50-298 

8 

COCHRAN, R 0 

0007210512* 

50-59 

R 

COLLINS, H 

8007230347 

50-295 

B 

COPELAND, R L 

8007030179 

PR 


COCHRAN, R 0 

800724003Q 

50-59 

R 

COLLINS, H. 

8007230331 

50-298 

8 

COPELAND, R L 

8007010366 

50-537 

r 

COFFEY, M E 

0007220101* 

WASTE HOT 

COLLINS, H 

8007230352 

50-295 

B 

COPELAND. R L 

8007100194 

50-537 

F 

CDFFHAN.F 0 

8007010093* 

FDIA 


COLLINS, (i 

8007230337 

50-295 

8 

COPELAND, J 0 

8007000050 

50-466 

G 

COFFMAN, F 0 

8007010108* 

FOIA 


COLLINS, K 

B007230359 

50-249 

8 

COPELAND, J 0. 

0007090109 

50-466 

0 

CDFFHAN.F D 

8007010114* 

FOIA 


COLLINS, H 

6007230397 

50-266 

a 

COPELAND. J 0 

8007000058 

50-466 

G 

CDFFHAN.F D 

8007010126* 

FOIA 


COLLINS, J T 

8007310356 

50-320 

P 

COPELAND. J 0 

8007090189 

50-466 

0 

CDFFHAN.F D 

80070101 SS* 

FOIA 


COLLINS, J T 

8007310458 

50-320 

P 

COPELAND, R L 

8007080264 

90-537 

D 

CDFFHAN.F D 

8006120855 

OEN TEC ; 

18 

COLLIER, R P 

8007240394 

NUREO 


COPELAND, J 0 

8007160639 

50-466 

0 

COOOIN. C L 

8007030286* 

50-321 

3 

COLOMBO, P 

8007310216 

NUREO 


COPELAND, J G 

8007160639 

50-466 

0 

COGOU4, C L 

9007020642* 

50-321 

8 

COLOMBO, R W 

8007080277* 

50-312 

9 

COPELAND, J 0 

8007300417 

50-490 

0 

CDOGIN, C L 

8007110437* 

50-366 

8 

COLOMBO. R W 

0007150692* 

50-312 

R 

COPFLAND. J 0 

8007250424 

50-466 

0 

CDGGIN, C L 

80071 10313* 

50-321 

S 

COLQMBQ. R W 

8007310418* 

50-312 

8 

COPELAND, J 0 

8007250424 

50-466 

0 

CDOGIN, C L 

8007150642* 

50-366 

8 

COLT, 8 

8007230630* 

50-320 

H 

COPELAND, J 0 

8007290082 

50-466 

0 

COGQIN, C L 

9007280455* 

50-366 

8 

COLTON, E 

9007020379 

XPORTLIC 


COPELAND, J 0 

8007300413 

50-466 

0 

COGS IN. C L 

8007170419* 

50-321 

3 

COMPTON, R M 

8007160742* 

30-338 

Q 

COPELAND, J 0 

B007300449 

50-466 

0 

CDGOIM. C L 

8007210377* 

50-366 

8 

CONDIE.K 0 

8007210017 

REB 


COPELAND, J 0 

8007300413 

50-466 

G 

CDOGIN, C L 

80072 10371* 

50-321 

8 

CONGEL, F J 

8007030373 

NUREO 


COPELAND, J G 

8007300449 

50-466 

0 

caooiN, C L 

8007920519* 

50-321 

8 

CONOELrF J 

8007100369 

NUREO 


COPELAND, J 0 

8007300402 

50-466 

G 

CDGGIN, C L 

8007300513* 

30-321 

6 

CONGEL, F J 

8007170359* 

50-320 

0 

COPELAND, J 0 

800730043S 

50-466 

0 

COHEN, B L 

8006300112* 

ACR8 


CONLON.T E 

8007100413* 

50-324 

G 

COPELAND, J 0 

8007310094 

50-466 

G 

COHEN, I 

8007200746* 

70-1100 


CONLQNrT E 

8007100435* 

50-400 

0 

COPELAND, J 0 

8007310308 

50-466 

0 

COHEN, I 

8007250494* 

70-020 


CONLON.T. E 

8007070169* 

50-389 

0 

COPELAND, J 0 

8007300402 

50-466 

0 

COHEN, S 

8007070057* 

CONTRACT 


CONLON.T E 

8007180234* 

50-553 

0 

COPELAND, J 0 

8007300433 

50-466 

G 

COHEN, J C 

8007180217* 

Slats Prso 

CONLON.T E 

8007100151* 

50-269 

0 

COPELAND, J 0 

8007310094 

50-466 

0 

COHH, B M 

8007150119 

PR 


CONLONiT E 

8007150021* 

50-269 

Q 

COPELAND, J 0 

0007310308 

50-466 

6 

COLBERT, N F 

8007160687 

50-341 

A 

CONLON.T E 

8007180275* 

50-395 

Q 

CORBETT, J 8 

0007100461 

71-9094 


COLEMAN. R 

8007170167 

CONTRACT 


CONLONiT E 

8007290414* 

50-424 

Q 

COflOETT, J 8 

8007160417 

71-9070 


COLEMAN. R 

8007240168 

CONTRACT 


CONNERS. E L 

8007140027 

30-336 

P 

CORCORAN, T 

8007290221 

40-299 


COLEMAN. R 

8007250556 

CONTRACT 


CONNELLY, 0 0 

0007250537* 

QA999 


CORCORAN, T 

8007020088* 

50-10 

U 

COLEMAN, R 

8007280712 

CONTRACT 


CONNER,! B 

8007110333 

PR 


CORDANI.R A 

8007010553 

71-9341 


COLEMAN, R 

8007170217 

CONTRACT 


CONNER,! fl 

8007150112 

PR 


CORDANI.R A 

0007020339 

70-27 


COLLINS, P 

8007020731* 

CONTRACT 


CONNELL, C 

B007810377* 

50-286 

R 

CORDANI.R A 

0007020358* 

70-27 


COLLINS. R E 

8007150091* 

30-967 

0 

CONNER.! Q 

8007150050 

27-39 


CORE, M 

8007070388* 

90-289 

8 

COLLIER, R E 

8007140096 

PR 


CONNER,! D 

8007310424 

50-395 

M 

CORNELL. D A 

8007090418 

REGOD 


COLLINS. P F 

8007020319 

50-254 

V 

CONNOLLEY.J L 

8007070383* 

30-285 

8 

CORREA, M A 

8007010523 

90-272 

J 

COLLINS. J M 

8007180428 

50-400 

V 

CONRAD, E T 

8007070058* 

CONTRACT 


CORREA, M. A 

8007310342 

90-272 

J 

COLLINS. J T 

8007020182 

30-320 

R 

CONRAD, R E 

8007010336 

50-334 

P 

CORREA. M A 

8007310376 

90-272 

J 

COLLINS. F M 

8007210331* 

CONTRACT 


CONTE, R J 

8007250207 

50-320 

8 

CORRIGAN, J J 

80072S0028* 

COMHIBSIGN 

COLLINS, J T 

8007100183 

50-320 

P 

CONTE, R J 

SOO 7250201 

50-320 

8 

CORWIN, J W 

8007110121 

PR 


COLLINS. -J T 

8007110293 

30-320 

P 

CONTE, R J 

8007230214 

50-320 

8 

CORYELL, 0 P 

8007020220* 

70-1191 


COLLINS, J T 

8007250207 

50-320 

8 

CONTE, R. J 

B0072S0231 

50-320 

S 

CORYELL, 0 P 

8007280225* 

70-27 


COLLINS. J T 

8007250223 

50-289 

5 

CONTE. R J, 

8007250237 

50-320 

S 

COSTELLO, F 

0007170349# 

70-1069 


COLLINS, J T 

8007250201 

50-320 

S 

CONTE. R J 

8007170547 

50-320 

8 

COSTELLO, F 

8007170438* 

FOIA 


COLLINS. F H 

8007140203* 

CONTRACT 


CONTEiR J 

8007170540 

50-320 

8 

COSTELLO, F 

8007140631* 

40-0702 


COLLINS, J T 

8007150053 

50-3P0 

R 

CONTE. R d 

8007170553 

50-320 

8 

COTTLE, W T 

8007170224* 

90-327 

0 

COLLINS, J T 

8007180102 

50-320 

R 

CONTE. R J 

8007170864 

50-320 

8 

C0UN81L, W 0 

8007300338* 

90-213 

P 

COLLINS. J T 

8007250214 

50-320 

S 

CONTE, R J 

8007170557 

50-320 

8 

C0UN8IL, W G 

0005300283 

PR 


COLL 1148, J T 

8007250231 

50-320 

8 

CONTE, R J 

8007240203 

50-320 

8 

COUNSIL, W G 

0007100035 

PR 



PERSONAL AUTHOR INDEX 


A2i 


ACCEBSIQN SUajeCT 


AUTHOR 

NUMBER 

CATEOORV 

CQUNSIL. U 

0 

0007100035 

PR 


COWNBIL. (T 

0 

0007020039 

50-336 

0 

CaUNBIL. W 

0 

0007020472 

PR 


COUNBIL.U 

Q 

0007170494 

50-213 

Q 

CaUNBIL. U 

0 

0007020472 

PR 


CQUNSIL. U 

0 

0007170519 

50-423 

0 

CQUNBIU. H 

0 

0007010328 

50-245 

P 

CQUNSIL. U 

0 

0007170320 

50-213 

Q 

CQUNSIL. W 

0 

0007170320 

50-213 

Q 

CQUNSIL. U 

0 

0007210520* 

50-423 

8 

CQUNSIL. U 

0 

0007010337 

50-213 

F 

CQUNSIL. N 

0 

0007030356 

50-245 

F 

CQUNSIL. U 

0 

0007010337 

50-213 

F 

CQUNSIL. U 

0 

0007010354 

50-423 

Q 

CQUNSIL. U 

Q 

0007030356 

50-245 

F 

CQUNSIL. U 

0 

0007010337 

50-213 

F 

CQUNSIL. N 

0 

0007090294 

PRM 


CQUNSIL. U 

0 

0007100137 

50-213 

Q 

CQUNSIL. U 

0 

0007020569 

50-213 

P 

CQUNSIL. W 

0 

0007100578 

50-213 

0 

CQUNSIL. W 

0 

0007020569 

50-213 

P 

CQUNSIL. W 

0 

QOO723OO40 

PRM 


CQUNSIL. N 

0 

0007290052 

PR 


CQUNSIL. W 

0 

0007000164 

50-336 

P 

CQUNSIL. N 

Q 

0007290052 

PR 


CQUNSIL. M 

0 

0007000135 

50-245 

P 

CQUNSIL. N 

0 

0007090231 

50-213 

F 

CQUNSIL. U 

0 

0007070251 

50-245 

P 

CQUNSIL. U 

0 

8007090231 

50-213 

F 

CQUNSIL. N 

0 

8007170425 

30-213 

F 

CQUNSIL. U 

0 

800717042S 

50-213 

F 

CQUNSIL. U 

Q 

0007100200 

50-245 

P 

CQUNSIL, N 

e 

0007210307 

50-245 

P 

CQUNSIL. U 

0 

0007140344 

50-336 

P 

CQUNSIL, N 

0 

0007210237 

50-213 

P 

CQUNSIL, N 

0 

0007160369 

50-213 

Q 

CQUNSIL, U 

0 

0007210230 

50-336 

P 

CQUNSIL. N 

0 

0007300324 

50-213 

P 

CQUNSIL, N 

0 

0007220457 

50-245 

P 

CQUNSIL. M 

Q 

0007250300 

50-245 

P 

CQUNSIL. N 

Q 

0007240053 

50-213 

P 

CQUNSIL, N 

0 

0007240067 

50-213 

P 

CQUNSIL, N 

0 

8007280574 

50-24 3 

P 

CQUNSIL. U 

0 

0007280673 

30-213 

P 

CQUAN.f E 


8007020605 

50-490 

0 

COWAN , F 


0007300406 

30-490 

0 

COWAN, fi Z 
COWAN, 0 Z 
CQWAN, B Z 
CQWAN. Q Z 

COX.F T 
COX, 8 


0007220560 

Q007220S60 

0007250685 

0007250683 

0007110056 

8007020455* 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

PR 

30-271 

H 

CRABTREE, R 

A 

8007080217 

80-309 

1 

CRADDICK.W 

0 

8007300S75 

NUREO 


CRAMER, E N 

CRAMER. E M 

CRANE, f» A 

8007140051* 

0007140036 

0007250660 

PR 

PR 

30-133 

Q 

CRANE, P A 


8007230662 

50-133 

Q 

CRANE. P A 


0007200697 

50-275 

Q 

CRANE, P A 


6007230016 

50-133 

Q 

CRANE. P A 


6007240 1B7 

50-275 

0 

CRANE. P A 


0007260650 

50-273 

Q 

CRANE. P A 
CRANE, P A 


0007140242 

0007020394 

71-9094 

50-273 

A 

CRANE, P A 


0007010469 

50-133 

P 

CRANE, P A 


8007070153 

50-273 

A 

CRANE, P A 


0007300200 

50-275 

0 

CRANE. P A 


8007160520 

50-275 

A 

CRANE. P A 


0OO731O46Q 

50-133 

Q 

CRANE. P A 


8007150377 

50-275 

F 

CRANE, P A 


0007180405 

50-275 

0 

CRANE, P A 


6007100340 

50-273 

A 

CRANE. P A 


0007100358 

50-133 

0 

CREED, U R 
CREED, J R 


0007010378* 

0007310267* 

70-1300 

30-305 

0 

CREIOHTQN, 

T 

0007220224* 

M18C 


CRERAR. D A 


0007090269 

50-10 

D 

CREWS. J L 


0007170569* 

50-206 

0 

CREWS, E H 


8007110489 

50-393 

B 

CREWS, U L 


8007220330 

50-73 

Q 

CREWS. U L 


0007210099 

50-224 

0 

CREWS. J L 


8007170004 

50-133 

Q 

CREWS. J L 


8007240305 

50-276 

0 

CREWS, 0 L 


8007240407 

50-312 

0 

CREWS, J L 


8007240267 

50-206 

0 
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NUMDER 
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CREWS. E H 

8007090011 

50-395 

A 

CROW, U T 

0007010164* 

70-2605 


CREWS, J L 

B007170S61 

SO-206 

Q 

CROW, U T 

3007020233* 

70-8910 


CREWS. E H 

6007080393 

30-395 

A 

CROW, H T 

□007030026* 

70-1 (51 


CREWS, E H 

8007220219 

50-395 

0 

CROW, W T 

8007260327* 

70-1319 


CREWS. J L 

8007310294 

50-312 

Q 

CROW. W T 

8007220220* 

70-135 


CREWS, E H 

0007070269 

50-395 

C 

CROW, W T 

Q007070195* 

70-11 13 


CREWS. E H 

6007160252 

50-395 

A 

CROW, U T 

0007160076 

70-1151 


CREWS. J L 

6007300293 

50-34 4 

0 

CROW. H T 

8007230062* 

70-2375 


CREWS, J L 

6007300339 

50-206 

0 

CROW. U T 

6007240290* 

70-1738 


CREWS. J L 

S00730051S 

50-344 

0 

CROW. W T 

600/2401 10* 

70-1201 


CREWS, J L 

6007310321 

50-275 

Q 

CROW. W T 

6007240,125* 

70-87 


CREWS, E H 

6007170607 

50-395 

A 

CROW. W T 

00072900B3* 

70-143 


CREWS. e H 

6007220390 

50-395 

F 

CROWE, Q M 

8007300113 

PR 


CREWS, E H 

600722042Q 

50-395 

A 

CROWELY. D R 

0007070107* 

50-335 

A 

CREWS, E H 

6007250303 

50-395 

A 

CROWLEY, D R 

8007100060* 

50-251 

d 

CREWS. E H 

8007230459 

50-395 

S 

CROWLEY, D n 

6007290432* 

50-566 

Q 

CREWS, E H 

8007230491 

50-395 

A 

CROWLEY, I) n 

6007310501* 

30-270 

0 

CREWS, E H 

8007290626 

50-395 

F 

CROWN. H M 

6007110539* 

CONTRACT 


CRISCIONE. J L 

□007250410* 

50-336 

8 

CRUMP. M W 

6007110246* 

TOPREP 


CRNICH. J 

0007080239* 

50-302 

S 

CRUTCHFIELD, D 

B007I00097 

50-206 

p 

CROCKER, H U 

8007150163* 

70-364 


CRUTCHFIELD, D 

6007100102* 

30-206 

p 

CROCKER, H U 

8007090373* 

SO-271 

0 

CRUTCHFIELD. D 

0007100107* 

30-206 

p 

CROCKER. H W 

6005290612* 

PT9 


CRUTCHFIELD, 0 

8007030335 

50-133 

p 

CROCKER, H W 

6007130314 

70-2651 


CRUTCHFIELD. D 

6007(00394 

50-81? 

p 

CROCKER. H W 

6007020121* 

70-1100 


CRUTCHFrELO, D 

6007100401* 

50-21? 

l> 

CROCKER. H W 

6005290603 

PT9 


CRUTCMriELD, D 

0007100406* 

50-219 

p 

CROCKER, H W 

6007310291 

70-474 


CRUTCHFIELD, D 

0007160421 

50-29 

p 

CROCKER, H W 

8007140631* 

40-0702 


CRUrcHriEUD, □ 

8007)60423* 

50-29 

p 

CROCKER. H W 

8007140627 

40-0702 


CRUTCHriELD, D 

Q007I 60427* 

50-29 

p 

CROCKER. H W 

8007210195* 

70-33 


CRUrCHriELD. D 

0007250541 

50-155 

p 

CROCKER, H W 

6007230600* 

70-2000 


CRUTCHFIELD, 0 

6007250546 

50-248 

n 

CROCKER, H W 

800701 0597 

70-2574 


CRUTCHFIELD. D 

0007250534 

50-219 

p 

CROCKER, H W 

6007210190* 

70-1143 


CRUTCHFIELD, D 

Q0D725O5SQ 

50-10 

p 

CROCKER, H W 

8007230212 

50-245 

e 

CRUTCHFIELD. D 

6007010003 

50-237 

p 

CROCKET, L 

6007310019 

50-219 

p 

CRUTCHFIELD. D 

0007100296 

50-255 

p 

CROLEV, a 0 

8007170612* 

50-395 

A 

CnurCHFlELD.D 

0007100299* 

50-255 

p 

CRDSDY, P J 

8007230574* 

50-219 

s 

CRUTCHFIELD.D 

80071 10247 

50-255 

p 

CROSSMAN. W A 

8007010212* 

50-496 

0 

CRUTCHFIELD. D 

0007110234* 

50-255 

p 

CRQBSMAN.W A 

6007110076* 

50-382 

0 

CRUTCHFIELD. 0 

60070101 1 1 

80-155 

p 

CROSSMAN.W A 

6007070091* 

50-482 

0 

CRUTCHFIELD, D 

8007010113 

80-219 

p 

CROSSMAN, W A 

8007110190* 

50-402 

0 

CRUTCHFIELD, D 

60070101 18 

80-89 

p 

CROSSMAN.W A 

6007100346* 

50-498 

Q 

CRUTCHFIELD, D 

6007010120 

50-409 

p 

CROSSMAN.W A 

B007J10234* 

50-445 

Q 

CRUTCHFIELD.D 

6007010122 

80-213 

p 

CROSSMAN.W A 

B007240337* 

50-498 

0 

CRUTCHFIELD.D 

0007010124 

50-244 

p 

CROSSMAN.W A 

6007020060 

50-402 

8 

CRUTCHFIELD. D 

8007010130 

50-245 

p 

CROSS. J L 

8007020740 

SO-327 

6 

CRUTCHFIELD. D 

8007010137 

50-206 

p 

CROSSMAN.W A 

8007160574* 

50-445 

0 

CRUTCHFIELD, D 

R007010I46 

50-10 

p 

CROSSMAN.W A 

6007230292* 

50-490 

0 

CRUTCHFIELD.D 

6007080166 

50-10 

p 

CROSSMAN.W A 

6007260153* 

50-302 

0 

CRUTCHFIELD.D 

6007080190 

50-206 

p 

CROSS. J L 

8007210103 

50-259 

Q 

CRUTCHFIELD.D 

6007080193 

50-219 

r 

CROSS. U L 

6007250596 

50-259 

0 

CRUTCHFIELD.D 

0007080402 

50-409 

0 

CROSS. U L 

6007310067 

50-259 

Q 

CRUTCHFIELD.D 

600/080662 

50-10 

a 

CROSS. J L 

BO 0730 0374 

50-327 

K 

CRUTCHFIFLD-D 

0007080666 

50-219 

0 

CROUSE, R P 

B0070 10254 

50-346 

0 

CRUTCMriCLD.D 

6007080669 

50-245 

q 

CROUSE, R P 

8007240020* 

50-346 

0 

CRUTCHFIELD.D 

0007020676 

50-135 

a 

CROUSE, R P 

6007020040 

50-346 

0 

CRUTCHFIELD.D 

0007010042 

50-10 

p 

CROUSE, R P 

8007150024 

50-346 

Q 

CRUTCHFIELD.D 

0007010217 

50-10 

p 

CROUSE, R P 

8007170064 

50-346 

0 

CRUTCHFICLD.D 

60070 1 0292 

50-10 

p 

CROUSE, R P 

8007160310 

50-346 

0 

CRUTCHFIELD.D 

0007140623 

50-244 

p 

CROUSE. R P 

6007140237 

50-346 

Q 

CRUTCHFIELD.D 

6007140628* 

50-244 

p 

CROUSE, R P 

GO 070 10464 

50-346 

P 

CRUTCHFIELD.D 

000/140636* 

50-244 

p 

CROUSE. R P 

8007230076 

50-346 

<3 

CRUTCHFIELD.D 

00071/0042 

50-tSS 

F 

CROUSE, R P 

6007230141 

50-346 

Q 

CRUTCHFIELD.D 

00071/0240 

50-409 

r 

CROUSE, R P 

800/170532 

50-346 

Q 

CRUTCHFIELD.D 

0007080479 

50-10 

p 

CROUSE, R P 

6007180271 

50-346 

Q 

CRUTCHFIELD.D 

0007160459 

50-10 

p 

CROUSE, R P 

6007300 141 

PR 


CRUTCHFIELD.D 

0007100209 

50-255 

p 

CROUSE, R P 

0007090254 

50-346 

F 

CRUTCHFIELD. D 

0007250666 

50-255 

p 

CROUSE, R P 

6007210216 

50-346 

Q 

CRUTCHFIELD, D 

0007200107 

30-244 

p 

CROUSE, R P 

6007310536* 

50-346 

Q 

CRUTCHFIELD. 0 

0007100100 

50-155 

11 

CROUSE. R P 

60071 50670 

50-346 

P 

CRUTCHFIELD. D 

0007220150 

50-206 

p 

CROUSE, R P 

B007230200 

50-346 

Q 

CRUTCHFIELD, D 

3007220162* 

50-206 

n 

CROUSE, R P 

BO 07230 200 

50-346 

Q 

CRUTCHFIELD, D 

0007220165* 

50-206 

p 

CROUSE. R P 

8007250572 

50-346 

Q 

CRUTCHFIELD, D 

0007240069 

50-244 

p 

CROUSE, R P 

B0072104S4 

50-346 

P 

CRUTCHFIELD, D 

6007140236 

50-155 

11 

CROUSE, R P 

6007290500 

50-346 

Q 

CRUTCHFIELD, D 

0007240073 

50-245 

p 

CROUSE. R P 

8007310348 

50-346 

Q 

CRUTCHFIELD, D 

000/240079 

50-409 

p 

CROUSE. R P 

8007230561 

50-346 

P 

CRUTCHFIELD, D 

000/100436 

30-10 

p 

CROUSE, n P 

8007250427 

50-346 

P 

CRUTCHFIELD. D 

0007100438 

30-10 

p 

CROUSE, R P 

6007250332 

50-346 

P 

CRUTCHFIELD. D 

000/100466 

50-29 

p 

CROUSE, R P 

6007250434 

50-346 

P 

CRUTCHFIELD, D 

8007210638 

50-409 


CROUSE, R. P 

6007260405 

90-346 

P 

CRUTCHFIELD. I) 

800/2301 1 1 

50-243 

i< 

CROUSE, R. P 

BOO 73 10300 

50-346 

P 

CRUTCHFIELD. D 

6007240295 

50-10 

6 

CROW, M T, 

QOO 70 10027 

70-2909 


CRUTCHFIELD, D 

800/250693 

50-253 

P 

CROW, H T 

8007280179 

70-143 


CRUTCHFIELD, D 

6007250694 

50-213 

P 

CROW. M, T 

6007020337 

70-824 


CRUTCHFIELD, D 

800/800103 

50-213 

fi 
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CRUrCKF TELI), D 

0007290373 

50-155 

P 

DALE.L F 

0007160619 

PR 


DAVIS, A B 

B007230549 

70-925 


cRurcHFreto, D 

8007170049 

SO-206 

M 

DALE.L F 

0007160610 

30-416 

A 

DAVIS, S H 

0007240153* 

30-316 

S 

CRUTCHFIELD, D 

soo7aaoi50 

50-213 

P 

DALE. L F 

00070701 18 

PR 


DAVIS, 5 M 

6007280453* 

50-317 

8 

CRUTCKF tELD, 0 

e007a5071A 

50-219 

P 

DALE. L F 

0007250520* 

30-416 

8 

DAVIS, S K 

0007280676* 

50-317 

8 

CRUTCHFTELO. 0 

8007200172 

50-206 

P 

DALE.L F 

0007010361 

50-416 

F 

DAHSON. R 6 

B007290277 

71-6717 


CRUTCHFrCUD, 0 

Q007290364 

50-155 

P 

DALE.L F 

8007030245 

50-416 

A 

DAWSON. D K 

8007020611* 

70-1 SOB 


CRUTCHFIELD. D 

B007I8019A 

50-213 

F 

DALE. L F 

8007070245 

50-416 

E 

DAWSON, R S 

8007220279 

71-9039 


CRUTCHFfELD. 0 

S007240S44 

50-244 

P 

DALE.L F 

8007210270 

50-416 

Q 

DAWSON. R 

6007290202* 

71-6717 


CHUTCHFtCLO. 0 

6007230 ISO 

50-213 

P 

DALE.L F 

8007110412 

50-416 

K 

DEALE, V D 

8007110042 

50-522 

0 

CRUTCHFIELD. D 

0007250032 

50-10 

P 

DALE.L F 

6007140398 

50-416 

E 

DEAN, 0 

0007240472 

XPORTLIC 


CRUTCHFIELD. D 

0007280142 

50-244 

0 

DALE.L F 

8007230494 

50-416 

A 

DEASON.V A 

6007290191 

RES 


CRUTCHFIELD. D 

60072301 At 

50-255 

P 

DALE.L F 

0007190293 

50-416 

F 

DEBOER. T K 

Q007 150067 

PR 


CRUTCHFIELD. D 

6007280201. 

50-213 

P 

DALE, L F 

8007220569 

50-416 

A 

DECKARD, J 

6007250246* 

30-546 

U 

CRUTCHFIELD. D 

D007240250 

50-10 

F 

DALTRGFF.S L 

6007210215* 

50-277 

0 

DECKER. T 

0007170556* 

50-315 

0 

CRUTCHFIELD. D 

B007230691 

50-219 

P 

DALTRQFF.S L 

0007010378 

50-277 

0 

DEHART. R M 

8007150077 

PR 


CRUTCHFIELD. D 

8007250672 

50-213 

P 

DALTROFF.S L 

8007020072 

50-277 

0 

DELANEY. J C 

0007010184* 

70-2835 


CRUTCHFIELD. D 

8007230720 

50-219 

P 

DALTROFF.S L 

8007190106 

50-277 

0 

DELANEY. U C 

6007010193* 

70-2036 


CRUTCHFIELD. D 

0007200098 

50-206 

P 

DALTROFF.S L 

0007180117 

50-277 

0 

DELANEY. U C 

6007020431* 

70-2609 


CRUTCHFIELD. D 

S0072S013S 

50-244 

P 

DALTROFF.S L 

00071 70S07 

50-277 

0 

DELANEY. J C 

6007020233* 

70-2910 


CRUTCHFIELD. D 

S007280I90 

50-409 

P 

DALTROFF.S L 

0007240003 

PR 


DELANEY, J C 

0007020250 

70-143 


CRUTCHFIELD. D 

3007300050 

50-244 

F 

DALTROFF.S L 

6007250631 

50-277 

0 

DELANEY. J C 

BOO 7020304 

70-143 


CULP.R H 

aoo7oaoosQ 

50-466 

0 

DALTROFF.S L 

8007210547 

50-277 

0 

DELANEY. J C 

6007240102* 

70-1359 


CULP.R H 

S0070S0056 

50-466 

0 

DALTROFF.S U 

600725051 1 

50-277 

0 

DELANEY. J C 

6007230062* 

70-2375 


CULVER. J F 

3007020444 

PR 


DANCE. H C 

8007010069 

50-327 

8 

DELANEY. J. C 

6007240290* 

70-1730 


CULVER. M H 

30071507I3# 

50-302 

R 

DANCE. H C 

0007240292* 

50-321 

a 

DELANEY. J C 

6007290063* 

70-143 


CUNNINOHAH.O C 

8007010595 

71-3900 


DANCE. H C 

8007280484* 

50-259 

0 

DELOEDRGE, L 0 

8007020076 

50-295 

0 

CUNNINGHAM. 0 E 

9006190915 

71-9139 


DANCE. H C 

0007100066* 

50-321 

0 

DELOEOHGE, L 0 

6007070267 

50-373 

K 

CUNNINGHAM. R E 

8007020078 

50-201 

P 

DANCE. H C 

0007170224* 

50-327 

0 

DELOEOROE.L 0 

6007160606 

50-373 

A 

CUNNINGHAM. R E 

8007140580 

50-201 

P 

DANCE. H C 

00073 1 035 1 » 

50-259 

0 

DELLA RATTA, A 

6007280746* 

70-1100 


CUNNINGHAM. 0 E 

8007100460 

71-9136 


DANFORTH.J C 

0007110571* 

50-462 

u 

DELONO.S D 

6007150623* 

S0-3IS 

8 

CUNNINGHAM. A L 

8007290404 » 

50-390 

0 

DANIELSON. D M 

8007160741* 

50-440 

0 

DENNISON. A B 

8007110094 

50-350 

0 

CUNNINGHAM. A L 

0007 2 90853 » 

50-320 

a 

DANIELSON. D K 

0007180519* 

50-456 

0 

DENNISON. A D 

6007110094 

90-390 

0 

CUNNINGHAM. 0 E 

0007230058 

71-170 


DANIELS. F T 

800724 0253* 

50-356 

0 

DENNY. 1 L 

6007210106 

40-2061 


CUNNINGHAM. 0 U 

0007300411 

PR 


DANIELSON. D H 

8007230087* 

50-358 

0 

DENTON. H R 

6007110540 

SECY 


CUNNINGHAM. 0 H 

0007220003 

70-143 


DANIELSON. L J 

8007130163 

REOOD 


DENTON. H R 

6007100090 

SECY 


CU.NN INGHAM. R 

000731 0303 

50-5 

F 

DANIELSON. D H 

8007230333* 

50-346 

Q 

DENTON. H R 

6007010215* 

FOIA 

‘ 

CURRAN. J M 

00070 1 0S37« 

SO-206 

8 

DANIELSON. D H 

8007230375* 

50-304 

0 

DENTON. H R 

6007170003 

50-320 

P 

CURRAN. Ui M 

80070e0410«- 

50-206 

S 

DANIELSON. D H 

8007230756* 

50-295 

0 

DENTON, H B 

6004240460 

90-286 

P 

CURRAN. U M 

6007150599 

50-206 

R 

DANIELSON. D H 

8007230273* 

50-373 

0 

DENTON, H R 

6007160766 

SECY 


CURRAN. J t1 

8007260396* 

50-206 

S 

DANIELSON. D H 

8007310316* 

50-266 

0 

DENTON, H R 

6007160461 

90-993 

H 

CURRV.J B 

6007300371 

PR 


DANIEL. 8 L 

8007290251 

NUREO 


DENTON, H ft 

0007110533 

90-295 

H 

CURTIS. J R 

6007230297* 

50-206 

0 

DARIOS. E L 

8007020307 

PR 


DENTON, H R 

6007100463 

50-320 

11 

CURTIS. U 

6007030021 

30-206 

S 

DARMTTZELiR IJ 

8007010349 

TOPREP 


DENTON. H R 

6007160466 

50-320 

H 

CURTIS. U R 

6007310160* 

50-200 

0 

DARHITZEL.fi II 

8007160360 

50-70 

P 

DENTON, K R 

6007160067 

50-320 

H 

CURTIS. M U 

6007230147 

PR 


DARHITZEL.n II 

8007220349 

50-70 

p 

DENTON. K B 

8007100474 

50-320 

11 

CURTIS. U II 

60071 10376* 

50-327 

0 

DAR0I8. E L 

8007020329 

PR 


DENTON, H R 

6007160492 

50-320 

H 

CURTIS. J N 

6007290659* 

50-327 

s 

DAUCE. 11 

C004240250 

50-327 

s 

DENTON, K. R 

0007230179 

SECY 


CURTIS. N II 

8007060213 

50-337 

8 

DAVIDSON. R 11 

6007100326 

PR 


DENTON. H R 

6007180060 

50-219 

K 

CURTIS. N H 

6007060340 

50-337 

K. 

DAVIDSON. D R 

6007160565* 

80-440 

0 

DENTON. H R 

6007180182 

50-320 

H 

CURTIS. N N 

6007140197 

50-307 

& 

DAVIDSON, D A 

6007180591* 

50-440 

0 

DENTON, H R 

6007160450 

30-339 

H 

CURTIS. N U 

8007140340 

50-397 

8 

DAVIDSON, D A 

6007140534 

50-440 

s 

DENTON. H R 

6007290039 

msc 


CURTIS. N M 

8007140170 

50-337 

G 

DAVIDSON. D A 

6007060294 

50-440 

8 

DENTON, H R 

0007160731 

50-320 

H 

CURTIS. N M 

6007180434 

50-307 

8 

DAVIDSON. D R 

6007180553 

50-440 

0 

DENTON, K R 

S0072 10046 

90-320 

H 

CURTIS. N VI 

B007240131 

50-397 

K 

DAVIDSON. D R 

8007230101 

50-440 

Q 

DENTON. H R 

8007090021* 

SECY 


CURTIS. N II 

6007180202 

S0-3B7 

6 

DAVIDSON, D R 

6007230321* 

50-440 

0 

DENTON, K R 

8007180546 

50-320 

11 

CURTIS.N H 

60071 BO 364 

50-307 

3 

DAVIDSON, D R 

8007150540 

50-440 

A 

DENTON. K. R 

6007180553 

50-320 

H 

CURTIS. N W 

6007240142* 

30-307 

K 

DAVIDSON, 0 n 

8007160406 

50-440 

0 

DENTON, H R 

6007210200 

50-320 

H 

CURTIS. N W 

8007220441 

30-397 

F 

DAVIDSON, D R 

6007160598 

50-440 

6 

DENTON, K R 

6006300097 

ACRS 


CURTIS.N W 

8007250529 

30-397 

A 

DAVIS, S 

8007140611 

PR 


DENTON, K R 

6007020055 

50-320 

H 

CURTIS.N H 

5007250407 

50-397 

S 

DAVIS. H A 

8007030024 

PR 


DENTON, H R 

0007100207 

50-302 

P 

CURTIS.N N 

600726021 S 

SO-387 

6 

DAVIS. A B 

8004240258 

It.E 


DENTON. K R 

6007750611 

COHMISaiON 

CURTIS.N W 

8007290455 

50-387 

6 

DAVIS. A a 

6004240278 

It.E 


DENTON. H. R 

0007180004 

30-320 

P 

CURTIS.N V 

8007290623 

50-387 

S 

DAVIS, J N 

B007070019* 

70-143 


DENTON. K R 

S007 180042 

30-322 

H 

CURTIS, N.H 

8007290264 

50-387 

6 

DAVIS. R E 

8007210007 

RES 


DENTON, K R 

0007110195 

NUREO 


CURTIS.N U 

6007290716 

30-387 

6 

DAVIS. J P 

8007030050* 

PR 


DENTON, H R 

0007010246 

30-320 

H 

CURTNEfifA P 

8007230498 

SO-124 

P 

DAVIS. A a 

6007100096 

50-546 

0 

DENTON. H R 

0007020677 

50-320 

H 

CUTCHIH.U M 

6007010276 

60-367 

G 

DAVIS, A a 

6007140035 

70-6 


DENTON. H R 

0007100392 

MI8C 


CUTCHtN.U M 

0007010273 

S0-3B7 

0 

DAVIS, A a 

6007100065 

SO -409 

0 

DENTON, H R 

6007110463 

50-320 

H 

CUTCHIN.U H 

00071 50709 

50-367 

0 

DAVIS, A 0 

8007170545 

50-315 

0 

DENTON, H R 

0007170540 

50-320 

M 

CVPHERT.S a, 

0007170364 

50-445 

M 

DAVIS, 0. R 

0007110454 

HASTE HOT 

DENTON, H R 

0007180224 

I1ISC 


CVPHERT.S a 

0007160547 

50-445 

li 

DAVIS, 0 R 

8007110457* 

WASTE MOT 

DENTON. H R 

6007210530 

50-320 

H 

CVPHERT.S a 

0007300410 

30-445 

H 

DAVIS, A 8 

8007170300 

70-925 


DENTON. H ft 

0007170551 

50-320 

H 

CVR.K 

0007300390* 

50-266 

0 

DAVIS, A B 

8007140464 

50-346 

Q 

DENTON. H R 

8007210645* 

50-301 

0 

CVR.K D 

0007100241 

30-266 

0 

DAVIS, A B 

8007110200 

50-10 

0 

DENTON. H R 

0007210647* 

50-301 

G 

CVR.K D 

0007290070 

90-266 

0 

DAVIS, A B 

6007200454 

50-87 

Q 

DENTON, H R 

0007020090 

50-443 

H 

CZVSCINSKI.K S 

0007210005 

RES 


DAVIS, A B 

6007210501 

50-263 

0 

DENTON, H R 

6007020432 

50-271 

0 

CZVBCINSKI.K B 

0007310471 

NUREG 


DAVIS, A B 

8007230268 

50-295 

Q 

DENTON, H R 

8007020437* 

50-271 

0 

D'AMSHE. M 

8007210077* 

70-1151 


DAVIS, A 0 

SC07 160700 

40-7962 


DENTON. H R 

0007100421 

50-443 

H 

DAOD VARTSSQN. 5 

8007310255 

NUREG 


DAVIS. A 8 

0007310335 

50-295 

0 

DENTON. H. R 

BOO 7 100424 

50-443 

H 

DAIL.L C, 

80 0 7030 J 89* 

50-413 

A 

DAVIS. A Q 

6007250626 

70-925 


□ENTON. H R 

6007140263* 

50-346 

H 

DAIL.L C 

8007210486* 

50-413 

A 

DAVIS, J F 

0007290622 

60-312 

P 

DENTON. H R 

6007160462 

MI SC 


DAIL.L C 

8007250532 

50-488 

0 

DAVIS. J P 

8007210473 

50-3 

ft 

DENTON, H R 

6007020325 

COMMISSION 

DALE. L F. 

8007160617* 

50-416 

A 

DAVIS, L D 

0007210436 

50-361 

0 

DENTON, H ft 

6007140060 

50-320 

0 

DALE.L F 

8007020615 

50-416 

8 

DAVIS. A a 

8007200710 

70-925 


DENTON, H R 

6007200593* 

50-320 

0 

DALE. L F 

8007140575 

PR 


DAVIS. L D 

8007160613 

50-369 

0 

DENTON, H R 

6007010256 

50-484 

0 
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SUBJECT 
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DENTON. H n 

8007010263* 

S0-4B4 

0 

DENTON. H R 

8007010272 

90-484 

0 

DENTON. H R 

8007030210 

50-273 

P 

DENTON. H R 

8007290047 

90-320 

H 

DENTON. H R 

8007100145 

50-320 

H 

DENTON, H R 

8007100399 

80-10 

P 

DENTON, H R 

8007290064 

50-320 

H 

DENTON. H R 

0007020243 

S0-31S 

0 

DENTON. H R 

0007020481 

50-3 

0 

DENTON, H R 

0007020405* 

50-3 

0 

DENTON. H R 

8007020690 

50-528 

0 

DENTON. H R 

8007140106 

50-437 

H 

DENTON. H R 

0007070059 

50-280 

H 

DENTON. H R 

0007070064* 

50-280 

H 

DENTON, H R 

8007070069* 

50-280 

H 

DENTON, H R 

8007110484 

SECY 


DENTON, H R 

8007U0021 

50-323 

H 

DENTON, H R 

0007020399 

50-320 

P 

DENTON, H R 

0007290275 

50-327 

0 

DENTON. H R 

0007290287* 

50-327 

0 

DENTON. H R 

8007110002 

50-271 

H 

DENTON. H R 

0OO711OS56 

50-155 

0 

DENTON, H R 

0007110563* 

50-1 53 

0 

DENTON, H R 

0007170330* 

90-10 

0 

DENTON. H R 

0007170333* 

50-10 

0 

DENTON, H R 

0007170336* 

50-10 

0 

DENTON. H R 

0007230225 

50-320 

H 

DENTON, H R 

0007230626 

50-320 

H 

DENTON, H R 

0007280122 

50-320 

H 

DENTON. H R 

0007290054 

90-320 

H 

DENTON, H R 

8007300013 

90-320 

H 

DENTON, H R 

0007230542 

30-440 

H 

DENTON, M R 

8007250070 

90-320 

H 

DENTON, H R 

8007250001 

50-320 

H 

DENTON, H R 

0007290236 

50-312 

H 

DENTON, H R 

80071 40S72 

REOOD 


DENTON, H R 

0007220027 

50-566 

H 

DENTON, H R 

8007220129 

50-320 

P 

DENTON. H R 

0007300301 

XPORTLIC 


DENTON. H R 

8007170439 

50-339 

P 

DENTON. H R 

8007170443* 

50-339 

P 

DENTON. H R 

8007100174 

REOOD 


DENTON. H R 

8007280182 

50-320 

H 

DENTON, H R 

8007220031 

50-209 

H 

DENTON. H R 

8007230286 

50-320 

H 

DENTON, M R 

8007250721 

COMMISSION 

DENTON, H n 

8007210643 

50-301 

0 

DENTON, H R 

0007230569 

SO-320 

H 

DENTON, H R 

0007240297 

90-327 

P 

DENTON, H R 

0007240302* 

50-327 

P 

DENTON, H R 

8007250624 

30-289 

H 

DENTON. H R 

0007280149 

90-961 

H 

DENTON. H R 

0007290039 

PROJ 


DENTON. H R 

0007280699 

M18C 


DENTON. H R 

8007280076 

SO-IO 

P 

DENTON, H R 

0007290031 

50-209 

H 

DENTON, H R 

0007280106 

50-320 

K 

DENTON, H R 

8007290034 

50-403 

A 

DENTON, H R 

0007310549* 

FDIA 


DENTON. H R 

0007300284 

50-259 

P 

DEPOORTER. J 

0007160405 

PR 


DEVEtlN, J. N 

0007140615 

90-334 

8 

DEVINE. J 

0007310266* 

FOIA 


DEVINCENTI8, J 

0007010223* 

50-443 

Q 

DEVINCENTib, J 

0007170596* 

50-443 

8 

DEVlNCENTia. J 

0007250623 

50-443 

Q 

DEVINE, J D 

0007310039 

XPORTLIC 


DEVINE, J Q 

0007310194 

XPORTLIC 


DEVINE, J d 

0007300037 

XPORTLIC 


DEVINE, J S 

0007310522 

XPORTLIC 


DEVLIN, 0 U 

8007100074* 

50-293 

0 

DEVLIN, J M 

8009230131 

50-245 

8 

DEVLIN, J N 

8007240059* 

XPORTLIC 


DEVLIN, 0 N 

8007230308* 

50-289 

Q 

DEVLIN, d W 

8007290199* 

60-244 

Q 

DEVLIN, J U 

8007230366* 

50-213 

0 

OEWEi^SE, J 0 

0007220443 

50-259 

R 

DEWEY. L 3. 

0007150719 

50-250 

M 

DEWEY. L 8, 

8007250407 

50-389 

M 

DEWITT, R d 

8007100201* 

50-255 

P 

DEWITT. R d 

80071 10209* 

50-155 

P 

OHILLON, H 

0007010619* 

CONTRACT 


DIAMOND. M d 

80071 10101 

PR 


DICK, d W 

8007310246 

NJREO 


DICKERSON. M W 

0007150091* 

50-267 

a 


PERSOWAL AUTHOR INDEX 
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DICKINSON, P 

Q0070I0013 

ORO 


DICKSON, H 

W 

8007180352 

RES 


DICKSON, H 

W 

Q007140031 

RES 


DICKSON, H 

W 

B0071 40634 

RES 


DICKSON, F 

S 

8007200333 

40-0745 


DICKSON, H 

W 

3007300041 

NUREO 


DICKSON, H 

W 

0007310251 

RES 


DIEHL, D S 


8007030003 

PR 


DICTCH, R 


0007020362 

90-206 

P 

DIETCH, R 


0007020366* 

50-206 

P 

DIGGB.R 11 


0007020510 

50-277 

P 

DIGGS, R M 


8007210156 

50-331 

P 

DIMEGLIO, A 

F 

0007090272 

50-193 

P 

DIMEGLIO, A 

F 

0007210110 

71-17 


dincauie, D 

F 

8007100079 

PR 


DIPIAZ2A, R 

P 

8006300292 

70-1151 


D1PIAI2A, R 

P 

0006300017 

70-1151 


DIPIA22A, R 

P 

8007020221 

70-1143 


D1PIA22A, R 

P 

0007100350 

PRM 


D1PIA2ZA,R 

P 

0007 1 10522 

PRM 


DlPIA2ZA,fi 

P 

8007100565 

70-1151 


DIPIAZZA.R 

P 

0007240096 

71-5450 


DIRCKS.W J 


8007300103* 

70-143 


DIRCK8,M J 


0007020279* 

WASTE MOT 

DIRCKS.W d 


8007300094* 

70-143 


DIRCKS.W J 


8007140102* 

50-397 

Q 

DIRCKS, W d 


8005200252 

50-320 

U 

DIRCKS.W d 


8007090023*, 

SECY 


DIRCKS.W J 


8007290286 

PR 


DIRCKS.W J 


8007290029* 

SECY 


DIRCKS.W d 


8007290085 

50-341 

w 

DIRCKS.W d 


8007140110* 

50-277 

H 

DIRCKS.W d 


8007290028 

SECY 


DIRCKS.W d 


8007250019* 

lOCFR 


DIRCKS.W d 


8007160040 

COMMISSION 

DIRCKS.W J 


8007160054 

COMMISSION 

DIRCKS, W J 


8007100017 

Pros 

DIRCKS.W d 


8006270101 

90-153 

H 

DIRCKS.W J 


6007020229 

50-320 

H 

DIRCKS.W d 


8007020264 

WASTE mot 

DIRCKS.W J 


80070201 13 

Stat* Prog 

DIRCKS, W. J 


8007010128 

8tat# Proo 

DIRCKS.W J 


8007020117 

50-271 

M 

DIRCKS.W J 


8007020198 

50-324 

H 

DIRCKS.W J 


8007020053 

90-500 

M 

DIRCKS.W d 


8007020091 

50-320 

M 

DIRCKS.W d 


8007020069 

mec 


DIRCKS.W J 


8007020002 

90-10 

U 

DIRCKS.W J 


8007230117 

50-201 

P 

DIRCKS.W d 


8007110321 

11 ISC 


DIRCKS.W d 


8007140230 

50-10 

H 

DIRCKS.W d 


8007110306 

50-335 

H 

DIRCKS.W J 


8007110335 

HISC 


DIRCKS.W d 


8007110330 

50-393 

U 

DIRCKS.W d 


8007240132 

NUREO 


DIRCKS.W d 


8007250225 

50-946 

U 

DIRCKS.W J 


8007250277 

50-275 

H 

DIRCKS.W J 


8007200523 

50-329 

H 

DIRCKS.W J 


8007280549 

30-171 

H 

DIRCKS.W J 


8007180214 

Sbati* Prog 

DIRCKS.W J 


8007290251 

90-317 

H 

DIRCKS.W J 


8007280509 

30-483 

U 

DIRCKS.W J 


8007150743 

FOIA 


DIRCKS.W J 


8007250167 

30-320 

H 

DIRCKS.W J 


8007280713 

PR 


DIRCKS.W J 


8007280716 

PR 


DIRCKS.W d 


8007240444 

50-335 

H 

DIRCKS.W J 


8007250062 

90-320 

H 

DIRCKS.W d 


8007250061* 

FOIA 


DIRCKS.W d 


8007310258 

FOIA 


DIRCKS.W d 


8007310526 

50-283 

H 

DIRCKS.W d 


8007310532 

50-150 

M 

DIRK, H 


8007240413* 

90-209 

H 

DIQE, D P 


8007190122 

PR 


DI8E, D P 


e007070?6) 

90-220 

P 

OISE, 0 P 


8007070089 

50-220 

0 

DISE, D P 


8007300049 

PR 


DI8E, D P 


8007170394* 

90-220 

P 

DIXON, 0 A 


8007200604* 

50-409 

0 

DIXON, 8 


8007200503 

90-344 

0 

DOAN, P F 


8007090007* 

90-298 

s 

DOBSON, W 0 


8007310306 

90-329 

A 

DODDS, R T 


8007230639* 

50-397 

Q 

DODDS. R T 


8007020191* 

50-341 

Q 

DODDS, R T 


8007170270* 

50-528 

Q 


431 


AUTHOR 

ACCESSION 

MUMtiFR 

SUBJECT 

CATEODRV 

D0DD3. R T 

DODDS, R T 

DODDS, R T 

DODOS, R T 

DODDS, R T 

0007170539* 

0007100010* 

Q00721057B* 

0007240326* 

0007240314* 

30-361 Q 
30-206 0 
30-528 Q 
30-206 0 
30-344 0 

DODDS, R T 

DODD&, R T 
DOGOETT, S A 
DOHERTY, J F 
DOHERTY. J F 

0007300318* 

0007310516* 

0007100174 

0007030339 

0007230246 

30-361 0 
50-320 Q 
30-466 1) 
50-466 A 
50-466 0 

DOLAN, F X 

DOLAN, J E 

DOLAN, d E 

DDLAN, d E 

DOLAN, d E 

0007220334* 

000/310284* 

0007110465 

0007030206 

0007020245 

TOPHEP 
50-319 Q 
50-319 0 

S0-3I8 Q 

30-315 0 

DOLAN, d E 

DOLE, R 

DONAT, T J 

DONAT, T J 
DONEOAN, G C 

0007020991 
00071 10571* 
0007240377* 
0007300330 
000730031 5* 

50-315 P 
50-406 U 
50-369 0 

S 0-369 3 
QA999 

DONOOHUe.D J 
DONOVAN, L J 
DORFMAN.L 0 
DORNSIFE.W P 
DORNSIFE, W P 

0007290023 

0007250476 

8007110327* 

8007140046* 

8007140046* 

SECY 

TO PREP 

IIIBC 

PR 

PR 

OOTZLER. T 
DOUGHERTY, D d 
DOUGHERTY, D H 
DOUGHERTY, D J 
DOUGHERTY, 0 d 

0007290296* 

8007310492* 

8007220111* 

8007140633* 

8007010502* 

50-327 0 

FOIA 

HASTE MGT 

CONTRACT 

CONTRACT 

DOUGHERTY, D J 
DOUGHERTY, D J 
DOUGHERTY, D J 
DOUGHERTY, D d 
DOUGHERTY. D J 

0007030071* 

0007030397* 

0007110575* 

8007070092 

0007070094* 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

DOUGHERTY, D 0 
DOUGHERTY, 0 d 
DOUGHERTY, D d 
DOUGHERTY, 0 d 
DOUGHERTY, D J 

8007070057* 

8007070050* 

8007070060* 

8007070062* 

8007160490 

CONTRACT 

CONTRACT 

CONTRACT 

CON I R ACT 
CONTRACT 

DOUGHERTY, D d 
DOUGHERTY. D d 
nouOHERTY, D J 
DOUOHERTY, D d 
DOUGHERTY, D d 

8007160496* 

8007160498* 

0007160504* 

8007160313* 

0007280527* 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

DRAOONETTE.K B 
drake, 0 A 

DRAPER, E L 

DRAPER, E L, 
DRAPER, C 1. 

8007020760 

0007030366 

8007290424 

0007160495 

0007220994 

27-47 

PR 

PR 

NUREO 

30-450 0 

DRASTER, d J 

DREY. L A 

DREY. K 

drey, K 

DREY. K 

0007100122 

0007100425 

OOO7O0OP26 

Q0072I0145 

0007220386 

RCCOD 

REOOD 

50-320 M 
40-0502 
30-10 D 

DRISKILL.D D 
DRtSKILL.D D 
DROMCRICK.A W 
DROMERICK.A W 
DUORV.N E 

0007200137* 

8007150009* 

0007090033 

B007200006 

8007170310* 

50-490 0 
50-49B a 
50-339 P 
50-311 P 
70-925 

DUCE.8 W 
DUCKWORTH, d P 
DUCKWORTH, J P 
DUCKWORTH, d P 
DUtIMER, 0 H 

8007290217 
0007210020 
8007080246 
80072304 4 1 
0007210250* 

30-254 P 
50-801 0 
50-801 Q 
50-801 0 
CONTRACT 

DUNBAR, d 

DUNOAN, K W 

DUNGAN, K W 

DUNN, C N 

DUNN, C N 

8007100192* 
B0071 40460 
8007160196 

DO 06230 6 60 
8007230130* 

50-837 C 

PR 

PR 

90-334 O 
30-334 0 

DUNN.C N 

DUNN.C N. 

DUNNrC N 

DUNN.C N 

DUNN.C M 

8007010399 

8007810011 

D0070a0276 

8007080000 

8007000186 

50-334 P 
50-334 a 
50-334 0 
60-334 P 
90-334 P 

DUNN, C. N 

DUNN.C N 

DUNN.C N 

DUNN, C. N 

DUNN, 8 D 

8007080424 

8007150643 

8007160564* 

0007160694* 

8007170391* 

50-334 0 
30-334 0 
50-334 P 
50-334 <3 
50-280 R 

DUNN.C N 

DUNN.C N 

DUNN.C N 

DUNN.C N, 

DUNN.C N 

8007160400 

8007160535 

8007160599 

8007160647 

8007150483 

50-334 P , 
50-334 P 1 
50-334 a ; 
50"334 P , 
50-334 •• , 


PERSONAL AUTHOR INDEX 


AUTHOR 

ACCESSION 

NUHflER 

SUBJECT 

CATEGORY 

DUNN.C M 

80071 50S67 

50-334 

Q 

DUNN.C N 

6007130410 

50-334 

R 

DUNN.C M 

B007220SOA 

SO-334 

8 

DUNN. C N 

6007150460 

50-334 

P 

DUNN.C M 

8007220583 

50-334 

0 

DWN.C N 

0007170546 

50-334 

0 

DUNM.C N 

8007250294 

50-334 

0 

OUNH.C N 

8007290643 

50-334 

P 

DUNN. C N 

8007290600 

50-334 

0 

DUNN I NO. D C 

0007090371 

NUREO 


DURKIN. J A 

B007 110507 

PR 


DURR.J P 

B00702022S* 

50-334 

0 

DORR.J P 

a007I 70645* 

50-387 

0 

DURR.-J P 

8007220285* 

50-317 

0 

DURR, J P 

0007170257* 

aO-3S7 

Q 

DUTTON. D 

0007 110521* 

50-424 

0 

DUTTON. D 

0007020218 

50-424 

0 

DUTTON. D 

0007220275 

50-424 

0 

DUVALL. D D 

0007080191 

50-354 

A 

DWDRAK. J A 

8007240394 

NUREO 


DVER.O H 

0007140695 

PR 


EADIE.O 

8007070155 

UABTE MOT 

EADIE.O 0 

8007100082 

40-0200 


EADIE.O 0 

8007230161 

40-8714 


EADIE.O 0 

0007230279 

40-8200 


EADIE.O 0 

8007250054 

40-1341 


EADIE. 0 

8007230720 

MASre HOT 

EAOLETON.T F 

8007110571* 

50-482 

U 

EARLEV, A F 

8007090306 

50-322 

0 

EARLY. P U 

0007180111 

50-286 

0 

EAST. D 

8007170106 

40-8745 


EASTER. J.H 

8007020338* 

St4t« Prog 

EQER&0L.E. J C 

8007240475 

ACR8 


EHNETER. B D 

8007170611* 

50-286 

0 

EDNETERfB. D 

8007210309* 

50-354 

0 

EBNETER. B D 

8007250270* 

50-293 

0 

EDNETER.8 D 

0007200080* 

50-333 

0 

EBNETER. S D 

8007310063* 

50-277 

0 

ECKERMAN.K F 

8007030373 

NUREO 


ECKHAROT. S 

8007110278* 

COMMISSION 

ECKMARDT.-J H 

8007170539* 

50-361 

Q 

ECKHARDT.U H 

0007210570* 

30-528 

0 

ECKHARDT. D 

8007300365 

50-498 

U 

EDDLEKAN 

0007100125 

PRH 


EDEU3TEIN. B 

8007010577 

XPORTLIC 


EDEL8TEIN. S 

6007020014 

XPDRTUIC 


EDELSTEIN. B 

BO 07030 063 

XPORTLIC 


EDEL3TE1N. S 

6007160403 

XPORTLIC 


EDSEViaRTH. P J 

B007030337 

CONTRACT 


EDOEHORTH.P J 

B007070032 

CONTRACT 


EDOEMORTH. P J 

8007070037 

CONTRACT 


EDOEHORTH.P J 

8007090084 

CONTRACT 


EOOEHORTK. P 0 

B 007 140626 

CONTRACT 


EOHONDSON L R 

80072BOS27* 

CONTRACT 


EDHARDS. D H 

6007110329 

PRH 


EDWARDS. D H 

0007300009 

PR 


EECKHOUT. A 

8007210318* 

XPORTLIC 


EOAN. 0 R 

80072S0404* 

50-206 

8 

EHRENSPEROER.U 

6007080344 

50-424 

H 

EHRENSPEROER. H 

8007290774 

50-424 

F 

EICH. E 

6007220479* 

50-247 

R 

EICHHORH. M H 

8007020453 

30-367 

0 

EICHHORN.M H 

8007020453 

50-367 

0 

EISENHUT. D 0 

8006090165 

50-320 

P 

EISENHUr. D 0 

8006130122 

50-320 

P 

EISENHUT. D 0 

0006230110 

50-275 

A 

EISENHUT. D 0. 

0006130063 

50-320 

F 

EISENHUT. 0 0 

8007020396 

NUREO 


EISENHUT. 0 0 

8007160471 

TOPREP 


EISENHUr. D 0 

0007180479* 

TOPREP 


EISENHUT. D 0 

3007230099 

50-320 

P 

EISENHUT. D 0 

6007100518 

50-344 

0 

EISENHUT. 0 0 

6007210032 

50-322 

>1 

EISENHUT. D 0 

8007020209 

50-528 

A 

EISENHUT. D 0 

0007020103 

50-10 

H 

EISENHUT. D 0 

0007170323 

50-10 

0 

EISENHUT. D 0 

8007180032 

50-10 

0 

EISENHUT. D 0 

8007280079 

ORO 


EISENHUT. 0 0 

0007310243 

50-320 

0 

EISENHUT. D O. 

8007140221 

30-409 

H 

EISENHUT. D O 

8007170309 

50-209 

P 

EISENHUT. 0 0 

8007230001 

50-275 

A 

EISENHUT. D O 

8007240141 

50-269 

P 

EISENHUT. D 0 

B007240479* 

FOIA 


EISENHUT. D O 

0007250001 

50-320 

P 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

EISENHUT. D 0 

8007170555 

SO-324 

F 

EISENHUT, D 0 

8007180130 

50-267 

F 

EISENHUT, D 0 

8007280185 

50-10 

D 

EISENHUT, D 0 

8007230198 

50-369 

A 

EISENHUT, D 0 

8007310022 

50-10 

H 

EISENHUT, D 0 

8007310025* 

50-10 

H 

EISENHUT, D 0 

8007230083 

50-346 

F 

EISENHUT. D 0 

8007230090 

50-269 

F 

EISENHUT. D 0 

6007230093 

30-312 

F 

EISENHUT. D 0 

8007230104 

50-321 

F 

E18CNHUT.D 0 

8007230126 

50-277 

F 

EISENHUT, D 0 

8007230184 

50-302 

r 

EISENHUT, D 0 

8007230208 

30-275 

A 

EISENHUT, D 0 

8007230616 

50-311 

p 

EISENHUT. D 0 

8007250183 

50-364 

A 

EISENHUT, D 0 

8007300061 

50-259 

F 

EISENHUT, D 0 

8007310358 

50-295 

H 

EISENHUT. D 0 

8007290357 

50-259 

Q 

EISENHUT. D 0 

8007300275 

80-277 

8 

EKLUND, B 

e007020674«- 

COMMISSION 

ELIN. J 0 

8007240314*- 

50-344 

0 

ELLERSHAU.L E 
ELLERSHAH.L E 
ELLERSHAU.L E 
ELLERSHAW.L E 

ELLIOTT, E D 

ELLIS, J 

8007300198* 

8007250109* 

8007160207* 

8007300314* 

8007070092 

8007090327 

0A999 

QA999 

OA999 

aA999 

PR 

50-445 

0 

ELLIS. J 

8007300366 

30-445 

0 

ELLIS. J 

0007310123 

30-443 

0 

ELL 16, J 

8007220546 

50-445 

0 

ELLIS, J 

8007220559 

30-445 

0 

EMRATH.fi H 

8007220574* 

50-327 

a 

ENOELKEN. R H 

8007140504 

30-133 

0 

ENCELKEN.R H 

8007140587 

30-397 

Q 

ENOELKEN, R H 

8007020234 

30-344 

0 

ENOELKEN, R H 

B007020240 

50-312 

0 

ENOELKEN, R H 

Q007020242 

30-133 

0 

ENCELKEN.R H 

8007020246 

50-206 

0 

ENOELKEN. R H 

8007010016 

30-528 

Q 

ENOELKEN. R H 

8007220235 

30-528 

Q 

ENCELKEN.R H 

8007220237 

30-133 

Q 

ENOELKEN, R H 

8007220239 

30-514 

0 

ENCELKEN.R H 

8007220241 

30-344 

0 

ENCELKEN.R H 

8007220244 

30-522 

Q 

ENOELKEN, R H 

8007220249 

90-206 

Q 

ENOELKEN, R H 

8007220250 

50-312 

Q 

ENCELKEN.R H 

8007220252 

SO-397 

Q 

ENOELKEN, R H 

8007140412 

50-133 

0 

ENOELKEN, R H 

8007140414 

30-397 

0 

ENCELKEN.R H 

B00714041Q 

50-522 

0 

ENCELKEN.R H 

B0072900DO 

50-528 

0 

ENCELKEN.R H 

8007290086 

50-275 

Q 

ENOELKEN, R H 

8007290088 

50-361 

0 

ENCELKEN.R H 

8007290090 

50-397 

0 

ENCELKEN.R H 

ENCELKEN.R H 
ENCELKEN.R H 
ENCELKEN.R H 

0007030005 

8007030008 

8007030009 

8007030010 

70-25 

70-1257 

70-734 

50-206 

0 

ENCELKEN.R H 

8007030014 

50-312 

Q 

ENCELKEN.R H 

0007030017 

50-275 

Q 

ENCELKEN.R H 

8007030018 

50-344 

Q 

ENCELKEN.R H 

8007020466 

80-397 

Q 

ENCELKEN.R H 

8007020470 

50-344 

a 

ENCELKEN.R H 

8007020474 

50-133 

a 

ENCELKEN.R H 

6007020477 

50-328 

Q 

ENCELKEN.R H 

8007020478 

50-206 

Q 

ENCELKEN.R H 

8007020480 

50-312 

0 

ENOELKEN, R H 

8007180247 

30-243 

Q 

ENCELKEN.R H 

8007180251 

30-288 

0 

ENCELKEN.R H 

8007100252 

30-112 

0 

ENCELKEN.R H 

8007100254 

50-27 

Q 

ENOELKEN. R H 

8007100239 

50-224 

0 

ENOELKEN, R, H 

8007180261 

50-142 

0 

ENCELKEN.R H 

8007180263 

30-433 

0 

ENCELKEN.R H 

8007180266 

50-326 

0 

ENCELKEN.R H 

8007180269 

50-139 

Q 

ENCELKEN.R M 

8007180272 

50-228 

Q 

ENCELKEN.R H 

0007100274 

50-89 

0 

ENCELKEN.R H 

8007180270 

50-187 

0 

ENCELKEN.R H 

8007180281 

50-375 

0 

ENCELKEN.R H 
ENCELKEN.R H 

6007180283 

6007180286 

70-984 

50-528 

0 

ENCELKEN.R H 

8007100207 

50-133 

Q 

ENCELKEN.R H 

8007100290 

50-344 

0 

ENCELKEN.R H 

8007180292 

50-206 

0 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEOORY 

ENOELKEN, R H 

8007180295 

50-312 

a s 

ENOELKEN. R H 

8007100299 

50-397 

0 

ENCELKEN.R H 
ENCELKEN.R H 

80071S0304 

80071S030S 

70-1257 

50-70 

0 

ENCELKEN.R H 

80072303B1 

50-528 

0 

ENCELKEN.R H 

6007230385 

50-276 

0 

ENCELKEN.R H 

0007230387 

50-133 

Q 

ENCELKEN.R K 

0007830390 

50-344 

0 

ENCELKEN.R H 

8007230393 

50-361 

0 

ENCELKEN.R H 

8007230394 

50-206 

0 

ENCELKEN.R H 

8007230399 

50-312 

0 

ENCELKEN.R H 

0007230401 

50-397 

0 

ENOELMAN, 0 P 
ENOEL.R E 

8007220065 

8007170574* 

RES 

50-260 

p 

ENCELKEN.R H 

8007280143 

50-361 

8 

ENCELKEN.R H 

8007310437* 

50-344 

B 

ENCELKEN.R H 

6007310447 

50-397 

A 

ENOEL.R E 
ENOLEHART, R W 

8007250515 

8007820111* 

TOPREP 

WASTE MOT 

ENOLEHART.R W 

0007220036* 

WASTE MOT 

ENOLE.N J 

ERP.C H 

8007300590* 

8007170635* 

CONTRACT 

50-329 

a 

ERH, C A 

6007150023* 

80-483 

Q 

ERICKSON. R A 
ERICeON. D ti 

ERNST, H L 
ESKRIDGE. H E 
E8SI0, T H 

8007250055* 

8007020011 

0007310113 

8007140613 

8007100099* 

FOIA 

RES 

NUREO 

71-6294 

50-546 

Q 

ES8I0, T H 

8007280457* 

50-07 

0 

ESBIO.T H 

8007230276* 

50-296 

Q 

ETHERIDOE, M R 
ETHERCDOE, L 

EURY, L W 

8007140037* 

3007250072 

8007210022 

QA999 

FOIA 

50-261 

0 

EVANS. R 0 

EVANS. V R 

8007100030 

8007160245 

PR 

50-317 

F 

EVANS. V R 

8007200401 

50-317 

F 

EVDOKIHOFF, V N 
FABRIKANT, R 

00070904 16 
8007280636* 

REOOD 

50-445 

M 

FAHRNER, W J 

0007070090* 

50-341 

B 

FAHRNER, N J 

8007210136* 

50-341 

8 

FAHRNER. U J 

0007140326 

50-341 

8 

FAHRNER, W J 

8007170406 

50-341 

8 

FAHRNER, M J 

0007220545 

50-341 

S 

FAIRHURST, C 
FAIROBENT, J E 

8007030200 

8007170362 

PR 

50-320 

H 

FAIRTILEi M B 

8007240037 

50-302 

P 

FALK, K M 

8007280477 

50-301 

0 

FALK, K M 

8007230607 

50-266 

0 

FALK.K M 

8007310373 

50-266 

H 

FANTLE, W 

8007140227* 

50-409 

H 

PARIS, H M 

8007210486* 

50-413 

A 

FARLEY, A F 

8007030053 

50-322 

0 

FARLEY, A F 

8007030053 

50-322 

0 

FARNAN, J , 
FARNELL.A 8 

8007310280 

8007090045 

FOIA 

50-329 

0 

FARNELL, A B 

8007090045 

50-329 

0 

FARNELL.A B 

0007140020 

50-329 

0 

FARNELL.A 9 

0007140020 

50-329 

0 

FAROOOUI.S H 

0007250393* 

50-397 

A 

FARQOOUI.B 11 

8007250398* 

50-397 

A 

FA9AN0, A 

8007250207 

50-320 

6 

FA9AN0, A 

8007250223 

50-289 

8 

FASANO. A 

8007250201 

80-320 

8 

FA3AN0, A 

8007250214 

80-320 

8 

FASANO, A 

8007250231 

50-320 

S 

FASANO, A 

8007250237 

50-320 

S 

FASANO, A N 

8007230218 

50-320 

8 

FAULKEN8ERRV, 8 

8004240286 

50-312 

8 

FAULKENOERRY, B 

6004240300 

50-206 

8 

FAULKENBERRY, B 

8007170579* 

80-206 

a 

FAULKENBERRY, B 

0007220337* 

50-73 

a 

FAULKENBERRY, B 

8007210107* 

50-224 

a 

FAULKENBERRY, B 

8007240420* 

50-312 

Q 

FAULKENBERRY. 8 

8007240273* 

50-206 

0 

FAULKENBERRY, B 

8007310301* 

50-312 

a 

FAULKENBERRY, B 

8007300343* 

50-206 

a 

FAUST, R 

0007170071* 

50-317 

p 

FAY. C M 

FAY.C M 

FAY.C W 

8007020340 

8007140559 

8007010030 

PR 

PR 

90-266 

0 

FAY, C W 

8007010062 

50-266 

Q 

FAY.C U 

0007160757 

50-266 

0 

FAY.C W 

0007010043 

50-266 

0 

FAY.C H 

0007010409 

50-266 

8 

FAY.C W 

8007010420* 

30-266 

S 



PERSONAL AUTHOR INDEX 


433 


ACCESSION SUBJECT 


AUTHOR 

NUMBER 

CATEGORY 

FAY. C W 

0007080301 

50-301 

S 

FAY. C W 

eoo7oao3a4» 

50-301 

S 

FAY.C W 

80071 10342 

50-301 

S 

FAY. C M 

80071 1034<?» 

50-301 

S 

FAY.C W 

8007300089 

PR 


FAV.C W 

8007090230 

50-301 

'P 

FAY.C W 

80071 10333 

50-266 

a 

FAY.C H 

80071 10340» 

50-266 

s 

FAY.C M 

80071 10353 

50-301 

s 

FAY.C U 

00071 103S7* 

90-301 

8 

FAY.C M 

0007190640 

50-266 

p 

FAY.C H 

8007190682 

50-266 

p 

FAY.C U 

8007170526 

50-266 

0 

FAY.C H 

0OO715O6S3 

50-266 

p 

FAY.C M 

8007220071 

50-266 

0 

FAY.C V 

8007 1 506 1 0» 

50-266 

R 

FAY.C U 

8007210400 

50-266 

P 

FAY.C M 

8007240342 

50-266 

0 

FAY.C W 

8007150610 

50-266 

R 

FAY.C U 

8007300430 

SO-301 

Q 

FAV.C U 

8007300440 

50-266 

F 

FAY.C W 

8007300456 

80-266 

0 

FEE.U F 

B00730033U 

50-213 

P 

FEE. U F 

8007210387 

80-248 

P 

FEE.U F 

8007210230 

50-336 

P 

FEE. U F 

8007220457 

SO-245 

P 

FEIERABEND. C D 

800707006 U 

50-202 

0 

FEIERADEND. C D 

80072402 10» 

50-202 

a 

FEU-. R A 

8007180361# 

50-410 

Q 

FEIL. R 

e00721054S» 

90-423 

Q 

FEIT-R 

8007220041 

REVIEW 

GRP 

FELTON. J H 

8007020284 

FOIA 


FELTON. J « 

8007190756 

FOIA 


FELTON. J H 

8007170264 

70-1069 


FELTON. J M 

8007070026 

50-514 

0 

FELTON. J H 

8007280279# 

FOIA 


FELTON. J M 

8006300220 

50-320 

H 

FELTON. J « 

8007010070 

50-249 

P 

FELTON. J H 

8007030004 

70-2470 


FELTON. J H 

8007030033 

FOIA 


FELTON. J H 

80071 10009 

90-320 

J 

FELTON. J H 

8007290235 

PR 


FELTON. J M 

8007020122 

FOIA 


FELTON. J H 

8007020132 

FOIA 


FELTON. J M 

8007020460 

FOIA 


FELTON. J H 

8007030064 

FOIA 


FELTON. J. H 

8007030331 

FOIA 


FELTON. J H 

8007110470 

50-320 

P 

FELTON. J M 

8007140212 

FOIA 


FELTON. J M 

8007140277 

FOIA 


FELTON. J M 

8007100003 

70-143 


FELTON. J M 

8007110004 

70-143 


FELTON, J M 

8007110004 

FOIA 


FELTON, J H 

8007140239 

FOIA 


FELTON, J 11 

8007140226 

FOIA 


FELTON, J M 

8007140616 

30-320 

H 

FELTON, J H 

8007140233 

50-320 

H 

FELTON. J M 

B00714063S 

50-450 

H 

FELTON. J H 

8007140664 

FOIA 


FELTON, J H 

0007110139 

50-302 

H 

FELTON, J M 

8007140245 

FOIA 


FELTON, J 11 

8007110149 

FOIA 


FELTON, J H 

8007140645 

FOIA 


FELTON. J 11 

8007150786 

FOIA 


FELTON, J H 

B007I40491 

FOIA 


FELTON, J (1 

8007140911 

90-320 

H 

FELTON. J H 

0007170197 

FOIA 


FELTON, J M 

8007180090 

90-302 

H 

FELTON. J H 

8007220207 

FOIA 


FELTON. J H 

8007220263 

40-299 


FELTON, J 11 

8007220323 

50-320 

P 

FELTON. J 11 

6007220243 

70-143 


FELTON, J M 

8007230224 

FOIA 


FELTON. J t1 

8007230232 

50-302 

H 

FELTON, J M 

8007230240 

90-466 

0 

FELTON, J M 

8007230250 

FOIA 


FELTON, J 11 

8007250083 

FOIA 


FELTON, J t1 

8007200272 

FOIA 


FELTON, J M 

8007300082 

70-143 


FELTON, J K 

8007230559 

50-320 

U 

FELTON, J H 

6007230644 

90-10 

D 

FELTON, J t1 

8007240195 

FOIA 


FELTON, J M 

8007240431 

FOIA 


FELTON, J H 

8007280283 

FOIA 


FELTON. J 11 

8007280290 

FOIA 



ACCESSION SUBJECT 


AUTHOR 

NUMBER 

CATEGORY 

FELTON, J t1 

6007240183 

FOIA 


FELTON, J t1 

0007240474 

50-443 

H 

FELTON, J M 

0007200197 

FOIA 


FELTON. J M 

0007240453 

FOIA 


FELTON. J M 

0007250022 

FOIA 


FELTON, J tl 

B007250069 

FOIA 


FELTON, J M 

0007280267 

FOIA 


FELTON, J H 

0OO731O4B1 

70-2478 


FELTON, J 11 

8007310544 

FOIA 


FELTON, J II 

8007310232 

FOIA 


FELTON, J 11 

0007310276 

FOIA 


FELTON, J 11 

0007310483 

FOIA 


FELTON, J 11 

0007310205 

50-320 

P 

FELTZ.D E 

0007290479# 

50-120 

R 

FERGUSON, R 

0007240100# 

FOIA 


FERGUSON, J H 

0007030131 

90-200 

P 

FERGUSON, J H 

0007000069 

50-333 

P 

FERGUSON, U J 

0007 1 50737 

50-922 

A 

FERGUSON, J H 

0007110364 

50-339 

P 

FERGUSON, J H 

6007140393 

50-339 

P 

FERNOS, 0 

0007160381 

50-376 

0 

FERNOS, 0 

0007230791 

50-376 

0 

FERRARELLO, S 

0007230973# 

SO -302 

0 

FEuas, J V 

0007170277# 

Stal# Prog 

FIDELL, E R 

0007140619 

90-320 

H 

FIELDER, J 

0007010516 

50-259 

J 

FIELDER, J 

0007000261 

50-364 

J 

FIELDER, J 

8007310435 

50-302 

J 

FIELDER, J 

0007310436 

50-259 

J 

FIELDS, M 

0007310256 

TOPREP 


FIENO, 0 

0007010103* 

50-249 

P 

FILKINS, D 

0007280639# 

50-244 

8 

FINCKE, J R 

8007290191 

RES 


FINFRQCK, I R 

0007110023# 

70-1333 


FINFROCK, I R 

0007010460 

50-219 

P 

FINFROCK, I R 

0007020377 

50-219 

0 

FINFROCK, I R 

0007030216 

50-219 

P 

FINFROCK, I R 

0007070259 

50-219 

8 

FINFROCK, 1 R 

80071 10370 

50-219 

S 

FINFRQCK, I R 

8007110375 

50-219 

8 

FINFRQCK. I R 

Q0D7210042 

50-219 

d 

FINFROCK, 1 R 

0007090262 

50-219 

F 

FINFRQCK, I R 

0007090259 

50-219 

a 

FINFRQCK, I R 

0007250305 

50-219 

0 

FINFRQCK. 1 R 

0OO71SO7O5 

50-219 

R 

FINFROCK. I R 

8007160500 

50-219 

P 

FINFROCK, I R 

8007170279 

50-219 

P 

FINFROCK, 1 R 

0007100409 

50-219 

P 

FINFROCK, I R 

0007100415# 

50-219 

P 

FINFROCK, I R 

0007290184 

50-219 

P 

FINKEL, A 

0007210240# 

50-352 

a 

FINKEL, A E 

0007290270# 

50-293 

0 

FINKEL, A E 

0007200000# 

50-333 

a 

FINKEL, A 

0007310063# 

50-277 

0 

FINLEY, A 0 

0007290079# 

50-254 

a 

FINLEY, N C 

8007290251 

NUREO 


FIORELLI, 0 

00063001 14 

50-329 

0 

FIORELLt, 0 

0007140522 

90-403 

a 

FIORELLI, 0 

00071101 53 

50-461 

a 

FIORELLI, 0 

00070901 94 

SO-440 

0 

FIORELLI, 0 

0007090176 

30-440 

Q 

FIORELLI, 0 

0007 1 10477 

90-350 

a 

FIORELLI, 0 

0007150017 

50-403 

0 

FIORELLI, 0 

0007160725 

50-440 

0 

FIORELLI, 0 

0007180900 

90-456 

0 

FIORELLI, 0 

00071901 13 

50-494 

d 

FIORELLI. 0 

0007020081 

50-341 

0 

FIORELLI, Q 

0007160469 

50-546 

a 

FIORELLI, 0 

0007230002 

50-456 

d 

FIORELLI, 0 

0007160751 

90-461 

0 

FIORELLI. 0 

0007230072 

50-350 

d 

FIORELLI, 0 

0007020027 

50-546 

d 

FIORELLI. 0 

0007100495 

90-440 

S 

FIORELLI, G 

0007020324 

90-390 

a 

FIORELLI,© 

8007070095 

50-341 

a 

FIORELLI, G 

8007230059 

50-341 

d 

FIORELLI, 0 

0007230402 

90-389 

d 

FIORELLI, G 

0007110220 

90-461 

d 

FIORELLI.O 

0007110230 

50-350 

8 

FIORELLI, 0 

8007230327 

30-346 

d 

FIORELLI.O 

B007230369 

90-304 

d 

FIORELLI.O 

0007230693 

50-373 

d 

FIORELLI, 0 

0007230704 

50-546 

Q 

FIORELLI.O 

0007070197 

50-329 

8 

FIORELLI.O 

8007230266 

50-373 

d 


ACCESSION SUBJECT 


AUTHOR 

NUMBER 

CATEOORY 

FIORELLI. 0 

0007230794 

S0-29S 

0 

FIORELLI. G 

6007310363 

50-461 

0 

FIORELLI. G 

0007140190 

90-483 

a 

FIORELLI.O 

0007140202 

90-461 

3 

FIORELLI. G 

8007150029 

90-350 

8 

FIORELLI. 0 

00071 50032 

90-329 

8 

FIORELLI, 0 

0007210516 

90-461 

d 

FIORELLI.O 

0007300151 

90-403 

0 

FIORELLI. 0 

0007300160 

90-403 

0 

FIORELLI, G 

Q007I40470 

go-341 

0 

FIORELLI, 0 

B007300132 

90-331 

0 

FIORELLI. C 

0007300130 

50-454 

0 

FIORELLI.O 

0007300300 

50-329 

0 

FIORELLI, Q 

0007150002 

50-463 

0 

FIORELLI, G 

0007170186 

50-306 

0 

FIORELLI, 0 

0007170625 

90-329 

0 

FIORELLI, 0 

0007310304 

50-266 

0 

FIORELLI, 0 

8007170490 

90-341 

6 

FIORELLI, 0 

0007170520 

90-32? 

s 

FIORELLI, 0 

0007210120 

90-341 

a 

FIORELLI, 0 

0007210000 

90-34 1 

a 

FIORELLI, 0 

0007210012 

50-946 

a 

FIORELLI, 0 

0007210021 

50-946 

8 

FIORELLI.O 

0007210025 

50-946 

8 

FIORELLI. 0 

0007210031 

50-546 

8 

FIORELLI, 0 

Q0072100S4 

50-946 

8 

FIORELLI, 0 

0007230619 

50-546 

8 

FIORELLI, 0 

8007150496 

50-483 

Q 

FIORELLI, 0 

0007100511 

90-461 

6 

FIORELLI, 0 

□007100536 

50-946 

6 

FIORELLI, 0 

B007ia0S03 

90-358 

a 

FIORELLI. G 

6007180500 

50-440 

0 

FIORELLI, 0 

0007180582 

90-440 

Q 

FIORELLI.O 

8007240319 

50-946 

8 

FIORELLI, 0 

0007180949 

50-440 

8 

FIORELLI.O 

0007210283 

50-373 

Q 

FIORELLI.O 

0007230313 

50*440 

0 

FIORELLI, 0 

0007240340 

50-456 

0 

FISCHER, M L 

0007280486 

90-206 

P 

FISH, R F 

8007190130# 

90-344 

0 

FISH, R 

0007230203 

90-344 

6 

FISH, R 

0007230169 

50-312 

8 

FISHER. W L 

0007140041# 

70-8 


FISHER, W L 

6007100089# 

90-409 

Q 

FISHER, C R 

6007020203 

pn 


FISHER, W L 

0007240009# 

90-tS9 

0 

FISHER. H L 

0007170310# 

70-928 


FISHER, H L 

0007140471# 

50-345 

d 

FISHER, W L 

0007310519# 

90-895 

Q 

FISHER, H F 

0007310002 

XPORTLIC 


FiaSE.L R 

0007020438 

PR 


FITZPATRICK, T 

0007160858# 

CDMMlBBtON 

FITZBIMMDNa, T 

8007240154 

71-9138 


FLANDERS. II 

00071 10389# 

90-309 

R 

FLEOER, a 

0007090166# 

NUREO 


FLEOER, B 

8007090167# 

NUREO 


FLEISCHAKER. B 

0007160410 

PRN 


FLEieCHAKER, D 

0007100198 

50-275 

0 

FLEISCHAKER, 0 

0007230508 

SO -275 

0 

FLEISCHAKER, D 

8007230508 

50-275 

0 

FLEISCHAKER, D 

0007300096 

50-275 

0 

FLEISCHAKER. B 

0007300096 

50-275 

0 

FLITTON, V E 

0007200174 

RES 


FLOWERS, F D 

0007070067 

PR 


FLOYD, a 0 

0007220396# 

SC-331 

P 

FLOYD, 8 0 

0007230484# 

90-331 

P 

FLYNN, M J 

8007020730 

CONTRACT 


FLYNN, H J 

0007030336 

CONTRACT 


FLYNN, M J 

0007110539 

CONTRACT 


FLYNN, M J 

0007210317 

CONTRACT 


FLVNNiM J 

6007140200 

CONTRACT 


FLYNN, M J 

0007170212 

CONTRACT 


FLYNN. 11 J 

0007180521 

CONTRACT 


FLYNN. M J 

0007210109 

CONTRACT 


FLYNN, M J 

0007210122 

CONTRACT 


FLYNN, M J 

0007210194 

CONTRACT 


FLYNN, M 0 

0007140512 

CONTRACT 


FLYNN, M J 

0007170135 

CONTRACT 


FLYNN, M J 

8007300579 

CONTRACT 


FLYNN, J, D 

0007220280 

50-358 

A 

FOBES, R L 

0007220484# 

90-259 

8 

FOBES, R L 

0007270616# 

50-299 

8 

Foeo, 11 

0007110299 

90-289 

K 

FONNER, R L 

0007210289 

40-0902 


FONNER.R L 

0007100446# 

4C-aS02 




PERSONAL AUTHOR INDEX 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

FaNTEClLUA. H M 

60071 10496 

FOIA 


FONTECILLA. H 

80071 t0246» 

FOIA 


FORD. 14 H 

6007110310 

50-546 

U 

FORD.C H 

0007100113 

RECOO 


rOfIS.ft H 

6007230165 

RES 


FOSTER, M E 

0007010171* 

0A999 


FOSTER, H E 

0OO72SO5941I 

0A999 


FOSTER. U E 

aOO722O2O0» 

0A999 


FOSTER, J 

0007110572 

CONTRACT 


FOSTER, S C 

6007150479 

SO- 1 55 

J 

FQX,C J 

8007010336 

TQPREP 


FOX.D F 

S007160126* 

QA999 


FRANCIS, £ 

0007030226 

40-0745 


FRANCIS, F E 

6007150459 

50-404 

C 

FRANCIS, F E 

6007150458 

50-484 

0 

FRANCIS. F E 

6007150458 

50-484 

0 

FRANHE, 0 

0007020554* 

50-320 

0 

FRANKS, 0 

0007150042 

50-320 

P 

FRANTZ, 9 P 

6007020453 

50-367 

0 

FREOEfitCK.E J 

6007290241 

RES 


FREE B URN. H R 

6007060285* 

T0PR6P 


FREEKAN, R 

6007260691* 

50-409 

0 

FREV, D 0 

6007010055* 

50-546 

H 

FREY, J H 

6007170410* 

COMMISSION 

FRIES, a A 

8007160446 

REOGD 


FRIES, a A 

8007100133 

REOOD 


FRIES, R S 

0007230100 

40-7402 


FROST. S R 

B007100199 

50-253 

P 

FROST, S R 

0007230473 

50-255 

P 

FRVLIIJO.R 

0007150509 

50-272 

0 

FUUtER. J K 

8007220439 

PR 


FULLER, F. K 

8007200645 

50-267 

0 

FURBUSH.M H 

8007160350 

50-133 

0 

FURR.B J 

8007150097* 

50-261 

0 

FURR, B J 

8007020007 

50-261 

Q 

FURR, B J 

0007100031 

50-261 

0 

FURR, B J 

6007220254 

50-261 

0 

FURR, B U 

6007220260 

50-324 

0 

FURR, B J 

6007170516 

50-324 

0 

FURR, B J 

6007220227 

30-261 

0 

FURR, B J 

6007240199 

50-324 

0 

FURR, H d 

0007310449 

SO-324 

Q 

FURR. B d 

0007260104 

50-260 

Q 

FURR, B d 

0007280111 

50-324 

0 

FURR, B d 

0007250296 

50-324 

0 

FURR.B J 

8007300561 

50-324 

0 

FURR, B d 

00073 1 0206 

50-324 

Q 

FURR, B d 

00073 1 0306 

30-324 

0 

GABRIEL. E 

8007030150 

PR 


GAI>LER.S J 

8007210150 

40-1341 


OACLIARDD, T E 

8007210307* 

50-277 

0 

OACNE.O R 

8007180467* 

MISC 


GAHH. d W 

8007010346* 

50-267 

R 

CAHH. J U 

6007080262* 

50-267 

8 

OAHH, J W 

0007030275* 

50-267 

0 

OAHM. J M 

0007080483* 

50-267 

8 

OAHK. d U 

0007010506* 

50-267 

0 

«AHM. d U 

8007080215* 

50-267 

0 

GAHM, d U 

6007080304* 

50-267 

S 

OAHM.d W 

6007080409* 

50-267 

R 

OAHM.J M 

8007100176* 

50-267 

S 

OAHM, J M 

8007230554* 

50-267 

8 

OAHM.J H 

8007230555* 

50-267 

S 

OAHM.J W 

8007230539* 

50-267 

S 

OAOIC. Z 

8007160672* 

50-304 

8 

OALAZEN, T 

8007290703 

50-484 

0 

OAULAOHER, J N 

6007230722* 

30-277 

0 

OALLAOHER, J H 

0007020041* 

50-277 

Q 

OALLAOHER, E J 

B007U016B* 

50-461 

0 

OAULAOHER. E d 

6007090159* 

50-440 

0 


author 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

OAMMILL, U P 

8007170675 

MISC 


OAMLEY, D E 

80071B0066* 

70-371 



8007220047 



GARCIA, P J 

B0071 50076 

40-3453 


GARCIA, P 

6007100449 

40-1162 


OARCIA. P J 

B0071 40693 

40-4492 


GARCIA, P J 

0007100030 

40-1162 


GARCIA, P J 

8007290262 

40-1 162 


GARCIA, P J 

0007230715 

40-3452 


GARNER, P L 

8007240459 

NUREO 


OARNEPi D 

0007100229 

50-346 

P 

GARRAHY, d J 

0007240309* 

70-2193 


GARRETT, E 0 

0006230370 

50-309 

H 

OARRITV, J H 

00071 10306 

50-309 

P 

GARRITV, d H 

0007200604 

50-309 

R 

GARRISON, U A 

8007310269* 

FOIA 


GARY, R d 

0007140502* 

50-449 

Q 

GARY, R d 

0007170196 

90-449 

G 

GARY, n J 

0007110592 

90-445 

0 

OARV.R J 

0007140455 

50-445 

Q 

GARY, R J 

80070B0062 

50-446 

8 

GARY, R d 

0007000202 

90-445 

F 

GARY, F 8 

6007300027 

PR 


GARY, R d 

0007100366 

90-445 

A 

GARY, R d 

0007210332 

50-445 

Q 

GARY. R d 

0007210470 

50-445 

A 

OASCHLER.d A 

0007290629 

50-267 

J 

GASSER, E R 

0007190193* 

CONTRACT 


GASTON, H B 

0007140473* 

90-269 

0 

OAY.N R 

90070 I 0060* 

40-2674 


OAY.N R 

B0070 10067* 

40-2674 


QEHR. A C 

S007 100405 

50-275 

0 

OEHR.A C 

8007300106 

50-529 

G 

OENDLER.M U 

0007030305 

50-522 

A 

OEOROIQU, B S 

8007300419 

50-275 

0 

OEOROtOU, B S 

0007250429 

50-275 

0 

OEROI.O J 

6007020345 

PR 


OERSTNER.H C 

6007110233* 

50-461 

0 

OERSTNER.H C 

0007210521* 

90-461 

Q 

GERTH.O E 

80071 10534 

PR 


0ERU8KY, T 11 

0007100106* 

50-320 

P 

OESSELL, T F 

0007310231 

NUREO 


GIBBONS, T D 

0007180275* 

50-399 

Q 

GIBBS. D C 

0007100005 

PR 


GIBBS, D C 

0007200032 

PR 


GIBBS, K E 

0007210446 

90-255 

0 

OIBBS.M E 

0007300421 

90-329 

0 

GIBSON, A F 

0007070019* 

70-143 


GIBSON, A F 

0007030370* 

70-1201 


GIBSON, d 0 

S007020327 

PR 


GIEDT.J R 

6007250600 

40-1162 


GILBERT, L 0 

8007100346* 

50-498 

Q 

GILBERTS, D £ 

0007170194* 

90-306 

0 

OILSERT.L D 

0007110234* 

50-445 

Q 

GILBERTS, D E 

800721 0509* 

90-263 

0 

GILBERTS, D E 

0007010260 

50-282 

Q 

GILBERTS, D E 

B0070I0267 

50-292 

0 

GILBERTS, D E, 

6007010549 

50-202 

Q 

GILBERTS, D E 

0007160707 

50-202 

0 

GILBERTS, D £ 

0007140192* 

50-202 

0 

GILBERT. R £ 

9007280730* 

50-402 

0 

GILBERTS, D E 

B007020162 

50-263 

0 

GILBERTS, D E 

B0072 10102 

90-263 

Q 

GILBERTS, D E 

B007210I32 

50-263 

0 

GILBERTS, D E 

0007310106 

90-2B2 

a 

GILBERTS, 0 G 

60072S056S 

50-263 

a 

GILBERTS, D £ 

9007250077 

50-202 

a 

GILBERTS, B E 

9007290057 

50-263 

a 

GILBERTS, D E 

8007220090 

90-282 

a 

GILBERTS,!) E 

8007220542 

90-2S2 

a 

OILSERTS.D E 

9007230211 

50-262 

0 

GILBERTS, D E 

9007290841 

50-263 

a 

GILINBKY.V 

0007290725* 

COMMISSION 

GILL.S A 

0007110014 

71-221 


OILLELANB, J E 

0007300167 

8007100361* 

9007100410* 

9007010125* 

9007070008* 

0007140073* 

50-439 

70-1151 

70-1201 

70-143 

70-2478 

70-143 

8 


8007150107* 

0007140527* 

0007030290* 

8007180601 

9007290175 

50-261 

70-143 

70-143 

4O-09B4 

40-6601 

0 



ACCESSION 

SUBJECT 


AUTHOR 

NUMBER 

CATEGORY 

GILLESPIE, F P 

0007110113* 

50-335 

0 

GILLESPIE, F P 

0007100095* 

90-261 

0 

GILLESPIE, F P 

6007290393* 

50-364 

0 

GILLESPIE, F P 

8007090170* 

50-369 

G 

GILLESPIE. F P 

8007140006* 

70-143 


GILLESPIE, F P 

0007140555* 

50-297 

a 

GILLESPIE. F P 

0007160727* 

70-1113 


GILLEN, D M 

6007230131 

40-2259 


GILLESPIE, F P 

6007160761* 

50-338 

a 

GILLETT, W T 

00071 50S47* 

50-315 

R 

OILLETT, W T 

0007150561* 

90-316 

R 

OILLESPIE.F P 

0007100316* 

70-143 


GILLEN, D M 

8007230667 

40-8728 


GILLEN, D 

8007230672 

40-8681 


GILLEN, D 

0007230680 

40-8984 


GILLEN, D M 

0007230715 

40-0492 


GILLILAND, 0 U 

0007280577 

50-70 

P 

GILLILAND, D L 

0007200599 

TOPREP 


GILLILAND, D L 

0007890637 

50-70 

P 

OILLOT, R 

8007230201 

NUREO 


OILMAN, D LI 

8007090234 

90-206 

P 

GINSBERG, T 

0007190066 

HE6 


GINSBERG, T 

0007020085 

RE8 


GINSBERG, T 

8007210014 

REB 


OINBDURO, R 

8007200537 

50-10 

D 

GIROUX, E d 

0007170236 

90-510 

9 

GIROUX, E J 

9007170247 

90-518 

8 

OIUFFRE, M 8 

9007100108* 

PR 


OIUEL, M 

8007230237 

90-302 

K 

GLENN, d E 

8005020972 

ILE 


0LI9SMEYER,d A 

0007170311 

NUREO 


GODDARD, R J 

8007010331 

50-237 

G 

GOGOL, E 

8007250369 

50-10 

D 

OOLDBERO, 5 C 

8007010131 

50-999 

0 

GOLDBERG, 8 C 

0007070104 

50-320 

0 

OOLDBERO, 8 C 

0007070094 

50-250 

Q 

OOLDBERO, S C 

8007 1 70357 

90-320 

Q 

OOLDBERO, R 

8007140879 

50-346 

M 

GOLDBERG, R 

8007140879 

50-346 

M 

GOLDBERG, S C 

8007160591 

50-320 

0 

QQLDBERO.S C 

8007220110 

90-599 

0 

OOLDBERO, S C 

6007310314 

50-902 

0 

GOLDMAN. M 

0007000353* 

PR 


GOLDSMITH, R 

8007100187# 

90-10 

0 

GOLDSMITH, R 

8007180213* 

50-10 

0 

OQLDBMITH, R 

0007020195* 

90-10 

H 

GOLDSCHMIDT, N 

0007020447 

PR 


GOLDSMITH, R 

0007020203* 

50-10 

H 

OOLDBHITH.R 

8007140625* 

50-320 

H 

GOLDSMITH, R 

8007140629* 

50-320 

H 

GOLDSMITH, H 

0007290392* 

QA999 


OOLD9MITH,R 

6007230649 

50-10 

D 

GOLDSMITH, R 

8007140337 

50-10 

0 

GOLDSMITH, R 

8007140337 

60-10 

0 

GOLDSMITH, R 

8007140337 

50-10 

G 

GOLDSMITH. R 

0007140337 

50-10 

0 

GOLDSMITH, R 

0007220548 

50-10 

0 

GOLDSMITH, R 

8007200537 

50-10 

D 

OONCALVeS, A 

8007030332 

FOIA 


OaODLINO.H 

8007020237* 

50-320 

K 

GQQDLINO, 8 

8007310375 

90-209 

H 

GOODMAN, L 6 

0007160681* 

50-409 

R 

OOODHIN, H L 

8007100370# 

70-1 151 


OOODMIN.C 

8007280199 

50-344 

a 

OOODUIN.C 

0007310472 

90-344 

0 

OOODNIN, C 

8007250350 

90-344 

0 

OOODMIN.C, 

8007300296 

50-344 

0 

OOOOUIN, C 

8007190120# 

50-344 

0 

GOODMIN, C 

8007250360 

50-344 

Q 

OOODUIH, C. 

0007290809 

50-344 

0 

OOQDHIN, M L 

0007210077# 

70-llSl 


onODUINiC 

8007010334 

90-344 

F 

GOODUIH. C 

0007160420 

PR 


OOODUIN, C 

0007070340 

50-344 

P 

OOODHIN, C 

8007090227 

90-344 

P 

OOODUIN.C 

8007090300 

90-344 

F 

OOODUIN, C 

8007090329 

90-344 

8 

GOODWIN, C 

8007070300 

90-344 

P 

GOODWIN. C 

8007070307# 

50-344 

P 

GOODWIN, C 

8007090360 

50-344 

P 

GOODWIN, 0 

8007160608 

90-344 

P 

ODQDUINrG 

8007170424 

90-344 

P 

GOODWIN, C 

8007250474 

50-344 

P 

GOODWIN, C 

9007300387 

50-344 

P 

GORDON, 0 d 

8007160911 

50-397 

A 



PERSONAL AUTHOR INDEX 


ACCESSION SUBJECT 


AUTHOR 

NUMBER 

CATEOQRY 

CORDON. C 

8007310231 

NUREO 


OOSSICK. L V 

0007170620 

70-143 


C06SHANN. S R 

8007290174 

RES 


OOSSHANN. S R 

0007280164 

RES 


OOSSHANN. S R 

0007290201 

RES 


CRAQONSKI.A M 

8007140001 

30-367 

0 

ORACE.R H 

8007090299 

50-309 

P 

0RAE8SER.K L 

0007140327 

50-295 

R 

ORAESSER. K L 

8007160658 

90-295 

8 

ORAESSER.K L 

8007220449 

50-295 

8 

ORAESSER.X L 

8007220587 

50-304 

8 

ORAHBAU. 0 

8007110168 

Proe 

CRANLUNO. R N 

8007100434 

RECCO 


CRAVES, R H 

0007000077 

50-213 

B 

CRAVES, R H 

8007140389 

50-213 

6 

CRAVES, R H 

0007090321 

50-213 

S 

CRAVES. R H 

0007180390 

50-213 

R 

CRAVES, R H 

0007230411 

50-213 

a 

CRAVES. R H 

0007250533 

90-213 

8 

ORAV, F 8 

8007020368 

PR 


ORAT.F 8 

8007020424 

PR 


ORAV, F 8 

8007030082 

PR 


CRAY, J R 

8007100029 

90-344 

C 

ORAV. J R 

8007140023 

70-130B 


CRAY, J R 

0007170180 

90-209 

0 

ORAV.J R 

0007170215 

70-1308 


ORAV, J R 

e007170220» 

70-1300 


ORAV.J R 

0007250428 

50-344 

0 

ORAV.J R 

8007230433* 

50-344 

0 

ORAV.J n 

80072S0437* 

90-344 

0 

OREEN, H J 

00071 60470# 

90-327 

p 

OREENHAN.E 0 

0007230736# 

50-277 

a 

OREENHAN, E 0 

0007020070# 

50-277 

Q 

OREENE, 0 A 

0007310234 

NUREO 


OREENHAN, E 

0007100101# 

50-293 

0 

OREENMAN.E 0 

8007170692# 

50-219 

Q 

OREENHAN. E 0 

8007230137# 

50-269 

0 

OREENMAN.E 0 

0007020145 

50-247 

8 

OREEN. D 

8007160556# 

50-259 

R 

OREEN. 0 0 

B0071 50425 

30-445 

M 

OREEN. 0 0 

0007250441 

50-445 

N 

OREER.n H 

0007100099# 

90-546 

0 

OREER.R J 

8007280497# 

30-07 

a 

OREOER, L R, 

8007100089# 

50-409 

0 

OREOER.L R 

8007240009# 

50-ISS 

0 

OREOER, L R 

8007140471# 

50-346 

0 

OREOQRY, M 8 

0007210607 

RES 


ORENIER. B L 

8007230652# 

50-275 

A 

ORENIER, 6 

8007160395# 

SO-279 

A 

OREM, P. C 

8007030104 

PR 


ORIDUEY. R L 

8007070249 

OEN TEC 

18 

ORIER, e H 

0007100009 

50-320 

<3 

ORIER.Q H 

0007150141# 

70-364 


ORIER, B H 

8007210226# 

50-277 

0 

ORIER, B H 

8007090370 

90-271 

0 

ORIER, B H 

8007140431 

90-354 
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8007230597 

70-2000 


KtNNEHAN. J D 

8007180338 

70-997 


KINNEHAN, d D 

8007230014 

70-184 


KINNEMAN. J D 

8007230216 

UE 


KINNEHAN. J I) 

8007310272 

40-8045 


KINNViH W 

8007090373* 

50-271 

Q 

KINTNER. L 

8007070009 

50-364 

A 

KINTNER. L 

8007100010 

50-364 

A 

KINTNER. L 

8007210305 

50-364 

A 

KINTNER. L 

8007210306 

50-364 

A 

KINTNER, L L 

8007210593 

50-364 

A 

KINTNER. L U 

8007210598 

50-364 

A 

KINTNER. U 

8007280121 

50-364 

A 

KIPER.K L 

8007210624 

50-410 

A 

KIRKiB U 

8007210498 

50-247 

P 

KISNER, R. A 

8007280092 

RE6 


KI8TER, H 

0007250332* 

50-286 

Q 

KI8TER. H B 

8007210165* 

50-244 

0 

KIBTER.H B 

8007250263* 

50-220 

Q 

KIBTER. H D 

8007210255* 

50-333 

Q 

KIBTER.H 8 

8007310504* 

50-247 

Q 

KIBTER.H 

8007290010 

50-220 

B 

KLAHUT.C J 

8007210005 

RES 


KLEINSOROE.W P 

8007100313* 

50-400 

Q 

KLINE. J A 

8007030048 

50-275 

0 

KLINE, J A 

0007250429 

50-275 

0 

KLIN9AMAN. R H 

8007140413 

50-320 

P 

KLQTZ, A. 8, 

8007020439 

PR 


KLDTZ. A 8 

0007020441 

PR 


KNAPP, P. 

0007210304* 

70-607 


KNAPP. P 

8007150081 

50-286 

B 

KNICELEY, J. R, 

0007150096* 

70-2609 


KNIEL, K 

8007010230* 

FOIA 


KNIOHTON.O W 

8007160805 

REOOO 


KNOP, R C 

8006300138* 

50-329 

Q 

KNOP, R C 

8007110168* 

50-461 

0 

KNOP, R C, 

0007140541* 

50-483 

0 

KNOP, R C 

8007150023* 

50-483 

0 

KNOP. R C 

8007160764* 

50-461 

Q 

KNOP.R C 

8007230066* 

50-341 

a 

KNOP.R C 

8007310367* 

50-461 

Q 

KNOP.R C 

8007300169* 

50-403 

Q 

KNOP.R C. 

8007300304* 

50-329 

Q 

KNOP R C 

8007300157* 

50-403 

Q 

KNOTTS, J B 

8007100290 

PRM 


KNOTTS, J, 0. 

8007160625 

50-445 

H 

KNOTTS, d B 

8007160625 

50-445 

M 

KNUTH. D, F 

8007020667 

PR 


KNUTH, D F 

8007140286 

FOIA 


KNUTH. D F 

8007310262 

FOIA 


KNUTH. D, F 

8007170491 

PR 


KOCH.L J 

8007160638* 

50-461 

8 

KOCH. L. d. 

8007160651* 

50-461 

8 

KOCH.L d 

8007160665* 

50-461 

8 

KOCH.L. d, 

8007160679* 

50-461 

8 

KOCH.L d 

8007250559 

50-461 

A 

KOCH.L d 

8007230518 

50-461 

6 

KOCH.L d 

8007300429 

30-461 

0 

KOCH.L d 

8007280506 

50-461 

8 

KOCHER.D C 

8007180065 

NUREO 


KOCHER, D C 

8007280095 

RES 


KOEBTER. 0. L 

8007290017* 

50-402 

Q 

KOLTAY.P, 8 

0007170611* 

50-206 

Q 

KflPACZ.d 

8007080172* 

50-265 

8 

KOBTMAYER.P H 

0007110343* 

50-352 

U 

K0T8CH. d L 

8007230153 

40-6659 


KOTSCH. d. L 

0007230245 

40-6659 


KOTSCH. d L 

8007300268 

40-6659 


KOVACS, B 

8007290858 

PR 


KRACHT.W H 

8007290631 

50-266 

K 

KRAMER, P B 

8007100137 

REOOD 


KRAUSE. L 

8007140630 

50-450 

H 

KRAHCZAK, A T 

8007010488* 

50-295 

8 

KRAHCZAK.A T 

8007220453* 

50-295 

8 

KREOER, H. E 

8007010290 

50-320 

P 

KRICHIVER.R 

8007100385 

PRM 


KUEHN.L B 

8007150578* 

50-327 

P 

KUOE. T. 

8007310482 

XPORTLIC 


KUNSITia, T d 

8007020598* 

50-330 

P 

KUSHNER, W L 

8007140648* 

70-135 


KYOER.d A. 

8007180031 

NUREO 


LACEY, L R. 

8007300580* 

50-321 

0 


AUTHOR 

ACCESSION 

NUMBER 

SUBdECT 

CATECORV 

LACEY, U S 

8007090338* 

50-334 

S 

LACEY, U 8 

B00709034B* 

50-334 

8 

LACEY, W d 

8007180322* 

50-334 

S 

LACEY, N S 

0007220434* 

50-334 

0 

LACEY, W S 

8007250324* 

50-334 

s 

LACEY, M S 

8007250331* 

50-334 

s 

LACEY, U 8 

8007300368* 

50-334 

3 

LACY, F P 

6007150522* 

50-327 

P 

LADD, e 

B007 160051* 

COMMISSION 

LADUN, R H 

8007100074* 

50-293 

0 

LAOUN,R H 

8007230308* 

50-269 

Q 

LADUN, R H 

0007230366* 

50-213 

0 

LAFEVER.C W 

8007290693* 

50-327 

S 

LAFLEUR, d D 

8007170509 

50-320 

P 

LAFLEUR.d D 

6007020177 

50-315 

H 

LAFLEUR, d D 

6007020101 

50-206 

H 

LAFLEUR.d D 

8007020108 

50-341 

H 

LAFLEUR.d D 

0007020189 

27-47 


LAFLEUR.d D 

8007020197 

50-171 

H 

LAFLEUR.d D 

0007020202 

27-10 


LAF6ER.F A 

8007290038* 

50-483 

A 

LAODMARBINO, R 

8007250264* 

50-275 

H 

LAHR.T N 

8007020415 

Miec 


LAINA8, 0 

8007110366 

FOIA 


LA I NAS, 0 

8007110504 

FOIA 


LAINAS. 0 C 

6007100310* 

50-255 

P 

LAINAS, 0. C 

80071 10264* 

50-255 

P 

LAINAS, 0 C 

0007010050 

50-237 

P 

LAINAS, 0 C 

8007030300 

50-219 

P 

LAINAS. 0 C 

6007100079 

50-409 

F 

LAINAS, 0 C 

0007240056 

50-213 

P 

LAINAS, 0 C 

B007260008 

50-29 

P 

LAINAS, 0 C 

6007210591 

50-206 

S 

LAMB, H R 

0007100437 

PRM 


LAMBERT, R 

0007100191* 

PR 


LAMPE,W F 

8007310399 

50-289 

H 

LANAH4N, H P 

8007210267* 

CONTRACT 


LANCASTER, K F 

8007110410* 

50-302 

a 

LANDOVER.fi 8 

8007140599 

PR 


LANDSMAN, R B 

9007090179* 

50-440 

0 

LANDSMAN, R B 

8007090159* 

50-440 

0 

LANO, P M 

8007 110451 

PRM 


LANONER.R R 

8007250705 

PR 


LANPHER.L C 

8007300110 

50-275 

« 

LANPHER.L. C 

8007300110 

50-275 

0 

LANPHER.L C 

8007310309 

60-312 

0 

LANPHER, L C 

8007310339 

50-312 

0 

LANTZ.P M 

8007300041 

NUREO 


LAPP.R E 

8007180221* 

COMMISSION 

LARKINS, R 

8007160773 

H18C 


LAROCHE, 0 

8007230166* 

50-289 

0 

LARSON, H d 

8007030348 

PR 


LARSON, d R 

6007290226 

RES 


LASH, T R 

8007070064 

PR 


LATHAM, 8 B 

8007290781 

ORO 


LATHAM, S B 

8007290701 

QRO 


LAWRENCE, d,F 

8007070036* 

50-514 

0 

LAWRENCE, J F 

8007070040* 

50-514 

D 

LAWRENCE, J F 

0007070044* 

50-514 

D 

LAWRENCE, d F 

0007070046* 

50-514 

D 

LAWRENCE, R D 

8007310217 

NUREO 


LAWBQN, d E 

8007210491 

NUREO 


LAWTON, M D. 

8007100427 

REOOD 


LAXALT, P 

0007 140231* 

50-10 

H 

LAZARUS, W d 

8004240228 

50-293 

8 

LAZARUS, W 

8007230390* 

50-309 

0 

LAZARUS, W 

8007230363* 

50-309 

Q 

LAZO.R, M 

8007020620 

50-369 

0 

LEACH, F d 

8007170612* 

50-395 

A 

LEASE, R 8 

0007210541* 

50-316 

3 

LEBER8TIEN, d H 

8007020598* 

50-336 

P 

LEBOEUF, R d 

8007100437 

PRM 


LEDERER, P D 

8007100126 

PRM 


LEE, B. 

8007100034* 

COMMISSION 

LEE, B 

0007240135* 

NUREO 


LEE, B 

8007180579* 

COMMISSION 

LEE.E W 

8007160741* 

50-440 

Q 

LEE, E W 

8007180519* 

50-456 

0 

LEE, 0 R 

8007010234* 

50-267 

0 

LEE, T, D 

8007140086* 

70-143 


LEE, M F 

0007100035 

PR 


LEFEVRE, H 

0007170313 

50-482 

A 

LEFEVRE, H E 

0007300047 

50-344 

P 

LEIBY.A C. 

8007100437 

PRM 


LEMP0E8, T E 

0007180073 

50-220 

0 


AUTHOR 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

LEMPOES, T E 


6007210100 

50-220 

a 

LEMP0E8, T E 


8007280463 

50-220 

a 

LEMPOES, T E 


8007250192 

50-220 

a 

LEMPOES. T E 


8007170360 

50-220 

R 

LEMPOES. T E 


8007250472 

50-410 

A 

LEMPOES, T E 


8007280275 

50-220 

I 

LEMPOES, T E 


8007290586 

50-220 

8 

LENAHAN, d d 


8007110536* 

50-424 

a 

LENAHAN, d d 


8007100435* 

50-400 

0 

LENAHAN, J J 


9007180234* 

50-553 

a 

LENTSCH.d W 
LENTSCH. J W 


8007170562 

0007090331 

50-344 

(4URE0 

R 

LENTSCH. J W 


8007250413 

50-344 

0 

LESSOR, L C 


8007020333 

50-298 

0 

LESSOR, L C 


9007090295 

50-298 

8 

LESSOR, L C 


0007090005 

50-298 

8 

LESSOR, L C 


6007090365 

50-298 

3 

LESSOR. L C 


0007080391 

50-298 

R 

LESSOR, L C 


8007260584 

50-290 

S 

LESSOR, L C 


8007250421 

50-298 

B 

LESSY.R P 
LE88Y.R P 
LEVERANCE, d 


8007010143 
6007220149 
S007 140408* 

50-376 

27-39 

PR 

0 

LEVER I NO, R 
LEVINE, M M 


6007220451 

8007180253 

50-10 

RES 

D 

LENIS, R C 


6007150506* 

50-302 

Q 

LENTS, R C 


6007160817* 

SO-335 

0 

LENIS, R C 


6007220075* 

50-335 

0 

LENIS, R C 


6007240277* 

50-321 

0 

LENIS, R C 


6007280475* 

50-259 

Q 

LEWIS, R C 


8007100059 

50-335 

0 

LEWIS, R C 


6007100064 

50-321 

Q 

LEWIS, R C 


8007240266* 

50-250 

Q 

LEWIS, R C 
LEWIS, H I 


8007100119 

8007030349 

50-416 

PR 

0 

LEWIS, R C 


8007170219 

50-327 

0 

LEWIS, R C 


8007180005 

50-327 

0 

LEWIS, R C 
LEWIS, M I 
LEWIS, L 

LENIS, L 


0007170420 

8007020465 

8007030087 

8007070063 

50-324 

PR 

PR 

PR 

Q 

LEWIS, R C 
LEWIS, L 
LEWIS, C 


a007240368» 

0007170105 

8007160496* 

SO-369 

PR 

CONTRACT 

0 

LEWIS, R C 


8007070394 

30-348 

O 

LEWIS, M t 


8007070276 

50-320 

8 

LEWIS, M I 


0007100240 

50-320 

0 

LEWIS, R C 


8007150495 

30-302 

a 

LEWIS, R C 


6007220059 

50-335 

0 

LEWIS. M I 


8007100215 

50-10 

D 

LEWIS, M 


QOOV14O0O5 

50-289 

0 

LEWIS, R C 


Q00724D2S6 

50-296 

B 

LEWIS, R C 


0007160797 

50-335 

0 

LEWIS, R C 


0007280416* 

50-270 

Q 

LEWIS, R C 


Q00724C260 

50-296 

8 

LEWIS. R C 


8007280460 

50-259 

0 

LEWIS. R C 


0007240261 

50-250 

Q 

LEWIS, n C 


8007310551 

50-269 

P 

LEWIS, H I 


8007310143 

50-269 

0 

LEWIS, R C 


8007310533 

50-287 

0 

LEWIS, 8 H 
LEX.B L 


8007280627 

8007020118 

50-445 

REOOD 

M 

LEY8E. R H 


800725062 H 

COMMISSION 

L1,C Y 


60070 1056B 

50-317 

P 

L1,C Y 


8007170066 

90-317 

P 

LI,C Y 


9007020469 

50-317 

P 

LI,C Y 


8007230176 

SO-317 

P 

LI.C Y 


9007210069 

50-317 

P 

LIBRIZZI.F 

P 

8007070348 

50-272 

R 

LIDRIZZI.F 

P 

80070701 1 0 

50-011 

P 

LIBRIZZI.F 

P 

3007060068 

50-272 

F 

LlBRIZZt, P 

P 

8007080267 

50-272 

8 

LIDRIZZI.F 

P 

8007080423 

90-272 

8 

LIBRIZZI.F 

P 

8007100197 

50-272 

8 

LIBRIZZI.F 

P 

8007150516 

50-272 

8 

LIBRIZZI.F 

P 

8007110444 

50-272 

a 

LIBRIZZI.F 

P 

8007150621 

50-272 

B 

LIBRIZZI.F 

P 

3007150672 

50-272 

6 

LIBRIZZl, F 

P 

8007210365 

50-272 

P 

LIBRIZZI.F 

P 

8007170437 

50-311 

8 

LIBRIZZI.F 

P 

8007220381 

50-27? 

S 

LIBRIZZI.F 

P 

8007220619 

50-272 

8 

LIBRIZZI.F 

P 

3007210494 

50-272 

8 

LIBRIZZI.F 

P 

3007280442 

50-272 

P 

LIBRIZZl, F 

P 

8007290699 

30-272 

R 


PERSONAL AUTHOR INDEX 
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AUTHOR 

ACCEfiSlQN 

NUMUFR 

SUBJECT 

CATeCDRV 

AUTMQR 

ACCESSION 

NUMBER 

SUBJECT 

CATEOOftV 

.IflflIZZl. F P 

aCI072a06SA 

50-311 

s 

LUNDVAUL, A E 

3007180600 

50-317 

0 

-IBRIZZI. F P 

Q0072706Q4 

50-311 

8 

UUNDVALL.A E 

3007230025 

71-303 


,lDRI2Zl.r P 

8007290716 

50-272 

S 

LUNDVALL.A E 

3007010329 

50-317 

P 

-IBRIZZI, F P 

8007270B37 

S 0-272 

S 

LUNDOALL, A E 

0007090324 

50-317 

P 

-ICHTEMDERCER 

B007020103» 

70-tlOO 


uundvall. a E 

0007020436 

50-317 

P 

-ICHTEMBEROER 

9007020102 

71-6073 


LUNDOALL, A C 

8007250662 

90-317 

0 

.iCHTEHDEROeR 

8007280737* 

70-1100 


LUNDVALL.A E 

8007020557 

50-259 

P 

-ICHTENBEROER 

9007020107 

70-1100 


LUNDOALL, A E 

□007100220 

50-317 

0 

ICHTENBEROER, 

9007220423 

70-1 100 


LUNDVALL, A E 

6007210044 

50 -317 

0 

-ICITHA.E A 

8007210237 

50-520 

A 

LUNDVALL. A E 

8007210574 

50-317 

0 

LtCITRA.E A 

60072500 4 A 

50-482 

A 

LUNDVALL, A E 

8007090291 

50-317 

p 

LIEOERMAN , J 

8007300 390* 

50-266 

O 

LUHDVAUL, A E 

8007170352 

50-317 

p 

LIM. T H 

□007090277 

50-224 

H 

LUNDOALL, A E 

8007220990 

SO-317 

F 

LINDBUAD.H J 

6007290832* 

50-514 

F 

LUZA, K V. 

8007210491 

NUREO 


LINDBLAD.U vJ 

6007290925 

S0-S14 

F 

MACARTHUR.T C 

8007290410* 

27-47 


LINDER. P 

9 00702 OA 79 

50-409 

a 

MACAflTOR, J D 

G007140043 

PR 


LINDER. F 

0007140571 

50-409 

a 

MACDONALD, C E 

8007010576 

71-252 


LINDER. P 

0007180355 

50-407 

a 

MACDONALD. C E, 

6007010979* 

71-252 


LINDER. F 

QOO720O&76* 

50-409 

0 

MACDDRALD, C E 

8007090061 

71-307 


LINDER, F 

Q007ia032i2 

50-409 

a 

MACDONALD, C E 

8007090066* 

71-307 


LINDER. r 

9007100092 

50-409 

a 

MACDONALD, C E 

0007010570 

71-384 


LINDER, F 

8007140305 

50-409 

p 

MACDONALD, C E 

B007010574* 

71-384 


LINDER. F 

8007160677 

50-409 

R 

MACDONALD, C C 

0007110161 

71-9009 


LINDER, F 

8007220096 

50-409 

Q 

MACDONALD, C E 

0007110166* 

71-9009 


LINDER, F 

8007210447 

50-409 

P 

MACDONALD, C E 

0007100060 

71-9080 


LINDER, F 

eoo72aoo5o 

90-409 

Q 

HACDONALD, C C 

0007020036 

71-189 


UtNDEft, I- 

9007220825 

50-409 

P 

MACDONALD, C E 

0007020493 

71-6144 


LINDER, F 

8007290,180 

50-409 

D 

MACDONALD, C E 

8007020510 

71-301 


LINDER. F 

0007300244 

50-409 

0 

MACDONALD, C E 

0007020522* 

71-301 


LINDER. F 

8007310434 

50-409 

• 

MACDONALD, C E 

0007100100 

71-6400 


L 1 NEMAN, U J 

6007100091* 

40-1162 


MACDONALD, C E 

8007020500 

71-5942 


LINEMAN, J J 

8007010569 

40-1162 


MACDONALD, C E 

8007020506* 

71-9942 


LINEMAN, 0 J 

8007260175 

40-8681 


MACDONALD, C E 

8007020512 

71-9016 


LINEHAN.J J 

6007140993 

40-6639 


MACDONALD, C E 

8007020517* 

71-9016 


L I NEMAN, J J 

6007140693 

40-4492 


MACDONALD. C E 

0007020527 

71-9015 


1 I NEMAN, ,1 vl 

0007090106 

40-8102 


MACDONALD. C E, 

8007020532* 

71-9019 


LINEMAN, J J 

0007230153 

40-6659 


MACDONALD. C E 

8007020422 

71-6698 


1 I NEMAN. J U 

8007230131 

40-2259 


MACDONALD. C E 

B007020428* 

71-6698 


LINEMAN, J J 

S007230576 

40-6622 


MACDONALD. C E 

0007020484 

71-9022 


LINEMAN, J J 

□007230667 

40-3728 


MACDONALD. C E 

3007020583* 

71-9022 


LINCHAH, J 0 

B007230672 

40-8681 


MACDONALD, C E 

0007110265 

71-6375 


LINEMAN, J 0 

8007230680 

40-8584 


MACDONALD, C E 

B007I 10270* 

71-6379 


LINEMAN. J ^} 

0007230084 

40-8585 


MACDONALD, C E 

8007110432 

71-6078 


LINEMAN, J 0 

□007230245 

40-6659 


MACDONALD. C E 

8007110461* 

71-6070 


LINEMAN, J ■J 

9007230713 

40-8452 


MACDONALD, C E 

B0O71 10464 

71-9130 


LINEHAN. J J 

00073002 6 a 

40-6659 


HACDQNALO, C E 

8007110460* 

71-9130 


LINENBEROFR. 0 A 

8007290746 

50-466 

0 

MACDONALD, C E 

8007110473 

71-5926 


LINQREN.C L 

9007150035 

REOOD 


MACDONALD, C E 

8007110476* 

71-9926 


LINNEI1AN.R E 

9007170328* 

FQIA 


MACDOMALD, C, E 

8007100040 

71-6901 


LINTON, 0 W 

8057090399 

PR 


MACDONALD, C E 

800-7100041* 

71-6981 


LINTON, 0 U 

6007 1 50070 

PR 


MACDOMALD, C C 

□OO7HO201 

71-9450 


LIPIMBKI.M C 

8007210027 

ACRB 


MACDONALD, C E 

0007110290* 

71-9450 


Liar.R 

6007230739* 

COMM 1881 ON 

MACDONALD, T H 

80071 104Q1 

90-309 

H 

LITTLE. H a 

0007100291* 

50-331 

0 

MACDONALD. C.E 

8007140698 

71-346 
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MCGAUGHV.R W 

8007170599* 

50-363 

0 

MENARD, H H 

3007030193 

PR 


MAYER. L 0 

0007150611 

90-263 

R 

MCOAUGHY. R U 

8007210240* 

90-352 

Q 

MENARD, H N 

9007280024 

PR 


MAYER. L O 

8007160550 

50-292 

R 

HCGAUOHV.J P 

9007170592 

50-416 

s 

MENNICKEN. J 9 

9007150036 

XPOHTLIC 


11AYEH, L O 

8007170398 

50-263 

P 

HCOAUOHV. J P 

8007160S83 

50-416 

8 

MERR I HEATHER, M 

8007180275* 

50-399 

0 

MAYER. L O 

8007210379 

50-306 

3 

HCOAUOHV. J P 

9007160642 

30-416 

9 

MERRILL. J A 

8007220019 

NUREO 


MAYER. L O 

0007210437 

50-282 

5 

MCGAOQHV.B N 

9007170274* 

50-354 

0 

MEReON. 8 D 

8007010390* 

50-317 

R 

MAYER. L a 

8007100300 

50-263 

P 

MCOAUGHY. R W 

9007170238* 

SO-322 

0 

MERSQN. 8 D 

8007010392* 

30-31/ 

R 

MAYER. L 0 

B007280441 

50-263 

F 

MCOAUOHY, J P 

9007020579 

50-416 

B 

MERBON.a D 

8007010389 

90-317 

R 

MAYER. 1. a 

00072 B0301 

50-263 

F 

HCCAUOHV. J P 

8007020640 

50-416 

6 

MER80N.8 n 

8007220351 

90-317 

R 

MAYER. L 0 

0007200410 

50-263 

P 

HCGAUOHV.J P 

8007160611 

50-416 

3 

MERS3N.3 D 

8007220355* 

90-317 

ft 

MAYER, t. a 

8007200493 

30-263 

F 

MCGAUGHV.R N 

0007170257* 

90-387 

0 

HESSINOER. M 

0007100013* 

70-143 


MAYER. L 0 

8007290669 

50-282 

S 

MCOAUOHY. R W 

0007100561* 

50-410 

0 

MESS ITT. B R 

3007160830* 

90-338 

a 

MAYS. 8 e 

8007230172 

50-334 

P 

HCOAUOHV. H U 

8007210545* 

50-423 

0 

ME88ITT. B R 

8007170429* 

50-324 

a 

MAYS. S 

8007080305* 

50-409 

P 

MCOAUOHY. J P 

8006190577 

50-416 

8 

MEYER, H P 

8007010082* 

FOIA 


MCaREABtY.R A 

□007210209* 

50-410 

0 

MCOAUOHY. J P 

0007020601 

30-416 

6 

MEYER. R □ 

8007010194* 

FOIA 


MCBRIDE. A F 

0007250552* 

50-460 

A 

MCOAUGHY. J P 

8007160062* 

50-416 

0 

MEYER, F P 

8007010210* 

FOIA 


MCCABE. E 

8004240212 

50-286 

s 

MCOAUOHY, J P 

0007020538 

50-416 

8 

MEYERS. 3 

8007100024 

PR 


MCCABE, e 

9004240215 

50-318 

s 

HCOAUOHV. J P 

8007020630 

30-416 

8 

MEYER. K A 

8007030007 

FOIA 


MCCABE. E C 

8007230736* 

30-277 

0 

MCCAUOHY, J P 

8007070290 

30-416 

8 

MEYERS. C g 

0007110575* 

CONTRACT 


MCCABE. E C 

8007230174* 

50-334 

0 

MCOAUOHY. J P 

8007110413 

30-416 

5 

MEYER. J F 

8007010608 

50-247 

p 

KCCAQE.E C 

8007210247* 

50-317 

0 

MCOAUOHY, J P 

80071 10430 

30-416 

6 

MEYER. J F 

8007230646 

90-247 

p 

MCCANM, H 

80071 7005 7* 

30-206 

H 

MCOAUOHY, J P 

B0071S0093 

50-416 

8 

MICHEL. C J 

8007150520* 

70-143 


KCCARTMEV.B t1 

8007020653 

30-320 

H 

MCOAUOHY. J P 

8007150099 

SO-416 

8 

MICHEL. C J 

8007260184* 

70-143 


MCCARflEL. S F 

8007010410 

50-344 

P 

MCOAUOHY. J P 

0007150105 

50-416 

8 

MICHEL. C J 

8007010101 

71-9768 


HCCABREL.S F 

8007300333 

50-344 

0 

MCOAUOHY. J P 

8007170396 

50-416 

B 

MICHEL, C J 

8007010121* 

71-9769 


MCCAULEY. B K 

8007230513 

50-10 

D 

MCOAUOHY. J P 

8007170290 

50-416 

8 

MICHEL, C J 

8007070333 

70-143 


MCCLAIN. C K 

8007220364* 

50-219 

R 

HCOAUOMY, J P 

8007170435 

50-416 

S 

MICHEL, C.J 

8007180475 

71-249 


MCCLIHTOCW.R 0 

0007170337* 

70-1869 


MCOAUGHY, J P 

8007220388 

50-416 

a 

MICHEL. C J 

8007130563 

70-143 


HCCLKirOCK.R □ 

8007170345* 

70-1869 


HCGAUOHV.J P 

9007220389 

50-416 

a 

MICHEL. C J 

8007150518 

70-143 


nCCLlHTOCK.R 0 

8007170341* 

70-1869 


KCOAOOHV. J P 

8007230432 

50-416 

0 

MICHEL, C.J 

8007290547 

70-143 


MCCLINiaCK.R 0 

8007170349* 

70-1869 


MCOAUOHY. J P 

8007250510 

50-416 

3 

MIDURA. H J 

8007150596 

90-272 

R 

nCCLlHTaCR.H 0 

8007170407* 

70-1869 


■MCOAUOHY. J P 

8007280566 

50-416 

3 

MILEHAM, J 

B007U0159 

FOIA 


HCCLINFGCH. R 0 

8007170292* 

FOIA 


MCOAUOHY. J P 

8007290655 

50-416 

3 

MILHISER.R J 

9007000239* 

90-302 

8 

HCCLIHIOCK.H 0 

9007170306* 

FOIA 


HCGAUOHV.J P 

8007290666 

50-416 

a 

MILLER, J 0 

8007110023* 

70-1333 


MCCLIlirOCK.R a 

7812210553 

PT9 


MCOAUOHY. J P 

8007290671 

50-416 

s 

MILLER. J. 0 

9007110020* 

70-1333 


MCCLIHTOCK.H Q 

9007170304* 

FOIA 


MCOAUOHY. J P 

8007290714 

30-416 

8 

HILLER, J. 

90071 10’024« 

70-1333 


MCCLItirOCK. R 0 

B0071 70432* 

FOIA 


MCOAUGHY. J P 

8007290791 

50-416 

3 

MILLER, J 0 

8007 1100 I 3* 

70-1333 


MCCLINTaCK. H 0 

8007170399* 

FOIA 


HCOOLDRICK. F F 

0007150074* 

SECY 


MILLER, U H 

8007100413* 

90-324 

Q 

HCCLlNrOCK. R 0 

8007170411* 

FOIA 


MCGOVERN. J J 

0007210293* 

70-687 


HILLER. 0 8 

8007030059* 

PR 


MCCLINTOCA. R D 

8007170314* 

FOIA 


MCOBAY, J 0 

0007150140 

PR 


HILLER, T 

8007140024 

50-323 

H 

HCCUHTOCK. R D 

8005090527* 

PT9 


MCCREOOR.L 0 

8007210327* 

30-346 

Q 

MILLER, D M 

B007090409 

REOGD 


MCCLINTOCK.. R 0 

8007280224 

40-8329 


HCOREN. J g 

80070 10240 

71-4880 


HILLER. H J 

0007020148 

NABTG MOT 

HCCUHTOCK.R 0 

6007150325* 

70-2651 


MCCREN, J g 

0007010245 

71-9030 


HILLER. L C 

8007250057* 

0A999 


MCCLtNIOCK. R 0 

6005090523 

PT9 


MCORIFF. J M 

0007 IS'O 505* 

50-327 

8 

MILLER, M H 

0007100151* 

90-269 

a 

MCCOLLOUOH. (1 D 

8007190016 

RES 


MCGUIRE. D R 

0007310235* 

30-389 

0 

MILLER. L 

8007170379* 

90-206 

a 

HCCOLLOM.K A 

8007290789 

50-344 

0 

HCOUIRE.J P 

8007010540 

50-293 

8 

KILLER. R M 

8007310255 

NUREO 


MCCtJNHELL. J « 

8007240060 

50-369 

F 

MCGUIRE. P J 

800707 0378 

50-293 

B 

MILLER. R 8 

0007140379* 

TOPREP 


MCCORKLE.O U 

0007240072 

70-754 


MCGUIRE. P J 

8007030287 

50-293 

8 

HILLER. R B 

8007140416* 

TOPREP 


MCCORKLE. 0 U 

0007240080 

70-1252 


MCGUIRE. P J 

8007070357 

50-293 

8 

MILLER. R D 

8007160755* 

TOPREP 


HCCORKLE.O H 

8007020244 

70-1193 


MCGUIRE. P J 

8007080102 

50-293 

fi 

HILLER, g O 

8007110980 

90-319 

p 

HCCORKLE.O LI 

8007020903 

70-1739 


MCGUIRE. P J 

8007080196 

50-293 

0 

MILLER, g 0 

8007020291 

50-267 

p 

HCCORKLE. 0 U 

8007 1 40598 

70-135 


MCGUIRE. P J 

8007080202 

50-293 

B 

MILLER, H J 

0007170583 

40-83B0 


MCCORKLE. G g 

9007240076 

70-734 


MCGUIRE. P J 

8007160641 

50-293 

8 

HILLER, J R 

0007020169 

50-190 

p 

MCCORKLE. 0 g 

8007290648 

70-27 


MCGUIRE. P J 

8007180393 

50-293 

P 

HILLER. J. R 

0007020174* 

50-150 

p 

MCCORKLE. 0 tl 

0007310452 

70-25 


MCGUIRE, P J 

8007150699 

50-293 

R 

MILLER. J.R 

0007020490 

90-193 

p 

MCCORKLE. G U 

9007310475 

70-25 


MCKENZIE.L 

0007310004 

MUREO 


HILLER, J R 

8007020493* 

90-193 

p 

MCCRACKEN. K U 

8007220515* 

50-348 

P 

MCKIBOEN. J C 

8007000266 

50-186 

S 

MILLER, W O 

8007020250 

40-4492 


HCCRAV.J 0 

8007030139 

PR 


MCKI6BEN. J C 

8007000260 

50-186 

s 

MILLER. W.O 

B007030228 

70-1113 


HCCREERY. 0 E 

9007220045 

RES 


MCKIBBEN.J C 

8007140351 

50-166 

a 

MILLER, J R 

8007140630 

TOPREP 


MCDONALD. B P 

8007290052 

PR 


MCKINHEY. R 0 

8007220051 

40-8745 


MILLER, J R 

8007140639 

TOPREP 


MCDOUOALL.A J 

9007170172* 

CONTRACT 


MCLOUGHLIN. H T 

8007010545* 

50-293 

s 

HILLER. J R 

8007250483* 

TOPREP 


HCDOUOALL. A J 

8007240173* 

CONTRACT 


KCLOUOHLIN. M T 

8007070302* 

50-293 

8 

HILLER, H J 

B00723D161 

40-0714 


MCDQWELL-BOYER 

9007280095 

RES 


MCLOUGHLIN. 11 T 

8007070389* 

50-893 

8 

MILLER, D E 

8007310513* 

90-299 

0 

MCDUFFIE. M A 

8007020427 

50-400 

A 

MCLOUGHLIN. M T 

9007030289* 

50-293 

a 

MILLER, T R 

8007070202 

30-329 

0 

MCDUFFIE. M A 

8007220210 

50-400 

0 

HCLOUCHLIH.M T 

8007080200* 

50-293 

8 

MILLER, J H 

9007110274 

30-463 

A 

ft 

80071 S0S33 

50-400 

A 

MCLOUGHLIN, 11 T 

0007080205* 

50-293 

s 

MILLER,!) S 

8007020607 

50-309 

0 

MCDUFFIE. M A 

8007220456 

50-400 

A 

HCLOUOHLIN.M T 

8007160648* 

50-293 

8 

MILLER. D 3 

8007020610* 

90-309 

0 

MCDUFFIE. M A 

9007290507 

50-400 

R 

MCMA3TER.C F 

8007140029 

50-299 

H 

MILLER. D 8 

8007020607 

90-309 

0 

MCEL HANEY. D L 

9007 140379* 

TOPBEP 


MCNAMARA. A 

9007190590* 

50-244 

R 

MILLER. D 8 

8007020610* 

90-309 

G 

HCELKANEY.D L 

8007140416* 

TOPREP 


MCNEILL, g » 

0007160411* 

0A999 


KILLER, J 0 

S00V290117* 

CQMtIISBION 

MCELHANEY.D L 

8007160755* 

TOPBEP 


HCPIUULIPS, J 

8007110003 

70-2909 


KILLER, H I. 

8007020462 

50-899 

9 

MCELHURRV. B R 

6007100352 

PR 


MCPHILLIPS.J L 

0007110055 

70-2909 


HILLER. M I 

8007020462 

30-39? 

4 

MCFARLAND, J E 

8007230160* 

QA999 


MCPHILLIPS. J L 

8007110055 

70-2909 


HILLER. K L 

8007140006 

90-320 

T 

MCGARHV.O M 

8007140243 

FOIA 


MCNETHV.P J 

8007100227* 

H18C 


KILLER. J R 

8007150028 

30-104 

P 

MCOAftRY. J 11 

8007240140 

PR 


MEANS, D 8 

0007030305 

50-522 

A 

HILLER, J R. 

8007150035* 

50-184 

P 

HCOARRY. J M 

8007140004 

50-369 

0 

MEDUS. C F 

8007230686 

50-320 

H 

MILLER. J R 

8007150041* 

50-184 

P 

MCOARRV. J M 

8007140004 

50-369 

0 

MECKLINO. M 

0005070512 

50-320 

H 

MILLER. M I. 

8007090049 

50-329 

G 

MCQARRY. .1 11 

8007290887 

PR 


HEDLOCK.R L 

8007240007 

40'S4S2 


HILLER. K I 

8007090043 

90-329 

0 

MCCAUOHV. R H 

8007100014* 

50-320 

0 

MEDROg.L A K 

B00717O122 

CONTRACT 


HILLER, M O 

8007210039 

70-143 


MCOAUOHY, R M 

8007210338* 

SO-352 

0 

MEIER, M O 

8007300965 

PR 


MILLER, M O 

9007210041 

71-5980 


MCCAUOHY.R W 

9007170682* 

50-354 

Q 

HEINCKE, J A 

00071 10409 

30-255 

R 

MILLER. U 0 

0007210043 

71-9019 


MCGAUOHV.R W 

8007010335* 

50-443 

Q 

MEtSa.R L 

8007100152 

PROJ 


MILLER. M 0 

8007210031 

TOPREP 
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HILLER. U 0 

8007180503 

70-8 


HILLS, L M 


HILLER. H 0 

8007310038 

70-824 


HILLS, L M 


HILLER. H 0 

8007310057 

50-293 

P 

HILLS, L H 


HILLER. H J 

0007330879 

40-8200 


KILLS, L H 


MILLER. J fi 

B007330134 

TQPRCP 


HILLS, L K 


HILLER. D B 

8007200041 

50-329 

A 

HILLS, L 11 


HILLER. H 0 

0007170621 

70-754 


HILLS, L 11 


HILLER. H 0 

8007180076 

50-317 

P 

HILLS, L 11 


HILLER. U 0 

0007100104 

SO-369 

P 

HILLS, L 11 


HILLER. VI 0 

0007100109 

50-344 

P 

MILLS, L 11 


MILLER. U 0 

8007100113 

50-219 

P 

HILLS, L H 


MILLER, H □ 

0007310074 

70-607 


MILLS, L 11 


HILLER. VI 0 

0007310097 

70-27 


HILLS. L 11 


MILLER. W 0 

0007330052 

50-269 

P 

HILLS, L « 


HILLER. M 0 

0007330057 

50-244 

P 

HILLS, L H 


HILLER. H 0 

0007330116 

50-329 

A 

MILLS, L H 


HILLER, H 0 

8007290707» 

50-329 

A 

MILLS. L M 


HILLER. H J 

8007330630 

40-0727 


HILLS, L M 


MILLER. D 8 

8007110345 

PR 


HILLS, L 11 


HILLER, D 6 

0007110345 

PR 


HILLS, L H 


HILLER. 0 E 

0OO71SO61S 

50-326 

R 

HILLS, L II 


HILLER. 0 E 

0007150620* 

50-326 

R 

MILLS, L M 


HILLER. M I 

8007140030 

50-329 

0 

HILLS. L H 


HILLER. H I 

0007140020 

50-389 

0 

HILLS. L M 


MILLER. J R 

0007300699 

50-364 

F 

HILLS, L K 


MILLER, L K 

0007150604* 

50-272 

R 

MILLS. L M 


HILLER, H 0 

0007310009 

70-1257 


MILLS. L M 


HILLER. M 0 

0007310094 

70-364 


MILLS, L M 


MILLER, H E 

0007290709 

50-344 

0 

KILLS, L K 


HILLER. M D 

0007350500 

70-25 


HILLS, L 11 


HILLER. W 0 

0007380064 

50-315 

P 

MILLS, L M 


HILLER, K I 

0007230194 

50-329 

0 

HILLS, L M 


HILLER, H I 

8007330194 

50-329 

0 

MILLS. L M 


HILLER, H 0 

8007250157 

40-0594 


MILLS, L H 


HILLER, H E 

8007220500 

50-445 

M 

HILLS. L M 


HILLER, M 0 

8007230031 

50-54 

F 

HILLS, L 11 


KILLER. M 0 

0007300377 

40-6622 


MILLS.L H 


MILLER. VI D 

0007300202 

70-1143 


HILLS.L M 


KILLER. VI 0 

0007200564 

40-8601 


MILLS.L H 


HILLER, H I 

S007230ei0 

50-255 

0 

MILLS.L M 

■ 

MILLER, M 1 

0007830810 

50-355 

0 

MILLS.L H 


HILLER. 0 8 

6007300138 

50-309 

0 

MILLS.L II 

1 

HILLER. 0 S 

8007300137* 

50-309 

0 

MILLS.L 11 

j 

HILLER, D. 8 

8007300133 

50-309 

0 

MILLS.L M 

, 

HILLER, D 8 

8007300127* 

50-309 

0 

MILLS.L H 

f 

MILL8AP. W J 

8007030370* 

70-1201 


MILLS.L K 


MILLS, L. M 

8007070268 

50-359 

p 

MILLS.L M 


HILLS. L H 

8007110039* 

50-327 

a 

MILLS.L M 

1 

HILLS, L M 

0007070042 

40-1341 


MILLS.L M 


MILLS, L M 

0007020347 

50-327 

0 

MILLS.L M 


KILLS, L H 

0007020499 

50-259 

Q 

MILLS.L M 


KILLS, L. M 

0007280468* 

50-359 

Q 

MILLS, L M 


KILLS. L K 

8007020619 

50-390 

8 

HILLB.L M 


HILLS. L K 

0007160571 

50-328 

8 

HILLS.L H 


MILLS, L. M 

0007170664 

50-328 

8 

MILLB,L H 


MILLS, L M 

0006250275 

50-518 

8 

MILLS.L M 


MILLS, L. M. 

0007140240 

PRM 


HILLS.L H 


MILLS, L M 

0007010436 

50-438 

A 

HILLS.L 11 

' 

HILLS, L K 

8007250585 

40-1341 


HILLS.L K 

\ 

MILLS, L M 

0007240279* 

50-510 

0 

HILLS.L H 

1 

MILLS. L K 

6007010327 

50-327 

p 

HILLS.L M 

1 

MILLS. L. M 

B0070 10338 

50-318 

A 

MILLS.L H 

i 

MILLS, L M 

000701 03B6 

50-328 

A 

HILLS.L M 

j 

MILLS. L M 

0007030543 

50-328 

8 

HILLS.L M 

1 

MILLS. L M 

0007020544 

50-320 

0 

HILLS.L M 

; 

MILLS, L M 

0007020637 

50-327 

Q 

HILLS.L. M, 


HILLS, L M 

8007180533 

S0-2S9 

Q 

MILLS.L M 

1 

MILLS, L M 

8007080280 

50-327 

Q 

MILLS, U H 


HILLS, L M 

0007100353 

S0-5S3 

8 

MILLS.L H 

f 

MILLS, L M 

8007080206 

S0-2S9 

P 

MILLS.L M 

1 

MILLS, L M 

B007080331 

50-327 

Q 

MILLS.L M 

/ 

MILLS, L M 

8007100305 

50-438 

a 

MINARICM. J VI 

l 

MILLS, L, M 

Q007 100233 

50-438 

8 

MINECK, 0. L 

i 

MILLS, L K 

8007080253 

50-390 

A 

MINECK, 0 L 

1 

MILLS, L M 

0007080300 

50-259 

P 

MINECK. D L 

1 

MILLS. L M, 

8007090300 

50-390 

V 

MINECK, D L 

' 

MILLS, L. M 

8007090222 

50-390 

8 

MINECK. D L 

1 , 

MILLS. L M 

8007100169 

50-438 

0 

MINECK. 0 L 

1. 

MILLS. L. M 

8007220236 

50-518 

a 

MINECK. D L 


MILLS, L M 

8007090249 

50-327 

8 

MINECK, D L 

( 

MILLS, L M 

0007100209 

50-438 

8 

MINECK, D L 

> 

i 

MILLS, L M 

0007110320 

50-518 

a 

MINECK, D L 

i 

MILLS, L, M. 

0007290927 

PR 


MINECK, D L 


HILLS, U. M 

8007140349 

50-510 

9 

MINECK, D L 


HILLS, L M 

8007140432 

80-390 

8 

MINECK, 0 L, 


ACCESSION 

SUBJECT 



ACCESSION 

SUBJEC 

NUMBER 

CATEOORV 

AUTHOR 

NUMBER 

CATESOf 

8007150472 

50-337 

P 

MINER. L E 

80072SOD12* 

40-4337 

8007160643 

50-327 

F 

MINER. S 

0007010546 

50-315 

BOO 7 140443 

50-338 

8 

MINER. L E 

6007240258* 

40-4337 

B007I60650 

50-438 

S 

MINNERS. N 

0007290771 

DRG 

8007 160666 

50-338 

S 

MINOOUE. R B 

0007160694* 

50-341 

8007210091 

50-359 

a 

HINOOUE. R D 

0007070598 

SECY 

8007230736 

50-359 

0 

MINOOUE, R D 

0007250019* 

lOCFR 

8007380615 

50-259 

0 

HINOOUE, R B 

S00709001S 

SECY 

B007150S46 

50-439 

A 

HINOOUE, R B 

0007140576 

SECY 

8007150551 

50-438 

A 

HINOOUE, R D 

6007140055 

SECY 

8007150640 

50-337 

P 

HINOOUE, R D 

BO 07 170604* 

tOCFR 

8007150693 

50-337 

P 

MINOR, 0 C 

6007290809* 

DRO 

8007160434 

50-438 

8 

HINTZER. D 

8007250578* 

CONTRAC' 

8007310036 

50-337 

0 

HISH1HA. J 

6007090186* 

70-1237 

6007310596 

50-337 

Q 

Ml SHI HA. J 

8007210315* 

70-1257 

8007150521 

50-337 

P 

MITCHELL, U 

8007230188 

MISC 

6007160473 

50-566 

8 

MITCHELL. 0 0 

0007070256* 

50-289 

6007230255 

50-566 

8 

MITCHELL. D 0 

6007070313* 

50-209 

6007300003 

PRM 


MITCHELL. D O 

0007080214* 

50-2B9 

6007170272 

50-390 

0 

MITCHELL. D 0 

8007160526* 

50-289 

8007170342 

50-566 

s 

MITCHELL. D 0 

8007160633* 

50-289 

6007170356 

50-566 

6 

MITCHELL. D 0 

0007290805* 

50-289 

6007150571 

50-327 

P 

MITTL.R L 

8007070385 

50-272 

6007150659 

50-566 

S 

HITTL.R L 

0007030161 

30-272 

8007160471 

50-327 

P 

MITTL.R L 

8007030229 

50-311 

6007170513 

50-390 

6 

HITTL.R L 

0007030244 

50-311 

8007170591 

50-390 

6 

MITTL.R L 

0007160638 

50-311 

8007310355 

50-289 

0 

HITTL.R L 

0007210319 

S0-3tl 

8007170560 

50-260 

P 

MITTL.R L 

0007210389 

50-311 

8007220376 

50-259 

P 

MiyABAVASHI, 11 

0OO72SO555 

XPORTLI* 

B007230445 

50-289 

6 

MIVABAYASHt.M 

0007310028 

XPQRTLN 

8007330487 

50-390 

S 

MIVASAKI.O H 

0007140092 

NUREO 

3007230583 

50-390 

0 

MOOENOS. L 

8007100131* 

50-327 

8007310056 

50-327 

0 

MQEOLING.J 0 

8007100320 

PR 

3007220522 

50-259 

0 

MOFFETT. T 

8007110363 

50-320 

8007230431 

50-320 

9 

MOFFITT.A E 

9007150004 

PR 

8007310208 

50-359 

0 

MONBaiSSE.R ri 

0007100254 

PR 

3007220460 

SO-327 

A 

MONaaiSSE.R M 

0007100257* 

PR 

8007320532 

50-327 

P 

MONOaiSSE.R ri 

0007100254 

PR 

9007330494 

50-330 

0 

MONBOIS8E.R M 

9007100257* 

PR 

8007230499 

50-327 

F 

HONTAOUE.P 

8007220326 

POIA 

B007S30467 

50-327 

P 

MONTAGUE. P 

B007300323 

50-10 

8007230477 

30-327 

P 

MONTI, 11 A 

6007 1 50669 

50-3 

0007230400 

30-327 

P 

MOODV. D E 

0007 1 90090 

50-309 

8007230406 

50-338 

9 

MOODV,!) E 

8007010057 

50-29 

3007230505 

50-390 

0 

MOOOV. C J 

8007290136* 

50-320 

8007230511 

50-327 

A 

MOOOV.D E 

8007170583 

50-29 

8007230538 

50-510 

8 

MOODV, D E 

8007190144 

50-29 

8007230533 

50-327 

P 

MOODV, J H 

8007140030 

PRM 

8007230507 

50-390 

0 

MOODV, D E 

8007260450 

50-309 

8007300572 

50-259 

0 

MOODV, D E 

8007210506 

50-29 , 

8007330408 

50-327 

P 

MOODV, D E 

8007140403 

50-309 

8007230575 

50-327 

F 

MOODY. D E 

8007090233 

50-29 

8007290479 

50-327 

0 

MOODY. D E 

8007250273 

30-29 

8007280660 

50-438 

9 

MOON, a T 

8007280425* 

50-370 

8007290724 

50-327 

P 

MOON, C VI 

8007240010 

50-466 

6007280540 

50-327 

F 

MOON, C W 

8007300397 

50-466 

0007290632 

50-320 

0 

MOON, C M 

8007300404 

50-466 

8007290725 

50-439 

8 

MOON. C VI 

9007300423 

50-466 

8007290749 

50-439 

6 

MOON, C U 

8007300424 

50-466 

8007390913 

50-390 

0 

MDONrC M 

8007310312 

50-466 

8007380490 

50-327 

0 

MOONEY, R R 

B007150159 

REOOD 

8007280633 

50-327 

P 

MOORE, V A 

8007070053* 

50-914 

8007290679 

50-327 

P 

MOORE, V A 

8007070 055* 

50-914 

8007290757 

50-327 

P 

MOORE, D E 

0007070003* 

70-247E 

8007300434 

50-327 

F 

MOORE. D E 

6007100095* 

50-261 

6007310396 

50-327 

P 

MOORE. 0 N 

6007030546 

50-334 

6007310413 

50-327 

P 

MOORE, 0 N 

6007020547* 

50-334 

6007310323 

80-327 

P 

MOORE. J 8 

G0072102B7 

70-H4 

8007310411 

50-337 

P 

MOORE. 0 C 

6007080075 

50-301? 

6007310416 

50-327 

P 

MOORE, 0 C 

6007150484 

so-3o;| 

6007280552* 

50-460 

A 

MOORE, N 

6007220107 

XPORTLl 

6007330333 

50-331 

P 

MOORE. 0 C 

8007150385 

so-3oa 

6007030212 

50-331 

S 

MOORE. J E 

0007150711 

50-247 

6007030224 

80-331 

8 

MOORE, J E 

0007170354 

50-15^ 

8007030238 

50-331 

S 

MOORE, U A 

0007290525 

50-364 

80071 10411 

80-331 

S 

MOROAN, M. E 

8007280210 

40-849 

30071 10471 

50-331 

s 

I10RIARTY, J H 

8007090270* 

50-353 

8007220599 

50-331 

s 

HORIARTY.J 11 

8007090275* 

50-352 

8007230404* 

50-331 

p 

MORIARTY.U H 

0007010459 

90-39^ 

1 

8007220497 

50-331 

s 

HORIARTY.J M 

8007010357 

90-399 

8007220367 

50-331 

R 

MORIN, J P 

8007230596 

90-328 

0007220394 

50-331 

P 

HOAR ISON. J R 

8007210047* 

50-320, 

8007230492 

50-331 

P 

MORRIS. D 

0OO7O1OS67 

40-630 

Q007230464 

50-331 

8 

MORRILL.P J 

8007170060* 

90-133 


f 


PERSONAL AUTHOR INDEX 


446 


AU rHOH 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

MORRILL. P J 

e007300525» 

50-344 

Q 

MURPHY, C E 

8007290344 

50-438 

Q 

MORRISON, U 11 

B00730000S 

ORG 


MURPHY, C E 

8007290409 

50-424 

0 

MORRIS. R H 

B0073 10397 

50-275 

A 

MURPHY, R 

0007070178 

PS 


MORROW. 0 

8007070120 

40-8502 


MURPHY, C E 

8 007300589 

50-518 

0 

MORROW. D 

S007070H5 

40-8380 


MURPHY, C E 

8007100412 

50-400 

0 

MORROW, 0 

S0070200B3 

40-6697 


MURPHY, C E 

8007100417 

50-413 

0 

MORROW, 0 

a0070204SB 

40-8721 


MURPHY, C E 

8007290422 

50-566 

0 

MORROW. D 

8007020064 

40-8697 


MURPHY, C E 

8007310240 

50-416 

0 

MORROW, D 

3007030219 

40-8300 


MURPHY, C E 

0007070097 

80-335 

Q 

MORROW. 0 

8007210066 

40-8502 


MURPHl.C E 

8007100396 

50-324 

0 

HORROII. D 

S007210063 

40-0697 


MURPHY, C E 

8007110034 

50-327 

0 

MORROW, D 

8007280054 

40-8502 


MURPHY, C E 

8007110515 

80-424 

0 

MORROW. D 

8007280303 

40-8502 


MURPHY, P M 

8007090316 

50-255 

0 

MORSE, W T 

8007140409 

50-443 

0 

MURPHY, W P 

8007010317 

50-271 

8 

MORSE. A K 

8007280659* 

50-409 

0 

MURPHY, W P 

8007010391 

50-271 

8 

MORSE, A K 

8007310101 

50-409 

0 

MURPHY, W P 

8 007010403* 

50-271 

S 

MORSE, A 

8007280656 

50-409 

0 

MURPHY, H P 

8 007070260 

50-271 

S 

MORTOM, K y 

8007210267* 

CONTRACT 


MURPHY, H J 

B0070B02GO* 

50-272 

8 

MORTOM, K V 

8007010627* 

CONTRACT 


MURPHY, E S 

8007240283 

NUREO 


HORTOM, R V 

8007020009* 

CONTRACT 


MURPHY, H J 

8007080426* 

50-272 

9 

MORTOM. R V 

8007020025* 

CONTRACT 


MURPHY, C E 

8007160860 

50-416 

0 

MORTOM, R V 

8007020553* 

CONTRACT 


MURPHY, M. J 

9007100202* 

50-272 

8 

MORTON, R V 

8007010619* 

CONTRACT 


MURPHY, C E 

9007180189 

50-553 

Q 

HORTON, R V 

8007210258* 

CONTRACT 


MURPHY, C E 

9007310499* 

50-270 

0 

MORTOM, R V 

8007300598* 

CONTRACT 


MURPHY, M y 

90071S0517* 

50-272 

8 

MORTOM, R V 

8007310010* 

CONTRACT 


MURPHY. H J 

8007190628* 

50-272 

8 

MORTOM, R V 

8007230578* 

CONTRACT 


MURPHY, H y 

8007150679* 

50-272 

S 

HOSDY.M R 

8007230194 

RES 


MURPHY. C E 

8007240265 

50-510 

0 

MOBELEY, N C 

8007150778* 

QRS 


MURPHY. C E 

8007280126 

50-321 

0 

MOSELEY, N C 

80071 10555 

50-315 

P 

MURPHY. H J 

8007170448* 

50-311 

8 

MOSELEY, N C 

8007230051 

50-272 

8 

MURPHY, H J 

8007220382* 

50-272 

s 

MOSELEY. N C 

8007250480 

50-266 

P 

MURPHY, H y 

8007220627* 

50-272 

S 

MOSES, V R 

8007100090 

PR 


MURPHY, H J 

8007210507* 

50-272 

8 

M0SZYN3RI.J R 

8007130066 

RES 


MURPHY, H 

9007230468 

SO-271 

B 

MOWRY.M R. 

8007020084 

XPORTLIC 


MURPHY, H 

9007230409* 

50-271 

S 

MRQCZKA, E J 

800701 04 45 

50-336 

S 

MURPHY, P M 

9007230610 

50-255 

0 

HRaCZKA. E J 

8007070318 

50-336 

S 

MURPHY, P M 

9007230810 

50-258 

0 

MROCZKA, E -J 

B007070361 

50-336 

s 

MURPHY, H J 

9007280632* 

50-311 

a 

MROCZKA E J 

8007100157 

60-245 

s 

MURPHY, C E 

9007310212 

50-399 

a 

MROCZKA, E y 

8007100167 

50-245 

s 

MURPHY. M y 

9007290711* 

50-311 

8 

MROCZKA, E y 

0007110466 

50-245 

s 

MURPHY, M J 

9007290729* 

50-272 

S 

MROCZKA, E y 

8007180408 

50-245 

R 

MURPHY, H J 

9007290844* 

50-272 

8 

MROCZKA, E y 

8007160676 

50-245 

R 

MURRAY, J P 

9007300390* 

50-266 

0 

MROCZKA. E y 

B0072 10374 

50-336 

R 

MURRAY, T D 

9007010434 

80-346 

8 

MROCZKA, E y 

8007180298 

50-245 

8 

MURRAY, T. D 

9007030260 

50-346 

a 

MROCZKA, E y 

8007250409 

50-336 

S 

HURRAY, T D 

9007150609 

50-346 

8 

MROCZKA, E y 

8007290697 

50-245 

Q 

MURRAY, T. D 

9007110427 

80-346 

8 

MUCHNICRI.E O 

8006110406 

PR 


MURRAY. T D 

9007110391 

50-346 

8 

MUCHMICRI.E D 

9007100246 

PR 


HURRAY. T D 

9007110407 

50-346 

8 

MUDREY, « 0 

8007140402 

PR 


MURRAY, T D 

9007110418 

80-346 

S 

MUELLER. E W 

8007010133* 

Stats Prog 

MURRAY. T D 

9007110440 

50-346 

S 

MUENCH. 0 W 

8006300368 

50-556 

A 

MURRAY, H J 

3007140432 

PR 


MUIR.H S 

8007310490* 

XPORTLIC 


MURRAY. M y 

8007140439* 

PR 


MUIR.H B 

8007310499 

XPORTLIC 


MURRAY. T D 

8007140318 

50-346 

R 

HURtlEftyEE. H 

8007020135* 

HASTE liST 

MURRAY, H. y 

8007150056 

50-367 

0 

MULLER. D R 

8007250063 

50-320 

H 

MURRAY. T. D 

8007150560 

50-346 

B 

MULLER. H 

8007150040* 

XPORTLIC 


HURRAY, T D 

8007240126 

50-346 

B 

MULLER, L U 

8007290082 

XPORTLIC 


MURRAY, T. D 

9007170441 

50-346 

8 

MULLER. R E 

8007160802 

XPORTLIC 


HURRAY, T. 15. 

8007220375 

50-346 

S 

MULLER, D R 

8007240066 

50-445 

A 

MURRAY, T D 

8007220458 

50-346 

8 

HUNTS 

8007180470* 

71-9136 


MURRAY, H y 

8007250442 

27-39 


MUNRD. y y 

8007030375 

71-9039 


MURRAY, T. D 

9007280596 

50-346 

8 

HUNRO. y y 

8007100373 

71-9053 


MURRAY, T D 

8007280571 

50-346 

B 

MUNTZlMQrL M 

8007020270 

SECY 


MURRAY, T. D 

8007280630 

50-346 

0 

MUNTZ I MS, L M 

8007020262 

SECY 


MURRAY, T D 

8007280563 

80-346 

S 

HURCOCK, U. T 

8007210170* 

40-4492 


MURRAY, T. D 

8007280609 

50-346 

a 

MURPHY, C C 

8007160069* 

50-416 

Q 

MUSE. L A 

9007100349 

71-309 


MURPHY. C E 

8007100384* 

50-324 

0 

MU80LF, D. 

8007010583* 

50-292 

P 

MURPHY. C E 

80071 10527* 

50-424 

0 

MYERS, H 

9007230565* 

50-320 

U 

MURPHY, C E 

8007100423* 

50-413 

Q 

MYERS. F 8 

8007010029* 

QA999 




50-335 

Q 

MYERS, t L 

8007180022* 

Btat* Prog 


» 

50-400 

0 

MYNATT, F R 

8007140507 

REB 




50T-3B9 

0 

MYRABO, A L 

8007150614* 

50-263 

R 


M- 

50-324 

0 

NAIDU.K R 

9007110479* 

50-359 

0 




n 

!)»»«.. ., q 

9007170635* 

50-329 

0 






0007310225 

NUREO 







9007290460 

XPORTLIC 







9007290467* 

XPORTLIC 







9007110326* 

50-309 

8 






8007080390* 

50-309 

S 






8007160474* 

90-305 

8 






0007160502* 

90-309 

6 






9007160510* 

90-309 

B 






9007280674* 

90-308 

8 






9007280689* 

90-309 

3 



ACCESSION 

SUBJECT 


AurnoR 

NUMBER 

CATEGORY 

NAPUDA, 0 

8007100101* 

50-293 

a 

NAPUDA, 0 

8007170692* 

50-219 

a 

NAPUDA, 0 

8007230137* 

30-289 

a 

NARDUT, P P 

0007180018* 

50-206 

0 

NARROW, L 

8007170899* 

50-363 

Q 

NARROW. L 

8007170288* 

50-322 

a 

NASH, D 

8007250698 

50-482 

M 

NAUOHTON.W P 

8007160627 

50-399 

c 

NAUOHTON.W F 

0007010429 

50-295 

p 

NAUOHTON.W F 

8007010411 

30-454 

A 

NAUOHTON.W F 

0007010211 

50-295 

P 

NAUOHTON. W F 

8007020408 

50-454 

K 

NAUOHTON.W F 

0007020631 

50-454 

0 

NAUOHTON.W F 

8007080299 

SO-454 

K 

NAUOHTON.W F 

8007160999 

50-454 

K 

NAUOHTON.W F 

0007190476 

50-295 

P 

NAUOHTON.W F 

8007290678 

50-454 

K 

NAUOHTON.W F 

8007140320 

30-454 

K 

NAUOHTON.W F 

8007220540 

50-454 

K 

NAUOHTON.W F 

8007280609 

50-295 

P 

NAUOHTON.W F 

0007280670 

50-454 

0 

NAVARRO, C C 

8007100169* 

COMMISSION 

NEIGHBORS, D 

0007310917 

50-261 

P 

NEILL, R H 

8007030049 

PR 


NEILSON. R H 

8007230699* 

FOIA 


NEILSON, U E 

0004010434 

MI6C 


NEISLER. y H 

8007230/00* 

50-373 

0 

NELSON, P n 

8007170322* 

70-1869 


NELSON, P R 

0007170326* 

FOIA 


NELSON, P R 

6007170266* 

30-219 

Q 

NELSON, P R 

8007170276* 

50-219 

0 

NELSON, y 

8007020176 

HISC 


NELSON. J D 

8007210103 

40-8452 


NELSON, J D 

8007210177 

40-8452 


NELBON. J D 

0007230135 

40-8452 


NELSON, 0 

8007080082 

COMMISSION 

NELSON, C C 

8007110525 

50-309 

P 

NELSON. R R 

0007090399 

REOGO 


NELSON, R L 

6007230328* 

50-309 

Q 

NELSON, y 0 

0007230725* 

40-8432 


NELSON, C C 

0007100161 

30-335 

P 

NELSON, C C 

8007290007 

00-70 

P 

NEUMAN, R F 

8004300355 

50-155 

H 

NEUMANN, 11 R 

0007020702 

40-0380 


NEUMANN, H R 

8007030002 

40-0380 


NEUMANN, M R 

0007210166 

40-0300 


NEUMANN. M R 

8007220035 

40-0300 


NFUMANNi M R 

8007240100 

4O-03BO 


NEUMANN. M R 

8007220022 

40-8380 


NEUMANN. M R 

0007160390 

40-8380 


NEUMANN, M R 

8007210224 

40-S3BO 


NEWBERRY. 8 

0007110409* 

50-320 

P 

NEWMAN. M K 

0007010091* 

40-2674 


NEWMAN, y R 

0007020471 

90-466 

0 

NEWMAN, J R 

0007020471 

90-466 

0 

NEWMAN, y R 

8007000017* 

90-466 

0 

NEWMAN, y R 

8007000017# 

50-466 

0 

NEWMAN, y R 

8007090 109 

90-466 

0 

NEWMAN, J R 

6007090189 

50-466 

0 

NEWMAN, y R 

9007160970 

50-466 

0 

NEUMAN, y R 

8007160570 

50-466 

0 

NEWMAN, y R 

8007160649 

50-466 

0 

NEWMAN, y R 

800716064S 

50-466 

G 

NEUMAN, y R 

0007160639 

30-466 

G 

NEWMAN, y R 

0007160639 

50-466 

G 

NEWMAN, y R 

0007100432 
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0007070265* 

0007080010 

50-443 

I 

ROSS.D A 

0007110373* 

0007210455 

50-443 

M 

RQSS, D A 

8007110303* 

0007100312* 

CONTRACT 


ROSS.D A 

8007250170 

0007240133* 

50-31B 

8 

RQ93, D r 

0007160392 

B007070162* 

30-320 

H 

ROSB.D A 

8007220363 

80071BOt01« 

50-293 

0 

ROSZTOCZV. Z R 

B007030359 

80072BD262* 

50-893 

Q 

ROTH, J 

0007130163* 

8007130016 

RES 


ROTH, J 

8007020121* 

8007180310 

70-3623 


RDTH. J 

0007140600* 

6007230706 

70-2623 


ROTH. J, 

0007230212 

8007220019 

NUREO 


ROTH, J 

8007290003* 

0007020701 

PR 


ROTH. A J 

0007230798 

0007140434 

PR 


ROTHSERO, 0 

8007100140 

0OO7O1OD39* 

50-327 

8 

RDTHFLEISCH, J 

8007210243 

0007280009 

PR 


R0THFLEI8CH, J 

00071 7 0583 

8007160405 

PR 


RDTHFLEISCH. J 

0007230161 

8007150388 

50-312 

R 

ROTHFLEISCH, J 

0007230279 

0007030373 

NUREO 


ROTHFLEiaCH, J 

0007300042 

0007240292* 

50-321 

a 

ROTHKOPF, C L 

0007200140* 

0007100066* 

50-321 

Q 

ROTHSCHILD. H U 

8007220015 

S007020 1 20 

WASTE HOT 

ROTHSCHILD. H U 

8007220009 

0007030190 

PR 


ROTHSCHILD. M U 

0007220011* 

B007010S72 

XPORTLIC 


ROUSE, L C 

0007020433* 

0OO723OOIO* 

COMMISSION 

ROUSE, L C 

800731 0542 

8007110520 

XPQRTHC 


ROUSE, L C 

8007210310 

800/310133 

50-596 

0 

ROUSE, L C 

0007230280 

0007110463* 

50-321 

a 

ROY. R 

0007140449* 

0007290003* 

SECY 


nOY.ft 

800714<1449* 

0007290012* 

8CCY 


RDVTEH, C 

8007230376* 

0007800193* 

90-320 

H 

RUDDIPH, J P 

8007200622* 

0007170361* 

90-220 

R 

RUEKaERO, Q 

0007220393 

00071 SO UO 

PR 


RUHLHAN.W A 

000/220080* 

0007010419* 

30-327 

s 

RUtTER.O H 

00071605.18* 

8007010341* 

90-327 

s 

RUOCCHZOiJ P 

0007070134* 

0007010513* 

90-327 

0 

RU8CHE, B C 

0007020331* 

S007010S22* 

50-387 

B 

RU9CHE, a C 

0007020336* 

0007000260* 

90-327 

B 

RUSSELL, L B 

8007240152 

0OO7O0O271* 

90-327 

5 

RuaSELL.L B 

0OO72BO451 

0007280474* 

90-387 

3 

RUSBELL.L D 

0007200664 

0007290770* 

50-327 

B 

RUSSELL, L D 

0007300351 

000729071 3* 

50-327 

B 

RUSTLING, D H 

0007160692 

6007100140 

50-339 

P 

RYAN, R 0 

0007020099 

6007070421 

50-361 

A 

RYAN. R H 

8007090413 

6007080200 

50-361 

A 

RVANiR G 

8007020690 

8007210053 

30-206 

P 

RYAN, R G 

8007020130 

0007100049 

50-133 

P 

RVAM.n 0 

8007020443* 

8007020600 

70-1309 


RYAN, R 0 

8007070132 

6007 1 40525 

50-871 

P 

RYANiR G 

8007110399* 

8007140030 

70-1308 


RYAN, R G 

8007020766 


SUBJECT 

CATEGORY 

AUTHOR 


ACCESSION 

number 

SUDJECT 

category 

70-1308 


RYAN,R 0 


8007150044 

Stat* Proj 

70-1308 


RYAH.R 0 


0007170234 

State Pros 

70- S 300 


RYAN.H T 


0007200095 

RES 

70-1300 


RYAN, n G 


0007100590 

State Ptoj 

70-1300 


RYAN, n 0 


0007170254 

State Prog 

70-1308 


RYAN. R 0 


8007250526 

State PTog 

70-1308 


RYAN, R 0 


0007250301 

State Prog 

70-1308 


BADOL.A R 


0007210341* 

50-337 r 

70-1300 


SAHA, P 


BD071BOZ45 

RES 

50-331 

Q 

SAIMI. T 


B0071002B1 

XPORTLIC 

50-331 

P 

SAIKI.T 


8007110275 

XPORTLIC 

50-331 

0 

SALTZHAM, J 


00071 10023* 

70- 1 333 

50-331 

P 

GALTZMAN. J 


3007110032* 

70- 1 333 

30-331 

P 

BALTZMAN, j 


0007110024* 

70- 1 333 

50-331 

0 

SALTZMAN. J 


0007110020* 

50-289 J 

50-331 

P 

SALTZMAN. J 


80071 10030* 

50-239 J 

50-331 

P 

SALTZMAN. J 


0007110037* 

50-320 J 

50-331 

P 

SALTZMAN, J 


800/110040* 

50-320 J 

50-331 

0 

SALTZMAN. J 


00071 10032* 

50-320 J 

50-331 

Q 

SALTZMAN, J 


0007140251 

50-346 t1 

50-331 

9 

BALTZMAN. J 


8007140256 

50-346 H 

50-331 

Q 

BALZ0ERG. H 


8007220257 

40-299 

50-331 

0 

SAMPLES. M D 


0007160623 

50-445 t1 

50-331 

P 

SAMPLES. M D 


8007160623 

50-445 « 

90-331 

P 

SANDERS. C I 


BD07D7D*»06 

PB 

71-5 


SANDVIK, R H 


0007300364 

50-344 H 

50-10 

0 

SANDVIK, R M 


0007300372 

50-522 G 

NUREO 


SANGER. H B 


0007100047 

PH 

FDIA 


BANGER. H 8 


0007100050* 

PR 

roiA 


SANTMAN, U 1) 


0007149521 * 

CONTRACT 

FOIA 


SARSOUR, n 


8007140322* 

50-346 R 

FDIA 


SAS9AMI, A 


0007310063* 

50-277 0 

50-219 

Q 

SASTRE, C 


8007100240 

RES 

50-219 

0 

SAUAR. T 0 


6007010244* 

FOIA 

71-5607 


SAUNOE0B . G A 


6007020293 

40-0693 

50-219 

8 

SAHTER.O 


0007140297* 

FOIA 

50-219 

8 

SAUTER.O 


0007100327 

FOIA 

50-219 

8 

SAVAGE, M R 


0007090400 

REGOD 

50-217 

Q 

BAMYEH,R 0 


0007230067 * 

PR 

50-275 

A 

SAWYER, H 3 


0007260336* 

50-329 H 

90-219 

R 

SAWYER. E E 


8007180461* 

50-209 H 

TOPREP 


BCARAND. R A 


0007300360* 

40-0727 

70-364 


SCARANS.R A 


0007130074 

40-3690 

70-1 lOD 


gcaramd. r a 


0007100431 

HASTE HOT 

27-40 


SCARANO, R A 


0007100446* 

40-8502 

50-245 

8 

SCARANO, R A 


0007210205 

40-8502 

70-1 100 


SCARAMDiR A 


0007010261 

40-1162 

50-309 

(I 

SCARANa, R A 


000701 0539 

40-1162 

50-339 

P 

BCARALO.R A 


30071 OOW 

40-0302 

40-8300 


BCARANQ. R A 


0007240103 

40-8634 

40-8380 


BCARANa.R A 


3007020446 

40-1162 

40-0714 


SCARANO, R A 


3007100131 

40-6622 

40-8200 


SCARANO. R A 


3007240099 

40-1341 

40-0380 


SCARANO. R A 


3007020092 

WASTE HGT 

50-209 

0 

SCARANO. R A 


30071 70436* 

40-0745 

70-1308 


SCARANO. R A 


3007300062* 

40-0745 

70-1308 


SCARANO, R A 


3007140600 

40-8502 

70-1308 


3carm;o,r a 


3007170433 

40-8745 

50-260 

P 

SCARANO. R A 


3007180006 

40-8300 

70-25 


SCARANO. R A 


3007010270 

HASTE MOT 

70-1257 


SCARANO. R A 


9007100019 

40-0681 

70-1 143 


SCARANO. R A 


3007100450 

40-0584 

PR 


SCARANO. R A 


9007310343 

40-6659 

PR 


SCARANO. R A 


9007310546 

40-0714 

50-295 

0 

SCARANO. R A 


3007210056 

40-0502 

50-346 

B 

SCARANO, R A 


300723007 1 

40-0502 

50- 10 

0 

SCARANO. n A 


9007230077 

40-BS02 ' 

50-333 

0 

SCARANO. R A 


3007230082 

40-0502 1 

5Q-ans 

R 

SCARANO. R A 


9007230274 

40-0502 

CONTRACT 

SCARANO, R A 


9007230318 

40-0502 , 

COMMISSION 

SCARANO. R A 


3007250642 

40-0502 ■ 

CtlHMISSIDN 

SCARANO, R A 


3007230171 

40-2259 1 


s 

SCARANO, R A 


3007230145 

HASTE MOT 

50-317 

s 

SCARANO, R A 


9007230050 

40-4492 ' 

50-317 

8 

SCARANO. R A 


3007230294 

40-0200 ■ 

50-310 

B 

SCARANO. n A 


300723071 1 

40-0723 


F 

SCARANO, R A 


0007290228 

HASTE MOT' 

Pi^oa 

SCARANO, R A 


0007130303 

40-8452 



SCARANO, R A 


0007340300 

40-8585 

Sta4* Pros 

SCARANO, R A 


9007300042 

40-8380 

ORO 


SCARANO, R A 


9007230063 

40-8502 

ORG 


3CHADE, A R 


9007250440 

PROJ 



SCHAEFFER, M 

R 

3007230397 

XPORTLIC 1 

COMMISS ION 

SCHAEFFER. H 

R 

0007230403* 

XPORTLIC ' 

State Proj 

aCHAFFBTALL, 

R 

3007100420* 

50-10 P 



PERSOMAL AUTHOR INDEX 


4B2 


AUTHOU 

ACCESSION 

NUdOER 

subject 

CATEGORV 

AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEOORV 

AUTHOR 

ACCESSION 

NUMBER 

subject 

CATEOORV 

SCHAUe, J B 

0OOV20O3AO 

XPORTLIC 

schhencer, a 

8007250004 

50-352 

H 

SEYFRIT.K V 

8007010044 

50-267 

a 

SCHENDEL. R 

0007010214 

40-8585 

BCHUEHCER.A 

8007250475 

50-352 

H 

SEYFRIT.K V 

3007010040 

50-298 

a 

SCHERER. A E 

6007110243 

TOPREP 


SCKUENCER. A 

6007290022 

50-327 

0 

SEYFRIT.K V 

0007010093 

90-285 

a 

SCHERER. A E 

8007030343 

PR 


8CHMENCER. A 

8007290322 

50-416 

A 

SEYFRIT.K V 

0007020679 

50-490 

A 

SCHERER. A E 

Q0OV100210 

TOPREP 


SCHUENCER, A 

0007310460 

30-311 

P 

SEYFRIT.K V 

8007220094 

50-313 

a 

SCHERER. A E 

8007070351 

NUREO 


SCOTT, N J 

B007 140439* 

PH 


SEYFRIT.K V 

8007220098 

50-498 

a 

SCHERER. A E 

8007080274 

TOPREP 


SCOTT, J M 

6007170374 

50-466 

0 

SEYFRIT.K V 

8007220104 

90-430 

a 

SCHERER. A £ 

0007100219 

TOPREP 


SCOTT. W J 

6007160987 

70-1300 


SEYFRIT.K V 

8007220109 

50-402 

Q 

SCHERER. A E 

00071 A0491 

NUREO 


SCOTT. M J 

0007160337 

70-1308 


SEYFRIT.K V 

6007220113 

50-362 

a 

SCHMIDT. E H 

0007310103 

RES 


SCOTT. U J 

8007230927 

27-39 


SEYFRIT.K V 

80072201 10 

50-936 

a 

SCHMIDT, e U 

BOO731O101 

RES 


SCOTT. M J 

6007250442 

27-39 


SEYFRIT.K V 

8007220120 

30-290 

a 

SCHMIDT. A D 

6007010493 

50-333 

8 

SCOTT. J M 

0007300116 

50-466 

0 

SEYFRIT.K V 

8007220124 

30-265 

a 

SCHMIDT. A D 

6007060204 

50-335 

8 

SEAL.H H 

6007020096* 

30-443 

H 

SEYFRIT.K V 

8007220126 

90-267 

a 

SCHMIDT. A D 

6007140302 

90-333 

s 

SEAL. H H 

6007140108* 

50-437 

H 

SEYFRIT.K V 

0007220120 

90-449 

a 

SCHMIDT. A D 

6007 140364 

50-339 

S 

BEAL.M M 

6007140020 

50-367 

H 

aEYFRIT, K V 

8007020310 

30-382 

A 

SCHMIDT, A D 

8007130627 

50-335 

S 

8EIDLE.U C 

6007210137 

50-430 

Q 

SEYFRIT.K V 

a007 160321 

50-313 

a 

SCHMIDT. A D 

8007240174 

30-290 

R 

8EIDLE.U C 

0007190064 

50-498 

0 

SEYFRIT.K V 

0007160324 

90-482 

Q 

SCHMIDT. A D 

6007130532 

30-335 

S 

SEIDLE.U C 

8007160490 

bo-443 

a 

SEYFRIT.K V 

0007160327 

50-382 

a 

SCHMIDT. E U 

0007260004 

RES 


SEIDLE.U C 

8007010203 

50-490 

0 

SEYFRIT.K V 

8007160331 

90-289 

a 

SCHMIDT. A D 

6007220419 

50-250 

8 

9EIDLE.H C 

8007110061 

50-382 

Q 

SEYFRIT.K V 

8007160334 

90-449 

a 

SCHNEIDER. F U 

8007170570 

50-272 

Q 

BEIDLE.H C 

8007070083 

50-482 

Q 

SEYFRIT.K V 

0007140404 

90-498 

a 

SCHNEIDER. F H 

8007170642 

50-272 

Q 

SCIDLE, W C 

6007100342 

90-490 

a 

BEVFRIT. K V 

0007140410 

90-298 

a 

8CHNELL. D F 

6007100379 

50-403 

A 

SEIDLE.U C 

800711016? 

90-402 

Q 

SEYFRIT.K V 

8007290097 

30-498 

Q 

SCHNEIDER. F 11 

8007030249 

30-272 

P 

SEIDLE.U C 

8007110229 

90-449 

a 

•SEYFRIT.K V 

9007290059 

30-498 

a 

SCHNEIDER. F U 

8007210600 

50-272 

0 

8EIDLE,U C 

8007140436 

90-302 

a 

SEYFRIT.K V 

9007290066 

30-482 

a 

SCHNEIDER. F W 

8007210266 

30-272 

0 

SEIDLE.W C 

8007240333 

90-490 

a 

SEYFRIT.K V 

8007290069 

30-382 

a 

SCHNEIDER. F U 

8007150631 

50-272 

0 

SEIDLE.U C 

0007 100567 

90-445 

a 

SEYFRIT.K V 

0007290075 

30-936 

a 

SCHNEIDER. F U 

6007210552 

50-272 

0 

SEIDLE.U C 

0007280724 

50-402 

a 

SEYFRIT.K V 

8007290077 

90-443 

a 

SCHNEIDER, F U 

8007140429 

50-272 

F 

SEIDLE.U C 

0007140497 

50-449 

a 

SEYFRIT.K V 

0007010024 

50-313 

H 

SCHOLL, R F 

8007160463* 

90-10 

P 

SEIDLE.U C 

0007230276 

30-498 

a 

SEYFRIT.K V 

80072B0137* 

30-498 

0 

SCHOLL, R F 

8007290035* 

90-10 

P 

SEIDLE.U C 

0007200144 

30-302 

a 

BEVFRIT, K V 

9007240031 

90-313 

a 

SCHOPPHAM. H A 

3007010491* 

50-335 

3 

SEIDLE.U C 

8007290433 

90-302 

a 

SEYFRIT.K V 

8007240039 

30-498 

a 

SCHOPPHAN, H A 

3007080290* 

50-335 

S 

8EIDLE.H C 

600730039 I 

50-302 

0 

SEYFRIT.K V 

8007240039 

30-490 

a 

SCKOPPMAH.H A 

8007140309* 

50-335 

B 

SEIDLE.U C 

6007290013 

90-402 

a 

SEYFRIT.K V 

8007240043 

30-482 

0 

SCHOPPHAN, H A 

8007140372* 

90-335 

S 

SEIFERT, C M 

8007250025 

COMM I 8B I ON 

SEYFRIT.K V 

8007240049 

90-302 

Q 

SCHOPPHAM, K A 

0007190636* 

50-335 

8 

eEIKEN.B J 

00072902 94* 

50-462 

s 

SEYFRIT.K V 

0007240047 

30-203 

Q 

SCHOPPHAN, H A 

0007150536* 

50-339 

S 

6EIHEN. B J 

8007300337 

90-482 

A 

SEYFRIT.K V 

9007240091 

30-298 

Q 

SCHROEDEH.F 

0007010249* 

FOIA 


8EHULER. S N 

0007060026 

90-367 

0 

SEYFRIT.K V 

9007240094 

90-267 

a 

SCHULTZ. 0 

0007100235 

90-367 

H 

SEUULEH. 8 N 

8007I609B7 

70-1300 


SEYFRIT.K V 

9007240097 

90-449 

a 

SCHUMACHER. M C 

8007310515* 

50-299 

0 

SEKULER.8 N 

0007100367 

70-1308 


SEYFRIT.K V 

8007200132 

30-498 

a 

SCHUSTER. M D 

8007230154 

50-312 

8 

8EKULER. 0 N 

0007230927 

27-39 


SEYFRIT.K V 

9007170669 

30-490 

a 

SCHMARZ. C E 

8007310234 

NUREO 


6EKULER, 8. N 

8007250442 

27-39 


SEYFRIT.K V. 

0007170673 

80-482 

a 

eCHWENDIMAN. L 

B0D7O901B6* 

70-1257 


BEKULER. 8 N 

0007310133 

27-39 


SEYFRIT, K. V 

8007170676 

30-498 

a 

SCHHENOIHAN. L 

6007210315* 

70-1257 


SELLS, D 

8007100209 

90-332 

A 

SEYFRIT.K V. 

8007170680 

90-382 

0 

SCHUENSFEIR, R 

8007070046 

70-33 


8ENCEHAL.H E 

8007140011 

PR 


SEYFRIT.K V 

BOO7I7O603 

30-443 

a 

8CHNEIKER.R B 

8007 110323* 

MISC 


8ENECHAL. H E 

0007250422 

90-282 

0 

SEYFRIT.K V 

8007230364 

30-498 

a 

SCHUEIDNINZ.E 

8007160479* 

50-546 

0 

SERADIAN.J A 

0007220205* 

90-317 

a 

SEYFRIT.K V 

8007230369 

30-382 

a 

aCHUEi&INZ.E R 

8007230019* 

50-496 

0 

SERADIAN.J A 

0007230021* 

90-277 

F 

SEYFRIT.K V 

8007230370 

30-443 

a 

SCHHENSFEIR, R 

8007210175* 

70-33 


6ETHNE83.E 0. 

8007110459* 

HASTE MOT 

SEYFRIT.K V 

8007230373 

30-402 

a 

8CHUENCER. A 

6007020399 

50-364 

A 

SETLVUR.A V 

8007220234* 

50-309 

p 

SEYFRIT.K V 

8007230376 

30-488 

a 

BCHUEHCER.A 

80071 10033 

50-279 

E 

SEYFRIT.K V 

0007210324* 

70-137 


BEVFRIT, K V 

8007150007 

90-498 

a 

ECHUENCER.A 

6007010267 

50-364 

A 

SEVFRIT.K V 

8007240348* 

70-1062 


SEYFRIT.K V 

8007190009* 

30-498 

a 

SCHUeMCERi A 

8007010148 

90-390 

A 

8EYFRIT.R V 

6007290492* 

0A999 


SEYFRIT.K V 

8007310324 

30-289 

a 

SCHHENCER, A 

8007070109 

50-311 

E 

8EYFRIT.K V 

0007290316 

50-498 

a 

SEYFRIT.K V 

8007310331 

30-313 

H 

SCMUENCER. A 

8007020473 

50-364 

A 

SEVFRIT.R V 

0007250319 

50-498 

a 

SMALLER, 0 V 

8007090299 

30-316 

s 

5CKNENCER. A 

8007020747 

30-327 

P 

SEYFRIT.K V 

0007290321 

50-462 

a 

SMALLER, D V 

8007280910 

30-315 

s 

ECHNENCERi A 

8007020006 

50-311 

P 

SEYFRIT.K V 

0007250323 

90-362 

a 

SMALLER. D V 

8007190996 

90-313 

B 

8CHUENCER. A 

6007020042 

50-327 

P 

SEYFRIT.K V 

0007290326 

50-449 

0 

SMALLER, D V 

8007130604 

90-316 

S 

QCKUENCER. A 

8007020707 

50-390 

A 

SEYFRIT.K V 

0007140563 

90-296 

a 

SMALLER, D V 

8007130342 

50-313 

R 

aCKNENCER.A 

0007020722 

90-327 

P 

SEYFRIT.K V 

B0071 40966 

30-498 

a 

SMALLER, 0 U 

9007190953 

50-316 

R 

8CHWENCER A 

8007100272 

50-392 

H 

SEYFRIT.K V 

8007240509 

50-490 

a 

SMALLER, D V 

9007190696 

50-315 

8 

6CHHENCER, A 

8007110510 

50-352 

H 

SEYFRIT.K V 

0007240909 

30-449 

a 

SMALLER, D V 
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8007220577 

6007300313 

30-361 

0 

BTEPHENS, C R 

0007310493 

8007160664 

50-261 

0 

GTEPTOE.P P 

8007300362 

60072] 0543 

50-326 

0 

STEPTOE.P P 

8007150052 

8007230618 

90-397 

0 

BTEPTOE.P P 

80071 S0O52 

8007240093* 

90-361 

Q 

STERNSERO, 0 11 

8007010141* 

0007310509 

50-326 

0 

8TERHSER0, 0 

8007030343 

0007110390 

50-281 

0 

8TERN8ER0, 0 

8007170088* 

8007070060* 

50-10 

Q 

8TERN0ERO, 0 H 

8007240395* 

8007170103* 

50-373 

0 

eTERN.W, C 

8007210129 

8007230306* 

SO- 10 

0 

BTERNaERO, D 11 

8007300299* 

8007220121* 

90-599 

0 

STERNGERO. D H 

8007310327* 

6007090148* 

PR 


8TERNOERO, D H 

8007300523* 

0006200071* 

60-480 

0 

STERN, W. C. 

0007280393 

0006200066 

50-488 

0 

STERN, M C 

8007310464 

0007020475 

60-468 

0 

aTEVENBON. R 1. 

8007070199* 

0007290628 

50-266 

H 

STEVENS, 8 C 

8007070379 

0007280006 

50-311 

P 

STEVENS, 8 C 

8007240130 

0007250215* 

C0HMI6BI0N 

STEWART, R C 

8007140447* 

0007210618 

50-327 

P 

STEWART. K L 

800721OBO0 

0007 1 90431 

90-445 

M 

8TIE0LITZ, W 0 

8007190710 

0007190431 

90-449 

M 

BTITT, 0 D 

8007310009 

8007100364 

SECY 


BTITT, B D 

8007280683 

0007110497 

PR 


STOCKS, H S 

8007020300 

0006300375 

90-416 

F 

STOHR.J P 

80070700 1 5* 

0006300362* 

50-416 

F 

STOHR.J P 

8007030368 

0007090391 

50-387 

A 

STOHR, J P 

8007190471* 

0007150629 

50-261 

R 

8T0HH, J P 

0007110362* 

8007230335 

90-387 

F 

8T0HR, J P 

8007210082* 

0007220126 

80-261 

y 

BTOHR. J P 

8007240369 

8007220440 

30-261 

0 

STOHR, J P 

8007290400 

8007220445* 

50-261 

8 

BTOHR, J. P 

B007290B46 

8007290006 

90-387 

A 

BTOHR, J P 

0OO73OOSQO* 

0007170318* 

FQIA 


STOHR.J P 

8007290406 

6007290402 

40-1852 


STOHR. J P 

8007110390 

0007020461 

PR 


OTDHR. J P 

8007210062 

0007190049* 

70-1113 


STOIBER, C R 

6007110296* 

0007170368 

50-409 

0 

STOlBirR.C R 

6007110282* 

0007280222 

50-068 

P 

STOIOER.C R 

6007010278 

0OO7HO964 

PR 


STOLLER.S 11 

8007070062* 

7904160256 

50-334 

P 

STONE, r A 

6007150522* 

0007280649* 

50-402 

H 

STONE BWRNERi W 

B00703001I* 

0007140090* 

30-397 

0 

STONE BURNER. U 

8007030016* 

8007140097 

50-397 

0 

STONE, R J 

8004110923 

8007090019* 

8ECY 


STONE BURNER.N 

8007030020* 

8007110580 

90-546 

« 

STONE BURNER, II 

8007310489* 

8007140169 

90-280 

0 

STONES URNER, II 

8007310496* 

8007020104 

90-498 

0 

STONE, R 

8007240466* 

8007010031 

50-946 

H 

STONE, W A 

B0072900S7* 

8007020267 

90-259 

0 

STONE, J C, 

6007300086 

8007140193 

90-299 

0 

STRAHL. J F 

B0071400S1* 

8007020298 

90-321 

0 

STRAND, N 0 

8007310498 

8007140100 

90-321 

Q 

STRAND, N 0. 

0007310902 

6007090013 

30-346 

0 

BTRASHA, J 

8007110488 

6007110131 

90-254 

0 

STREET, P A 

8007210131* 

8007110214 

90-346 

0 

STREETER, J F 

8007220112* 

8007100299 

90-546 

G 

STREETER, J F 

8007240018* 

8007100308* 

90-546 

0 

8TREL0H, R, 

8007070092 

8007110544 

80-946 

H 

STRONG, T R 

8007290048* 

8007160468 

MI8C 


8U, T H 

8007170479 

8007220140 

90-462 

0 

SU, T M. 

8007230252 

8007250142 

90-546 

A 

SULLIVAN, R F 

8007280404* 

8007250633 

50-482 

H 

SULLIVAN, J. H 

8007150912* 

8007280083 

90-946 

0 

BUMMERB, J 

8007290042* 

8007210280 

50-219 

0 

BUN. V H 

8007020364 

8007210343* 

50-219 

Q 

BUNOARAK, R K. 

8007170460 

6007220174 

30-293 

0 

BUNOARAM. R.K 

8007140642 

8007220187* 

90-293 

Q 

eUNDERNAN. D II 

0007140220* 

8007220191* 

50-293 

0 

8UN8TR0M,R. P 

0007190198 

8007230130 

0A999 


BUTTON, J II 

8007210279* 

8007250086 

50-388 

Q 

8t4AN, W B. 

8007240329* 

6097300030 

flO-54 

Q 

8UAN, W. B 

8007300994* 

0007300040* 

50-94 

0 

8WANBY, O.T. 

8007220291 


SUBJECT 




ACCESSION 

SUBJECT 


CATEGORY 

AUTHOR 


NUMBER 

CATEGORY 

50-293 

0 

SWANSON, D T 


8007010297 

50-522 

0 

50-271 

0 

SWANSON, E R 


0007140556* 

50-346 

Q 

50-219 

0 

SWANSON, D T 


6007020468 

50-70 

0 

PR 


SWANSON, 0 0 


0007170618 

NUREO 


50-237 

5 

SWANSON, D T 


6007010332 

50-269 

0 

90-237 

S 

BWANSON, D T 


0007100216 

50-209 

p 

50-237 

3 

SWANSON, D T 


0007830617* 

SO-209 

0 

90-237 

8 

BWANSON, D T 


6007310219 

50-209 

0 

90-10 

R 

SWART, F E 


8007020309 

SO-267 

0 

SO-249 

S 

SWARTZ, L L 


00070 1 0269 

SO-209 

0 

50-249 

a 

aWARTZ,L L 


8007210503* 

50-209 

0 

90-237 

S 

SWARTZ, L L 


8007030290 

50-289 

0 

90-249 

s 

SWARTZ, L L 


8007030293* 

50-289 

0 

90-282 

0 

SWARTZ. L L 


8007030296* 

50-289 

0 

90-299 

0 

SWARTZ, L L 


8007030297* 

50-289 

0 

50- 1 99 

0 

SWARTZ, L L 


8007030299* 

50-209 

0 

50-199 

0 

SWARTZ. L L 


B007030301* 

50-269 

0 

90-293 

p 

SWARTZ. L L 


B007030302* 

50-209 

0 

90-320 

T 

SWARTZ. L L 


6007030303* 

50-209 

0 

90-133 

0 

SWARTZ, L L 


B007030304* 

50-209 

0 

90-279 

0 

SWART, F E. 


8007090333 

50-267 

p 

XPOHTLIC 


SWARTZ. L L 


8007090212 

50-289 

0 

90-344 

a 

aWAHTZ.L L 


8007170370 

50-269 

0 

90-275 

0 

• SWARTZ. L L 


8007220562 

90-289 

0 

30-344 

o 

9WARTZ. C U 


8007220564 

50-269 

0 

XPQRTLIC 


SWART, F E 


80072B0493 

50-267 

p 

XPQRTLIC 


SWARTZ. L L 


8007230500 

50-269 

0 

70-1113 


aWARTZ. L L 


8007230609 

50-269 

0 

50-285 

8 

SWARTZ. L L. 


8007230614* 

50-289 

0 

90-265 

8 

SWARTZ. L L 


8007250603 

50-289 

0 

50-362 

Q 

SWARTZ, L L. 


8007310319 

50-289 

0 

71-139 


8WAYNE. R W 


8007100330* 

QA999 


50-250 

P 

SWEARINOEN, J 

D. 

8007010369* 

50-327 

8 

NUREO 


SWEARINOEN. J 

0. 

8007180501* 

50-327 

a 

NUREO 


8WETLANO, P 


8007230398* 

50-309 

0 

PR 


aWlTZER, D. C 


8007300331* 

90-213 

p 

70-143 


aWVLER. K J 


8007210005 

RES 


70-1201 


SYLVIA, B R 


6007240009 

90-338 

F 

50-260 

Q 

SYLVIA. B R 


0007020001 

71-9997 


50-321 

Q 

SYLVIA, B R. 


6007090057 

90-280 

a 

70-1151 


SYLVIA, B R. 


8007090423 

90-280 

0 

50-348 

0 

SYLVIA, B R. 


8007150462 

90-280 

a 

50-390 

0 

SYLVIA, B R. 


8007160943 

90-280 

Q 

50-326 

0 

SYLVIA, 8 R. 


8007010422 

90-280 

P 

50-321 

Q 

SYLVIA, B R. 


0007030196 

90-339 

P 

27-47 


SYLVIA, 8 R. 


80070204S6 

90-336 

P 

50-321 

0 

SYLVIA, B R 


8007020SB5 

PR 


70-1151 


SYLVIA, 8 R. 


8007030191 

50-339 

P 

C OHM 16 SI ON 

SYLVIA, B R. 


8007310277 

PR 


COMMISBION 

SYLVIA, B R. 


8007070200 

90-339 

E 

CQMHIBSION 

SYLVIA, B R 


8007210030 

50-280 

0 

CONTRACT 


SYLVIA, B R 


8007070263 

90-338 

0 

90-327 

P 

SYLVIA. B R 


8007210092 

90-280 

8 

70-2478 


SYLVIA, B R 


8007080419 

90-280 

P 

70-2478 


SYLVIA, B R 


8007100273 

90-280 

P 

PR 


SYLVIA. B R 


8007110189 

90-260 

0 

70-2478 


SYLVIA, B R 


8007110202 

90-339 

P 

70-2478 


SYLVIA, B R 


8007170334 

90-280 

0 

70-2478 


SYLVIA, B R 


8007290949 

90-260 

0 

50-339 

H 

SYLVIA. B R 


8007290040 

90-280 

0 



SYLVIA, B R 


6007100159 

90-339 

P 

TOPREP 


SYLVIA, B R 


8007110336 

90-260 

0 



SYLVIA, B R 


• 8007110359 

90-339 

p 

80—397 

Q 

SYLVIA, B. R. 


8007110361 

90-339 

p 

90-397 

Q 

SYLVIA, B. R. 


8007140158 

90-339 

p 

50-329 

H 

SYLVIA, B R 


6007140187 

90-339 

p 


K 

SYLVIA, B R 


8007140406 

80-339 

p 

50-31 B 

Q 

SYLVIA, B R. 


8007190671 

80-339 

Q 

SO-301 

a 

SYLVIA, B R 


8007160507 

50-339 

P 

PR 


SYLVIA, R R 


8007160671 

80-339 

P 


SYLVIA, B R. 


8007170175 

90-339 

P 


SYLVIA, B R 


8007170369 

90-260 

R 


A 

SYLVIA, fi. R. 


8007170412 

90-260 

F 


Q 

SYLVIA, R. R 


8007170529 

90-280 

0 

50-387 

s 

SYLVIA, B R. 


8007170601 

90-336 

F 



SYLVIA, B R 


8007210435 

90-260 

P 



SYLVIA, B R 


8007170348 

90-260 

V 



SYLVIA, B R 


8007220431 

90-336 

R 



BYLVIA, B. R 


6007220487 

90-339 

P 

FOIA 


SYLVIA, B R. 


8007210244 

90-339 

P 



SYLVIA, B R. 


6007210337 

90-339 

P 



SYLVIA, B. R. 


8007210347 

90-339 

P 



SYLVIA, B R. 


8007210453 

50-281 

P 

30 jlo 


SYLVIA, B. R. 


8007220384 

90-339 

P 

40-3493 


BYLVIA, B R. 


6007230447 

90-336 

a 


PERSONAL AUTHOR INDEX 


AUTHOR 


SVLVIA, B R 
SYLVIA. B ft 
SYLVIA. B R 
SYLVIA, 8 ft 
SYLVIA. B R 

SYLVIA. B R 
SYLVIA. B R 
SYLVIA. B R 
SYLVIA. B R 
SYLVIA. B fl 

SYLVIA. B R 
SYLVIA. B R 
SYLVIA, a P 
SYLVIA. B R 
SYLVIA. B R 

SYLVIA, B R 
SYLVIA, a R 
SYLVIA, a P 
SYLVIA, a R 
SYLVIA, 8 R 

SYLVIA, a R 

SYLVIA, e n 

SZUAVKOUBKI.R 

SZHAVKOWSKI.n 

SZMAJK0U8KI.R 

SZWAJKOUSm. R 
SZWAVKOU8RI. R 
SZWAJKOUSRI. R 
SZWAJKOUaKI.R 
SZUAJKOUeKI.R 

SZMAJK0U8KI.R 
8ZWAJK0H8RI,R 
SZHAJK.OUSKI.R 
TAFT. J P 
TAM.P 

TAMBLINO.T N 
TAMBLINO, T H 
TAH8LIH0. T H 
TAPIA, J I. 
TAPIA. J I 

TAPIA, J 
TAPIA, V I 
TARAS. n N 
TAUCHE.U 
TAWA. K 

TAYLOR. C U 
TAYLOR, C 
TAYLOR, R 0 
TAYLOR. J J 
TAYLOR, J B 

TAYLOR, 0 A 
TAYLOR. J H 
TAYLOR. J H 
TAYLOftjJ H 
TAYLOR, a J 

TAYLOR. J H 
TAYLOR. J H. 
TAYLOR. J H 
TAYLOR. J H 
TAYLOR. L L 

TEDESCO.R L. 
TEDESCO.R L 
TCOESCO, R L, 
TEOESCO. R. L 
TEOESCO.R L 

TEDESCO.R. L 
TEDESCO.R L 
TEDESCO.R L 
TEDESCO.R L 
TEDESCO.R L 

TEDESCO.R L 
TEDESCO.R L 
TEDE8CO, R. L 
TEDESCO.R L 
TEDESCO.R L 

TEDESCO.R L 
TEDESCO.R L 
TEDESCO.R L 
TEDESCO.R L 
TEDESCO.R L 

TEDESCO, R. L 
TEDESCO, R, L 
TEDESCO.R L 
TEDESCO.R L 
TEDESCO.R L 
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SODJECT 



ACCESSION 

SUBUECr 
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SODJECT 


number 
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AUTHOR 

NUMBER 

CATEGORY 

AUTHOR 

NUMBER 

CATEGORY 

8007240093 

90-338 

F 

TEDESCO.R L 

8007020390 

50-364 

A 

TOLL I SON. A C 

8007080185* 

50-325 

3 

0007290330 

50-2BO 

Q 

TEDESCO.R L 

8007110570 

30-518 

H 

TOLL ISOM. A C 

8007110405 

50-324 

R 

8007240115 

90-339 

P 

TEDESCO.R L 

8007210180 

50-322 

A 

TOLL I BOM. A C 

6007140393 

30-324 

8 

8007240149 

50-339 

P 

TEDESCO.R L 

8007240066 

50-44S 

A 

TOLL ISON, « C 

0007140399* 

50-324 

S 

8007280415 

90-330 

P 

TEDESCO.R L 

8007280399 

50-364 

A 

TOLL ISDN. A C 

6007150492 

50-324 

a 

8007200395 

50-339 

P 

TEDESCO.R L 

8007290202 

50-364 

A 

TOLL ISON. A C 

□007150634 

50-323 

s 

8007230379 

90-339 

P 

TEDESCO.R L 

8007280156 

50-33B 

F 

TOLLISON. A C 

6007150665* 

50-323 

3 

8007290388 

50-339 

F 

TEDESCO.R L 

□007300033 

50-373 

A 

TOLL! EON. A C 

6007220464 

30-324 

a 

8007250430 

30-339 

P 

TEDESCO.R L 

8007300077 

50-369 

F 

TOLLISON, A C 

8007220470* 

50-324 

s 

8007280367 

50-339 

P 

TEDESCO.R L 

8007300080 

50-438 

A 

TOLLISON, A C 

8007220921 

50-324 

s 

800/280406 

90-339 

P 

TEDESCO.R L 

8007310330 

30-369 

A 

TOLLISON, A C 

□007250334 

50-324 

6 

8007280423 

90-339 

P 

TELFORD. J T 

8007110950 

TOPREP 


TOLLISON. A C 

8007250341* 

50-324 

S 

8007280440 

50-339 

F 

TEHME, K E 

8007210163 

40-2259 


TOLLISON. A C 

8007290826 

50-325 

8 

8007380444 

50-339 

E 

TERHEY, W B 

80071 10248* 

TOPREP 


TOLLISON, A C 

8007290633* 

50-325 

8 

8007380651 

90-330 

P 

TEUFEL, 0 

8007020594* 

30-320 

0 

TOLLISON. A C 

8007290623 

50-325 

B 

0007290700 

90-330 

P 

TEUFEL, D 

8007190042 

90-320 

P 

TaLLISOM. A C 

8007290831 » 

30-325 

8 

8007300498 

90-339 

P 

THEOFANUa.T 0 

0007090380 

FOIA 


TOME. A 

0007280503 

NUREO 


0007300183 

90-339 

P 

THIE8. A C 

6007140463 

50-269 

a 

TOME. A 

8007230203 

NUREO 


0007300490 

90-339 

P 

THOH. T 

0007160536* 

50-259 

R 

TOMLINSON. D P 

B007 140447* 

50-382 

0 

B0073I0390 

90-201 

P 

THOMAS. FI 0 

8007100003* 

90-320 

0 

TOMLINSON. D P 

6007280153* 

50-382 

0 

8007310346 

50-339 

P 

THOMAS, R 0 

8006110739* 

27-10 


TOMPKINS. B A 

8007020646 

50-295 

0 

8007310384 

50-339 

P 

THOMAS, B D 

8007310339* 

50-295 

0 

TOMPKINS. B A 

0007300408 

90-344 

0 

8007140038 

70-1308 


THOMAS, R D 

8007140657* 

40-2940 


TONGUE. T M 

□007070080* 

90-10 

0 

8007140038 

70-1308 


THOMAS, rt D 

8007140663* 

40-2940 


TOOLE. R J 

8007250615 

50-289 

S 

8007220138 

70-130B 


THOMAS, B D 

8007170556* 

50-315 

0 

TOOLE, n J 

8007280403 

50-2B9 

S 

8007220147 

70-1308 


THOMAS. B D 

8007140670* 

40-2940 


TOURTELLOf TE. J 

□007070123 

90-275 

0 

8007220168 

70-1308 


THOMAS. R E 

B00725&39G* 

50-397 

A 

TOUHTELLOTTE. J 

8007160394 

30-289 

0 

8007220170 

70-1308 


THOMAS. M 

8007150452* 

50-566 

0 

TOURTELLOrrE. J 

8007230536 

30-275 

0 

8007220138 

70-1308 


THOMAS, B D 

6007160721* 

40-7982 


TRAGESER.C H 

8007100109 

CONTRACT 


8007320147 

70-1308 


THOMAS. R. D 

8007240331* 

70-1237 


TRA0E8ER.C « 

8007300584 

50-390 

A 

8007220168 

70-1308 


THOMAS. U t> 

8007030070 

PRM 


TRAMMELL, C 

800702002 1 

50-344 

P 

8007220170 

70-1300 


THOMAS. R. D 

8007070070 

30-344 

3 

TRAMMELL. C H 

8007140529 

50-344 

F 

80073305 I 9 

70-1308 


THOMAS. H M 

6007010430 

50-280 

P 

TRAVIESO-DIAZ 

8007 1 505S6* 

30-312 

0 

a007290475» 

90-128 

R 

THOMAS, J 0 

8007310153 

50-556 

0 

TRAVIES0-DIA2 

80071 50556* 

50-312 

0 

7906230186 

90-285 

0 

THOMAS. W N 

8007020592 

50-338 

P 

TRAVIESO-aiAZ 

□007250353 

30-320 

G 

8007210337* 

50-346 

Q 

THOMAS, R H 

8007090326* 

50-213 

8 

TREAKLE. K 

8007020127 

FOIA 


8007340253* 

50-358 

Q 

THOMAS, C 0 

8007280089 

50-275 

A 

TREIBEL. U C 

8007020023* 

CONTRACT 


8007300606* 

50-346 

Q 

THOMAS, e B 

8007170393 

50-220 

P 

TREVINO. T 

80070 1 0382* 

CONTRACT 


8007110198* 

90-482 

Q 

THOMAS, R 0 

8007240138 

t&E 


TREVINO, T 

0007140650 

FOIA 


8007240337* 

30-498 

0 

THOMAS. B. D 

8007290330 

27-48 


TRIBBLE. J E 

8007 1 70323 

30-271 

Q 

8007190136* 

50-290 

Q 

THOMPSON. 0 

0004240316 

I«.E 


TRIMBLE. D C 

8007020194 

50-313 

Q 

8007280 153* 

50-302 

0 

THOMPSON. H L 

6007230236* 

FOIA 


TRIMBLE, D C 

8007020210 

30-313 

P 

8007300066 

PR 


THOMPSON. H A 

8007020281 

WASTE HOT 
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ZOLICZVMBKI, J 6 

8007210312* 

90-59 

R 

8007020013 

40-4492 


YOUMOBLaOD, B 

u 

9007290166 

30-369 

A 

ZIDULSHY.H 

8007250494* 

70-820 


8007140493* 

30-158 

0 

VaUNOBLQOD, B 

J 

9007290004 

S 0-309 

M 

Z IMHERMAN. R P 

8003230131 

30-243 

8 

8007 1 00084 

40-4492 


VOUMOBLOOD, B 

u 

9007290019 

50-307 

A 

ZIMMERMAN, R P 

9007310363* 

80-243 

0 

8007 1 00087 

40-4492 


YOUNOBLOOD, B 

J 

8007250181 

50-369 

A 

ZITTEL.H, E, 

8007140503 

RE6 


6007230303* 

SO-331 

Q 

YUAN, 0 


9007070084 

PR 


ZITTEL, H E 

9007170649 

RES 


0007270361* 

S0-43B 

0 

VUHAS, 0 P 


9007100014* 

50-320 

a 

ZULLA.S 8 

000725031 7* 

30-296 

Q 

8007150030 

XPORTLIC 


VUHA8, 0 P 


9007190025* 

50-309 

9 

ZULLA.S 8 

0007010452 

30-286 

8 

a007 150034 

XPORTLIC 


VUHAS, 0 P 


9007 23033 S» 

50-224 

Q 

ZULLA.S, 8 

0007010448 

30-296 

8 

8007150039 

XPQRTLK 


VUNDT, C P 


9007090419 

50-344 

0 

ZULLA.S S 

0007080350 

50-886 

6 

6007160824 

XPORTLIC 


VUNDT.C P 


8007140312 

50-344 

R 

ZULLA.S 3 

8007080355 

50-296 

8 

00073 IDS 11 

XPORTLIC 


VUNDT, C P 


8007150301 

50-344 

8 

ZULLA, 3 

0007140333 

50-296 

0 

6007230620 

40-8727 


VUNDT.C P 


9007150820 

50-344 

8 

ZULLA.S 3, 

8007210466 

90-206 

Q 

6007170262* 

XPORTLIC 


VUNDT.C P 


8007290649 

50-344 

8 

ZULLA.S S. 

80072900S2 

50-286 

8 

0007030215 

80-461 

0 

VUNDT, C P 


8007 S 9054 3 

50-344 

S 

ZULLA.S 8 

8007210376 

50-286 

R 

8007160626 

50-461 

8 

VUNDT.C P 


6007280563 

50-344 

B 

ZULLA.S 8 

8007210410 

30-286 

S 

8007020346 

XPORTLIC 


ZAHLER, R, E 


9007020633 

50-299 

0 

ZULLA.S 8 

8007310426 

50-296 

8 

8007280464 

XPORTLIC 


lANtER, R e 


8007020633 

50-299 

0 

ZUMBRUN, R A 

8007100237* 

PR 


80073003S4* 

50-313 

a 

ZAHLER, R E, 


6007140224 

50-289 

0 

ZUMBRUM, R A 

8007100257* 

PR 


8007150133 

PR 


ZAHLER, R C 


6007140224 

50-209 

0 

ZURAKOWBKI.P R. 

0007140670* 

40-2940 
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The subject category column in this index gives the docket 
number and the symbol for the category of information 
within that docket; for example, 50-320 P. The docket subject 
categories are defined in Appendix A. 

Subject categories for nondocketed items are also entered 
in this column by symbol; for example, ACRS. These cate- 
gories are defined In Appendix B and listed in the Contents. 


An asterisk following the accession number In this index 
indicates that the document is an enclosure to another 
document. To obtain the accession number of the principal 
document under which the enclosure is listed, refer to the 
index entitled "Cross Reference of Enclosures to Principal 
Documents." 


AUTHOR 

ArpILlATIDH 


OH Co > Hinntfotji Mining St Mfg 
AOtP USA, Inc 
Accvracg In Hodl« 

Advancfd Tichnology. Inc 


Airoipac* Corp 
Agr S<ul turf I Dtp t of 
AgrUultursi Dfpk of. 
Air Foret, Dtp t of 


Forett Service 


Air Products St Chtmicalt. Inc 
Alob4ir« Poutr Co 


ACCESSION 

NUMBER 

SUBJECT 

CATEOORY 

8007020415 

MI SC 


8007310520 

XPORTLIC 


0007280294 

FOIA 


8007090377 

FOIA 


8007140248 

FOIA 


8007210141 

40-8745 


8007170618 

NUREO 


8007280333 

40-0745 


6007290621 

50-10 

D 

8007020444 

PR 


0007150077 

PR 


6007280383 

XPORTLIC 


8007010406 

50-340 

S 

8007010412* 

50-348 

S 

8007010424 

50-364 

A 

8007010444 

50-345 

S 

8007010446* 

80-34B 

S 

8007010469 

50-364 

A 

0007070168 

50-348 

R 

8007070176* 

50-348 

R 

0007070180* 

50-348 

R 

0007070190* 

50-348 

R 

8007070194* 

50-348 

R 

8007070199* 

50-348 

R 

8007070204* 

50-348 

R 

8007070208* 

S0-34B 

R 

8007070214* 

50-348 

R 

8007070217* 

90-348 

R 

5007070219* 

90-346 

R 

0007070223* 

90-348 

R 

8007070226* 

90-348 

R 

0007070228* 

90-348 

R 

8007070230* 

90-348 

R 

8007070232* 

90-348 

R 

8007070292 

50-364 

A 

8007080222 

50-364 

A 

8007080228* 

50-364 

A 

8007080232* 

90-364 

A 

8007080236* 

90-364 

A 

8007080243* 

90-364 

A 

S0070802SO* 

90-364 

A 

8007090214 

NUREO 


8007090237 

90-364 

A 

8007100177 

50-364 

A 

8007100185 

90-364 

A 

8007100261 

90-348 

K 

8007100261 

50-348 

K 

8007100267* 

90-349 

K 

8007100267* 

90-349 

K 

5007 100276* 

90-348 

H 

0007100276* 

90-348 

K 

0007110502 

PRM 


8007140343 

50-364 

A 

8007150662 

90-348 

R 

8007150668* 

50-34 B 

R 


AUTHOR 

AFFILIATION 


Aiabamt, State of 
Ataskt, State of 

Aldrich Chtmictl Co , Inc (subs of 
Sigme-AI irlch Corp I 


All^n Specter b Assoc i ttes, Ltd 
Allied Oentrel Nuclear Services 

A1 1 Is-Che Inert Corp 


Atphe-Onega Bervicosilnc 


ACCESSION 

NUHQER 


B007I50714 
B007 160549 
5007160579 
5007160561 
e007Zl0B65 

5007210499 

5007220410 

5007220406 

5007220510 

0007220510 

5007220513* 

6007220534 

6007220554 

6007220533 

5007220550 

5007220581 
5007230403 
5007230403 
60072304 Q3 
5007230492 

8007230510 
5007230546 
5007230533 
5007230333 
SO 072305 67 

8007230592 

6007240071 

5007250320 

S007250479 

5007280052 

5007280490 
50072505 S7 
BO 072806 4 I 
6007290637 
6007290642 

8007290559 
8007310150 
B007310330 
60073 I 0374* 
5007180022* 

8007010 133» 
3007010577 

8007020014 
8007030063 
ao 07 I 60 403 

B0072203I7* 
6007180049 
5007310139 
B007i 10014 
6007110016# 

50072801 SI 
5007280155* 
5007260160* 
6007280165* 


SUBJECT 

CATEODRY 


50-340 P 
50-340 0 

SO-364 A 
50-340 S 
50-340 Q 

50-348 P 
50-364 A 
50-364 A 
50-348 P 
50-348 P 

50-348 P 
50-343 P 
50-348 P 
50-348 P 
50-348 P 

50-364 A 
50-348 P 
50-348 P 
50-364 A 
50-364 A 

50-364 a 
90-364 A 
S0-34B P 
30-348 P 
90-364 A 

50-364 A 
50-364 A 
50-364 A 
50-340 Q 
PR 

50-364 A 
50-364 A 
50-340 F 
50-364 A 
50-364 A 

50-340 0 

50-364 0 

50-364 0 

50-364 0 

State Prog 

State Prog 
XPOrtTL 1C 

XPORTLIC 

XPORTLIC 

XPOIITLIC 

40-1162 

NUREO 

50-332 Q 

71-221 

71-221 

71-9979 

71-5979 

71-5979 

71-5979 


4B9 
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AyfHPR 

AFFIUIATJON 


American Electric Pouer Co . Inc 
Amsncon Institute For Research In the 
Oshavloral Sciences 
American Mine Servicesi Inc 


American Nuclear Insurers 


American Nuclear Society 


American Marminj 4- Ventl la t Insi- Inc 
Amersham Corp 

Ames Uaboratori;> Ener^^ & Mineral 
Resources Res Institute 
Anaconda Co > Anaconda Copper Co Dlv 


Anchor/Dar I Ing Valve (tube Anchor /Har 1 1 
ng Industries) 

Anderson"Oreeno;oDd h Co 
nefc oi Inc 

inti-NucIear Group Representing York 


■ptech EnglneePltip Services 
■rgonn* National Uaboratorg 


irgonne National Uaboratory Argonne 
Uest 

>rliona Public Service Co 


ACCESSION 

NUMBER 

SUBJECT 

CATEOQRY 

B007Sa0l73» 

71-5979 


0007330177* 

71-3979 


B007020412 

PR 


8007100200* 

50-213 

F 

8007 1 701 7Z* 

CONTRACT 


8007240170* 

CONTRACT 


8007240173* 

CONTRACT 


6007100134 

PRH 


0007210442 

MISC 


8007260059 

PR 


eOO72BO0A7e 

PR 


6007100294 

PR 


8007100257* 

PR 


B007140046« 

PR 


B007240353 

50-329 

0 

0007290932 

71-370 


0007290934* 

71-370 


B007240157 

71-SOaB 


0007110494 

WASTE MOT 

8007110497* 

WASTE MOT 

0007100330* 

OA999 


800730031 9» 

0A999 


8007230403* 

50-327 

P 

8007220203 

90-209 

0 

6007220209* 

50-209 

0 

0007220217* 

90-209 

0 

0007280404* 

50-206 

B 

8007100363 

NURE9 


8007180031 

NUREO 


8007210027 

ACR3 


8007240459 

NUREO 


8007250010* 

COMM TBS ION 

80072201 B4 

71-9132 


0OO7O2O52S 

SO-SZB 

s 

8007020329 

50-928 

9 

0007020525 

30-528 

B 

0007020929* 

90-528 

B 

8007020929* 

50-528 

S 

8007020929* 

50-9BB 

8 

0007020931 

90-528 

6 

9007020533* 

30-528 

8 

0007020728 

PR 


BOO 70002 27 

50-528 

A 

BD070B0227 

30-526 

A 

9007080227 

90-528 

A 

0007090265 

50-528 

A 

8007100077 

PRM 


6007110398 

90-528 

A 

0007140207 

50-528 

8 

0007 1 40207 

90-928 

6 

6007140217* 

S0-S2B 

S 

B007140217* 

50-928 

e 

0007140339 

50-528 

8 

0007140339 

50-528 

s 

B007140341* 

50-S2B 

8 

0007140341* 

50- 528 

8 

8007140448 

PRM 


8007150089 

PR 


6007160346 

SO-930 

s 

6007160951* 

30-930 

8 

6007160652 

50-520 

8 

6007160652 

50-528 

S 

8007160652 

90-528 

3 

8007160659* 

90-528 

B 

0007160658* 

50-928 

6 

0007160659* 

90-528 

S 

0007170470 

50-528 

8 

8007170470 

50-520 

S 

8007170493# 

30-528 

8 

0007 1 70493# 

90-526 

6 

1 

50-528 

Q 

t 

40-077! 



50-320 

Q 


50-52B 

0 


90-928 

K 


50-920 



10-928 

K 


10-528 

K 


m-52Q 

A 


10-928 

K 


AUTHOR 

AFFILIATION 


Arlionai State of 
Arltonai Univ of 


Artansas Power t. Light Co 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

0OO72GO99B# 

50-520 

K 

8007280598# 

50-520 

K 

8007290516 

50-528 

Q 

S007290516 

90-528 

a 

8007290523 

90-520 

0 

8007290722 

50-920 

s 

8007290722 

50-52B 

6 

8007290773 

90-928 

3 

8007300106 

30-920 

0 

8007300106 

50-520 

0 

8007300106 

50-528 

0 

8007300132 

NUREO 


8007300916 

90-920 

a 

0007300530 

50-520 

a 

6007300530 

90-920 

a 

6007300930 

90-928 

a 

8007310456 

PR 


0007020009* 

CONTRACT 


8007030138 

PR 


000714061 1 

PR 


8007150140 

PR 


8007010356 

50-313 

p 

8007010367 

50-313 

F 

8007010360# 

50-313 

F 

8007010407 

90-368 

6 

0007010414* 

50-360 

S 

8007010436 

50-360 

6 

8007010437 

50-368 

S 

8007010440* 

50-368 

a 

8007010441* 

50-368 

a 

8007010470 

90-313 

R 

6007010460* 

50-313 

R 

8007010927 

90-368 

B 

8007010939* 

50-369 

0 

8007020003 

71-5957 


0007020194 

90-313 

0 

0007020201 

50-313 

0 

0007020210 

90-313 

p 

8007070149 

90-313 

F 

800707014B 

90-313 

F 

8007070293 

90-313 

P 

8007070293 

90-313 

P 

8007080066 

50-368 

P 

8007000144 

50-368 

S 

0007000154* 

50-360 

8 

8007080160 

50-368 

8 

8007000166* 

50-360 

8 

0007000171 

50-368 

9 

0007000178* 

50-360 

S 

8007090207 

90-319 

P 

8007090329 

90-369 

8 

8007090336* 

50-368 

8 

8007100143 

50-313 

R 

8007100149 

90-313 

K 

8007 100 149 

90-313 

H 

8007100366 

PRM 


8007 1 40396 

50-369 

8 

8007140405* 

50-360 

8 

8007150394 

90-313 

P 

0007150394 

50-313 

P 

8007150489 

50-313 

P 

0007150409 

90-313 

P 

0007150494* 

50-313 

P 

0007150494* 

50-313 

P 

8007150530 

50-313 

8 

8007150930* 

50-313 

8 

8007150995 

50-313 

S 

8007150603* 

50-313 

8 

6007150641 

50-313 

9 

8007150647 

90-368 

8 

8007150650* 

50-313 

8 

8007150660* 

90-369 

a 

0007150683 

50-360 

8 

8007150693* 

50-360 

8 

6007150694 

50-368 

S 

8007160348 

90-368 

P 

8007170281 

90-313 

F 

8007170205* 

90-313 

F 

8007180095 

71-9108 


8007180312 

90-313 

3 

8007180318# 

30-313 

8 

80071 G0429 

50-313 

P 

8007180429 

90-313 

P 

0007210381 

90-368 

R 

8007210382# 

90-368 

R 
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AUTHOR 

AFFILIATION 


Arkaniait Stata of 
Armitrnng Cork Co 

Arm^tOapt ofi Haadquarttr* Hatarial 
Davalopmant & Rtadlnaat Command 
Armyi Dapt of 


ArmgtOapI: ofj Qfflet of Ourgaon Oanaral 
Arnold 1< Portar 

Aaioclatlon of Amaricin Oaographari 
Atlat Hlnarals 

Atomic Cnargg of Canadai Ltd 
Atomic Industrial Forum 


Austln< TX 

Automatad Correspondanea BgstemS) Inc 
RDM Carp 

Babcock L Wilcox Co 


Babcock t Wilcox Co > Naval Nuclear Fuel 
Div 


Babcock & Wilcox Co t Nuclear Materia] 
Div 


Badger Safe Enargg Alllancci Inc 
Baker ii Botts 


ACCESSION 

SUBJECT 


AUTHOR 

ACCESSION 

SUBJECT 


NUMBER 

CATEOOHY 

AFFILIATION 

NUMBER 

CATEGORY 

B0072k039i 

50-363 

S 


8007000013 

50-466 

0 

B007210400» 

50-360 

S 


0007000017# 

50-466 

0 

B00721040A 

50-313 

S 


8007000058 

50-466 

0 

8007210413d 

50-313 

8 


8007090189 

50-466 

G 

8007210420 

50-313 

R 


6007150425 

50-445 

M 

0007210432a 

50-313 

R 


0007150425 

50-445 

M 

0007210490 

30-313 

R 


S 007 160553 

50-498 

0 

0007220499 

50-313 

Q 


S 007 160570 

50-466 

Q 

0007240120 

50-313 

P 


0007160639 

50-466 

0 

0007240148 

50-313 

0 


8007160645 

90-466 

<t 

80072401 50a 

50-313 

0 


8007180432 

30-466 

G 

8007240176 

50-313 

8 


0007250424 

50-466 

0 

8007280222 

90-360 

P 


0007250441 

30-445 

N 

0007290226# 

50-368 

P 


8007300090 

50-498 

C 

0007280504 

50-313 

6 


0007300402 

50-466 

S 

0007280511# 

50-313 

S 


8007300406 

50-498 

G 

0007290546 

50-313 

0 


0007300413 

50-466 

G 

0007280946 

50-313 

0 


8007300417 

50-493 

G 

0007280646 

50-360 

s 


8007300435 

SO-466 

G 

0007280695# 

50-368 

S 


8007300449 

50-466 

0 

0007290603 

50-313 

p 


0007310094 

SO-466 

0 

0007300099 

PR 



0007310308 

50-466 

0 

0007300329# 

50-313 

Q 

Baker Testing Servlcesi Inc 

0007070128 

71-392 


0007300329# 

50-313 

Q 


□007070133# 

71-392 


8007300339# 

50-313 

Q 

Baltimore Oas h Electric Co 

8007010329 

50-317 

P 

8007300339# 

50-313 

Q 


8007010309 

50-317 

R 

8007030024 

PR 



8007010390# 

50-317 

R 

0007070406 

PR 



B007010392# 

50-317 

R 

0007300066 

PR 



8007020349 

50-317 

P 





8007020349 

50-317 

P 

8007020370 

50-67 

R 









8007020394# 

50-317 

P 

0007020375# 

50-67 

R 


80Q7020394# 

50-317 

P 

0007020382# 

50-67 

R 


8007020436 

50-317 

P 

0007150080 

PR 



8007020436 

50-317 

P 

0007020461 

PR 



8007020443# 

50-317 

P 

8007250150 

WASTE MOT 









8007020442# 

50-317 

P 

0007100227# 

MI8C 



8007020448# 

50-317 

P 

000722029 1 

40-3453 



8007020448# 

50-317 

P 

0007240391 

PT21 



8007090291 

50-317 

P 

0007030348 

PH 



0007090324 

90-317 

P 

0007100248 

PH 










0007090356 

50-317 

0 

0007110031 

PH 



BO 07090359# 

50-317 

0 

0007140047 

PRM 



8007100220 

50-317 

Q 

0007230731# 

COMMISSION 


8007100228 

50-317 

G 

8007240135* 

NUREO 



0007110203# 

NUREO 


0007200016 

PR 










8007110207# 

NUREG 


0007200032 

PR 



0007 16024 5 

50-317 

F 

8007310441 

PR 



0007160245 

50-317 

F 

8007310445# 

PR 



0007170111 

50-317 

0 

8007210380 

50-445 

M 


8007 I 70352 

50-317 

P 

8007170222# 

CONTRACT 










8007170392 

50-317 

P 

8007070060* 

CONTRACT 



8007170353# 

50-317 

P 

8007010006 

70-024 



8007170393# 

50-317 

P 

8007010010# 

70-824 



0007170576 

50-31/ 

0 

0007010293 

70-024 



0007100600 

50-317 

Q 

0007020350* 

70-024 










0007210044 

50-317 

0 

0007000312 

TQPREP 



8007210044 

50-317 

0 

8007090190 

TOPREP 



8007220391 

90-317 

R 

0007090201# 

TOPREP 



8007220351 

50-317 

R 

0007170417 

TOPREP 



8007220355# 

50-317 

R 

8007170421# 

TOPREP 










8007220355# 

50-317 

R 

8007180486# 

TOPREP 



0007220590 

50-317 

F 

8007230239 

90-320 

8 


8007230025 

71-303 


8007240001 

TOPREP 



8007230175 

PR 


8007240002# 

TOPREP 



0007240152 

50-318 

S 

8007300294 

PRM 










8007240153* 

90-318 

s 

8007310489 

XPORTLIC 



B0072 50662 

50-317 

G 

8007310490# 

XPORTUIC 



0007250662 

50-317 

0 

8007010553 

71-5341 



8007280451 

50-317 

S 





8007200453* 

50-317 

8 

8007020339 

70-27 






8007020358* 

70-27 



9007200481 

50-317 

F 





9007280664 

50-317 

S 

8007020365# 

70-27 



80072 00676# 

60-317 

S 

0007020005# 

70-135 



8007300351 

50-310 

s 




Bangor Hgdro-Et ec brie Co 

8007080031# 

50-443 

I 

0007100397* 

70-1201 






8007190135# 

70-364 


Barbag Engineers) Inc 

9007160229# 

CONTRACT 


0007150140# 

70-354 


Barr Engineering Co 

8007220307 

40-299 

' 




Battelle Memorial Institute 

8007300249 

PR 

1 

0007150009 

70-364 


BaCtelie Memorial Institutci Coluirbus 

8007140220* 

FOtA 

1 

0007150814# 

70-364 


Laboratories 




8007160397# 

0A999 



8007150712# 

50-219 

R 

800728021 1 

71-9022 






0007150479 

50-404 

0 


8007S30201 

NUREG 

. 





0007240394 

NUREO 


0007020471 

50-466 

0 


0007250110 

71-5957 


0007020605 

50-498 

0 


8007250115* 

71-8957 
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6007280004 

RES 



6007300556* 

50-462 

A 


S0073101BI 

RES 



B007300559* 

50-402 

A 


60073101B3 

RES 



0007300562* 

50-402 

A 

Qatt»lle Memorial Institute^ Packftc 

aoo7oioia7e 

FOIA 



6007300564* 

50-482 

A 

Nort'hueft Laboratory 





0007300564* 

50-482 

A 


a007010l9le 

FOIA 











0007300564* 

50-492 

A 


8007010238* 

FOIA 



8007300566* 

50-482 

A 


8007020016 

RES 



8007300560* 

50-482 

A 


8007030350 

NUREO 



8007300570* 

50-462 

A 


6007090166* 

70-1257 


Bechtel Power Corp (subs of Bechtel 

8007020118 

REGOD 



6007100378 

PRH 


Corp > 





80071 70311 

NUREO 



8007100062* 

50-344 

0 


8007190330 

RES 



8007140075* 

QA999 



6007210001 

RES 



8007150116 

PR 



6007210315* 

70-1267 



8007230042 

PR 



6007220019 

NUREO 



6007300452 

TOPREP 



6007220056 

RES 


Bendii Corp 

8007300590* 

CONTRACT 



6007240283 

NUREO 


Sergen-Patterson Pipe Support Corp 

8007290448 

50-322 

S 


6007260002 

RES 


Bernard Uobnsoni Inc 

8007290145 

NUREO 



6007260202* 

FOIA 


Bethlehem Steel Corp 

8007150004 

PR 



6007290246 

RES 


Blac 1 6 Ueatch 

8007140454 

PR 



8007300014 

PR 


BlacV Hllli Alliance 

8007140674 

FOIA 



8007300113 

PR 



8007220257 

40-299 



6007310167 

RES 


Boeing Ca 

8007280218 

40-8481 



6007310210 

NUREO 


8ooke> B L 

8007220520 

40-1162 


Dear Creet Uranium Co 

6007240007 

40-8452 


Borg-Narner Corp < Nuclear Ualvo Div 

B007070034 

XPQRTLIC 


Bechtel Associates Professional Corp 

6007070234* 

50-331 

P 

Boston Edison Co 

8007010540 

50-293 

S 

Bechtel Corp 

8007030248* 

50-416 

A 


0007010545* 

50-293 

8 


6007140045 

PR 



8007030142 

50-293 

F 


6007140049* 

PR 



8007030287 

50-293 

8 


8007140426* 

50-155 

0 


0007030289* 

50-293 

S 


6007150606* 

50-255 

8 


0007070357 

50-293 

6 


6007220396* 

50-331 

P 


0007070378 

50-293 

6 


6007230464* 

30-331 

P 


8007070382* 

50-293 

S 


6007280331* 

50-290 

P 


8007070308* 

50-293 

8 


B0072B0SS6* 

50-250 

P 


8007080102 

50-293 

8 


6007300314* 

50-462 

A 


8007080192* 

50-293 

8 


6007300314* 

50-482 

A 


0007000196 

50-293 

8 


6007300314* 

50-462 

A 


0007080200* 

50-293 

8 


6007300517* 

50-482 

A 


0007080202 

50-293 

8 


8007300317* 

50-482 

A 


8007080205* 

50-293 

a 


6007300317* 

50-482 

A 


0007140415 

50-293 

a 


6007300520* 

50-492 

A 


0007150152 

PR 



60073003214 

50-482 

A 


8007150557 

50-293 

p 


6007300322* 

50-482 

A 


8007150699 

50-293 

R 


8007300322* 

50-492 

A 


8007150704* 

30-293 

R 


8007300522* 

50-482 

A 


8007160641 

50-293 

8 


6007300324* 

90-482 

A 


8007160648* 

50-293 

8 


6007300526* 

50-482 

A 


8007180393 

50-293 

p 


6007300526* 

50-482 

A 


0007100402* 

50-293 

p 


6007300326* 

50-402 

A 


8007210006 

50-293 

Q 


8007300526* 

50-482 

A 


8007210301 

50-293 

a 


6007300529* 

50-482 

A 


8007210373 

50-293 

Q 


BO 07300529* 

50-482 

A 


8007230196* 

90-293 

0 


6007300529* 

50-482 

A 


8007250309 

50-293 

0 


6007300533* 

50-482 

A 


8007260252* 

50-293 

0 


8007300533* 

50-482 

A 


8007290596 

50-293 

P 


6007300333* 

30-462 

A 

Boston Univ Medical Canter Boston<KA 

8007090416 

REOOD 



8007300534* 

50-402 

A 

Branch Radiographic Labora tor iesj Inc 

8007290929 

71-368 



8007300534* 

50-482 

A 


8007290931* 

71-368 



BO 07300534* 

50-462 

A 

Brand t> Hall 

6007250485 

50-395 

M 


6007300535* 

30-462 

A 


8007250502* 

50-395 

M 


6007300536* 

50-482 

A 

Orand-Rei Co 

0007220189* 

0A999 



6007300536* 

50-482 

A 

Briggs Engineering t- Testing 

8007020463 

FOIA 



6007300336* 

50-462 

A 

Bronson Methodist Hosp Kalamazoo>Kl 

B0070B0273 

40-9056 



6007300538* 

50-48 S 

A 


0007080270* 

40-6056 



8007300536* 

50-462 

A 

Brookhaven National Laboratory 

0005130445 

RES 



6007300536* 

50-462 

A 


6007010082* 

FOIA 



0007300539* 

50-462 

A 


0007010372 

50-263 

F 


6007300540* 

30-462 

A 


0007010379 

80-335 

F 


8007300548* 

30-482 

A 


8007020005 

RES 



B007300S42* 

50-402 

A 


8007020364 

RES 



8007300542* 

50-482 

A 


6007140361 

90-171 

F 


6007300543* 

50-482 

A 


6007150066 

RES 



6007300546* 

50-482 

A 


6007160233 

RES 



B007300S46* 

50-462 

A 


8007180240 

RES 



8007300546* 

50-482 

A 


0007180245 

RES 



6007300547* 

50-462 

A 


0007180253 

RES 



8007300547* 

50-402 

A 


8007180361 

RES 



9007300547* 

50-402 

A 


6007210003 

RES 



9007300549* 

50-482 

A 


0007210005 

RES 



8007300549* 

50-402 

A 


8007210007 

RES 



8007300549* 

50-402 

A 


6007210010 

RES 



8007300551* 

50-482 

A 


6007210014 

RES 



0007300564* 

50-482 

A 


8007220047 

RES 
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ACCESSION 
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0007220053 

RES 



00071 00220'* 

TOPREP 



0007230655* 

FOIA 



B007140613 

71-6294 



0007240294 

RE8 



8007140620* 

71-6294 



0007290562 

50-237 

F 


8007160491 

NUREO 



0007290634 

50-409 

F 


8007220423 

70-1100 



0007310216 

NUREO 


C F Braun t Co 

8007210233* 

TOPREP 



0007310217 

NURE6 


California State Uni v, Nor thr idge 

0007010374* 

S 0-361 

A 


0007310234 

NUREO 


California. State of 

0007020316 

State Prag 


0007310471 

NUREO 



0007030048 

SO-275 

0 

Qrouin Caltfutll 

0007010226* 

50-206 

R 


8007030104 

PR 



0007100260* 

50-206 

R 


8007100006 

PR 



0007290441 

50-490 

0 


8007140052 

PRH 







8007170145* 

CONTRACT 


Brouintvi 1 !•> TX 

0007 150449 

50-445 

M 


8007250429 

50-275 

0 

Bruc« Norton 

0007100405 

50-275 

0 


8007280044 

PR 



0007010004* 

50-397 

A 










8007280406 

50-206 

P 


0007010007* 

50-397 

A 


0007290622 

SO-312 

p 


0007010010* 

50-397 

A 


0007300110 

30-275 

Q 


0007010021* 

50-397 

A 


0007300419 

50-275 

0 


8007010023* 

50-397 

A 


8007310389 

50-312 

0 


8007010032* 

50-397 

A 









California. Univ of. Bert* ley 

8007090277 

50-224 

H 


0007010033* 

50-397 

A 


0007250072 

FOIA 



0007010030* 

50-397 

A 

Californlai Univ ofr Davis 

8007080353* 

PR 



0007010041* 

50-397 

A 

Call forma. Univ of. Irvine 

0007150615 

50-326 

R 


8007010045* 

50-397 

A 


8007150620* 

50-326 

R 


0007010049* 

50-397 

A 









California. Univ of. Lo» Anjeles 

8007010619* 

CONTRACT 



0007010062* 

50-397 

A 


0007090197 

50-142 

0 


0007010084* 

50-397 

A 


0007160240 

50-142 

F 


0007010088* 

50-397 

A 


0007220309 

50-3 

0 


8007010059* 

50-397 

A 

Calvert County. MD 

0007210416 

50-317 

E 


8007010061* 

50-397 

A 









Camp Dreiser ti McKee. Inc .Environmental 

8007110459* 

HASTE HOT 


0007010064* 

50-397 

A 

Sc ienceii Div 





0007010069* 

60-397 

A 

Canada 

8007110012* 

XPORTLIC 



0007010073* 

50-397 

A 

Capital Legal Foundation 

8007080269 

PR 



8007010076* 

50-397 

A 

Carolina Envirorunentai Group 

8007030036 

50-369 

0 


0007070290 

TOPREP 



8007030036 

50-369 

0 


0007160109* 

QA999 



0007030040* 

50-369 

0 

C-E Oporoting Plontt Ountri Croup 

0007020557 

50-255 

P 


0007030040* 

50-369 

0 


8007020102 

71-6070 


Carolina Pouer & Light Co 

0007010307 

S'U“'yi> i 

F 


8007020105* 

71-6070 



8007010324 

30-324 

F 


8007020107 

70-1100 



8007010324 

50-324 

F 


0007020108* 

71-6070 



B0070I0342 

50-324 

F 


0007020112* 

71-6070 



8007010342 

50-324 

F 


0007020114* 

70-1100 



0007010352 

50-400 

F 


0007020115* 

71-6070 



6007010352 

50-400 

F 


8007020574* 

50-255 

P 


8007010352 

50-400 

F 


8007020574* 

50-265 

P 


8007010352 

50-400 

F 


8007020874* 

50-255 

P 


80070 103B4 

50-261 

P 


0007020574* 

50-255 

P 


0007010401 

50-261 

3 


0007020574* 

50-255 

P 


0007010408 

50-261 

S 


8007020581* 

50-285 

P 


8007010410 

50-261 

S 


8007020501* 

50-255 

P 


6007010416 

50-325 

P 


8007020501* 

50-255 

P 


0007010423 

30-324 

P 


0007020581* 

50-255 

P 


8007010423 

50-324 

P 


0007020501* 

50-255 

P 


8007010425 

50-324 

0 


8007020508* 

50-255 

P 


0007010425 

50-324 

0 


0007020500* 

50-255 

P 


0007010431* 

50-324 

0 


0007020588* 

50-255 

P 


8007010431* 

50-324 

Q 


0007020508* 

50-255 

P 


8007010461 

30-261 

s 


8007020500* 

50-255 

P 


8007010466 

50-261 

8 


0007020393* 

50-255 

P 


0007010301 

30-323 

S 


8007020593* 

50-255 

P 


0007010509* 

50-325 

s 


8007020593* 

50-255 

P 


8007010513 

50-325 

8 


8007020593* 

50-255 

P 


0007010514 

50-261 

F 


8007020593* 

50-255 

P 


8007010521* 

50-323 

9 


8007020599* 

50-255 

P 


8007010556 

50-325 

a 


0007020599* 

50-255 

P 


8007010564* 

50-325 

s 1 


0007020600* 

50-255 

P 


8007020007 

50-261 



8007020600* 

50-255 

P 


0007020334 

30-324 

® '1 


8007020600* 

50-255 

P 


0007020361* 

50-324 

3 


0007020600* 

50-255 

P 


8007020427 

go-400 

A 1 


8007020600* 

50-255 

P 


6007020427 

50-400 

A 


8007030343 

PR 



8007020427 

60-400 

A 


8007070351 

NUREO 



0007020427 

50-400 

A 


0007000274 

TOPREP 



8007020560 

50-324 

S 


8007080205* 

TOPREP 



6007020563 

50-324 

s 


0007090332* 

50-317 

P 


0007070234 

50-325 

s 


0007090332* 

50-317 

P 


6007070237* 

50-323 

s 


8007090341* 

50-317 

P 


8007080100 

90-325 

8 


8007090341* 

50-317 

P 


8007080185* 

50-325 

S 


0007090346* 

50-317 

P 


8007000249 

50-400 

S 


8007090346* 

50-317 

P 


0007080257* 

SO-400 

B 


0007090352* 

50-317 

P 


8007100031 

90-261 

0 


0007090360* 

50-317 

P 


0007100297 

50-400 

Q 


6007100219 

TOPREP 



0007100377* 

50-324 

Q 
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Q0071004I6» 

50-400 

0 

0007170685 

80-400 

R " 


8007100423* 

50-400 

Q 

0007170638 

30-400 

K 


B007 110408 

80-324 

R 

6007170683 

80-400 

K 


8007110405 

50-324 

R 

0007170661 

80-400 

K 


0007110406* 

50-324 

R 

8007170661 

50-400 

K 


8007 110406* 

50-324 

R 

6007170661 

80-400 

K 


9007140399 

50-324 

S 

6007170661 

80-400 

K 


0007140399* 

50-324 

S 

0007170663* 

80-400 

C 


8007150097* 

80-261 

0 

6007170663* 

50-400 

c 


0007130492 

50-324 

Q 

8007170663* 

80-400 

c 


B007 190539 

50-400 

A 

8007170663* 

30-400 

c 


0007150626 

50-261 

P 

6007170672 

50-400 

K 


0007150629 

50-261 

R 

0007170672 

80-400 

K 


B007 150633* 

50-261 

R 

6007170672 

80-400 

K 


0007150654 

50-325 

3 

8007170672 

30-400 

K 


6007150669* 

50-325 

e 

0007170677 

80-400 

K 


0007160377 

50-400 

s 

0007170677 

50-400 

K 


8007160632 

80-324 

3 

6007170677 

80-400 

K 


6007170366 

50-400 

K 

6007170677 

80-400 

K 


6007170366 

50-400 

K 

80071 7067B* 

80-400 

C 


8007170366 

50-400 

K 

6007170678* 

80-400 

c 


0007170366 

50-400 

K 

800717067B* 

80-400 

c 


6007170367* 

50-400 

K 

8007170676* 

80-400 

c 


8007170367* 

50-400 


6007170664 

50-400 

K 


8007170367* 

50-400 

K 

8007170604 

50-400 

K 


8007170367* 

50-400 

K 

0007170664 

30-400 

K 


0007170372 

50-400 

K 

8007170664 

30-400 

K 


B007 170372 

50-400 

K 

6007170666* 

80-400 

C 


0007170372 

30-400 

K 

6007170606* 

SO-400 

c 


0007170372 

50-400 

K 

8007170606* 

80-400 

c 


0007170377 

50-400 

K 

6007170606* 

80-400 

c 


6007170377 

30-400 

K 

8007170667 

80-400 

K 


B007 170377 

50-400 

K 

8007170667 

90-400 

K 


6007170377 

50-400 

K 

6007170687 

80-400 

K 


6007170516 

50-324 

0 

8007170607 

SO-400 

K 


6007170516 

50-324 

Q 

0007170690 

90-400 

K 


0007170541 

50-400 

K 

8007170690 

80-400 

K 


6007170341 

80-400 

K 

6007170690 

80-400 

K 


00071 70341 

50-400 

K 

0007170690 

80-400 

K 


8007170541 

50-400 

K 

8007160428 

80-400 

V 


6007170572 

50-400 

K 

8007210022 

80-261 

Q 


9007170372 

50-400 

K 

6007210418 

80-324 

P 


0007170572 

50-400 

K 

8007220210 

80-400 

Q 


6007170372 

50-400 

K 

8007220227 

80-261 

Q 


0007170570 

50-400 

K 

6007220284 

80-261 

Q 


0007170570 

50-400 

K 

8007220260 

50-324 

0 


5007170570 

50-400 

K 

6007220426 

30-261 

V 


00071 70370 

30-400 

K 

8007220429* 

80-261 

V 


8007170594 

30-400 

K 

8007220433* 

80-261 

V 


8007170594 

50-400 

K 

B00722043S* 

30-261 

V 


6007170594 

50-400 

K 

8007220436* 

80-261 

V 


8007170394 

50-400 

K 

6007220440 

50-261 

8 


0007170600 

50-400 

K 

B00722044S* 

80-261 

8 


6007170600 

50-400 

K 

6007220486 

30-400 

A 


6007170600 

50-400 

K 

6007220486 

50-400 

A 


0007170600 

50-400 

K 

6007220486 

50-400 

A 


6007170613 

50-400 

K 

8007220486 

50-400 

A 


6007170618 

50-400 

K 

8007220464 

80-324 

B 


0007170618 

50-400 

K 

6007220470* 

80-324 

8 


6007 1706 IS 

30-400 

K 

8007220821 

80-324 

6 


8007170627 

50-400 

K 

8007220821 

50-324 

S 


0007170627 

50-400 

K 

6007230247 

30-400 

8 


6007170627 

30-400 

K 

6007230247 

80-400 

6 


0007170627 

80-400 

K 

8007230247 

30-400 

3 


8007170620 

50-400 

A 

0007230247 

80-400 

6 


0007170628 

50-400 

A 

8007240181 

PR 



6007170628 

50-400 

A 

6007240189 

80-324 

a 


8007170620 

50-400 

A 

8007240189 

80-324 

a 


8007170639* 

50-400 

A 

8007240196* 

50-324 

a 


0007170639* 

80-400 

A 

8007280296 

80-324 

0 


0007170639* 

50-400 

A 

8007250334 

50-324 

8 


0007170639* 

30-400 

A 

8007280341* 

50-324 

8 


6007170643 

80-400 

K 

8007250420 

80-261 

P 


6007170643 

SO-400 

K 

8007280104 

50-260 

a 


6007170643 

50-400 

K 

6007280111 

80-324 

a 


6007170643 

80-400 

K 

6007200807 

50-400 

R 


8007170650 

50-400 

K 

8007280507 

80-400 

R 


6007170650 

10-400 

K 

8007280807 

80-400 

R 


0OO717O6SO 

50-400 

K 

8007280807 

50-400 

R 


0007170630 

50-400 

K 

8007260813* 

80-400 

R 


6007170652 

50-400 

C 

8007200313* 

80-400 

R 


0007170652 

30-400 

C 

8007280513* 

30-400 

R 


6007170632 

50-400 

c 

8007280813* 

80-400 

R 


0007170652 

50-400 

c 

8007200679 

80-261 

P 


6007170685 

50-400 

K 

8007290686 

90-261 

P 
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ACCESSION 

NUMBER 

SUBJECT 

CATEOORV 


8007390690 

90-261 

P 


8007390723 

30-324 

P 


8007390333 

30-335 

S 


8007390926 

90-325 

s 


8007290831* 

90-323 

s 


8007290833* 

50-335 

8 


8007300961 

30-324 

Q 


0007300961 

30-324 

Q 


8007310206 

50-324 

Q 


8007310206 

30-324 

Q 


8007310306 

30-324 

Q 


8007310306 

90-324 

Q 


8007310449 

50-324 

G 


8007310449 

50-324 

a 

Cjrrltr Corp C8rri>r Air Conditipning 

0007170236 

50-510 

8 

Div* 


8007170247 

90-918 

s 

Cas* M«it»rn 

7910150197 

40-4669 


CatalvtlCi Inc <«ubf of Air ProdiJCti & 

8007030099 

8007160446 

40-4669 

REOOD 


Chtnlcali. Inc ) 

* 

8007180230 

REOOD 


Cvnttr for Lau It Social Policy 

8007310237 

FOIA 


Contar for Lau in tha Public Intcrait 

8007020136 

FOIA 



8007140228 

8007230908 

FOIA 

50-273 

o 


8007300096 

90-279 

0 

Cantral it South Ua«t Corp 

8007190431 

30-449 

H 

Central Electric Pouer Cooperatlva. Inc 

80072904BS 

30-399 

H 

Central Heine pouer Co 

8007080016# 

90-443 

I 

Central Vermont Public Service Corp 

BO07O8OO1B* 

90-443 

I 

Ceract Inc 

8007020379 

XPORTLIC 


Cheffl~Nuclear Syftemti Inc 

8007010483 

27-47 


8007100461 

8007160417 

8007170446# 

71-9094 

71-9070 

90-320 

P 


8007170492# 

SO-320 

P 


8007170499* 

90-320 

P 


8007170498* 

50-320 

P 


8007170464* 

90-320 

P 


8007170466* 

90-320 

P 


0007170473* 

90-320 

P 


8007170478* 

90-320 

P 


8007170482* 

90-320 

P 


8007170488* 

90-320 

P 


8007170490* 

90-320 

P 


8007170499* 

90-320 

P 


8007170903* 

90-320 

P 


0007170909* 

90-320 

P 


0007170911* 

90-320 

P 


8007170921* 

90-320 

P 


8007170933* 

50-320 

P 


8007170939* 

90-320 

P 

Chemtron Corp 

8007180478* 

90-320 

H 

Chemtran Corp i Tube Turn* Oiv 

8007230100 
B0072 10079 

40-7402 

PT21 


Chan tc Aetociateii Inc 

8007210163 

40-2299 


Chevron Retearch Co 

8007100133 

REOOD 


Chlckering It Gregory 

8007140034* 

90-361 

0 


8007300399 

90-361 

0 

Chrteta-Haria 

8007100037* 

90-199 

0 


8007100042* 

50-153 

0 

Cincinnati Oai Electric Co 

8007010084 

90-390 

0 


8007070298 

90-338 

F 


8007080317 

50-358 

A 


8007080374 

90-398 

0 


8007140369 

30-390 

K 


8007140377* 

90-390 

K 


8007190108* 

90-390 

0 


8007210302* 

90-398 

0 


8007210313 

50-398 

0 


8007210424 

50-398 

K 


8007220280 

90-330 

A 


8007230437 

90-330 

0 


8007290976 

90-358 

0 


8007290616 

50-390 

a 


8007280096 

90-350 

Q 

Cltizene Agalnet Nuclear Pouer 

8007290369 

90-10 

D 

Cltlient Aifoclatlon for Sound Energy 

8007090327 

50-445 

0 

8007220946 

90-445 

0 


8007220946 

90-445 

a 


8007220559 

50-449 

0 


8007220999 

50-449 

0 


8007300366 

50-443 

0 


8007300366 

90-449 

0 


AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEOORV 


8007310123 

30-445 

0 


8007310123 

50-445 

0 

Citizen* Concerned About Nuclear Poueri 

8007300415 

30-490 

0 

Inc 





8007310143 

50-498 

0 

Citizens for Energy & Emptoyoisnt 

8007000008 

90-492 

Q 

Citliens For Equitable Utilities 

8007310143 

90-498 

0 

Citlten* for Saf« Environment 

8007210198 

HASTE HOT 

Citizens for a Better Environment 

9007020I95* 

50-10 

H 


8007020203a 

50-10 

H 


8007 1 40337 

50-t0 

0 


8007180187* 

50-10 

0 


8007180212* 

50-10 

0 


8007220949 

50-10 

D 


8007230649 

90-10 

D 


3007280937 

50-10 

0 

Citizens for the Conservation of Natural 

8007160981 

90-376 

o 

Resources! Inc 





8007230791 

50-376 

o 

Clovcland Electric t 1 luminatlnQ Co 

8007080294 

90-440 

B 


B0071 40334 

90-440 

B 


80071 SO340 

90-440 

A 


8007190953 

90-440 

Q 


8007190953 

go-440 

Q 


8007160598 

90-440 

B 


8007180406 

90-440 

Q 


8007180383# 

50-440 

Q 


8007180985* 

50-440 

Q 


8007180991* 

90-440 

Q 


8007180391* 

50-440 

a 


0007230101 

50-440 

Q 


8007230101 

50-440 

Q 


8007230321* 

90-440 

Q 


8007230321* 

90-440 

0 


B007290533 

90-346 

M 

Cleveland! OH 

8007140879 

90-346 

M 

Clevotand-C! if f s Iron Co 

8007290849 

40-8200 



8007310437 

40-8714 


Colorado State Univ 

8007170297* 

40-0602 



8007 170302* 

40-8602 



0007170308* 

40-8602 



8007170329* 

40-8681 



8007170331* 

40-8681 



8007170332* 

40-8681 



8007170335* 

40-8681 



8007210177 

40-8452 



3007210103 

40-8452 



8007230139 

40-3492 



8007230729* 

40-0432 



8007280066 

40-0602 



B 007280070 

40-8601 



8007260073 

40-0492 


Colorado! State of 

600701 0274* 

WASTE HOT 


8007020339 

WASTE MOT 


8007210160* 

CONTRACT 


Colt IndustrioB! Inc 

8007090270# 

90-352 

8 


8007090273# 

90-352 

S 

Colt Industries! Inc • Fairbanks Morse 

8007010397 

90-393 

6 

Engine Dlv 





0007010499 

90-399 

S 

Combustion Engineering! Inc 

8007020103* 

70-1100 



6007090361* 

90-317 

P 


6007100210 

TOPBEP 



8007100212# 

TOPREP 



8007U0243 

TOPREP 



6007110248* 

TOPBEP 



8007140037* 

aAV99 



0007100496* 

TOPREP 



8007290057* 

0A999 



8007280737# 

70-1100 


CommerceiDept of 

SO 07020553* 

CONTRACT 



8007240381 

PR 


Commerce! Dept ofi National Oceanographic V 

8007240409 

NUREO 


Atmospheric Admlnstratlon 




Committee for Application of Nuremberg 

8007110001 

90-498 


Principles to U9 Nuclear Pouer Production 



Commonuealth Edison Co 

8007010190 

90-237 

r 


8007010190 

50-237 

p 


8007010211 

90-299 

p 


8007010211 

90-295 

p 


0007010347 

50-10 

F 


8007010347 

90-10 

F 


8007010347 

30-10 

F 


8007010347 

90-10 

F 


8007010347 

90-10 

F 


66 


CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 


ACCESSION 

HUMDER 


B007010347 

B0070I0347 

6007010411 

6007010420 

6007010464 

600701 0466* 

6007010493 

B007010497 

6007010300* 

6007010505* 

6007010544 

6007010551* 

6007020050 

6007020074 

6007020076 

8007020076 

6007030366 

6007020406 

6007020409 

8007020409 

6007020406 

6007020420* 

6007020420* 

6007020420* 

6007020420* 

6007020462 

6007020631 

6007020631 

6007020756 

6007070116 

6007070116 

6007070116 

6007070267 

6007070267 

6007070345 

8007070345 

8007070345 

6007060063 

8007060162 

8007060172* 

6007080246 

6007080299 

6007080299 

6007060299 

0007060299 

0007100004 

0007100004 

0007100004 

0007100130 

0007100142 

0007100142 

0007100147* 

0007100147* 

8007100179 

8007100197 

8007 100 I 99* 

8007100192* 

8007100343 

8007110206* 

6007140235 

6007140320 

6007140327 

6007140327 

9007140326* 

6007140331* 

9007140331* 

6007160476 

8007150476 

6007150529 

6007150616 

8007150619 

8007150619 

6007150625* 

6007150625* 

0007160559 

0007160606 

0007160627 

0007160630 

8007160630 

8007160655 

0007160662* 

8007160666 

0007160672* 

8007180010* 

8007180034* 


CATECGRV 


50-10 F 

50-10 F 

50-454 A 

50-295 P 

50-295 6 

50-295 S 

30-293 S 

30-237 S 

50-295 S 

30-237 9 

30-237 B 

50-237 9 

50-295 0 

50-249 a 

50-293 0 

50-293 Q 

Pft 

50-434 K 

50-434 K 

50-454 K 

50-434 V. 

SO-454 K 

50-454 K 

50-454 K 

50-454 K 

50-399 0 

50-454 9 

50-454 9 

50-249 Q 

50-10 P 

50-10 P 

50-10 P 

50-373 K 

50-373 K 

50-237 P 

50-237 P 

50-237 P 

50-10 P 

50-265 9 

50-265 B 

T0PR6P 
50-454 K 

50-454 K 

50-454 K 

50-454 K 

50-10 Q 

50-10 0 

50-10 Q 

PRM 

50-254 P 

50-254 P 

50-254 P 

50-254 P 

50-237 8 

50-237 8 

50-237 8 

50-237 8 

PRM 

50-10 0 

PRM 

50-454 K 

50-295 n 

50-295 n 

50-454 K 

50-295 R 

50-295 R 

50-295 P 

50-295 P 

50-373 A 

50-254 J 

50-254 R 

30-254 R 

50-254 R 

50-234 R 

50-454 K 

50-373 A 

50-599 C 

50-237 Q 

50-237 Q 

50-295 a 

50-295 8 

50-304 0 

50-304 G 

50-10 0 

COHMlaBION 


AUTHOR 

AFFILIATION 


ACCESSION 

NUMBER 


8007160333 

6007160333 

6007160333 

8007180336* 

6007100336* 

0007100336* 

0007100560 

0007190560 

0007100579* 

0007190592 

9007180592 

6007210212 

0007210212 

8007210212 

8007210292* 

6007210292* 

B0072203S2 

6007220394* 

0007220397* 

0007220399* 

0007220361* 

0007220397 

8007220391* 

8007220399 

8007220400 

8007220401 

0007220402 

0007220404 

0007220409 

0007220406 

8007220408 

8007220409 

0007220411 

0007220412 

0007220413 

0007220414 

0007220449 

0007220493* 

8007220499 

8007220499* 

8007220918 

8007220940 

8007220997 

8007220972* 

8007220977 

0007220503* 

0007220997 

0007220993* 

9007230197 

0007230281* 

8007230339 

8007230349 

8007230347 

8007230351 

8007230392 

0007230397 

0007230399 

0007230397 

0OO723O67B* 

0007240109 

0007240109* 

8007240112 

8007240114* 

8007240298* 

8007240391* 

0007240351* 

8007290448 

0007290499* 

8007290467 

8007290630 

8007290630 

0007290638 

0007290638 

8007290638 

0007290638 

8007250641 

6007290641 

8007290641 

8007290641 

8007290641 

8007250641 

8007290641 

8007290690 

8007290690 

8007250690 


SUBJECT 

CATEGORY 


90-10 R 
90-10 R 
90-10 R 
90-10 R 
90-10 R 

90-10 R 
90-3 Q 
90-3 0 

CaMMlBBlON 
90-3 0 

90-3 Q 
90-237 P 
90-237 P 
90-237 P 
90-373 a 

90-373 Q 

TOPREP 

TOPREP 

TOPREP 

TOPREP 

TOPREP 
90-304 9 

90-304 S 
30-299 0 

90-299 B 

50-299 S 
90-299 8 

90-299 8 

90-299 8 

90-304 8 

90-304 0 

90-304 a 
90-304 a 
90-304 8 

90-304 8 

30-304 8 

90-299 8 

90-299 8 

90-249 8 

90-249 8 

90-373 A 
90-494 K 
90-23? 8 

90-237 0 

90-249 6 

90-249 8 

90-304 a 
90-304 9 

PR 

90-373 0 

90-237 8 

90-299 8 

90-299 8 

90-299 9 

90-299 8 

90-299 9 

90-249 8 

90-269 8 

90-10 D 
90-294 8 

90-294 a 
90-269 9 

90-269 S 
90-249 0 

90-496 0 

90-496 Q 
90-373 A 
90-373 A 
90-373 Q 
90-10 0 

90-10 a 

90-10 a 
90-10 a 

90-10 a 

90-10 a 

90-10 a 
90-10 a 
90-10 a 
90-10 a 
90-10 a 

90-10 a 
90-10 a 

90-10 a 

80-10 a 

90-10 a 




CORPORATE SOURCE INDEX 



467 

AUTHOR 

ACCESSION 

SUBJECT 


AUTHOR 

ACCESSION 

SUBJECT 

AFFILIATION 

NUHBER 

CATEGORY 

AFFILIATION 

NUMBER 

CATEGORY 


80O7250f>S0 

50-10 

Q 


8007090279 

50-3 

p 


8007350650 

50-10 

0 


6007110396 

50-247 

s 


8007350650 

50-10 

0 


6007110404* 

50-247 

s 


8007350650 

50-10 

0 


6007140375 

NUREO 



8007380074 

50-254 

0 


9007150669 

50-3 

R 


8007380470 

50-265 

P 


8007170287 

50-3 

Q 


e0072S0474» 

50-265 

P 

• 

8007170363 

50-3 

R 


8007380567 

NUREO 



8007170363 

50-3 

R 


8007380595 

50-10 

0 


6007170363 

50-3 

R 


8007380605 

50-295 

P 


8007170365* 

50-3 

R 


8007380605 

50-295 

P 


8007170365* 

50-3 

R 


8007280670 

50-454 

s 


8007170365* 

50-3 

R 


80072eo6ee» 

50-373 

0 


8007210473 

50-3 

R 


8007390678 

50-454 

K 


8007210473 

50-3 

R 


8007390698 

50-373 

A 


8007220160 

50-247 

0 


8007390709 

50-254 

J 


8007220160 

50-247 

0 


8007300469 

PR 



8007220454 

50-247 

P 


8007300485 

50-237 

0 


8007230476 

50-247 

R 


8007300485 

50-237 

0 


8007220479* 

50-247 

R 


8007300485 

50-237 

0 


8007220504 

50-247 

P 


8007310353 

50-234 

Q 


8007220523 

50-3 

R 


8007310353 

50-254 

0 


8007220523 

50-3 

R 


8007310357 

50-254 

Q 


8007220523 

50-3 

R 


8007310433 

50-10 

0 


B007220S24* 

50-3 

R 


8007310480 

50-249 

0 


8007220534* 

50-3 

R 


80073I04B6» 

50-249 

0 


8007220524* 

50-3 

R 


8007310533* 

50-373 

0 


8007230044 

PR 


Con^cranc* of Radiation Control Program 

8007380170* 

COMHISaiON 


8007230471 

50-247 

P 

Oiractorti Ine 





8007240127 

50-3 

1 


8007300018 

PR 



8007240127 

30-3 

I 

Congraii IJoint & Rotating Committaaii 

8006170304 

H18C 






• te I 





8007240129* 

50-3 

I 






8007240169 

50-247 

s 


8007110363 

50-320 

u 


8007240172* 

50-247 

3 

Connactlcut Light It Poiuar Co 

8007080040* 

50-443 

I 


8007290522 

SO-247 

G 

Connacticut Vankaa Atomic Pouor Co 

8007010337 

50-213 

F 


8007290682 

SO-3 

H 


8007010337 

50-213 

F 






8007010337 

50-213 

F 

Consolldatad Rail Corp 

8007030341 

PR 






Contumirt Peuar Co 

8007010200 

50-155 

P 


8007020473 

PR 



8007010313 

50-155 

a 


8007030569 

50-213 

P 


8007010447 

50-155 

p 


8007020569 

50-213 

P 


8007010451* 

50-155 

p 


8007030356 

50-245 

F 






8007030356 

50-245 

F 


8007010473 

50-155 

F 





a 

8007020226 

PR 



8007030356 

50-245 

F 


8007020306 

50-329 

a 


8007080077 

50-213 

8 


8007020649 

50-329 

a 


8007090331 

50-213 

F 


8007030250 

50-233 

p 


8007090331 

50-213 

s 






8007090336* 

50-213 

S 


8007030251* 

50-255 

p 






8007030268 

50-155 

p 


8007100035 

PR 



8007070119 

50-329 

A 


8007140355 

50-213 

I 


8007070210 

50-155 

P 


8007140359 

50-213 

s 


8007080189 

50-255 

8 


8007160369 

50-213 

0 






8007170330 

50-213 

Q 


8007080199* 

50-255 

S 






8007080338 

50-255 

P 


8007170435 

50-213 

F 


8007080346 

50-155 

R 


8007170494 

50-213 

0 


8007080348* 

50-133 

R 


8007180390 

50-213 

R 


8007090008 

50-255 

P 


8007180395* 

50-213 

R 






8007180578 

50-213 

0 


8007090010* 

50-255 

P 






6007090045 

50-329 

0 


8007210839 

50-213 

P 


8007090314 

50-255 

a 


8007230411 

50-213 

0 


8007090319* 

50-255 

s 


8007240053 

50-213 

p 


8007100093 

PR 



8007240058* 

50-213 

p 






8007240063* 

50-213 

p 


8007100199 

30-255 

p 






8007100201* 

S0-25S 

p 


8007340067 

50-213 

p 


8007100204* 

50-255 

p 


8007340070* 

50-213 

p 


8007110204 

50-1 S5 

p 


8007250535 

50-213 

8 


8007110209* 

50-155 

p 


8007290853 

PR 







8007300334 

50-213 

P 


80071 102104 

SO- 153 

p 






8007110299 

50-255 

K 


8007300331* 

50-213 

P 


8007110301* 

50-255 

K 


8007300338* 

50-213 

P 


8007110358 

50-253 

P 


8007300342* 

50-213 

P 


8007110409 

50-255 

n 

Connactlcuti Stata of 

800701049B 

NUREO 







8007030556 

PR 



8007110414* 

50-255 

R 






8007140004 

50-369 

0 


8007030113 

PR 



8007140004 

50-369 

& 


8007160358* 

COMMISSION 


8007140007* 

50-369 

0 

Connar> Koora 1 Corhar 

8007020407 

PR 



8007140010* 

50-369 

a 


8007150058 

27-39 







80071 S0509 

50-272 

0 


8007140010* 

50-369 

0 






8007140020 

50-329 

a 


8007310424 

50-395 

(1 


8007140020 

50-329 

a 

Con«olidatid Edison Co of Nau Yorli 

8007010081 

50-3 

0 


8007140310 

50-255 

a 


8007010081 

50-3 

0 


8007140350 

50-255 

a 


8007020077 

50-3 

0 






8007020077 

50-3 

0 


8007140391 

30-155 

F 






0007140391 

50-156 

F 


8007030050* 

PR 



B007 140392 

50-3 

P 


8007090228 

50-247 

p 


8007140424 

50-155 

a 


8007090251 

50-247 

p 


8007140444 

50-155 

Q 


68 


CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 


Contr« Cost* tndustrlsl X-Ray Co 
Contps Cost* Inspsction Co 

Coop*r*tiv« Poutp Association 

Coorillnation Council for North Anorlcan 
Affairs 

Corninfi Class Uorkti Zircoa Products Dlv 
Cott«r Corp 

Cout** Region Energy Coalition 
Council of Energy Resource Tribes 

Council on Environmental Quality 

Crane Co 
Crearst Inc 

Critical Hass Energy Project 
Cyprus Hines Corp 


D'Appolonia Consulting Engincersi Inc 
DEC tnternstlonali Inc 

Oasdalean Associatest Inc 
Oairyland Pouter Cooperative 


ACCESSION 

SUBJECT 


AUTHOR 

NUMDER 

CATEOORY 

AFFILIATION 

8007140943 

PR 



8007150092 

50-159 

O 


0007150134 

PR 



8007190487 

50-328 

A 


8007190487 

50-329 

A 


8007190664 

SO- 155 

a 


80071 90 803 

50-259 

a 


8007160498 

50-199 

0 


8007160S09 

50-259 

p 


8007160612 

50-329 

0 


8007100424 

50-139 

a 


8007210273 

PRM 



8007210384 

90-299 

R 


8007210427 

50-299 

R 


8007210440# 

90-259 

R 


8007210483 

50-328 

A 


8007210483 

90-328 

A 

Dames 9: Moore 

0007220184 

90-328 

0 


8007220341 

90-155 

F 


8007220452 

90-155 

0 


8007220432 

50-195 

Q 

Oar ling Valve 6 Mf g 

8007220478 

90-295 

8 

Dartmouth College 

0007220404# 

90-299 

S 

0OO722OS13 

90-299 

0 

Davy McKee Corg 

8007220966 

90-199 

F 


8007230385 

90-255 

Q 


8007230460 

50-265 

0 


0007230465 

50-199 

0 

Daun Mining Co 

8007230473 

50-299 

P 

De Laval Turbine Inc 

8007230478 

90-199 

F 


8007230479# 

50-199 

F 


0007230494# 

90-331 

P 


8007230316 

90-199 

Q 


8007230810 

50-239 

0 


8007240017 

90-139 

0 


8007240136 

PR 



0007240146 

90-329 

K 


8007240146 

50-329 

K 


8007250373 

50-155 

0 


8007280041 

50-329 

A 


8007280060 

90-329 

A 


8007280060 

90-329 

A 


8007280124 

90-329 

R 


8007280933 

90-159 

P 


B007280970 

90-195 

F 


8007280970 

50-155 

F 


8007280997 

90-195 

J 


8007280206 

90-329 

S 


8007280606 

90-199 

0 


8007280614 

90-299 

8 


8007280616# 

90-299 

8 

Oebevolse It Liberman 

8007280630 

90-253 

0 


900727068 1 

90-139 

0 


8007290701 

90-329 

A 


8007300439 

90-199 

F 


8007310177 

90-299 

Q 


8007310422 

90-195 

J 


8007310429# 

90-tS9 

J 


8007310488 

FOIA 



8007310528# 

90-328 

0 

OafenseiDapt oft Defans# Nuclsar Agtncy 

0007310928# 

90-329 

0 

Delaware! State of 

8007220278 

71~8038 



8007290277 

71-6717 


Delta Bviltchboard Co 

8007280282# 

71-6717 


OennisomA D 

0007010421 

90-484 

I 

Detroit Edison Co. 

0007170262* 

XPORTLIC 



8007290343 

40-2361 



0007210104 

WASTE MOT 


BOO 7 1402 27# 

90-408 

H 


0007030198 

PR 



0007580148# 

PR 



0007220121* 

90-989 

0 


9007240161# 

90-339 

P 

Ooggetti 8 A 

8007220334# 

TOPREP 


Doherty iJ F 

0007280274 

FOIA 



8007020281 

WASTE MOT 

Donovan! Hamester Rattiani Inc 

9007020700 

WASTE MOT 

Dow Chatnlcal Co 

0007020712# 

WASTE HOT 

Dow Chemical Co > Dow Chemical U. 8 A 

9006240092# 

40-1162 


Olv 

8007290902 

XPORTLIC 


Duke Power Co 

8007230231 

RES 



B007020679 

90-408 

a 


0007000300 

90-409 

p 


0007140309 

90-408 

p 



ACCESSION 

NUMBER 


0OO7MO97I 
0007160677 
0007160661 • 
800717036B 
0007180092 

0007160399 

0007180362 

8007210447 

8007220096 

6007220929 

8007280090 

8007290696# 

8007290480 

8007300244 

8007310434 

8007310443# 

0007210170# 

8007220042# 

8007220049# 

8007220926# 

8007240196# 

8007240199# 

B007300399 

8007240011# 

8007240013# 

8007240019# 

8007240022# 

8007190049 

8007210489# 

8007210489# 

0007210490* 

8007210490# 

8007210496# 

8007210496* 

8007210800# 

8007210900# 

8007210904* 

8007210904# 

8007210908# 

8007210908# 

8007210910# 

8007210910# 

0007210914# 

8007210914# 

8007210917# 

8007210917* 

8007210919# 

8007210919# 

8007210927# 

8007210927# 

8007030246 

8007100290 

8007140004 

8007140243 

8007160629 

8007180437 

0007240140 

8007290887 

8007310328 

8007190342 

8007140043 

8007140964 

8007210927# 

8007110094 

8007070098# 

8007140326 

0007140378# 

8007140429 

8007140481# 

8007160687 

8007170406 

0007210136# 

8007220949 

8007100174 

8007030339 

8007230246 

0007070094# 

8007290476 

8007290709 

8006090319 

8007010069 

8007010209 

8007010209 

8007010209 


SUBJECT 

CATEOORV 


90-409 a 
90-409 R 
90-409 R 
90-409 0 

90-409 a 

90-409 a 
90-409 a 
90-409 P 
90-409 0 

90-409 P 

90-409 0 

90-409 0 

90-409 a 
90-409 Q 
90-409 I 

90-409 I 
40-4492 
HASTE HOT 
WASTE MOT 
90-409 P 

90-339 P 
90-339 P 
TOPREP 
40-8492 
40-0492 

40-8492 
40-8492 
WABTE MOT 
90-449 A 
90-449 A 

90-449 A 
90-449 A 
90-449 A 
90-449 A 
90-449 A 

90-449 A 
90-449 A 
90-449 A 
50-449 A 
90-448 A 

90-449 A 
90-449 A 
90-449 A 
90-449 A 
90-449 A 

90-449 A 
90-449 A 
90-449 A 
90-449 A 
90-449 A 

90-449 0 

PRM 

90-368 0 

FOIA 

90-449 M 

90-449 0 

PR 

PR 

90-449 0 

REOOD 

PR 

PR 

90-449 A 
90-398 0 

90-341 8 

90-341 S 
90-492 0 

90-341 a 
90-341 a 
90-341 A 

90-341 6 

90-341 a 
90-341 8 

90-466 0 

90-466 A 

90-466 0 

CONTRACT 
TOPREP 
PR 

90-368 8 

90-268 a 
90-268 F 
90-268 F 
90-269 F 



CORPORATE SOURCE INDEX 


489 


AUTHOR 

AFFILIATION 


ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 


NUHDER 

CATSeORY 

AFFILIATION 

NUMBER 

CATECOnV 

0007010309 

50-369 

F 


8007220192 

50-269 

(1 

80070103^0 

50-269 

P 


800722019? 

50-869 

A 

8007010360 

50-269 

P 


8007220245 

50-269 

f) 

8007020537 

50-413 

S 


8007220249 

50-269 

A 

B007020S75 

50-269 

P 


8007220249 

50-269 

0 

8007020575 

50-269 

P 


8007 22036 S 

50-369 

A 

8007020575 

50-269 

P 


0007220424 

50-269 

" 

8007020660 

PR 



8007220427* 

50-269 

3 

8007030007 

PR 



9007220477 

50-269 

p 

0007030105 

50-413 

A 


8007220483* 

50-869 

p 

6007030105 

50-413 

A 


8007220536 

50-369 

A 

8007030166 

PRM 



8007220561 

50-259 

P 

0007030109* 

50-413 

A 


8007220963 

50-269 

s 

0007030189* 

50-413 

A 


8007220563 

50-269 

s 

0007070063 

PR 



8007220563 

50-269 

s 

8007070319 

50-269 

S 


8007240357 

50-369 


0007070319 

50-269 

S 


8007240359 

PR 


0007070319 

50-269 

S 


8007240469 

50-369 

A 

0007070323* 

30-269 

S 


8007250166 

50-269 

A 

0007070323* 

50-269 

S 


8007250166 

50-269 

■> 

0007070323* 

50-269 

8 


8007250166 

50-269 

f. 

6007000201 

SO-270 

0 


8007290532 

50-468 

0 

0007080207* 

SO-270 

8 


8007290596 

50-369 

0 

0007080223 

50-269 

P 


8007230068 

50-269 

0 

8007000223 

50-269 

P 


8007280416 

50-270 

0 

0007080223 

50-269 

P 


8007280427 

50-270 

P 

0007000345 

50-369 

A 


8007200427 

60-270 

p 

0007090271 

50-269 

P 


6007230430* 

50-270 

p 

0007090271 

50-269 

P 


8007280430* 

50-270 

p 

0007090276* 

50-269 

P 


6007280437 

50-269 

p 

0007090276* 

50-269 

P 


6007 880437 

50-269 

p 

0007090402 

PR 



6007280437 

50-269 

p 

0007100036 

50-369 

0 


6007280430* 

50-269 

p 

0007100139 

SO-270 

0 


B00728043B* 

50-269 

p 

8007100419* 

50-413 

a 


8007280438* 

50-269 

p 

00071 10294 

50-269 

p 


0007200501 

50-413 

s 

0007110294 

50-269 

p 


8007260544 

50-269 

p 

0007110294 

50-269 

p 


8007290267 

50-270 

Q 

00071 10309 

50-369 

A 


8007290635 

50-287 

s 

00071 10331* 

SO-269 

p 


8007290640* 

50-237 

8 

S0071 10331* 

50-269 

p 


8007290024 

50-270 

8 

8007110331* 

50-269 

p 


8007290030* 

50-270 

8 

80071 10360 

50-269 

s 


8007300330 

50-369 

0 

80071 10362* 

50-269 

8 


8007300330 

50-369 

8 

0007140083 

NUREO 



8007300355 

50-369 

8 

0007 1 40397 

50-269 

P 


8007300459 

50-369 

A 

0007140463 

50-269 

Q 


8007310379 

50-269 

P 

0007140463 

50-269 

Q 


8007310379 

50-269 

P 

6007140463 

50-269 

0 


8007310301* 

SO-269 

P 

00071 SOO 15 

50-269 

Q 


8007310381* 

50-269 

P 

8007150575 

50-269 

P 


8007310302* 

50-269 

P 

8007150575 

50-269 

P 


8007310382* 

50-269 

P 

8007150563* 

50-269 

P 


8007310491 

50-270 

0 

8007150583* 

50-269 

P 

DuAuesne Light Co 

8006230660 

50-334 

Q 

8007160514 

50-413 

8 


8007010336 

50-334 

P 

@007160514 

50-413 

S 


8007010348 

50-412 

0 

0007160510* 

50-413 

8 


8007010395 

50-334 

P 

0007 1 606 57 

50-369 

8 


80070 1 0396 

50-334 

0 

0007160657 

50-369 

S 


8007010400* 

50-334 

a 

0007 1 60663* 

50-369 

S 


8007010456* 

50-334 

8 

0007160663* 

50-369 

S 


8007010526 

50-334 

B 

8007170105 

PR 



8007010936* 

50-334 

S 

0007100321 

50-270 

s 


8007020546 

50-334 

R 

8007160326* 

50-270 

S 


8007020547* 

50-334 

R 

0007180349 

50-270 

a 


8007070296 

50-334 

$ 

8007100417 

50-287 

s 


8007060080 

50-334 

P 

8007180533 

50-269 

0 


8007000084* 

50-334 

P 

8007180533 

50-269 

a 


8007000106 

50-334 

P 

8007180533 

50-269 

0 


8007000376 

50-334 

0 

8007210114 

50-369 

Q 


8007080424 

50-334 

Q 

8007210114 

50-369 

a 


8007090334 

50-334 

0 

8007210261 

50-413 

0 


8007090338* 

50-334 

8 

0007210305 

50-369 

A 


8007090340 

50-334 

d 

9007210417 

50-269 

S 


8007090348* 

60-334 

0 

0007210421* 

50-269 

S 


6007150480 

50-334 

P 

0007210425 

50-270 

P 


8007 1 50483 

50-334 

Q 

0007210426* 

50-270 

P 


6007 1 50567 

50-334 

a 

0007210459 

50-269 

8 


8007 1 50643 

50-334 

<1. 

0007210470* 

50-269 

B 


6007160480 

50-334 

fl' 

0007210476 

50-413 

A 


8007160555 

50-334 

P 

8007210486* 

50-413 

A 


6007160564* 

50-334 

P 

8007210486* 

50-413 

A 


0007160595 

50-334 

<1 

8007210609 

50-207 

0 


8007160647 

50-334 

4 

8007210617* 

30-207 

8 


8007160654* 

50-334 

q 

8007220192 

50-269 

0 


8007170546 

80-334 

0 


i70 


CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATtOfJ 

ACCESSION 

NUMSER 

SUBJECT 

CATEOOflY 


6007180053 

50-412 

Q 


0007180317 

50-334 

s 


00071S033S* 

50-334 

8 


0007160418 

50-334 

n 


0OO71BO422* 

50-334 

R 


000721001 1 

50-334 

0 


90072 tool A 

90-412 

0 


0007220430 

90-334 

a 


0007220434* 

50-334 

s 


800722050A 

50-334 

s 


BOO722OSB0 

50-334 

0 


0007230150* 

50-334 

Q 


0OO725O2R4 

90-334 

Q 


90072503 13 

SO- 334 

s 


G007250324* 

50-334 

S 


B007250331* 

50-334 

5 


0007290540 

50-412 

R 


0OO729OA43 

50-334 

P 


9007290000 

50-334 

Q 


B0073003S3 

50-334 

3 


90073003aB« 

.90-334 

s 

E L Conutll l( Co 

0007020650 

71-301 



90070206 92* 

71-381 


EDS NucItATi Inc 

0007300490* 

50-237 

Q 


0007300490* 

50-237 

0 


0007300498* 

90-237 

Q 


8007300490* 

90-237 

□ 


0007300500* 

90-237 

Q 


8007300509* 

50-237 

Q 


0007300900* 

SO-237 

a 


8007300900* 

90-237 

0 


9007300500* 

90-237 

Q 

EQ(iO Id4ho< Inc 

8007030015 

RES 



8007140092 

NUREO 



8007150059 

RES 



0007150409 

RES 



8007220030 

50-263 

p 


8007220043 

RES 



B007220065 

RES 



8007230172 

SO-334 

p 


0007230177 

RES 



80072 30 18S 

REa 



0007230194 

RES 



0007230205 

NUREO 



8007230625 

NUREO 



0007250186 

50-313 

p 


B0072S03D6 

50-325 

p 


00072 DO 164 

RES 



B0072B0171 

RES 



9007280174 

RES 



8007280178 

RES 



8007280186 

RES 



80072901 63 

50-324 

p 


8007290180 

RES 



8007290191 

RES 



80D729O2OI 

RES 



8007290226 

RES 



8007310009 

NUREO 



8007310255 

NUREO 


EOiOi Inc. 

BOO 7030208* 

50-285 

p 


8007100363 

NUREO 



8007210017 

RES 



8007210602 

RES 



B0O72BOSOQ 

NUREO 


Ea-ftvrn UUlitltt Aiioclatct 

B0070B0020* 

50-443 

I 

Eattman l^o-dak Co 

0007010266 

40-9438 


Eliatco 8«rvic««i Inc. Icubs of Enisrch 

8007020326* 

50-335 

0 

Corp } 




Ebirlin* Inttrumenb Corp 

0007170129* 

CONTRACT 


Cckorbi Soamanct Chartn ti tfollott 

8007220560 

XPORTLlC 



8007250605 

XPORTLIC 


Ecolairc Condtnsari Inc 

80073 10398 

90-209 

H 

Ecologij Action of Divago 

8007080046 

50-320 

0 


8007080046 

50-320 

Q 


8007080046 

30-320 

Q 


8007000046 

50-320 

0 


8007080046 

50-320 

0 


8007080046 

50-320 

0 


8007080048 

50-320 

0 


8007080049 

SO-320 

0 


8007080048 

50-320 

0 


8007080048 

90-320 

0 


9007080048 

50-320 

0 


9007080048 

90-320 

0 


8007310128 

90-277 

0 


AUTHOR 

affiliation 

ACCESSION 

NUMBER 

SUBJECT 

CATEOORY 

Ed L Rxd 6 Afsacialss. Inc 

8007110462* 

WASTE MOT 

Edtion Eltctric Initltut* 

8007020671 

PR 



8007100180* 

PR 



8007210168 

PR 


Edloiii IntsTfiat lonal Co 

0007240434 

XPORTLIC 



8007310018 

XPORTLIC 



8007310903* 

FOIA 



0007310506* 

FOIA 


Eichhorni E ichhorn 6 LlnV 

0007020493 

50-367 

0 

Electric Power Rtiearch Institute 

8007010233* 

FOIA 



0007140398* 

50-3 

P 

Elgrla Memorial Moip Elgria.QH 

0007100196 

REOOD 


Energy Product* Group 

0007160497 

NUREO 


Energy r Dep t o f 

0004110923 

PR 



0007010013 

ORO 



8007010017* 

ORO 



8007020639 

PR 



8007020693* 

50-201 

H 


8007030084 

PR 



0007090098 

PR 



0007090103* 

PR 



0007100024 

PR 



8007100094 

PR 



0007110491 

PRM 



8007140190* 

50-247 

P 


80071 90074* 

SECY 



0007170091* 

50-206 

H 


0007170390 

50-344 

P 


0007180464* 

50-339 

H 


8007220030* 

90-566 

H 


8007240090 

71-5607 



8007240094* 

71-5607 



0007240154 

71-9132 



0007280140* 

50-289 

0 


0007300334 

PR 



8007300411 

PR 


EnergytOept ofi Clinch River Breeder 

8007010366 

90-937 

F 

Reactor Plant 





0007030179 

PR 



8007080364 

50-937 

B 


0007100194 

90-937 

F 

EnorgyiDept of, Idaho Operation* Office 

9007290174 

RES 


Engineering D*cl*lan Analgii* Companyi 

8007220353* 

90-70 

P 

Inc 





6007220396* 

50-70 

P 


0007220362* 

50-70 

P 


0007220366* 

50-70 

P 


0007220369* 

90-70 

P 


8007290606* 

TOPREP 


Environmental Coalition on Nucltar Power 

B0O707O375 

90-320 

0 


8007080086 

90-320 

0 

Environmental Policy Initltute 

0007030107 

PR 


Environmental Protection Agency 

8007020400 

PR 



8007110026 

PR 



0007230594 

90-409 

0 


0007290600 

40-1162 



0007290037 

PR 



8007290696 

90-10 

D 

E<*e* Corp, 

B007090163 

NUREO 



8007090166* 

NUREO 



0007090167* 

NUREO 


Euratom Supply Agency (Belgiuml 

8007 190036 

XPORTLIC 


European Camtnuni t le*. Comrnlielon of 

8007170229 

XPORTLIC 



0007240447 

XPORTLIC 


Excon Mineral* Co i UdA 

8007170679 

40-8102 



8007280047 

40-8102 


Eicon Nuclear Co • Inc (aube of Eicon 

7909210176 

REOOD 


Corp > 





8007020701 

PR 



8007070004 

XPORTLIC 



8007070006* 

XPORTLIC 



0007070008* 

XPORTLIC 



0007070402 

PR 



SD071 10219 

TOPREP 



0007110341 

TOPREP 



0007160306 

71-6581 



8007240224 

XPORTLIC 



8007240247* 

XPORTLIC 



8007280009 

PR 



8007290733 

TOPREP 


Farm Legal - TN 

8007140691 

PR 


Federal American Partner* 

8007020013 

40-4492 



8007100004 

40-4492 



8007100087 

40-4492 



8007210169 

40-4492 



CORPORATE SOURCE INDEX 


471 


AUTHOR 

AFFILIATION 

Ftdcrai Emirgtncv Man*giinint Agancy 

Federal Entrgg Ragulatorg Coremiftion 
FIrei Corp 

Fitchburg Oai & Electric Light Co 
Fleiichaker. 0 S 

Florida Cltlca 

Florida Pouer b Light Co 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

author 

AFFILIATION 



ACCESSION 

NUMBER 

SUDJECr 

CATEGORY 

SOOTCJOOZSe 

SECY 


Florida PojBr Corp 



8007010395 

50-302 

P 

0007140079* 

iOCFR 





8007010463 

50-302 

S 

0007240060 

50-369 

F 




8007020337 

50-302 

P 

0007100218 

50-10 

D 




8007030242 

50-302 

P 

0007090398 

REOGD 





8007070329 

30-302 

Q 

8007000019* 

50-443 

I 




8007000075 

50-302 

P 

8007100198 

90-275 

0 




80070B02S9 

50-302 

F 

800723090B 

50-275 

0 




8007100101 

REGGD 


8007300096 

50-275 

G 




8007100153 

50-302 

P 

8007090051 

50-389 

M 




0007110122 

50-302 

P 

8007230798 

50-389 

M 




8007110402 

50-302 

S 

0007010403 

50-335 

S 




8007110410* 

50-302 

s 

0007010491* 

90-339 

s 




B0071503BS 

50-302 

p 

0007020296 

PR 





B0071504B4 

50-302 

p 

0007020321* 

50-335 

0 




0OQ71SO5O3* 

50-302 

Q 

8007030221 

50-335 

p 




8007150590 

90-302 

0 

0007070100* 

90-339 

0 




0007150700 

50-302 

R 

8007080 1 40 

50-250 

p 




6007150713* 

90-302 

R 

8007080284 

50-335 

8 




6007 180294 

50-302 

P 

8007080290* 

50-335 

S 




0007180313 

50-302 

P 

8007080330 

90-335 

R 




8007180384 

90-302 

P 

0OO7O8O33S* 

90-339 

R 




8007180540 

90-302 

G 

0007090286 

90-339 

P 




0007210203 

50-302 

P 

8007100021 

50-335 

0 




8007220303 

50-302 

P 

8007100029 

90-290 

0 




0007230193 

PH 


8007100120 

50-290 

Q 




0007230562 

50-302 

Q 

0007110199 

50-290 

P 




0007230573* 

50-302 

Q 

8007110199 

90-290 

P 




0007240074 

50-302 

P 

0007110296 

90-290 

P 




0007240382 

50-302 

0 

8007110261 

90-290 

P 




0007250326 

50-302 

P 

8007110261 

90-250 

P 




0007250330* 

90-302 

P 

8007140364 

50-335 

8 




0007260127 

50-302 

P 

8007140378* 

50-339 

8 




0007200133* 

50-302 

P 

8007140382 

50-335 

S 




0007280373 

50-302 

F 

8007 1 40389* 

50-335 

8 

Fluor Power Servlcei Inc 



0007220234* 

50-305 

P 

0007190932 

50-335 

S 

Foater Uheelsr Corp 



8007290058 

PR 


0007190936* 

50-335 

0 

Foundation Gclenc*s>Inc 



0007170960* 

50-344 

R 

0007150627 

90-335 

8 

Fd« Induatrli* 



6007010236 

TOP REP 


0007150636* 

90-335 

S 

Frankhauiert 0 D 



0007220569 

50-396 

0 

8007160379 

90-250 

Q 

Franklin Instl tutt/Frank 1 In 

Research 

0007070368 

50-330 

P 




C»nt*r 






0007160999 

50-309 

8 







0007160010* 

50-335 

Q 




0007310265* 

FOIA 


0007210060 

90-389 

Q 

Frlvnd* of the Earth 



0007110906 

50-320 

P 

0007210064 

50-250 

Q 




0007140034* 

50-361 

0 

0007210064 

50-250 

a 

Gag*-Dabcoc k Aiioc la teii 

Inc 


0007150119 

PR 





Oamb la 



0007310020 

XPORTLIC 


8007220069* 

50-335 

Q 







8007220374 

50-339 

P 

Oaiiir Aataciate*>P A 



6007180193* 

CONTRACT 


0007220379 

50-335 

Q 

Ga* ton Countgr NC 



6007140461 

50-269 

0 

0007220300 

90-250 

P 




0007140473* 

50-269 

0 

0007220419 

90-290 

S 




0007140408* 

50-269 

0 




General Atomic Co ieubi 

of 

Gulf Oil 

60070'20205 

PR 


0007220421* 

50-250 

8 

Co ) 






8007220943 

90-250 

R 







8007220943 

90-290 

R 




0007100046 

PR 


8007220350* 

90-290 

R 

General Atomic Co (sub* 

of 

Gulf Oil 

0007020084 

XPORTLIC 


800722O5S0* 

90-290 

R 

Corp 1 









General Electric Co 



6006 1 909 1 5 

71-9139 


8007230101 

PR 





EQ07010090* 

50-397 

A 

0007230442 

50-250 

F 




6007010092* 

50-397 

A 

0007230442 

90-290 

F 







0007230454 

50-250 

F 




8007010099* 

50-397 

A 

0007230454 

50-290 

F 




0007010090* 

50-397 

A 







0007010349 

TOPREP 


8007230798 

50-399 

M 




9007010507 

TOPREP 


8007240079 

90-250 

R 




6007010595 

71-S90O 


8007240079 

50-290 

R 







0007240006* 

90-290 

R 




0007010590* 

71-5960 


0007240086* 

50-290 

R 




0007010600* 

71-5980 








0007010602* 

71-5980 


8007240174 

50-290 

R 




0007010603* 

71-5980 


8007240174 

50-250 

R 




0007010605* 

71-5960 


0007240177* 

50-250 

R 







8007240177* 

90-290 

R 




600702061 l» 

70-1308 


8007240263* 

50-290 

0 




0007030231* 

70- 1113 








8007070067 

PR 


0007250272 

50-335 

a 




6007070249 

OEN TEC J 

IS 

9007250282 

50-250 

Q 




6007060212 

70-1113 


0007290282 

90-250 

0 







8007290312 

50-335 

Q 




6007090310 

TOPREP 


8007280931 

50-250 

P 




6007100135 

REGGl) 








6007100191* 

PR 


8007200931 

50-290 

P 




0007110490* 

SECY 


9007200362 

90-250 

P 




6007110903* 

SECY 


0007200962 

50-250 

P 







8007280647 

90-335 

F 




6007140035 

70-1308 


8007290624 

50-335 

F 




6007140068* 

lOCfft 








6007140396 

TOPREP 


8007300959 

90-290 

0 




6007140426 

TOPREP 


0007300598 

90-250 

Q 




0007140490* 

50-331 

P 

0007310084 

90-290 

0 







9007310084 

50-250 

Q 




6007140346* 

SECY 


8007310220* 

50-389 

Q 




6007150031* 

70-1113 
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CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATIQM 


Qenerat Electric Co • Nuclear Energij 
Product* Dlv 


Gen«ral Kotor* Corp 

Oen«ral Public Utlllttc* - GPU Service 
Corp 


Oeo-Centerti Inc 
Georgia Power Co 


ACCESSION 

NUMBER 


8007150033* 

8007150104 

8007150407 

8007150724 

8007160360 

8007160703* 

8007160709* 

8007170574* 

8007180123* 

8007180460 

8007180470* 

8007210366 

8007220138 

8007220147 

8007220168 

8007220170 

8007220329 

8007220349 

8007250515 

0007250587* 

8007280058 

8007280131 

8007280407 

BQ072S0577 

8007280599 

8007280637 
8007310042 
8007310044 
00(373 10270)1 
8007210391 


8007280077 

8007310066 

8007280360 

8007280366* 

B00703D334 


8007150730 

8007160670 

800724036? 

8007160498* 

8007010474 

8007010494 

8007010503* 

8007010510 

B007010S18* 

8007020218 

8007020342 

8007020520 

8007020523* 

BOO7O2O620 

S007020628 

8007020638 

8007020642* 

8007030261 

8007030261 

8007030272 

8007030274* 

8007030276 

80070130277 

8007030278* 

8007030279* 

0007030280 

8007030288* 

6007030284 

8007030286* 

8007080287 

6007080287 

8007080322 

6007000327* 

8007080344 

8007090074 

8007090339 

8007090339 

8007110259* 

8007110283 

8007110304 

8007110307 
8007110313* 
B007 110366 
B007U036B 
0007110400 

6007110403* 

8007110415 

8007110426* 


SUBJECT 

CATEGORY 


70- 1113 
PR 

RES 

TOPREP 
50-70 P 

50-341 A 
50-341 A 
50-260 P 
50-277 P 

71- 9136 

71-9136 
TOPREP 
70-1 30B 
70-1308 
70-1300 

70- 1308 
TOPREP 
50-70 P 
TOPREP 
0A999 

71- 170 
XPORTLIC 
XPDRTLIC 
50-70 P 
TOPREP 

50-70 P 

XPORTLIC 

XPORTLIC 

FQIA 

NUREO 


71-4986 
XPORTLIC 
XPORTLIC 
XPORTLIC 
50-320 T 


50-320 I 
50-289 P 
PR 

CONTRACT 
50-321 P 

50-366 8 
50-366 6 
50-366 S 
50-366 8 
50-424 0 

PR 

50-366 8 
50-366 8 
50-321 P 
50-321 P 

50-321 S 
50-321 B 
S0-32t 8 
50-321 8 
50-366 S 

50-366 S 
50-321 S 
50-366 B 
50-321 S 
50-366 S 

50-366 8 
50-366 S 
50-321 S 
50-321 B 
50-321 P 

30-321 P 
50-321 P 
50-321 P 
50-424 H 
30-321 0 

50-321 0 
50-321 Q 
30-321 0 
50-321 8 
50-321 6 

50-321 S 
30-321 G 
50-366 a 
50-321 6 
50-321 8 

50-321 6 
30-321 6 
30-321 a 


AUTHOR 

AFFILIATION 


ACCESSION 

NUMBER 


8007110429 

8007110432 

8007110437* 

8007110442* 

8007110455 

8007110463* 

8007110321* 

8007140337 

8007140384 

8007150133 

8007150496 
8007150508* 
8007150539 
6007150544* 
80071 S063S 

80071S0642* 

8007150666 

8007150674* 

8007150678 

8007150693* 

8007170382 

8007170307* 

8007170392 

0OO717O4OS 

0007170400* 

0007170410* 
0007170414 
0007170419* 
00071 7043 1 
80071704S3 

8007170463# 

0007170460* 

8007170481 

0007170497* 

8007210370 

8007210371* 

8007210384 

8007210384 

8007210393 

8007210397* 

8007210484 

0007210492* 

0007220273 

8007220281 

8007220281 

8007220422 

8007220S14 

8007220319* 

8007240124 

8007240128* 

8007240165 

8007240167* 

8007240264* 

8007230292 

8007230292 

800725041 1 

0007250412* 

0007280128* 

0007280445 

0007280446* 

8007280449 

00072B0449* 

0007280480 

80072B04S3* 

0007260305 

0007280512* 

0007280514 

0007280518 

0007280326* 

0OO72BOS3B 

8007280341 

8007280541 

0007280372 

0OO728O3BB* 

8007280629 

8007280634 

8007280634 

8007290640* 

8007280642* 

0007280642* 

8007280678 

8007290678 

8007280680* 

8007280602 

8007280686* 


SUBJECT 

CATEGORY 


50-366 a 
50-321 a 
50-366 e 
60-321 8 
50-321 8 

50-321 8 
50-424 0 
NUREG 

50-321 Q 
PR 

30-321 e 
50-321 S 
30-321 S 
30-321 S 
50-366 a 

50-366 S 
30-321 8 
30-321 8 
30-366 8 
50-366 8 

50-321 8 
30-321 8 
50-321 S 
50-366 8 
30-321 8 

50-366 S 
50-321 S 
30-321 8 
50-321 a 
30-366 8 

50-321 S 
50-366 a 
90-321 e 
50-321 B 
50-321 8 

50-321 8 
50-321 8 
50-321 B 
90-366 S 
50-366 8 

50-321 8 
50-321 8 
50-424 a 
50-321 Q 
50-321 0 

50-321 Q 
50-321 8 
50-321 8 
50-366 8 
50-366 8 

50-366 8 
50-366 B 
50-321 0 
50-321 0 
50-321 0 

50-366 a 
50-366 a 
50-321 a 
50-321 a 
50-321 8 

50-321 a 
50-321 S 
50-366 6 
50-366 8 
90-366 0 

50-366 B 
50-321 F 
50-366 0 
50-366 a 
50-321 0 

50-321 0 
50-321 0 
SO-321 8 
50-321 8 
50-321 8 

50-321 P 
50-321 P 
50-321 B 
50-321 P 
50-321 P 

50-321 R 
50-321 R 
50-321 R 
50-321 8 
60-321 R 


CORPORATE SOURCE INDEX 
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AUTHOR 

AFFIUlAT10t4 

ACCESSION 

NUMBER 

SUBJECT 

CATEOORY 


BooTseohes* 

50-321 

R 


6007200690* 

50-321 

3 


6007200692* 

SO-321 

R 


BOO7290692* 

50-321 

R 


SO 072906 16 

50-321 

0 


6007290618 

50-321 

Q 


6007290774 

50-424 

F 


B007290774 

50-424 

F 


6007290777* 

50-424 

F 


8007290777* 

SO-424 

F 


8007300392 

50-321 

S 


6007300513* 

50-32 1 

0 


8007310275 

50-321 

0 


0007310275 

SO-321 

Q 


6007310287* 

50-321 

0 


8007310287* 

50-321 

Q 


8007310527 

50-321 

Q 


8007310527 

50-321 

Q 

Oaorgiai Statt oF 

8007 150068 

PR 


O«orgia< Unlv oFi 

8007100349 

71-339 



8007 100353* 

71-339 


OarmAtiVi Fidtral Republic of 

80070B0554* 

50-320 

0 


8007310255 

NUREO 


Olbbi & Hllli Inc (sub* of Orevo Corp ) 

8007210527* 

50-445 

A 

01 Ibert/Comieoniiiea 1 th Coi 

8007070106 

TDPREP 



8007220385* 

50-302 

P 

Ooldb*rg< Fleldman L Hjetmfelt 

8007140875 

50-346 

M 

Ooldtr Aifoclate* 

8007250568* 

CONTRACT 



6007800717* 

CONTRACT 


Ooldtmlthi R 

8007140337 

50-10 

0 

Onuld-Broun Boverl 

B007080i91 

50-364 

A 

Oreenpeace Foundation 

8007020127 

FDIA 


Oulf & Htatarn Induitrleti Inc 

8007010142* 

QA999 



8007010151* 

aA999 


Oulf Nuclaart Inc 

8007140508 

PR 


Oulf Oil Corp 1 Oulf Mineral Resources 

6007020123 

WASTE MOT 

Co 





0007030190 

PH 


Oulf Science it Technology Co 

8007020135* 

WASTE MOT 

Oulf State! Utilities Co 

8007160495 

NUREO 



8007210140* 

50-450 

0 


8007220594 

50-450 

Q 


8007290424 

PR 


HEWtDept ofi Food t< Drug Administration 

8007110539* 

CONTRACT 


HH3> Dept ofi U3 Public Health Service 

8007070264 

50-10 

D 


8007140640 

PR 



8007 150084 

PH 


Hanford Engineering Development 

8007140646 

71-6307 


Laboratory 





8007140649* 

71-6307 



0007140654* 

71-6387 



6007140653* 

71-6387 



6007140662* 

71-6387 



8007140666* 

71-6307 



8007140666* 

71-6337 



8007140673* 

71-6307 



8007140678* 

71-6387 



8007140667* 

71-6337 



8007140690* 

71-6367 



8007250440 

PROJ 



8007250444* 

PROJ 


Harding~Laiiison Associates 

8007280236* 

CONTRACT 


Harrisburg Hoip Harrlsburgi PA 

8005190626 

50-320 

P 

Health Physics Society 

8007100001 

PR 


High Rock Lake Aesoclatlon 

8006200066 

50-430 

Q 


8006200071* 

50-466 

0 

Mill Christopher L Phillips 

8007030048 

50-275 

0 


80073001 IQ 

50-275 

0 


S0073 10389 

50-312 

0 

Hlrata Valve Industry Co > Ltd i Xauiaskl 

8007290477* 

QA999 


Div 





0007290487* 

QA999 


Hittman Nuclear L Development Corp 

8007170286* 

50-219 

Q 

isube Hittman Corp 1 




House of Rap 

8007020088* 

50-10 

U 


8007020217* 

50-324 

H 


9007020237* 

50-320 

H 


8007110343* 

50-352 

U 


8007110449 

50-313 

K 


8007160634 

50-329 

H 


8007180427* 

COHMI86IQN 


0007210390 

50-397 

U 


8007240406 

50-320 

H 


BOO72S021S* 

COMMISSION 


8007250264* 

50-3 1 7 

H 


AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 


B007280IB9 

8007280536* 

PRM 

50-329 

H 


8007300367 

50-397 

U 


6007310375 

50-209 

H 

House of Rep < Foreign Affairs 

8007250284* 

50-275 

H 

House of Rep > Government Operations 

8007250246* 

50-546 

U 

House of Rep i Interior !. Insular Affairs 

8004280239 

50-352 

U 


8007020279* 

WASTE MOT 


3007110509 

8007180431* 

PRM 

COMMISSION 


8007230565* 

50-320 

u 

House of Rep 1 Intent l> Foreign 

30071 10270* 

C0MK19B1ON 

Commerce 

8007300365 

50-490 

U 

Housing S' Urban Development. Dep t of 

6007220051 

40-0745 


Houston Lighting & Pouer Co 

80070 1 0072 

50-490 

Q 


6007020471 

50-466 

0 


3007020610 

50-490 

0 


3007020670* 

50-490 

A 


3007020670* 

30-490 

A 


0007070306 

50-490 

B 


8007080015* 

50-466 

0 


8007080017* 

30-466 

0 


8007080050 

50-466 

0 


8007090189 

50-466 

0 


8007090246 

50-498 

a 


8007090246 

50-490 

Q 


G007090365 

50-498 

8 


8007090365 

50-490 

S 


8007100433 

50-498 

0 


6007100443 

30-490 

6 


B0071fl0443 

50-490 

0 


8007110337 

50-490 

8 


8007110337 

30-490 

6 


80071 60073* 

30-490 

0 


8007150423 

50-44 5 

M 


8007150425 

30-445 

M 


6007150425 

50-445 

ti 


8007150645 

50-490 

S 


8007150643 

50-490 

a 


8007160219 

30-490 

8 


0007160219 

30-498 

6 


0007160570 

50-466 

0 


0007160604 

50-490 

8 


6007160604 

30-490 

S 


0007160609* 

30-490 

s 


6007160609* 

50-498 

6 


6007160639 

50-466 

0 


6007160645 

50-466 

0 


0007170203 

30-498 

a 


0007100432 

50-466 

Q 


0007210511 

30-490 

S 


000721051 1 

30-490 

a 


0007220370 

SO-490 

0 


0007220570 

50-498 

a 


0007230476 

50-490 

0 


0007230476 

50-490 

a 


0007230512 

50-490 

B 


0007230312 

50-490 

8 


0007230525 

50-490 

6 


0007230540 

30-490 

8 


0007230540 

30-498 

8 


0007230710 

30-498 

Q 


0007230710 

50-498 

0 


0007250424 

30-466 

0 


0007250441 

50-445 

N 


00072900 S 2 

30-466 

G 


0007300090 

30-490 

0 


0007300090 

30-490 

0 


0007300340 

30-466 

H 


0007300348 

30-466 

H 


0007300340 

30-466 

K 


0007300375 

30-496 

A 


8007300373 

30-496 

A 


0007300392 

30-496 

8 


0007300402 

30-466 

Q 


8007300413 

50-466 

0 


8007300433 

30-466 

0 


0007300449 

50-466 

0 


6007310094 

50-466 

G 


0007310309 

30-466 

G 


Hpuard Univ fi' 

Hudtori Light tt Pouer Ospt 
Kuicoi Inc 
Hunton ti 111 1 1 iam» 
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CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

AFFILIATION 

ACCERSION 

NUMBER 

SUBJECT 

CATEOORY 


BO 070 90 3 06 

50-322 

0 


8007140002 

PR 



8007170304 

50-322 

0 


8007160692 

50-274 

F 


8007250446 

MISC 



0007160690* 

50-274 

F 

Hgdrolagv Atioc lates. Inc 

0OO724OO29» 

40-8452 



8007230142 

50-289 

0 


8007240041* 

40-8452 



0007230164* 

50-289 

0 


8007240048* 

40-8432 



0007200024 

PR 


IRT Corp 

8007160490 

CONTRACT 


0007310397 

50-275 

A 

Idaho National Engineering Laboratorg 

8007240257 

RES 


International Atomic Energy Agency 

8007020674* 

COMMISSION 


8007280693 

NUREO 


(Austria 1 





8007290217 

30-254 

P 


8007300007* 

ORO 






International Structural Engineers, Inc 

0007300587* 

50-390 

A 

Illinois Power Co 

8007030215 

50-461 

0 






8007030215 

30-461 

Q 

louia Electric Light {< Power Co 

0007010453 

30-331 

P 


B0071 10233* 

50-461 

Q 


0007020719 

30-331 

Q 


8007160626 

50-461 

8 


8007030212 

50-331 

8 


8007160638* 

30-461 

S 


8007030217* 

30-331 

8 






8007030224 

50-331 

a 


0007160651* 

30-461 

5 






8007160665* 

30-461 

S 


0007030235* 

50-331 

8 


8007160679* 

50-461 

S 


8007030238 

50-331 

8 


8007210521* 

50-461 

0 


8007030241* 

30-331 

8 


8007230518 

50-461 

s 


0007070142 

30-331 

P 






8007070232 

30-331 

P 


0007250559 

50-461 

A 






8007280506 

50-461 

3 


8007070255* 

30-331 

P 


8007300429 

50-461 

S 


8007070272 

50-331 

a 

Illinois Safe Energy Alliance 

8007140337 

30-10 

0 


0007110411 

50-331 

8 


8007230324 

50-10 

D 


0007110419* 

30-331 

8 






0007110471 

30-331 

8 

nilnolsi State of 

0007070023 

50-514 

D 






8007080026 

30-367 

0 


6007110402* 

30-331 

S 


8007140432 

PR 



8007140366 

90-331 

P 


8007140439* 

PR 



0007140434 

30-331 

P 


8007140449* 

PR 



0007140442* 

50-331 

P 






0007160259 

50-331 

0 


3007140521* 

CONTRACT 






80071 B0056 

50-367 

0 


8007160624 

30-331 

P 


8007160587 

70-1308 



8007170563 

30-331 

Q 


8007100337 

70-1308 



8007220367 

50-331 

R 


0007230327 

27-39 



0007220371* 

50-331 

R 






0007220394 

50-331 

P 


8007230442 

27-39 







3007310133 

27-39 



8007220494 

30-331 

0 

Inberg-Ml 1 ler Engineering Co 

8007290221 

40-299 



8007220497 

30-331 

S 


8007310494 

40-299 



8007220S44 

30-331 

0 

Indiana Michigan Electric Co 

8007020245 

50-315 

Q 


8007220399 

50-331 

8 






8007230233 

50-331 

P 


8007020591 

30-315 

P 






8007030206 

50-313 

Q 


8007230464 

30-331 

s 


8007090209 

50-316 

8 


0007230482 

50-331 

p 


8007090292* 

50-316 

8 


8007250673 

50-331 

a 


8007110465 

50-315 

0 


0007250677 

50-331 

0 






8007280377 

30-331 

p 


8007130386 

50-315 

S 






0007130397* 

50-315 

S 


8007280400 

50-331 

p 


8007130623* 

50-315 

s 

Isham, Lincoln 6 Beale 

8007020462 

30-599 

0 


3007130684 

50-316 

s 


8007080349 

PR 



8007130695* 

50-316 

0 


8007080360* 

PR 







8007090045 

50-329 

0 


8007 1 50696 

50-315 

0 






8007 150703* 

50-315 

0 


0007090316 

50-255 

0 


8007160334 

30-315 

Q 


0007140020 

50-329 

0 


8007180324 

50-315 

Q 


8007150052 

50-153 

0 


0007210537 

50-316 

8 


8007150431 

30-443 

M 






8007160593 

PR 



0007210541* 

50-316 

0 






0007220080 

50-313 

0 


8007210446 

30-253 

0 


3007220080 

50-313 

0 


0007220194 

30-329 

0 


8007230269 

50-313 

0 


0007230810 

30-253 

0 


8007230269 

50-313 

Q 


8007300362 

90-293 

0 






0007300368 

90-133 

p 


8007250016 

50-316 

Q 






8007230493 

50-315 

P 


8007300421 

90-329 

0 


8007280510 

50-315 

S 


8007300464 

90-199 

0 


G0073002S2 

50-313 

Q 


8007300468 

90-195 

0 

• 

8007310234* 

30-315 

Q 

Island Closeup Neuit Service 

8007140214 

FOIA 






Isotope Products Laboratories 

8007020383 

XPOR fLIC 



0007310399 

50-315 

V 





Indiana i Michigan Power Co 

8007150542 

30-313 

R 

Iiaat Uatton League of America, Porter 

8007000055 

90-367 

0 


8007150547* 

30-313 

R 

County Chapter 





6007150555 

30-316 

R 

Jack R Benjamin & Assoc la tes, Inc 

8007220372* 

50-70 

p 


8007150561* 

30-316 

R 

Japan 

8007250535 

XPORTLIC 






Jersey Central Power & Ulght Co 

8007010468 

90-219 

p 

Indiana State Univ 

8007250028* 

COMMISSION 


8007020377 

50-219 

Q 

Indiana! State pf 

8007020300 

PR 






Inside D 0 E f McOraW'-Hill Publication 

8007170202 

FOIA 



8007030216 

90-219 

P 

Institute for Enorjii t Environmental 

9007150042 

50-320 

P 


0007070113 

90-219 

P 

Research Heidelbergi N Oermany 





8007070259 

90-219 

8 

Interei Corp 

8007310417* 

50-277 

R 


8007070265* 

50-219 

S 






8007090239 

90-219 

a 

Interior! Dept of 

8007140016 

50-275 

H 






8007160511 

30-397 

A 


8007090262 

90-219 

F 

Interior! Hept of, Bureau of Mines 

3007100033 

PR 



8007110023* 

70-1333 


Interior, tlept of, Fish 1 Mildlsfo Service 

6007020033 

70-2909 



8007110370 

90-2 1 9 

8 


8007150710 

30-230 

P 


8007110373* 

90-219 

0 






8007110375 

90-219 

0 


8007210360 

50-250 

P 






8007310377 

50-250 

P 


8007110383* 

90-219 

8 

Interior! Dept of, Geological Survey 

8004200218 

PR 



8007150703 

90-219 

R 


8007030193 

PR 



8007 160300 

50-219 

P 



CORPORATE SOURCE IWDEX 
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AUTHOR 

AFFICIATION 


Jontti Broun & Clifford 

Jonoii Oreg ft Boglog 
Justlcti Dopi; of 


KKC. Inc 

KHS Fuiloni Inc isubi of KMB Induobrie 
ti Inc ) 

Kfinon Sciincii Carp 
K«n*«f 0** ti Eltctrlc Co 
Kanta«> Unlv of 

Koutckt Birglco Induttrleti Inc 
Ktrr-llcOec Cbomical Corp (subs of 
Kerr-McOe» Corp I 


Ktrr-KcOot Corp 


Korr-McOoo Nueltar Corp 


Lancattor Counbgi PA 

Laoi 

Lappi Inc 

Lawlari Hatuskg (i Skollg Enplnoeri 
Laurancf Barktlag Laboratorg 
Lauranca Livarmora Laboratorg 


LaBotufj Uambi Latbg Si KacRae 


Laagua of Monian Votaro of San Lula 
Ob iapoi CA 
Lahlgh Unlv 


Laatar 8 Knight b Aaaociataai Inc 
Lavg> Outmam Oeldbarg % Kaplan 
Llfa Cgcla Englnaerlng> Inc 
Lockhaad Environmantal Sciencea 


Long Ifland Lighting Co 


ACCESSION SUBJECT 

NUMBER CATEGORY 


AUTHOR 

AFFILIATICIN 


ACCESSION SUBJECT 

HUHDEfl CATEOQRY 


6007 170279 

6007100409 

6007160415* 

6007160423* 

6007160451* 


50-219 P 
50-219 P 
50-219 P 
50-219 P 
50-219 O 


aO0723O+SS 

80072304&2* 

8007230590 

80072S05&e 

9007290689 


50-322 A 
50-322 A 
SO-322 K 
50-322 A 
NUREO 


8007180569 

6007210042 

6007220363 

6007220364* 

6007230570 


50-219 0 
50-219 Q 
50-219 R 
50-219 R 
50-219 S 


Los Alanos Sclontiflt Laboratorg 8007100053 RECCD 

9007160405 PR 
9007180175 RECOO 
B0071B0603 ACRS 
8007210607 RES 


8007230574* 

6007250170 

6007250305 

6007290164 

6007300340 


50-219 S 
50-219 0 
60-219 0 
50-219 P 
50-133 0 


Los Alamos Technical Assoc i ate Si Inc 

Los Angelasi CA 

Louisiana Pousr b Light Co 


\ 


8007280209* 

8007140051* 

8007010319 

8007010341 

8007010343* 


FOIA 

PR 

50-382 a 
50-392 F 
50-392 F 


6007140026 

6007160347 

6007170364 

6007260636* 

8007300418 


50-275 G 
50-445 H 
50-445 H 
50-445 M 
50-44 5 14 


6007020397 

6007020405* 

0OO7OBO179 

6007080234 

6007080239* 


50-392 9 
50-332 3 
50-392 A 
50-392 a 
50-392 3 


8007110553 

8007020346 

8007160513* 

8007290017* 

8007170317* 

6007020153 

8007020667 

8007140266 

8007210108 

8007310262 

8007110025 

8007110027* 

8007170491 

8007010590 

8007010592* 

8007010609 

8007010611* 

8007010615* 

8007030031 

8007030035* 

8007230564* 

8007250634 

6007260116* 

8007110010 

6007160221* 

8007170403* 

6007220023* 

8007140617 

6007180072 

8007220024 

8007220034 

8007240478 

8007020212 

0007100437 

6007140370 

0007140370 

0007140378* 

6007140378* 

0007140619 

6007170393 

8007300032 

8007010457 

8007140642 

6007170460 

8007310019 

8007290056* 

8007070092 

8007170535* 

8007010226* 

8007100268* 

8007010066 

8007020073* 

8007030053 

8007090243 

6007090245* 

6007090306 
8007140390 
80071 5065 S 
8007160667* 
8007 17036 4 

8007210040* 

8007210515 


XPORTLIC 

CONTRACT 
50-482 O 
50-482 A 

XPORTLIC 

PH 

FOIA 

40-2061 

FOIA 

40-2061 

40-2061 

PH 

40-8647 

40-0647 

40-6027 

40-0027 

40-6027 

40-6647 

40-0647 

70-925 
40-8027 
50-320 H 
XPORTLIC 
COMMISSION 

50-220 P 

MTSC 

NUREO 

NUREO 

NUREG 

NUREO 

NUREO 

PR 

PRM 

50-452 O 

50-452 0 

50-452 0 

50-452 0 

50-320 H 
50-220 P 

PR 

50-27 5 H 

RES 

RES 

50-219 P 

Miac 

PH 

S0-3S0 P 
50-206 R 
50-206 R 

50-516 0 

50-322 S 
SO-322 0 

50-332 K 
50-332 K 

50-332 0 

50-332 8 

90-332 A 
50-332 0 

50-332 0 

90-332 Q 
50-516 0 


8007 toot 63 
8007100166* 
8007 100169* 
0007100429 
0007150417 


50-393 K 
50-382 K 
90-392 K 
SO-382 0 
50-383 0 


8007160506 

8007160616 

0007320373 

0007290399 

3007290439* 


50-382 K 
50-392 K 
50-302 F 
90-303 F 
90-392 0 


Louens telni Neumani Re 1 3i An a Irad b Toll 


9007300395* 

9007020368 

9007020424 

90070204S3 

9007020471 


90-392 0 

PR 

PR 

90-367 S 
50-466 0 


9007020604 

9007030082 

9007030119 

9007000017* 

9007000021 


50-376 0 

PR 

PR 

SO-466 0 

50-367 0 


9007080058 

8007090109 

8007100160 

8007100180* 

8007150425 


50-466 0 

50-466 0 

PR 
PR 

50-445 M 


8007150425 

8007160370 

8007160639 

800716064S 

8007180432 


30-445 M 
SO-466 0 
50-466 0 
90-466 0 
50-466 0 


9007230535 

9007250424 

9007250441 

9007290082 

9007300027 

BOO 7300090 
9007300413 
8007300449 
9007310094 
8007310308 


50-376 0 
50-466 a 
50-445 M' 
50-466 0 
PR 

50-490 0' 
50-466 0 
50-466 0 
50-466 a 
50-466 a 


Louer Allouags Creek i NJ 90D7110112 

Magnaflui Corp (subs of Peabodg Gallon 9007020044 
Corp ) 

9007020047* 

Maine Public Service Co e00709003S» 

Maine Yankee Atomic Poutr Co 0007010339 


50-272 a 
71-5 

71-5 

50-443 I 
50-309 S 


9007030229 

9007080217 

8007090413 

9007080417# 

6007090295 


50-309 P 
50-309 I 
90-309 8 
50-309 S 
90-309 P, 


60071 10386 

8007110369* 

8007140403 

8007170321 

0007190090 

8007210367 

8007210369* 

80072I042B 

9007210431* 

8007210601 

9007250404 
9 007250 4 OS* 
9 007280 4 59 
8007280604 


50-309 R 
30-309 R 
30-309 0 
50-309 0 
30-309 Q 

SO-309 R 
80-309 B 
30-309 S 
50-309 6 
50-309 0 

50-309 P 
50-309 P 
50-309 0 
30-309 R 
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CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATIOH 

ACCESSION 

NUMBER 

SUBJECT 

CATEOQBY 

AUTHOR ACCESSION 

AFFILIATION NUMBER 

SUBJECT 

CATEOORV 


8007360611 • 

50-309 fi 

8007070313* 

90-289 

a 


8007110481 

30-309 H 

8007070320 

90-320 

p 

Mai 1 Inckrodti Inc 

8007110334 

PR 

0007070322* 

go-320 

p 

Manchester Menonal Hnsp Hanche s teri CT 

0007150318* 

70-2651 

8007070343 

90-209 

p 

Mapleton Interveners 

8007140017 

90-329 0 

8007070343 

90-289 

p 


8007160647* 

50-329 H 

8007080074 

90-289 

p 

Marine Siologlcal Con«ultdnt«F tnc • 

8007010326* 

50-206 R 

8007080211 

90-289 

B 


800710026B* 

50-206 R 

8007080214* 

90-289 

B 

Mart IV Industries. ^RD Djv 

8007110157 

FOIA 

8007080244 

90-289 

F 

Marquette Univ 

8007240338* 

40-4337 

B0070B03SS 

90-320 

P 


B0072SOOI3* 

40-4337 

8007080358 

90-320 

P 


8007030025 

50-466 0 

8007080379 

90-289 

a 


8007030029* 

50-A6b 0 

8007110019* 

70-1333 



8007110060 

50-466 0 

8007110020* 

70-1333 



6007160360 

50-466 0 

0007110023* 

70-1333 



8007160365* 

50-466 C 

80071 10024* 

70-1333 



B007220553 

50-466 0 

8007110030* 

90-289 

J 

Harsh ti McLennan. Inc ■ H & M Nuclear 

B007010516 

50-259 J 

00071 10032* 

90-320 

J 

Consulta-its. Inc Div 



8007110040* 

90-320 

J 


8007010323 

90-272 J 

8007110422 

90-320 

p 


8007080261 

50-364 J 







8007110446 

90-289 

Q 


8007150477 

30-155 J 

8007140006 

90-320 

T 


8007130470 

50-280 J 

8007140224 

90-209 

0 


8007160413 

PR 

8007140346 

90-289 

P 


8007310342 

90-272 J 

8007140392 

90-320 

P 


8007310342 

50-272 J 







8007140369 

90-289 

P 


8007310376 

50-272 J 

Q0071403B1 

90-289 

a 


B0073 10376 

90-272 J 

B0071403B9 

90-320 

H 


8007310433 

30-302 J 

8007140389 

90-320 

H 


8007310436 

50-239 J 

8007140413 

90-320 

p 


8007310436 

50-259 J 







8007140419 

90-320 

p 

Marubeni America Cgrp (subs of Marubeni 

8007290460 

XPORTLIC 

8007140419 

90-320 

p 

Corp ) 



8007190499 

90-320 

p 


8007290467* 

XPORTLIC 

8007190902# 

90-320 

p 

Mari^landr State of 

8007020339* 

Stat* Prog 

8007190907 

90-320 

p 


0OO7O7OOB5 

PR 




Harijland. Univ af 

8007230499 

90-166 R 

8007190913 

90-320 

8 




8007190914* 

90-320 

8 

Massachusetts Institute of Technology 

8007100030 

PR 

8007190919 

90-320 

8 


8007210258* 

CONTRACT 

8007190919* 

90-320 

5 

Massachusetts Municipal Uholesale Co 

9007080037* 

90-443 I 

8007190989 

90-289 

P 

Massachusetts. State af 

8007030363 

PR 





8007160851* 

COMMISSION 

8007190721 

90-289 

0 




8007160431 

90-320 

0 

Massachusetts. Univ af 

8007100079 

PH 

8007160922 

90-320 

a 

Hatheson Cas Products 

6007310082 

XPORTLIC 

8007160924 

90-289 

B 

Hager. Broun t Platt 

8007020608 

70-1308 

8007160929* 

90-320 

8 


8007140039 

70-1300 





8007220138 

70-1308 

8007160926* 

90-289 

8 




8007160996 

90-320 

8 


8007220147 

70-1308 

8007160618 

50-289 

8 


8007220168 

70-1308 

80071 60623* 

90-289 

8 


8007220170 

70-1308 

8007160667 

50-320 

F 


8007230519 

70-1308 




McDermott. Ui 1 1 t. Emerg 

6007170388 

90-445 H 

8007160667 

90-320 

F 




B00717033B 

90-320 

P 

HcOean Chemical Co . Inc 

8007280270 

roiA 

8007170340* 

90-320 

P 

McOraw-Hlll Publications Co 

8007020731* 

CONTRACT 

8007170373 

90-320 

P 

McPbillifs. J L 

6007110003 

70-2909 

8007170399 

90-320 

P 


8007110039 

70-2909 




Medl-Phgslct. Inc 

8007070178 

PR 

8007170442 

90-320 

P 




B007 170496 

90-320 

P 

Hedlnaelectrlc Coopera t ive. I nc 

8007170388 

30-445 M 

8007100376 

90-320 

P 

Memorial Hosp of Natrona County 

8007100129 

RE60D 

0007180391 

90-289 

0 

Casptri UV 



8007180394 

90-289 

0 

Memphis State Univ 

8007280286 

30-938 F 




Metal Btllous Carp 

8007010572 

XPORTLIC 

8007180396 

90-289 

0 


8007110528 

XPORTLIC 

8007180404 

90-320 

J 




8007180404 

90-320 

J 

Metropolitan Edison Co 

8007010155 

50-289 Q 

8007 1804 14 

90-289 

p 


8007010326 

30-289 P 

8007180421 

90-209 

0 


8007010388 

30-289 F 





8007010388 

30-289 F 

8007210399 

90-320 

R 


8007010454 

50-320 8 

8007210372 

90-289 

P 




8007210383 

90-320 

P 


8007010498* 

50-320 8 

8007210398 

90-289 

0 


8007010460 

50-320 P 

8007220442 

90-320 

p 


8007010460 

50-320 P 





8007020482 

50-320 0 

8007220471 

90-289 

F 


- - 4 

5A-320 P 

8007220489 

50-320 

0 




6007220492 

90-289 

Q 



8 

0007220498 

71-9001 




0 

8007220993 

50-320 

F 



0 

8007220993 

90-320 

F 



S 

8007220999* 

90-320 

F 




8007220999* 

50-320 

F 



i 

8007220984 

90-320 

J 




8007220984 

90-320 

J 




8007220992 

90-289 

Q 




8007230434 

90-320 

8 




8007230439 

90-320 

S 




8007230914* 

90-289 

0 




8007230921 

50-289 

0 



CORPORATE SOURCE INDEX 
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AUTHOR 

AFFILIATION 


Mithigan> State of 
mchigani Unlv oT 


Kicrotech Indu«trie«> Inc 
Middle South Scrvlceei Inc 


Mldueet Environmental Protection 
Aetoeiatlon 

Miller Technical Services 


Milter.O S 


Miner t< Miner. Inc 

Ministry of Concern for Public Health 
Hinnetota. State of 


Minnesota. Unlv of. Minneapolis 


Mississippi Power tt Light Co 


ACCESSION 

NUMSER 

SUBJECT 

CATEGORY 

AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

B007230604 

50-209 

0 


0007110417* 

50-416 

S 

6007230610 

50-289 

0 


0007110417* 

50-416 

B 

6007250356 

50-209 

Q 


0007110430 

90-416 

S 

6007250401 

50-209 

Q 


0007110430 

50-416 

s 

6007250504 

50-209 

Q 


BOO714O30B 

50-416 

E 

8007250613 

50-209 

8 


6007140386 

SO-416 

E 

6007280463 

50-209 

S 


0007140575 

PR 


8007290617 

50-209 

a 


0007150093 

SO-416 

S 

8007290799 

50-289 

R 


6007150093 

50-416 

S 

8007890B05* 

50-289 

R 


6007150099 

50-416 

3 

800729091 1 

50-320 

0 


6007150099 

50-416 

8 

6007290017* 

50-320 

s 


6007150105 

30-416 

3 

6007300437 

50-289 

Q 


8007150105 

50-416 

3 

6007300447 

50-320 

P 


0007160305 

50-416 

S 

6007300449 

90-466 

G 


6007160983 

50-416 

S 

8007310137 

50-209 

0 


6007160610 

50-416 

A 

8007310406 

50-320 

P 


6007160611 

50-416 

B 

6007310439 

50-320 

P 


6007160611 

50-416 

B 

0007290069* 

State Prog 


6007160617* 

50-416 

A 

6007020699 

PR 



6007160619 

PR 


8007090357* 

PR 



6007160642 

50-416 

8 

8007110543 

ORO 



6007160642 

SO-416 

a 

0007160280 

RES 



6007160862* 

50-416 

a 

S007230223 

RES 



6007160866* 

50-416 

0 

0007260330 

CONTRACT 



6007170290 

50-416 

3 

0007020390* 

CONTRACT 



6007170290 

50-416 

a 

0007070134* 

CONTRACT 



6007170294# 

50-416 

3 

8007020406 

PR 



6007170294* 

50-416 

9 

0007020413* 

PR 



6007170396 

50-416 

S 

8007100009 

PR 



6007170396 

90-416 

S 

8007100399 

PRM 



8007170400* 

30-416 

s 

8007210150 

40-1341 



8007170400* 

50-416 

8 





0007170435 

BO-416 

3 

0007300279 

40-299 



0007170439 

50-416 

3 

0007300289* 

40-299 



0007170592 

SO-416 

a 

0007300280 

40-299 










8007180293 

50-416 

F 

0007300289* 

40-299 



6007100293 

50-416 

F 

0007020607 

90-309 

0 


6007210270 

50-416 

Q 

0007020610* 

50-309 

G 


8007220366 

50-416 

3 

8007030059* 

PR 



6007220369 

50-416 

S 

8007110343 

PR 










6007220969 

50-416 

A 

6007300122 

90-309 

0 


6007220973* 

50-416 

A 

0007300127* 

90-309 

0 


6007250432 

90-416 

0 

8007110575* 

CONTRACT 



6007250910 

90-416 

S 

0007020449 

PH 



6007250920* 

50-416 

a 

8007100208 

50-282 

0 









6007250520* 

30-416 

S 

8007140011 

PR 



6007280494 

50-416 

A 

8007230903 

PR 



6007200494 

90-416 

A 

8007250422 

50-202 

0 


6007280366 

SO-416 

S 

8007030200 

PR 



6007290655 

SO-416 

8 

8007140014* 

PR 










6007290655 

50-416 

8 

8006190577 

50-416 

8 


6007290666 

SO-416 

S 

6006300375 

50-416 

F 


6007290666 

90-416 

S 

0006300382* 

50-416 

F 


8007290671 

90-416 

6 

6006300384* 

50-416 

F 


8007290671 

SO-416 

B 

0007010361 

50-416 

F 









8007290714 

50-416 

B 

0007010361 

50-416 

F 


0007290714 

80-416 

B 

6007020530 

50-416 

8 


8007290791 

90-416 

8 

8007020538 

50-416 

S 


6007290791 

90-416 

S 

8007020539* 

50-416 

s 

Hi s$ isslpp ians Against Disposal 

B007000009 

PR 


8007020539* 

50-416 

s 








Mi s sourli State of 

6007290030* 

80-493 

A 

0007020341* 

50-4 1 6 

8 

Missourli Unlv of. Coluffltla 

80070B0260 

80-166 

8 

0007020541* 

50-416 

3 


0007080266 

90-106 

S 

0007020979 

50-416 

8 


9007140351 

80-186 

S 

0007020601 

50-416 

8 

Missouri. Unlv of. Rolla 

8007220122 

50-123 

a 

8007020601 

50-416 

S 








Mitsubishi International Corp (subs of 

6007240030 

XPORTtIC 


0007020603* 

50-416 

5 

M i tsubish 1 Corp 1 




8007020603* 

50-416 

S 


0007240036* 

XPQRTLIC 


8007020619 

50-416 

8 


8007310462 

XPORTLIC 


8007020630 

50-416 

6 

Ml tsui 6 Co , Ltd 

0007100261 

XPDRTLIC 


8007020630 

50-416 

5 


8007100267* 

XPORTLIC 


8007020632* 

50-416 

8 


0007110279 

X FORTH C 


6007020632* 

50-416 

0 


80071 toseae 

XPORTLIC 


8007020640 

50-416 

S 

Mobile Systems 

8007100368* 

CONTRACT 


0007020640 

50-416 

s 


0007170161* 

CONTRACT 


8007030245 

50-416 

A 

Monsanto Research Corp 

0007160394 

XPORTLIC 


0007070110 

PR 



0007160399* 

XPORTLIC 


0007070110 

PR 


Montana. State of 

0007020332 

PH 


0007070245 

50-416 

E 

Morrison Knudsen Co > Inc 

800722011?* 

WASTE MOT 

8007070245 

50-416 

E 

Mount Sinai Hartford, CT 

0007230601* 

70-2000 


8007070298 

50-416 

a 

Hunlc Ipall y Owned Electric Systems 

0007030109* 

50-4 13 

A 




Assoclati on 




8007070290 

50-416 

s 





6007110412 

50-416 

K 

Mutual Atom! c Eneigy Li ability Underwr 1 t 

6007100134 

PRM 


0007110413 

50-416 

S 





8007110413 

50-416 

S 


8007210442 

MI0C 



47e 


CORPORATE SOURCE IWDEX 


AUrHOB 

AFFIUrtTlOH 


(-IL Industrlirsi ■fJL Nuclear Div 
(MPS Industries Inc 
NUS Corp 


NU3AC, Inc 

Natlanal Audubon Bociebyt Central Midiovst 
Regional Qttita 

National Campaljn #or Radioactive Uaste 
Safety 


National Council on Radiation Protection 
l< Measureioents 

National Cniployee Dencflfc Associates 
National Ulldllfe Pederatlon 
Natural Resources Defense Council 


ACCESSION 

SUBJECT 


AUTHOR 


ACCESSION 

subject 


NUMimn 

CATECORY 

affiliation 


NUMBER 

CATEGORY 

QD072QO31S 

71-9010 




SOO7O0O363 

30-290 

8 

0007160807 

30-329 

S 



0007000360* 

30-290 

8 

0007100307* 

50-280 

P 



000 7080391 

30-290 

R 

0007 100307* 

50-280 

P 



8007080395* 

50-290 

R 

0007100311* 

50-280 

P 



B007090005 

50-290 

8 

0007100315* 

50-280 

P 



8007090007* 

50-298 

8 

0007100315* 

30-280 

P 



8007100016 

30-298 

Q 

0007100315* 

30-280 

P 



8007 1 50702 

50-290 

B 

8007100321* 

SO-280 

P 



0007 1 60440 

30-290 

P 

GO 07 100321* 

50-200 

P 



8007210152 

50-298 

a 

G007 100321* 

50-200 

P 



8007240239* 

50-298 

p 

0007100323* 

50-280 

P 



8007250421 

30-298 

R 

0007100323* 

SO '280 

P 



8007230423* 

30-298 

n 

Q007 100323* 

50-280 

P 



0007250501 

30-298 

s 

8007100323* 

50-280 

P 



8007280432 

30-298 

p 

8007100329* 

50-280 

P 



8007200467* 

30-298 

p 

G007100327* 

50-280 

P 



0007280584 

30-298 

B 

G007 100327* 

50-280 

P 



8007280592* 

30-290 

a 

0007100333* 

30-280 

P 

Neighbors for the Environmeiit 


8007140836 

PR 


8007100335* 

50-280 

P 

Neutron Productsi list 


0007230349 

71-121 


6007100338* 

50-280 

P 



0007230334* 

71-121 


6007100338* 

30-280 

P 

Nevadai State of 


8007230739* 

COMMISSION 

G007100347* 

50-280 

P 

No>w Dtdford Qaf h Etfison Ligh^ Co 


0007080022* 

30-443 

I 

0007100347* 

50-280 

P 

Neui England Coalition on Nuclear 


8007110048 

PR 


0007100347* 

50-280 

P 

Pol lu tlon 








Nsu England Pouer Co 


8007080014* 

50-443 

I 

0007100351* 

30-280 

P 






□007100351* 

30-280 

P 

Neu Mampsliirct State of 


6007180467* 

MISC 


0007100331* 

30-200 

P 

Neu Jersey^ State of 


8007100175 

30-272 

0 

B007 100357* 

50-280 

P 



8007100178* 

30-272 

0 

B007100357* 

30-280 

P 



8007290035* 

30-209 

H 




New Mexlcot State of 


8007030043 

PR 


0007 100339* 

50-200 

P 






0007100365* 

30-200 

P 



0007210135* 

CONTRACT 


0007100365* 

30-200 

P 

New York. Federation for Safe Energy 


8007010508 

50-320 

H 

0007100365* 

50-200 

P 



B007030204 

PR 


0007100371* 

30-280 

P 



8007030209* 

PR 





Neu Vorki State Unlv of» Buffalo 


8007280654 

50-57 

R 

0007100371* 

50-200 

P 






0007100373* 

50-200 

P 



8007290694 

50-57 

R 

0007100373* 

50-200 

P 

Neui York* State of 


B0071 10121 

PR 


9007100380* 

50-200 

P 



8007130067 

PR 


0007100380* 

50-200 

P 



8007170277* 

8t«t* Prog 






8007180047* 

50-322 

H 

0007100382* 

50-200 

P 






0007100382* 

50-200 

P 



8007100217* 

State Prog 

0007100307* 

50-200 

P 



8007310267* 

CONTRACT 


0007 100387* 

50-200 

P 

Neuoort Neus Industrial Corp Isubs 

of 

8007080230 

MISC 


0007100391* 

30-200 

P 

Newport Neui Shipbuilding it DryOock Co 

) 






Niagara Mohauk Power Corp 


BOO 70 700 89 

50-220 

0 

8007100391* 

50-200 

P 



8007070261 

50-220 

P 

8007100403* 

50-200 

P 






8007100407* 

50-200 

P 



8007080337 

50-410 

A 

8007100407* 

50-200 

P 



8007150122 

PR 


8007100409* 

50-200 

P 



8007170360 

50-220 

R 






8007170361* 

50-220 

R 

8007100409* 

SO- 200 

P 



8007170394* 

50-220 

P 

8007100414* 

50-200 

P 






0007100414* 

50-200 

P 



8007 i 70397* 

50-220 

P 

8007100415* 

50-200 

P 



8007180073 

50-220 

0 

8007100415* 

50-200 

P 



8007210100 

50-220 

0 






8007250192 

50-220 

0 

8007 14 0051* 

PR 




8007250472 

50-410 

A 

8007220032* 

WASTE MOT 






8007220036* 

WASTE MOT 



8007280275 

50-220 

I 

8007220101* 

WASTE MOT 



8007280275 

50-220 

t 

8007220111* 

WASTE MOT 



ea072S0463 

50-220 

Q 






8007280340 

50-220 

H 

0007280327* 

CONTRACT 




8007290586 

50-220 

S 

8007140636* 

FOIA 







8007170009 

50-320 

P 



8007290600* 

50-220 

B 






8007300049 

PR 


0007220326 

POIA 


Nlssho-Iwat American Corp 


8007280464 

XPORTLIC 





North Anna Environmental Coalition 


8007070073* 

50-280 

H 

8007300323 

50-10 

D 



8007070079* 

30-280 

H 

8007070121 

PR 




8007300412 

30-280 

0 




North Carolina Electric Membership 

Corp 

8007210486* 

50-413 

A 

8007030332 

FOIA 


North Dakotai State of 


8007150458 

50-484 

0 

0007150133 

RCOOB 


Northeutt Ely 


8007210435 

50-445 

M 

8007070084 

PH 


Northeast Nuclear Energy Co (subs 

of 

8005300283 

PR 



PH 


Northeast Utilities! 






70-143 




8007010328 

50-245 

p 






8007010337 

50-213 

F 






8007010337 

50-213 

F 






8007010337 

50-213 

F 






8007010354 

50-423 

0 


V 




0007010445 

30-336 

6 


9027 




8007010450* 

30-336 

B 


EO 




8007020039 

30-336 

0 


29B 

Q 



8007020472 

PR 



298 

0 



B007O20S69 

30-213 

P 


;298 

8 



8007030356 

50-245 

F 


298 

s 



8007030356 

50-245 

F 



CORPORATE SOURCE INDEX 


479 


AUTHOR 

AFFILIATION 


t 


Northi«4t 


Northirn ininoli Unlv 

NQrthvrn Indian* Public Strvlc* Co 


Norbharn Sbatci Pouir Co 


ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 


NUMBER 

CATCOORV 

affiliation 

NUMBER 

CATEGORY 

0007030356 

50-245 

F 


8007010549 

30-202 

( 

0007070251 

50-245 

P 


80070105B3* 

50-202 

P 

8007070318 

50-336 

S 


8007020162 

50-263 

« 

8007070324* 

50-336 

s 


8007030170 

50-282 

R 

8007070361 

50-336 

s 


8007030178 

50-232 

R 

0007070372* 

50-336 

s 


8007030100* 

50-202 

R 

0007000135 

50-245 

p 


S 00703 01 80* 

50-202 

n 

0007080164 

50-336 

p 


0007030103* 

SO -202 

R 

0007080169* 

50-336 

p 


8007030103* 

50-282 

R 

8007080176* 

50-336 

p 


8007030222 

50-263 

P 

8007090231 

50-213 

F 


9007070315* 

50-404 

G 

8007090231 

50-213 

F 


900700 OSS 1 

50-263 

P 

0007100035 

PR 



8007080365 

50-263 

P 

8007100157 

50-245 

S 


9007 1 00067 

50-263 

P 

0007100164* 

50-245 

s 


9007100123 

50-236 

F 

8007100167 

50-245 

s 


0007 100190 

50-263 

E 

0007100172* 

50-245 

8 


6007100195* 

50-263 

a 

0007170425 

50-213 

F 


0007110115 

50-282 

F 

0OO717OS19 

50-423 

Q 


8007110115 

50-202 

F 

8007180400 

50-245 

R 


6007140192* 

50-202 

0 

BOO710O413* 

50-245 

R 


6007150401 

50-202 

0 

0007210230 

50-336 

P 


0007150611 

50-263 

n 

8007210245* 

50-336 

P 


8007150614* 

50-263 

n 

9007210374 

50-336 

R 


8007160559 

SO-292 

n 

8007210375* 

SO-336 

R 


6007160362* 

50-202 

R 

8007210307 

50-245 

P 


6007160562* 

50-202 

n 

8007210520* 

50-423 

S 


0007160660 

50-202 

9 

9007220457 

50-245 

P 


8007160707 

50-202 

Q 

8007220457 

50-245 

P 


8007160707 

50-262 

0 

8007220467* 

50-245 

P 


8007170194* 

50-306 

0 

8007220467* 

50-245 

P 


0007170398 

50-263 

P 

8007250300 

50-245 

P 


0007180300 

50-263 

P 

8007250300 

50-245 

P 


6007100306* 

50-263 

P 

0007250303* 

50-245 

P 


6007210132 

50-263 

a 

0007250303* 

50-245 

P 


8007210102 

50-263 

0 

8007250409 

50-336 

6 


8007210186 

50-263 

p 

8007250410* 

50-336 

B 


6007210196* 

50-263 

p 

8007200574 

50-245 

P 


6007210379 

50-306 

0 

0OO728DS82* 

50-245 

P 


0007210300* 

50-306 

s 

0007290052 

PR 



6007210437 

50-202 

8 

8007010337 

50-213 

F 


0007210444* 

50-232 

8 

0007020439 

PR 



0007210509* 

50-263 

0 

0007020441 

PR 



0007220090 

50-282 

0 

8007090294 

PRM 



6007220090 

50-232 

0 

8007100200 

50-243 

P 


0007220542 

50-282 

0 

8007100200 

50-245 

P 


0007220542 

50-202 

0 

8007110466 

50-245 

S 


0007230211 

50-282 

0 

8007U0474* 

50-245 

3 


0007230211 

50-282 

a 

8007140344 

50-336 

P 


0007250077 

50-202 

0 

8007150622 

50-245 

I 


0007250077 

50-202 

a 

8007150622 

50-245 

I 


3007250340 

50-202 

8 

8007 1 60676 

50-245 

R 


8007250408 

50-484 

0 

8007160600* 

50-245 

R 


8007250565 

30-263 

n 

0007170320 

50-213 

Q 


00072 B0056 

71-9010 


8007100137 

50-213 

Q 


9007200056 

71-9018 


8007180299 

50-245 

0 


BOO 7200056 

71-9100 


8007100307* 

50-245 

9 


8007200057 

50-263 

a 

8007230048 

PRM 



8007200381 

50-263 


8007200673 

50-213 

P 


00072804 10 

30-263 

, 

8007200673 

50-213 

P 


8007200410 

50-263 

• 

8007290697 

50-245 

0 


8007200441 

30-263 


8007220509 

50-10 

D 


6007260408 

90-263 

r 

0007010479 

50-367 

A 


0007200489 

50-263 

r 

0007020453 

50-367 

0 


8007290669 

50-282 


0007110430 

50-367 

R 


8007290677* 

50-202 


8007210464 

50-367 

R 


0007290041 

90-263 

r 

0007250630 

50-367 

Q 


0007300463 

50-282 

i_ 

0007200118 

50-367 

R 


0007310106 

50-282 

i* 

0007200141 

50-367 

R 


0007310106 

50-202 

f 

0007200402 

50-367 

R 

Northern Thunder 

0007290703 

30-404 

1 

0007010260 

50-282 

0 

Nor thu** tarn Univ 

6007140403 

REOOD 


8007010260 

50-282 

a 


B007250578* 

CONTRACT 


8007010267 

50-202 

0 

Notre Densi Unlv af 

0007010060* 

40-2674 


8007010267 

50-202 

0 


0007010067* 

40-2674 


0007010311 

50-263 

F 


800701 0077* 

40-2674 


800 701 0325 

50-263 

F 


0007010085* 

40-2674 


8007010335 

50-263 

P 


0007010091* 

40-2674 


0007010331 

50-263 

F 


0007010097* 

40-2674 


8007010376 

50-306 

P 


0007210550* 

40-2674 


0007010301* 

50-306 

P 


0007210569* 

40-2674 


800701 0524 

50-306 

0 

Nuclear Aiiurance Corp 

0007130469 

71-6690 


8007010529* 

50-306 

8 


0007220060 

40-8771 


0007010531 

50-263 

8 


0007220073* 

40-8771 


0007010542* 

50-263 

8 


0007300001 

71-6698 


8007010549 

50-282 

Q 

Nuclear Datat Inc 

8007100312* 

CONTRACT ‘ 


4«0 


CORPORATE SOURCE INDEX 


AUTHOR 

AFPICIATION 

ACCESSION 

HUMBER 

SUBJECT 

CATEGQRV 

AUTHOR 

AFFILIATION 


ACCESSION 

NUMBER 

SUBJECT 

CATEOORy 

Hue lo^T tnarsi/ Liabliltij Insurance 

8007110017* 

50-320 

J 



80071S05SS 

70-143 

Assoc 1 a tion 






0007210028 

50-801 Q 


B0071100A3 

50-320 

J 



8007230441 

50-201 Q 


80071 10046» 

50-320 

J 



6007250464 

70-143 


8007110051* 

50-320 

J 



0007200104* 

70-143 


0007110051* 

50-320 

J 











9007290187* 

70-143 


8007110053* 

50-320 

J 



8007200552 

70-143 


8007110052* 

50-330 

J 



0007290547 

70-143 


8007110057* 

50-320 

J 



0007290713 

70-143 


B007110057* 

50-320 

J 

Nuclear Fuel Services, Inc , 

Nest Valleg 

0007080246 

50-201 Q 


8007110080* 

50-320 

J 

Reprocessing Plant 





8007110060* 

50-330 

J 

Nuclear Packaging, Inc 


B007020561 

71-9130 


8007110062* 

50-330 

J 



0007020605* 

71-9130 


80071 10062* 

50-320 

J 



9007070177 

71-9130 


8007110068* 

50-320 

J 



8007070179* 

71-9130 


8007110068* 

50-320 

J 



0007070102* 

71-9130 


8007110072* 

50-330 

J 



0007070105* 

71-9130 


8007110072* 

50-330 

J 



e0(f7280t25 

71-198 


0007110077* 

50-320 

J 

Nuclear Power Plant Standards 

Committee 

0007300337 

50-402 A 


0007110084* 

50-320 

J 

Nuclear Safetg Associates 


0007100104* 

PR 


8007110089* 

50-320 

J 

Nukem OmbH 


00071 S0040* 

XPORTLIC 


8007110091* 

50-320 

J 

Oak Rldgt National Laboratorg 


B007020356 

RE0 


8007110095* 

50-320 

J 



0007090371 

NUREO 


8007110098* 

50-320 

J 



8007090395 

REOOO 


0007110098* 

50-330 

J 



0007110493* 

50-320 P 


8007110103* 

50-320 

J 



B0071 40031 

RES 


80071 10103* 

50-320 

J 



0007140044 

RES 


0007110107* 

50-330 

J 



0007140503 

REE 


8007110123* 

50-320 

J 



8007140507 

RES 


8007110128* 

50-330 

J 



0007140610 

NURE9 


8007110128* 

50-320 

J 



8007140634 

RES 


8007110132* 

50-320 

J 



0007150016 

RES 


8007110132* 

50-330 

J 



0007170640 

RES 


0OO711O13S* 

50-320 

J 



0007180065 

NUREO 


0007110140* 

50-320 

J 



8007100352 

RES 


8007110143# 

go-320 

J 



0007100384 

RES 


0007110147* 

50-320 

J 



8007210498 

50-247 P 


0007110147* 

50-320 

J 



8007280092 

REB 


B007110151* 

50-320 

J 



8007280095 

RES 


8007110151* 

50-320 

J 



0007290241 

RES 


B0071I01S6* 

50-320 

J 



0007300041 

NUREO 


0007110156* 

50-320 

J 



0007300575 

NUREO 


8007110160* 

50-330 

J 



8007310246 

NUREO 


8007110167* 

50-320 

J 



8007310251 

RES 


8007110173* 

50-320 

J 



0007310554 

NUREO 


8007110173* 

50-320 

J 

OfNc* af Management & Budget 


0007170410* 

COMMieaiON 


80071101764 

50-320 

J 



B007280729* 

COMMISSION 


8007110176* 

50-320 

J 

□Tfshore Power Sgsten* (subs 

of 

8007210395 

50-437 A 


8007110178* 

50-320 

J 

Uestinghouse Electric Corp ) 





8007110201* 

50-320 

J 



8007210404* 

50-437 A 


8007110208* 

50-320 

J 

□gla Petrolautiii Inc 


8007020293 

40-8693 





GhiP State Unlv 


0007010383 

50-150 8 


8007110212* 

50-320 

J 






0007110217* 

50-320 

J 



0007090400 

REOOO 


8007110222* 

50-320 

J 

Ohio, State of 


0006110406 

PR 


0007110222* 

50-320 

J 



0007100246 

PR 


0007110224* 

SO-320 

J 

□ k lahoma, State of 


8007020613 

50-556 0 







8007220539 

PR 


8007110224* 

50-320 

J 





Huclear Englnssring Co > Inc i (subs of 

8007220508 

87-48 




8007310153 

50-556 0 

Tal*4{ynai Inc ) 




Oklahama, Unlv of 


0007030066 

FOIA 


8007240155 

71-6679 




0007210491 

NUREO 

Nuclear Fuel Services, Inc (subs ot 

8007010001 

50-201 

I 

Omaha Public Power District 


8007010471 

50-205 P 

Cettig Oil Co 1 






0007010477* 

50-285 P 


8007010101 

71-5768 












0007020075 

50-205 Q 


8007010109* 

70-143 




0007020299 

50-285 Q 


8007010121* 

71-5768 




0007020312 

PR 


8007020637 

70-143 




8007020419 

50-285 Q 


8007030292 

70-143 




0007020430 

50-205 0 


8007070014* 

70-143 












0007030001 

PR 


0007070191 

70-143 




0007070375 

50-285 6 


8007070333 

70-143 




8007070305* 

80-205 B 


8007070335* 

70-143 




8007080364 

50-285 P 


0007070350 

70-143 




0007110096* 

50-205 0 


8007100023* 

70-143 












0007170376 

50-885 R 


0007100028* 

70-143 




8007170379* 

50-205 R 


8007100044* 

70-143 




8007100122* 

50-285 a 


8007100052* 

70-143 




0007210107 

50-285 Q 


8007100069* 

70-143 




0007230530 

50-205 F 


8007140064* 

70-143 












0007230550 

50-285 0 


8007150518 

70-143 




0007240130 

50-285 S 


8007150520* 

70-143 




9007240134* 

50-265 S 


8007150363 

70-143 




0007200530 

50-285 P 


8007160843* 

70-143 




6007280601 

50-265 a 


9007180475 

71-249 












0007300070 

50-265 P 


8007100483* 

71-249 


Oregon State Unlv 


0007150559 

50-106 H 


8007 100491 

40-8681 




0007150568* 

50-106 N 


CORPORATE SOURCE INDEX 
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AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATE(}DHY 

AUTHOR 

AFFILIATION 


ACCESSION 

NUMBER 

SUBJECT 

CATEOOflY 


8007150649 

50-243 

P 



9007200215 

50-387 

S 

Qr«gDn> of 

8007100017 

PR 




8007200650 

50-337 

8 


8007100524a 

CONTRACT 




0007280690 

50-387 

3 


8007200503 

30-344 

0 



9007290264 

50-387 

8 


8007300357 

50-344 

0 



0007290264 

50-387 

9 


0007300364 

50-344 

H 



0007290 43S 

50-387 

S 


0007300372 

50-322 

0 



B00729045S 

50-387 

9 


0007300372 

50-322 

0 



0007290623 

50-387 

8 


0007300377a 

50-522 

0 



0007290623 

50-387 

B 


0007300377# 

50-522 

0 



0007290716 

50-387 

3 


0007300481 

50-344 

0 



0007290716 

50-387 

S 


8007300490# 

50-344 

0 

Paumvlvania State Univ 


0007100434 

REfiOB 



8007300494* 

50-344 

0 



0007140449# 

PR 



8007300500# 

30-344 

0 



0007310383 

SO-5 

F 


8007300506* 

30-344 

0 

Pennsg Ivanlai State of 


0007010559* 

50-320 

P 

Qrtloff lllnorAl 6»rvicei Corp (sub* 

of 0007220077* 

40-0771 




0007020313* 

50-320 

U 

Ortioff Corp ) 






8007070270 

50-289 

0 

Qtanni E U 

8007000055 

50-367 

Q 



0007 1001 06# 

50-320 

P 

PRC Planning b Econoinicti Alan M 

8007220440# 

50-307 

F 



0007140046* 

PR 


Voorheii it A*soclab*t Dlv 






0007160644 

50-392 

H 

P8E tf 0 Rettarch Corp 

0007110450# 

50-272 

0 






PX Enginttring Co i Inc 

8006190921 

71-9139 




8007230686 

50-320 

M 





People Against Nuclear Energg 


9007000005# 

90-289 

fi 


8006190923 

71-9139 




0007220329 

50-209 

0 


0006190923 

71-9139 




G007220S30# 

50-289 

o 

Pacific (}af U Eltcbric Co 

0007010469 

50-133 

P 



0007280613 

50-320 

o 


8007020394 

30-275 

A 







0007070123 

50-275 

0 

Perlln*! Coiei Stonei Olsen 6 

U1 1 1 iama 

600710017 1 

50-322 

0 







0007230797 

50-322 

0 


8007070153 

50-273 

A 



8007290391 

50-322 

(} 


8007070206# 

50-275 

A 

Peru 


0007180169* 

COMMIBSIQN 


0007100132 

PROJ 


Petrotamicsi Inc 


8007230020 

40-6659 



8007100154# 

PRDJ 








0007140242 

71-9094 


Philadelphia Electric Ce 


0007010376 

50-277 

Q 







0007020041# 

50-277 

0 


0007150377 

30-273 

F 



B00702007S 

90-277 

Q 


0007 ISO 360 

50-133 

R 



0007070352 

30-270 

8 


8007150573# 

50-133 

fi 



0007090216 

50-277 

S 


8007160320 

50-273 

A 







0007160521# 

50-275 

A 



0007080216 

50-277 

8 







8007090269 

50-382 

S 


0007180340 

50-275 

A 



0007090268 

30-332 

S 


0007180344# 

30-275 

A 



0007100150* 

50-277 

P 


0007180350 

30-133 

0 



8007170507 

30-277 

Q 


8007100403 

50-273 

fi 







0007210574 

50-317 

Q 



8007180106 

30-277 

0 







0007180106 

30-277 

Q 


0007230016 

30-133 

a 



8007190117 

30-277 

0 


0007230662 

30-133 

0 



9007180117 

30-277 

0 


8007240107 

30-275 

a 



0007180419 

50-277 

R 


8007250306 

50-133 

fi 







8007250630 

30-275 

fi 



0007180419 

30-277 

R 







0007180433-* 

50-277 

R 


0007230660 

50-133 

Q 



0007180433* 

30-277 

R 


0007200697 

50-275 

Q 



BOO 7 1004 43 

30-277 

P 


0007290025 

30-314 

F 



8007180443 

30-277 

P 


0007290032# 

50-514 1 

F 







0007290033# 

50-S 1 4 

F 



0007180446* 

30-277 

P 







8007180446* 

30-277 

P 


8007300200 

50-275 

0 



0007210214* 

50-332 

0 


8007310468 

50-133 

G 



0007210213* 

50-277 

0 

Pacific Legal Foundation 

8007100254 

PR 




6007210321* 

50-332 

0 


0007100257* 

PR 







Pathflndtr Hina* Corp 

0007010443 

40-2259 




0007210378 

90-278 

B 







8007210403 

50-277 

B 

Panntglvania Power (> Light Co 

8007000213 

50-307 

8 



8007210547 

30-277 

Q 


B0070B0213 

30-307 

8 



6007210547 

30-277 

0 


8007000240 

30-307 

K 



8007210567 

30-352 

Q 


8007000240 

50-387 

K 







8007140170 

50-387 

0 



8007210567 

50-352 

Q 







8007220551 

30-277 

P 


0007140170 

50-307 

3 



8007230723* 

30-277 

0 t 


0007140179# 

50-307 

3 



80072400(33 

PR 



0007140179# 

50-307 

3 



0007240236 

30-352 

B 


8007140197 

30-387 

8 







8007140340 

30-387 

3 



0007240226 

30-352 

B 







0007250153 

80-332 

S 


8007100202 

50-307 

8 



8007250153 

30-392 

a 


8007100364 

50-387 

8 



8007250471 

30-392 

A 


0007100364 

30-307 

8 



8007350511 

30-277 

0 


0007100434 

50-307 

8 







0007180434 

50-307 

8 



8007250511 

30-277 

G 







8007250631 

30-277 

0 


8007210341# 

50-387 

Q 



8007250631 

30-277 

G ' 


8007220441 

50-387 

F 



8007280384 

30-270 

p 


8007230147 

PR 




8007200388* 

30-270 

p 1 


8007240131 

30-307 

K 





1 


0007240131 

50-307 

K 



0007 2 803 90* 

30-278 

p 







8007200560 

30-277 

Q 


0007240142# 

30-307 

K 



8007280649 

50-277 

8 


Q007240142# 

50-337 

K 



8007280649 

50-277 

6 


8007240143# 

50-387 

K 



8007310206* 

30-352 

8 


8007240143# 

50-387 

H 







8007250487 

30-307 

S 



8007310206* 

30-332 

a 







8007310414 

30-277 

R 


8007250487 

30-307 

8 

Phillbrtcki 8 8 


6007 1 80609 

30-70 

Q 1 


8007250529 

50-307 

A 

Phi 1 ippinei 


8007160790 

REfifiD 



8007200215 

50-387 

8 

Pioneer Service 6 Engineering 

Co. 

8007 0802 OS* 

30-305 

P 


482 


CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATIDf/ 


Plttsburthi Univ of 

Papular Bluff Hasp Popular 
Portland Cament Association 
Portland (fanoral Electric Co 


otomae Research. Inc 

Ollier Authority of the State 


of Hew York 


ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 


UUhUER 

CATEOOflV 

AFFILIATION 

NUMBER 

CATEOORY 

0006300112* 

ACRS 



8007150707 

50-333 

S 

0007 100357 

POM 



800715071S* 

50-333 

S 

8007100116 

REOOD 



8007170316 

50-286 

a 

6007310010* 

CONTRACT 


8007180111 

50-266 

0 

6007010334 

50-344 

F 


8007180120 

50-333 

Q 

0007010416 

50-344 

P 


8007100597 

50-266 

0 

a0070205'?4 

50-344 

0 


0007210376 

50-286 

R 

6007030233 

50-344 

0 


8007210377* 

50-286 

R 

Q007070273 

50-344 

P 


8007210416 

50-206 

a 

8007070300 

30-344 

P 


8007210466 

50-206 

Q 

8007070307* 

50-344 

P 


8007210526 

50-333 

0 

8007070340 

50-344 

P 


8007220160 

50-247 

0 

8007080416 

50-344 

s 


8007230262 

PR 


8007090480* 

50-344 

6 


8007250290 

50-333 

0 

8007090227 

50-344 

P 


6007250317* 

50-206 

Q 

8007090300 

50-344 

F 


S0072S0669 

50-333 

0 

8007090329 

SO-344 

a 


6007200461 

50-266 

1 

6007090331 

NUREO 



6007260461 

50-284 

1 

3007090360 

50-344 

p 


8007260463* 

50-286 

1 

0007100039 

50-344 

Q 


0007260463* 

50-206 

I 

9007100051 

50-344 

0 


8007280471 

50-220 

a 

e00710005B» 

50-344 

0 


80072B0S15 

50-333 

s 

B007100062» 

50-344 

0 


8007280524* 

50-333 

s 

8007100343 

PRM 



8007280610 

50-333 

8 

0007140312 

50-344 

R 


0007260617* 

50-333 

8 

0007140315* 

50-344 

R 


6007260662 

50-333 

6 

8007150180* 

50-344 

G 


6007280669* 

50-333 

8 

0007150531 

50-344 

s 


8007290052 

50-286 

6 

00071 30620 

50-344 

0 


8007290522 

50-247 

0 

0007 150026* 

50-344 

8 


6007290560 

50-266 

P 

6007160420 

PR 



8007290692 

50-333 

P 

0007160600 

50-344 

P 


8007290728 

50-206 

P 

0007160661 

50-344 

Q 


8007290755 

50-206 

F 

0007170424 

50-344 

P 


8007310426 

50-286 

8 

0007170403* 

50-344 

P 


8007310430* 

50-286 

8 

6007170562 

50-344 

R 


0007310474 

50-333 

Q 

8007190347 

30-344 

S 

Pr air i* AI 1 lance 

8007140337 

50-10 

0 

Q007280570 

30-344 

P 

President aP U3 li Ciecutlve Offices 

8007020096* 

50-443 

H 

8007230797 

50-538 

Q 


6007140028 

30-367 

H 

6007250350 

50-344 

8 


8007140108* 

50-437 

H 

B007250360 

50-344 

Q 


0007150013 

50-437 

H 

8007250413 

50-344 

Q 

Princeton Unlv 

8007090269 

50-10 

0 

0007250474 

50-344 

p 

Pr Inc Ip la College 

0007090418 

REOOD 


8007250481* 

50-344 

p 

Project Associates 

8007070418* 

CONTRACT 


8007200199 

50-344 

0 

°ubllc Service Co of Colorado 

8007010234* 

50-267 

Q 

8007200545 

50-344 

8 


8007010344 

50-267 

R 

GOO720OSS3* 

50-344 

a 


6007010346* 

50-267 

R 

8007280563 

50-344 

s 


0007010496 

SO-267 

8 

8007200573* 

SO-344 

s 


800701 0506* 

SO-267 

8 

6007200648 

30-344 

8 


8007020309 

50-267 

0 

8007270554 

50-344 

s 


8007080210 

50-267 

8 

8007290089 

50-344 

a 


8007080215* 

50-267 

B 

8007000296 

50-344 

Q 


8007080254 

SO-267 

8 

8007300333 

SO-344 

0 


8007080262* 

50-267 

a 

8007300387 

SO-344 

p 


8007080268 

50-267 

8 

8007310433 

SO-344 

s 


8007080275* 

50-267 

8 

6007310472 

50-344 

Q 


8007080289 

50-267 

a 

6007300581* 

CONTRACT 



8007080304* 

50-267 

8 

6007010164 

50-333 

Q 


8007080406 

50-267 

R 

8007010440 

50-286 

S 


8007080409* 

50-267 

R 

6007010452 

50-286 

s 


8007080422 

50-267 

a 

6007010455* 

50-266 

8 


8007080425* 

50-267 

a 

8007010481 

30-333 

8 


8007090333 

50-267 

p 

B00'70104e5* 

50-333 

S 


8007100173 

50-267 

a 

8007010486 

30-333 

S 


8007100176* 

50-267 

a 

8007010495* 

50-333 

S 


6007150690 

50-267 

a 

8007010511 

30-333 

9 


6007220439 

PR 


8007010519* 

50-333 

s 


8007230534 

50-267 

a 

8007030254 

50-286 

F 


8007230539* 

50-267 

B 

8007070212 

50-333 

F 


0007230543 

50-267 

8 

8007000303 

50-286 

V 


8007230548 

50-267 

S 

8007080332 

50-333 

P 


8007230554* 

SO-267 

s 

0007060330 

50-286 

S 


8007230555* 

50-267 

8 

8007060354* 

50-286 

B 


8007280493 

50-267 

P 

B0070P03S5 

50-206 

e 


8007280645 

50-267 

a 

6007060362* 

30-286 

s 


8007280652* 

50-267 

0 

6007060367 

50-286 

p 


8007290629 

50-267 

u 

6007090192 

50-333 

R 

Put He Service Co of tndlana> Inc 

8007010096 

50-546 

A 

60070901 95* 

50-333 

R 


0007020031* 

50-546 

0 

6007140333 

50-266 

S 


8007 100229 

50-546 

a 

0007140347 

50-286 

Q 


8007140506 

50-546 

0 

6007140369 

50-333 

6 


8007210058 

50-546 

A 

8007140374* 

50-333 

8 


8007220549 

50-546 

H 

6007140363 

50-333 

S 


8007230093 

50-546 

0 

6007140394* 

50-333 

8 


8007230238 

50-546 

0 


CORPORATE SOURCE INDEX 


483 


AUrKOR 

APFILtATION 

ACCESSION 

NUMBER 

subject 

CATEGQfiV 

AUTHQR 

affiliation 

ACCESSION 

iiUHDER 

SUBJECT 

CATEGORY 


8007250397 

50-546 

S 


0007230535 

50-376 

C 


8007280591 

50-546 

F 

Purdue Univ 

8007090380 

FQIA 



8007200667 

50-546 

8 

RHI Co . Rfil Titanium 

8007230397 

XPORTLIC 


Public Sirvicc Co of N«iu Hampihlrv 

8007010223* 

50-443 

0 


8007280403* 

XPQRTLIC 



8007000011* 

50-443 

i 

RPF EcolCgical Assoclats* 

6007220538 

SO- 10 

0 


8007170596* 

50-443 

S 

Rad Servicesr Inc 

B005090524* 

PT9 



6007250623 

50-443 

0 

Radiation Detection Co 

Q0070206B2 

PR 


Public Sorvlct Co of Oblahoma 

BO 06300368 

50-556 

A 

Radiation (ianasement Carp 

0005290607* 

PT9 



8007300569 

PR 



8007170328* 

FOIA 


Public atrvicf Electric Oai Co of Nau 

8007030161 

50-272 

P 


8007170416* 

FOIA 


Jertav 













8007311 0420* 

50-277 

R 


B007030161 

50-272 

P 

nalph Stone Sc Co 

8007160504* 

CONTRACT 



8007030229 

50-311 

P 

Reactor Coutrolv* Inc 

8007010193* 

50-237 

P 


8007030232 

50-272 

R 

Reactor Ei periinente> Inc 

0007290857 

XPORTLIC 



8007030244 

50-311 

P 

Reneielaer Polytechnic In»t 

9007090413 

REOOO 



8007030249 

50-272 

P 










0007300S9B* 

CONTRACT 



8007030249 

50-272 

P 

Reutar-Stokesi Inc 

8007100113 

REGOB 



8007070110 

50-311 

P 


8007110237 

XPORTLIC 



8007070285 

50-272 

P 


6007210316 

XPORTLIC 



8007070209* 

50-272 

P 


8007210318* 

XPORTLIC 



8007070289* 

30-272 

P 










8007280223 

XPORTLIC 



8007070348 

50-272 

R 


8007310087 

XPORTLIC 



8007070356* 

50-272 

R 

Rhine-Sche tde-Veralme Zuiare Apparatenbouw 

0007310179* 

0A999 



8007000068 

50-272 

F 


6007310182* 

QA999 



8007080068 

80-272 

F 

Rhode lalandi State of 

8007090272 

50-193 

P 


80070B0267 

50-272 

6 










8007210118 

71-17 



B0070B0280* 

50-272 

a 


8007210130* 

71-17 



8007080423 

50-272 

s 


8007240389* 

70-2153 



8007080426* 

50-272 

B 

Rochcftcr Oas Electric Carp 

0007020018 

50-244 

Q 


8007100197 

50-272 

S 


8007070342 

S 0-244 

F 


8007100202* 

50-272 

8 










8007090272 

50-244 

P 


8007110444 

50-272 

0 


8007150584 

50-244 

R 


8007110456 

50-272 

P 


8007150590* 

50-244 

R 


0007110456 

50-272 

P 


8007160637 

90-244 

S 


8007140429 

50-272 

F 


8007180141 

50-244 

O 


0007150509 

50-272 

0 










8007210443 

50-244 

s 


8007150316 

50-272 

3 


6007220403 

50-244 

p 


8007150517* 

30-272 

8 


0007220407* 

30-244 

p 


8007150596 

50-272 

R 


0007230008* 

SO-244 

0 


8007150604* 

50-272 

R 


8007240145 

PR 



80071 5062 1 

50-272 

8 










6007250498 

50-244 

a 


8007150628* 

50-272 

8 


80072B0633 

50-244 

9 


8007150631 

30-272 

a 


6007200639* 

SO-244 

s 


8007150672 

50-272 

8 


6007290740 

SD-244 

p 


8007150679* 

50-272 

s 


8007310350 

50-244 

F 


8007 160628 

50-311 

p 










800731 037B 

50-244 

F 


8007160633* 

50-311 

p 


8007310401 

50-244 

P 


8007170437 

30-311 

3 . 

Rockwell International Corp < Atomlci 

0007100013 

PR 



8007170448* 

50-31 1 

S 

Intsrnational Olv 





8007170570 

30-272 

Q 

Rockwell International Corp . Eneryy 

8007230507 

50-329 

A 


0007170570 

50-272 

Q 

Byetemi Div 









8007250588* 

70-25 



8007170642 

50-272 

0 






8007170642 

50-272 

Q 

Rocky Mountain Energy Co 

8007020702 

40-8380 



B0O7210219 

50-311 

P 


8007030002 

40-8380 



8007210268 

80-272 

Q 


B007I60390 

40-8380 



8007210268 

30-272 

a 


8007160057 

40-8697 







8007210166 

40-8380 



8007210282* 

50-354 

Q 






8007210365 

50-272 

p 


6007210224 

40-8380 



8007210389 

50-311 

p 


8007220022 

40-8380 



8007210494 

50-272 

s 


8007220035 

40-8380 



8007210507* 

50-272 

s 


8007240100 

40-3380 







8007290090 

40-8697 



8007210552 

50-272 

0 






8007210608 

30-278 

Q 

Ropet tf Oray 

8007080010 

50-443 

I 


800721 0608 

50-272 

0 

Rural America 

8007260672* 

50-409 

0 


8007220381 

30-272 

B 


8007280677* 

50-409 

0 


8007220382* 

50-272 

S 

8 F Appliance* Ltd 

8007080056 

40-215 






S M Stoller Corp (subs of Arthur D 

8007070062* 

CONTRACT 



8007220619 

50-272 

a 

Littlei Inc ) 





8007220627* 

50-272 

8 






0007250299 

50-394 

0 

8CS Engineers* Inc 

8007070 05B* 

CONTRACT 



8007280442 

30-272 

p 

SEP Owner* Group 

8007100420* 

30-10 

P 


8007280442 

30-272 

p 

Sacranento Municipal Utility District 

80070B01B3 

50-312 

P 






8007080270 

50-312 

8 


8007280443* 

30-272 

p 


B0070B0277* 

50-31 2 

8 


8007280443* 

30-272 

p 






80072B0624 

30-31 1 

8 


8007100203 

50-312 

P 


80072B0632* 

50-311 

s 


8007100206* 

50-312 

P 


8007290684 

30-31 1 

8 


8007150556* 

50-312 

0 






8007150580 

50-312 

R 


8007290699 

50-272 

R 


8007150592* 

50-312 

R 


B007270710* 

30-272 

R 






8007290711* 

50-31 1 

8 


8007180541 

30-312 

8 


8007290718 

90-272 

8 


8007230432 

50-312 

P 


8007290729* 

50-272 

8 


8007230443* 

30-312 

P 






8007240123 

SO-312 

P 


8007290837 

50-272 

8 


8007240192 

30-312 

Q 


8007290844* 

50-272 

8 






8007310293* 

30-354 

8 


8007240198 

30-312 

Q 

Puerto Rico Electric power Authority 

8007020604 

50-376 

0 


8007250348* 

30-312 

P 


t 



m 


CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEOORV 

AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 


6007250370 

50-3 1 2 

0 


B0072303S3 

50-320 0 


S007SS067A 

ao-312 

0 


8007230333 

50-320 0 


8007290847 

50-312 

0 


B0072S0408 

50-404 9 


8007300072 

PR 



B007290333 

80-346 H 


8007300081 

PR 



8007300301 

50-266 9 


8007300370 

50-312 

H 


8007300437 

50-289 9 


8007310410 

SO-312 

S 


8007300463 

50-262 9 


BOO73l041B» 

30-312 

s 

Sheenani D P 

8007070337 

50-320 9 


8007310477 

50-312 

0 


6007070383* 

50-320 9 

En«rgy Allian<B 

8007110003 

70-2909 



8007070363* 

SO-320 0 


8007110055 

70-2909 



8007070371* 

30-320 0 

34 11 ibur V' HA 

8007140409 

30-443 

0 


8007080007 

50-320 0 

S4lud4 River Electric Coop erat 1 v8i I nc 

80072 I04e&» 

30-413 

A 

Sheldoni Harman ii Ueiss 

6007080004 

30-289 0 

San Diego Oai it Electric Co 

8007090234 

30-206 

P 


BO07OS0OOS* 

30-289 0 

San Lull Obispo Mothers tO'r Peace 

8007230508 

50-273 

c 


0OO7OBOO43 

50-289 a 


8007300096 

30-275 

0 


0007100033 

30-155 0 


8007310466 

50-275 

0 


8007100037* 

50-155 a 

Sandla Laboratories 

8007020011 

RES 



0007100042* 

50-1 55 a 


8007110140 

RES 



0007110040 

PR 


8007110551 

RES 



80071 40O1B 

50-289 a 


8007180049 

NUREO 



0007140022* 

50-289 a 


8007280081 

RES 



00071 403S7 

PR 


0007290152 

NUREO 



8007150552 

70-143 


0007290233 

RES 



6007210487 

50-239 0 


8007290251 

NUREO 



8007210493* 

50-289 0 


8007310007 

NUREO 



8007220529 

50-289 a 


8007310231 

NUREO 



0007220530* 

50-289 a 


6007310241 

NUREO 



8007230229 

FOIA 

Sargont tt Luti<lg> Inc 

8007020416 

PR 



0007240044* 

COHHieaiON 


8007130486 

NUREO 



8007240050* 

COMHIBSION 


80071 S0537* 

50-373 

A 


8007250043 

FOIA 


8007160366* 

S0-4S4 

K 


0007290781 

OfiO 


0007160569* 

50-454 

K 


8007300039 

PR 


80071605744 

50-454 

K 


8007300043 

PR 


8007230160* 

0A999 


Bhortham Opponent* Coalition 

8007290781 

ORO 

Sassafras Audubon Society 

8007010053* 

50-546 

H 


8007290809* 

ORB 

Scanpouer. Inc 

8007010244* 

FOIA 


Sierra Club 

B007030003 

PR 

Science App 1 lea blons< Inc 

800701 05B2* 

CONTRACT 

Sigma Chemical Co <sub* of Slgma-Aldrl 

0007070029 

XPDRTLIC 


8007140633* 

CONTRACT 

ch Corp 1 




8007140650 

FOIA 



6007210129 

XPDRTLIC 






B007280393 

XPDRTLIC 


8007250532* 

30-460 

A 





8007200213* 

FOIA 



8007310484 

XPDRTLIC 

St 1 f-Poieared Llphtlngi Ltd 

8007240462 

FOIA 


Skagltonians Concerned About Nuclear 

8007030305 

50-522 A 

Senate 

8007020323* 

50-320 

U 

Pouer 




8007110093* 

30-271 

H 

Slemmonst 0, B 

8007100112* 

CONTRACT 





Small Business Administration 

B0072 10331* 

CONTRACT 


0007110314* 

50-335 

H 

Smithsonian Institute 

8007140475 

REOOD 


8007110318 

30-546 

0 





8007110323* 

MI8C 


Snell tt Ml Imtr 

8007180405 

50-275 a 


0007110507 

PR 


Social Research Applications Corp 

8007160496* 

CONTRACT 


8007110571* 

50-482 

0 

South Carolina Eloctrie tt Oas Co 

8007070269 

50-395 C 






0007070270* 

50-395 C 


8007140231* 

50-10 

H 


8007080393 

50-395 A 


800724046B* 

80-333 

H 





8007230067* 

50-320 

H 


8007090011 

50-395 A 


8007310326* 

SO-282 

H 


8007110489 

50-395 B 

Sinatoi Appropriations 

8007020 IBB* 

CDHMISBtON 


8007160252 

50-395 A 






8007170607 

50-395 A 

Senate! Judiciary Coninittte 

8007110005 

PR 



0007170612* 

50-395 A 

Benate# Small Business 

8007080002 

CDHMIBBION 




Sensible Maine Pouer 

8007020607 

80-309 

0 


8007180256 

50-395 0 


8007020610* 

50-309 

0 


8007220219 

50-395 0 


8007110345 

PR 



8007220390 

50-395 P 






8007220392* 

50-395 F 


8007300122 

50-309 

0 


B00722042B 

50-395 A 


B0073 00127* 

50-309 

0 




Shannon ( Uilson< Inc 

8007230393* 

50-397 

A 


8007250308 

50-395 A 


8007230396* 

50-397 

A 


8007250459 

50-395 B 


8007250398* 

50-397 

A 


80072S0491 

50-395 A 






0007290626 

80-395 F 

ShatJt Pittman! Potts it Troubrldge 

8007020482 

30-320 

0 


8007290627* 

60-395 F 


8007020621 

30-320 

0 





8007020633 

50-289 

0 


8007310428 

70-2860 


8007020689 

PR 


South Carolinat Stab# of 

80071 100B7 

PR 


8007070310 

30-484 

0 


8007300074* 

COMMISSION 





South Oahota> State of 

8007150458 

S0-4S4 0 


800707031 S* 

SO-404 

Q 

Southern California Edison Co 

8007010216 

50-206 R 


B007100191* 

PR 






B007 140224 

30-289 

Q 


8007010216 

50-206 R 


00071 50527 

50-312 

0 


8007010358 

50-361 A 


annrt 

30-312 

0 


0007010358 

50-361 A 






8007010465 

50-206 P 



50-289 

0 


8007010479 

50-361 A 



50-289 

0 






30-289 

0 


8007010479 

50-361 A 



50-209 

0 


8007010533 

50-206 3 



PAarnm 

0 


8007010537* 

50-206 8 






8007020149* 

50-361 Q 




0 

Q 


8007020149* 

50-361 0 




0 


8007020362 

50-206 P 




0 


8007020366* 

80-206 P 




p 


0007020372* 

50-206 P 



CORPORATE SOURCE INDEX 
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AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEOORV 

AUTHOR 

AFFILIATION 

ACCESSION 

NUMDER 

SUBJECT 

CATEODRV 


aoO70BO0Sl 

50-361 

A 


8007170239 

XPORTLIC 


a0070BOOBl 

50-361 

A 


8007170251* 

SECY 


0007060371 

50-206 

F 


8007170255 

XPORTLIC 


B007080403 

50-206 

S 


8007210073 

XPORTLIC 


B0070B0410* 

50-206 

8 


8007210076* 

SECY 


0007090330 

50-361 

8 


8007210096 

XPORTLIC 


0007090330 

50-361 

8 


8007240440 

XPORTLIC 


0007090337* 

50-361 

8 


8007280547 

XPORTLIC 


0007090337* 

50-361 

8 


8007200559 

XPQRTLIC 


0007100262 

50-206 

R 


8007290212 

XPORTLIC 


0007100262 

50-206 

R 

Stvarns-RogeT) Inc 

8007030039* 

40-0647 


Q0071003B6 

REOOO 



8007030047* 

40-0647 


0007110401 

50-206 

P 


8007030053* 

40-0647 


0007140034* 

50-361 

0 

Ston* 6 Mffbtrer Engineering Carp 

8007010172* 

50-333 


0007140034* 

50-361 

0 


8007020327 

PR 


0007140051* 

PR 



0007100277* 

90-200 


0007150679 

50-206 

P 


0007100280* 

90-280 


0007150507* 

50-206 

P 


0007100284* 

90-280 


0007150599 

50-206 

R 


8007100294* 

90-200 


00071 S0605* 

50-206 

R 


8007100284* 

30-200 


8007170565* 

50-206 

0 


8007100288* 

50-200 


8007210463 

50-361 

A 


8007100293* 

50-200 


0007210493 

50-361 

0 


8007100293* 

50-200 


0007230011 

50-361 

a 


80 07 I 00 2 93* 

50-200 


0007230287* 

50-206 

Q 


8007100293* 

50-200 


0007230579 

50-361 

s 


8007100298* 

50-200 


00072400Be 

50-361 

Q 


8007100290* 

30-200 


0007240080 

50-361 

Q 


8007100298* 

90-200 


0007250355 

50-206 

Q 


8007100298* 

50-200 


Q0072S03S8 

50-206 

Q 


8007100303* 

90-200 


8007250361 

50-361 

Q 


8007110193* 

30-200 


0007250636 

50-206 

Q 


8007110194* 

50-200 


00072B0072 

50-206 

a 


8007110196* 

30-200 


0007260376 

50-206 

s 


8007240166* 

50-339 


0007260362 « 

50-206 

8 


B007300064 

PR 


0007260391 

50-206 

8 

Stone h Uebsteri Inc 

B007I40583 

50-339 


0007260396* 

50-206 

S 


8007140601 

50-339 


0007290469 

50-361 

a 


0007240161* 

30-339 


0007290620 

50-361 

A 

Stroack) Strooc tc 1 Lavan 

8007240437 

FOIA 


0007290706 

50-206 

p 

Student Nurse* Assoelatlan of Pennsglvan 

8007110443* 

NUREO 


0007290663 

50-206 

Q 

ia 




0007300303 

50-361 

a 

Suil tier 1 and 

8007160802 

XPORTLIC 


0007310162 

50-206 

a 

Synergy) Inc 

0007070092 

CONTRACT 


0007310201 

50-361 

a 

Bysttms Control) Inc 

0007300178* 

3A999 


0007310201 

50-361 

Q 


8007300100* 

QA999 





TECH-SlLi Inc 

8007170214 

50-373 

Sguthwtft Rgftirch tnxtitut* 

0007030071* 

CONTRACT 






8007070174 

PR 


Taluan (Republic of China) 

8007240472 

XPORTLIC 

Bouthurit RtiKrch and Informatton Ccnttr 

8007030127 

PR 


Taunton Municipal Lighting Plant 

8007080033* 

50-443 


8007110019 

PR 


Tech/Ops iTechnlcal Operation*) Inc ) 

8007030375 

71-9039 

6pi*g*l 1< McOtarmid 

8007090051 

50-389 

M 


8007030376* 

71-9039 






8007030370* 

71-9039 


8007150449 

50-449 

M 





8007150449 

50-449 

M 


8007030379* 

71-9039 


80071S04SS 

50-484 

0 


8007030391* 

71-9039 

51; EUtabtth Hoip Appl*ton<HI 

8007100416 

REOOO 



8007030394* 

71-9039 

Standard Oil Co a# Indiana («it alro 

8007090131 

40-5021 



0007030399* 

71-9039 

AMOCO) 





0007030306* 

71-9039 

Standardliad Nuclaar Unit Foioir Plant 

8008090053 

50-482 

3 


0007030387* 

71-9039 

Bgi ttm 





8007100373 

71-9053 


8007010162 

50-482 

a 


8007100376* 

71-9053 


8007020376 

50-482 

a 

Tachnaasocla teS) Inc 

0007140203* 

CONTRACT 


8007070325 

50-482 

s 


0007210331* 

CONTRACT 


0007070325 

50-482 

8 








Teknelrori) Inc 

8007070097* 

CONTRACT 


8007070325 

50-482 

a 

Taledgn* Energy Bystem* 

8007010240 

71-4088 


0007070325 

50-482 

8 


0007010249 

71-9030 


0007100441 

50-482 

a 


0007150926 

TDPREP 


8007290254* 

50-482 

8 

Teledyne Enginaerlng Service* 

0007110453 

NUREO 


0007290590 

50-482 

S 









0007310306 

50-329 


0007300511 

50-482 

A 


8007310307* 

50-329 ' 


8007310302* 

50-482 

s 

Temple Unlv 

0007100007 

PR 


0007310302* 

50-402 

8 

Tcnnetsee Valley Authority 

0006250279 

50-510 


0007310302* 

50-402 

S 


0007010327 

50-327 


0007310302* 

50-402 

8 









0007010338 

30-510 

Stanford Univ 

0007010627* 

CONTRACT 



8007010350* 

50-510 

BtattiDapt of 

8007170191 

XPORTHC 



8007010370 

50-296 

StatfiOfpt of) Buraau of Ocaans S’ 

0007010009 

XPORTLIC 



8007010377* 

50-296 

intarnatl Environ & Belantlflc Affair* 





B0070 10382 

50-327 


0007010012 

XPQRTLIC 






8007010019 

XPORTLIC 



0007010385* 

30-327 . 






8007010306 

30-328 . 


8007020260 

XPORTLIC 



9007010386 

50-328 1 


8007100146 

XPORTLIC 



9007010417 

50-327 1 


0007140560* 

6ECV 



8007010419* 

30-327 1 


0007170003 

XPORTLIC 




1 


0007170072 

XPORTLIC 



8007010426 

30-430 1 






9007010435 

50-327 , 


0007170204 

XPORTLIC 



8007010438* 

30-327 


0007170223 

XPORTLIC 

* 


9007010490 

50-327 


t 


486 


CORPORATE SOURCE INDEX 


AUTHOR 

AFFiLIATlC:J 


ACCESSIOM SUBJECT 

NUMHEf! CATEOOnV 


AUTHOR 

AFFILIATION 


ACCESSION 

NUMBER 


aOOTOlO*}^? 

S007010902* 

0007010512 

B007010SI&* 

□0070i|0522» 

0007010529 
S007010S2S 
B007010932* 
0007010534 
B0070 10539* 

S0070I0541* 

0007020347 

3007020499 

0007020499 

0007020499 

0007020499 

0007020543 

3007020544 

0007020545* 

0007020351* 

0007020519 

0007020619 

0007020627 

B007020740 

0007020742 

8007070042 

8007070045* 

8007070263 

8007080220 

8007080293 

8007000253 
0007080231 
SO 070802 B 3 
8007080236 
8007080236 

8007080286 

8007080288* 

8007000291* 

8007030293 

8007080297* 

9007030301 

8007000308* 

8007000313 

8007000331 

0007080333* 

8007030334 

0007000341* 

0007000370 

3007080373* 

30070S03B0 

0007000300 
B 007080300 
3007080308 
8007000394 
0007000399* 

8007080400 

8007080402* 

8007000403 

8007090411* 

0007080419 

0007080416* 

8007090003 

0007090006* 

8007090222 

8007090222 

8007090249 

6007090249 

8007090258* 

8007090258* 

0007100047 

8007100050* 

8007100054* 

0007100169 

8007100205 

8007100205 

8007100209 

8007100209 

8007100213* 

0007100213* 

0007100233 

8007 100233 
8007100236* 
0007100236* 
8007100252 
a 007 100328 


50-327 S 
SO-327 0 

30-327 0 

90-327 8 

SO-327 S 

50-327 3 

50-327 S 
50-327 S 
SO-327 S 
50-327 8 

50-327 S 
50-327 d 
50-259 a 
50-259 8 

50-259 0 

50-299 Q 
50-328 3 

50-328 S 
50-328 0 

50-320 B 

50-390 S 
50-390 8 

50-327 a 
50-327 0 

PR 

40-1341 
40-1341 
50-259 P 
50-327 0 

50-390 A 

50-370 A 
90-327 S 
90-327 S 
50-299 P 
50-259 P 

50-259 P 
50-327 B 
50-327 8 

50-259 fi 
50-239 8 

50-299 8 

50-259 8 

50-259 8 

50-327 0 

50-299 3 

50-327 8 

50-327 a 
50-260 S 
50-260 8 

50-259 P 

90-259 P 
90-390 V 
90-390 V 
50-260 8 

50-260 S 

50-327 8 

50-327 8 

90-260 8 

50-260 8 

50-296 6 

90-296 8 

90-299 8 

90-259 0 

50-390 8 

90-390 S 

50-327 8 

50-327 a 
50-327 8 

50-327 S 
PR 

PR 

PR 

50-438 Q 
S0-43B 0 

50-438 0 

S0-43S 8 

90-43B 8 

90-438 8 

50-438 S 
50-438 8 

90-438 8 

90-408 8 

50-438 8 

50-553 9 

PR 


8007110039* 
00071 10291 
0007110320 
8007110320 
8007110320 

00071 10320 
80071 10320 
80071 10320 
8007110328* 
8007110328* 

00071 10328* 
0007110328* 
0007110320* 
8007110320* 
0007110372 

8007110376* 
8007110378 
80071 10380* 
8007110380 
8007110394* 

8007110425 

8007140240 

0007140349 

0007140353* 

0007140422 

8007140422 

8007140427* 

8007140427* 

0007140443 

0OO7UO456* 

80071S04SS 

8007150466* 

8007150470 

0007150472 

8007150472 

8007150488* 

8007150491 

8007150S0I* 

8007150504 

8007150512* 

8007150521 
80071 5052 1 
0007150922* 
8007150946 
8007150546 

8007150551 

8007150970 

0007150571 

8007150571 

0007190574* 

00071 5OS70* 

8007150580 

8007150582* 

8007150985* 

0007150640 

8007190640 

8007190699 

8007150663* 

8007190692 

8007190692 

8007160424 

0007160424 

8007160471 

8007160471 

0007160473 

8007160473 

8007160478* 

8007160484* 

8007160919 

8007160523* 

8007160952 

0007160996* 

0007160571 

8007160971 

8007160971 

8007160978* 

8007160978* 

0007160578* 

0007160643 

8007160643 

8007160650 

8007160650 

8007160656* 

8007160656* 

8007160666 


SUBJECT 

CATEOORV 


50-327 0 
50-260 S 
50-510 8 
50-918 8 
50-510 S 

SO-SiS 8 
50-510 a 
50-510 8 
50-510 S 
SO-SIB S 

60-510 8 
50-518 9 
50-510 8 
50-510 8 
50-327 8 

50-327 8 
50-296 B 
50-296 8 
50-296 8 
50-296 B 

50-296 8 
PRM 

SO-SlB S 
50-518 8 
50-390 a 

50-390 8 
50-390 B 
50-390 8 
50-32S 8 
50-328 8 

50-327 8 
50-327 a 
50-327 a 
50-327 P 
50-327 P 

50-327 8 
50-327 8 
50-327 S 
30-327 8 
50-327 8 

50-327 P 
50-327 P 
50-327 P 
50-438 A 
50-43B A 

50-438 A 
50-259 8 
50-327 P 
50-327 P 
30-259 a 

50-327 P 
50-327 a 
50-327 P 
50-327 6 
50-327 P 

50-327 P 
50-566 8 
50-566 a 
30-327 P 
50-327 P 

50-430 8 
50-430 3 
50-327 P 
50-327 P 
90-566 8 

90-566 8 
60-327 P 
60-327 P 
50-327 S 
30-327 8 

90-259 R 
90-299 R 
90-328 8 
50-328 8 
60-328 8 

50-328 a 

50-328 9 
50-328 B 
50-327 F 
50-327 F 

90-430 3 
50-430 a 
50-438 a 
50-438 B 
90-320 8 


CORPORATE SOURCE INDEX 
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AUTHOR 

AFFILIATION 


ACCESSION 

NUMBER 


80071 705? I 
0007170664 
0007170664 
0007170664 
0007100301 


0007210036 

0007210091 

0007210091 

8007210091 

8007210103 


8007210103 

0007210461 

8007210475# 

8007210596 

0007220236 


0007220342 

0007220342 

0007220342 

0007220346# 

0007220346# 


0007220346# 

0007220358 

0007220360# 

0007220376 

0007220376 


0007220376 

0007220377# 

0007220377# 

0007220377# 

8007220443 


8007220443 

8007220443 

8007220450 

0007220460 

8007220462# 


0007220462# 

0007220462* 

0007220469 

0007220474# 

0007220401 


0007220481 

6007220481 

6007220491# 

6007220491# 

0007220491* 


0007220522 

0007220522 

8007220522 

8007220532 

8007220568 


0007220574# 

8007230255 

0007230255 

8007230408 

0007230408 


0007230431 

0007230445 

6007230452# 

0007230467 

8007230467 


8007230470 

0007230474# 

0007230477 

0007230477 

0007230480 


SUDJECT 

CATEQORV 


8007170272 

6007170342 

8007170342 

8007170344# 

0007170344# 


50-390 

50-566 

50-566 

50-566 

50-566 


6007170356 

8007170356 

6007170350# 

0007170350# 

0007170513 


0007170513 

0007170525* 

0007170525# 

6007170560 

0007170591 


50-390 

50-390 

50-390 

SO-260 

50-390 


50-390 

50-320 

50-328 

50-320 

50-296 


0007100314* 

6007100523 

0007210036 

0007210036 

0007210036 


50-296 

50-259 

50-327 

50-327 

50-327 


50-327 

50-259 

50-259 

50-259 

50-259 


50-259 

50-327 

50-327 

50-327 

50-510 


50-239 

50-239 

50-259 

50-259 

50-259 


50-259 

50-327 

50-327 

50-259 

50-259 


50-239 

50-259 

50-259 

50-259 

50-259 


50-259 

50-259 

50-553 

50-327 

50-259 


50-259 

50-239 

50-327 

50-327 

50-259 


50-259 

50-259 

50-259 

50-259 

50-259 


50-259 

50-259 

50-259 

50-327 

50-327 


50-327 

50-566 

50-566 

50-327 

50-327 


50-328 

50-259 

50-259 

50-327 

50-327 


50-259 

50-259 

50-327 

50-327 

50-327 


SO-566 

50-566 

50-566 

50-566 

50-390 


AUTHOR 

AFFILIATION 


ACCESSION 

NUMQER 


8007230430 

8007230481# 

0007230401# 

0007230486 

8007230407 


8007230305 
8007230305 
S007230S1 1 
8007230323 
8007230328 


8007230502 
8007230507 
8007230507 
8007230591# 
8007230591 » 


8007230726 
8007230726 
BOO 7230726 
8007240279* 
8007240435 


8007250414 

8007250416# 

8007250419 

8007250436 

0007250499# 


BOO 725050 5 
B0072S0576 
8007250596 
8007250596 
800728000! 


8007200001 

8007200468# 

8007280468# 

8007200468# 

8007200498 


8007200498 

8007280540 

8007280548 

8007280615 

8007230613 


8007280613 

8007200613 

8007280623 

8007280623 

8007280660 


8007290479 

0007290378 

B007290610 

8007290632 

0007290633 


8007290636 

8007290639# 

8007290646 

8007290649 

8007290651 


B0072 90656# 

8007290657 

8007290659# 

8007290662 

8007290664# 


0007290665 

0007290672* 

8007290673# 

8007290675 

9007290679 


8007290679 

8007290681# 

8007290605 

8007290693# 

8007290695 


8007290702* 

8007290708 

8007290716# 

8007290720 

8007290724 


SUBJECT 

CATeSQRY 


SO-327 P 
30-327 P 
30-327 P 
30-328 a 
30-390 S 


8007230407 
eo 072304 90 
8007230491 » 
8007230494 
8007230499 


50-390 

30-259 

50-259 

50-320 

50-327 


50-390 

50-390 

50-327 

50-259 

30-310 


8007230331# 

8007230333 

8007230333 

8007230575 

8007230573 


90-259 

50-327 

SQ-327 

50-327 

50-327 


30-390 

SO-390 

50-390 

30-390 

30-390 


50-259 

30-239 

50-259 

30-518 

50-259 


50-327 

50-327 

50-327 

50-327 

50-327 


50-387 

50-239 

50-269 

50-259 

50-327 


50-327 

50-327 

50-327 

50-259 

50-239 


50-259 

50-289 

50-327 

50-327 

50-438 


50-387 

50-327 

50-388 

50-328 

50-327 


30-327 

30-327 

50-327 

30-327 

30-327 


30-327 

30-259 

30-327 

30-327 

80-259 


50-296 

50-327 

50-327 

50-260 

50-327 


40-1341 

50-259 

50-259 

50-259 

50-327 


50-327 a 

50-327 a 
50-327 a 
50-327 8 
50-327 P 


50-327 P 
80-327 8 
50-327 a 
50-327 S' 
50-296 a 


48B 


CORPORATE SOURCE INDEX 


/AUTHOR 

AFFILIATrON 


Tefcon E«piordtion DrilliTiq Co < Inc 


T»«a» A l« 11 Univ 


T«>as Inftrumentai Inc 


Tc<^s Putlic Interest Retoorch Croup 
Tei4i Utilities Oenerellng Co 


Terasi State of 


ACCESSION SUBJECT AUTHOR ACCESSION SUBJECT 


IJUMOER 

CATEOORV 

AFFILIATION 

NUM0Eft 

CATEOOny 

B007a'?072‘} 

30-327 

P 

Teiasi Univ of 

8007210320 

70-157 


0007290725 

50-403 

S 

The Nuclear Regulatory Commission 

8007290296# 

50-327 

0 

0007290725 

50-433 

s 

Three tllle Island Alert 

8007140003 

50-289 

« 

BO 07290 726e 

50-260 

s 


8007140008 

50-289 

0 

0007290734 

50-510 

s 


8007140009# 

50-289 

0 

0007290737 

30-259 

s 


8007220001 

50-289 

9 

BO 07290744# 

50-259 

s 


8007220002 

50-289 

0 

0007290749 

50-438 

s 


8007250680 

50-289 

0 

8007290749 

50-438 

s 


8007250689 

50-209 

0 

8007290757 

50-327 

p 


8007290779 

50-289 

9 

8007290757 

50-327 

p 

Time 6 Frenueney Technol ogg. Inc 

8007220224# 

msc 


0007290762 

50-327 

s 

Todd Shipyards 

8007240228 

70-1062 


B007290770# 

50-327 

s 

Toledo Ed Ison Co 

8007010254 

50-346 

0 

8007290790 

50-327 

s 


8007010434 

50-346 

8 

8007290800# 

50-327 

8 


8007010439# 

50-346 

e 

B007290S10 

50-327 

s 


8007010464 

50-346 

p 

B007290B13 

50-390 

0 


8007020040 

50-346 

Q 

a007290BlB* 

50-327 

B 


8007030260 

50-346 

S 

80072 90B2O 

50-296 

s 


8007030264# 

50-346 

8 

8007290325 

50-327 

s 


8007090254 

50-346 

F 

8007290827# 

50-327 

s 


8007110391 

50-346 

8 

a007290B29» 

30-296 

s 


8007110397# 

50-346 

a 

8007290864 

50-259 

s 


8007110407 

50-346 

a 

8007290927 

PR 



8007110416* 

50-346 

s 

8007300003 

PRM 



8007110418 

50-346 

s 

8007300167 

50-433 

s 


8007110423# 

50-346 

8 

8007300374 

30-327 

K 


8007110427 

50-346 

8 

8007300376# 

50-327 

K 


8007110434# 

50-346 

8 

8007300376# 

50-327 

K 


8007110440 

50-346 

8 

8007300434 

50-327 

F 


8007110448# 

50-346 

8 

8007300434 

30-327 

F 


8007140237 

50-346 

9 

8007300572 

50-259 

0 


8007140310 

50-346 

R 

8007300572 

50-259 

Q 


8007140322# 

50-346 

R 

0007310056 

50-327 

0 


8007150560 

50-346 

S 

8007310067 

60-259 

0 


8007150566# 

50-346 

3 

8007310067 

50-259 

0 


8007150609 

50-346 

a 

8007310067 

50 -239 

Q 


8007150670 

50-346 

P 

8007310200 

50-259 

Q 


8007150824 

50-346 

9 

80073(0200 

50-259 

Q 


8007170064 

50-346 

9 

8007310200 

50-259 

0 


8007170441 

50-346 

a 

8007310323 

50-327 

P 


8007170450# 

50-346 

s 

800731 0325 » 

50-327 

P 


8007170532 

50-346 

9 

8007310355 

50-259 

0 


0007180271 

50-346 

9 

8007310396 

50-327 

P 


8007180310 

SO-346 

0 

6007310396 

50-327 

P 


8007210216 

50-346 

0 

8007310411 

50-327 

P 


8007210454 

50-346 

P 

8007310411 

50-327 

P 


0007220375 

50-346 

8 

80073104(2 

50-327 

P 


800722037B# 

50-346 

8 

8007310416 

50-327 

P 


8007220458 

50-346 

8 

8007310416 

50-327 

P 


8007220465# 

50-346 

B 

8007010129 

40-8723 



8007230076 

50-346 

a 

8007010140* 

40-8723 



8007230141 

50-346 

a 

8007010432 

40-0723 



8007230200 

50-346 

Q 

8007200694 

40-B72B 



8007230200 

50-346 

9 

8007280702 

40-0723 



8007230581 

50-346 

P 

8007210502 

50-59 

R 


8007240028# 

50-346 

Q 

80072105124 

50-39 

R 


8007240126 

50-346 

8 

8007240038 

60-59 

R 


8007250302 

50-346 

P 

8007290468 

30-12B 

R 


8007250427 

50-346 

P 

8007290478# 

50-128 

R 


8007250434 

50-346 

P 

000707004B 

70-33 



0007250438# 

50-346 

P 

8007210175# 

70-33 



8007250572 

50-346 

9 

8007220527 

70-33 



8007200465 

50-346 

P 

8007250445 

70-33 



8007280571 

50-346 

a 

8007280147# 

50-367 

R 


0007280578# 

50-346 

a 

8007030095 

PR 



8007280583 

50-346 

a 

8007170374 

50-466 

0 


8007280589# 

50-346 

a 

8007300116 

50-466 

0 


8007280596 

50-346 

a 

8007030246 

50-443 

0 


8007280602# 

50-346 

a 

8007060062 

50-446 

3 


8007280609 

50-346 

a 

8007080282 

50-445 

F 


8007280622# 

50-346 

a 

80071 10592 

50-445 

Q 


0007280630 

50-346 

s 

8007140455 

50-445 

0 


8007280643# 

50-346 

s 

8007140502# 

50-445 

0 


8007290500 

50-346 

9 

8007160623 

50-445 

H 


8007300141 

PR 


8007170196 

50-445 

Q 


8007310348 

50-346 

0 

800>7 180366 

50-445 

A 


8007310380 

50-346 

P 

8007180437 

50-445 

0 


8007310536# 

50-346 

0 

8007210352 

50-445 

8 

Transnuc lear> Inc 

8007030011# 

70-2470 


8007210470 

50-445 

A 


8007030016# 

70-2478 


0007310328 

50-445 

0 


8007030020# 

70-2470 


8007020577 

80-493 

M 


8007070018 

XPQRTLtC 


80071 10056 

PR 



8007070043 

PR 


6007170216# 

CONTRACT 



8007070140 

XPORTLIC 


6007300573 

PR 



8007070145 

XPORTLIC 
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AUTHOR 

AFFILIATTON 


ACCESSION 

NUMQER 

SUBJECT 

CATEGORY 

AUTHOR 

AFFILIATION 

ACCESSION 

NUMSER 

SUBJECT 

CATEGORY 



0007110469 

XPORTLIC 


0007230468 

50-271 

S 



0007110400 

XPORTLIC 


8007230489* 

50-271 

8 



0007 1 80353 

XPORTLIC 


8007230695 

50-271 

Q 



0007290025 

XPORTLIC 


8007250173 

50-271 

a 



0007290027 

XPORTLIC 


8007250100 

50-271 

a 



8007290390 

XPORTLIC 


8007250400 

50-271 

p 



8007290446 

XPORTLIC 


8007280661 

50-271 

F 



0007290452* 

XPORTLIC 


8007310385 

50-271 

p 



0007310405* 

70-2470 

Vermont! State of 

80071 lOlOt 

PR 




0007310496* 

70-2470 

Vet Adnin Hasp Horthport.NV 

8007070112 

PR 


Trdnf port«tion> Dipt of 


8007020447 

PR 

Virjinia Electric t Power Co 

8007010340 

50-201 

0 



8007140521* 

CONTRACT 


8007010353 

50-339 

0 

Tubtco> Inc 


80072 9036B* 

QA999 


8007010363 

50-404 

A 



8007290392* 

aA999 


0007010375* 

SO-339 

0 

Tulsa Oamm* R«gi Ine 


0007210200 

71-139 


8007010394* 

50-201 

0 



0007210205* 

71-139 


8007010398 

50-339 

8 

Tuaoifyi Latham & Schmitt 


0007290701 

ORO 


8007010413 

50-330 

0 

Undarurl tef 1 Laboratory 


0007010373* 

80-313 F 


800701 04 ISe 

50-339 

s 

Union 76 Klntralt Exploration 

Co 

0007010305 

40-8984 


8007010423 

50-280 

p 



8007210560 

40-8584 


8007010422 

50-200 

p 



80072 10S66* 

40-8584 


0007010422 

50-200 

p 

Union Carblda Corp 


8007000219 

40-299 


0007010429 

50-200 

a 



8007140371 

40-299 


0007010430 

50-200 

p 



8007170571 

40-299 


0007010430 

50-200 

p 



8007210293* 

70-607 


0007010430 

50-200 

p 



0007220025 

WASTE HOT 


0007010430 

50-280 

p 



0007220096* 

WASTE MOT 


8007010442* 

50-280 

G 



8007220064* 

WASTE MOT 


B00702000I 

71-5937 




8007220074* 

WASTE MOT 


0007020 4 56 

50-338 

P 



8007220001* 

WASTE MOT 


6007020535 

PR 




0007220007* 

WASTE MOT 


0007020592 

30-330 

P 



0007280473 

XPORTLIC 


0007020590* 

30-330 

P 



0007290145 

MUREO 


0007030078 

PRM 




8007310497 

WASTE MOT 


0007030131 

30-200 

P 



8007310500* 

WASTE MOT 


8007030131 

30-200 

P 

Union Eltctric Go 


0007100379 

50-483 A 


0007030135* 

30-280 

P 



0007180006* 

50-403 0 


0007030133* 

50-280 

P 



00071 800 10* 

50-483 0 


0007030151 

50-339 

P 



8007180534 

50-4S3 F 


0007030156 

50-339 

P 



8007210190 

50-403 Q 


0007030184 

30-260 

F 



8007250336 

50-403 S 


0007030104 

30-280 

F 

Union Minarals 


8007020028 

40-8804 


0007030262 

50-339 

8 



8007290619 

40-8864 


0007030263 

50-338 

0 

Union of Conearnid Sciantlsti 


8007010204 

ORO 


0007030267* 

50-339 

8 



0007080080* 

50-209 0 


8007030267* 

50-330 

8 



0007140022* 

50-289 0 


0007030270 

30-330 

8 



0OO72IO49S* 

50-209 0 


0007030271* 

50-338 

0 



0007290012* 

SECY 


8007030273 

50-339 

0 



8007290781 

ORO 


0007030275* 

50-339 

0 



S007290S03* 

ORO 


0007030201 

50-339 

6 

Unitad niurninatlng 


0007080012* 

50-443 I 


0007030203* 

80-339 

S 

Unitad Nuclaar Corp 


0OO714O3BO* 

40-299 


0007030205 

50-339 

8 



0007180279 

40-8601 


0007030280* 

50-339 

S 



0007180280 

40-8602 


8007070200 

50-339 

E 



8007100480 

40-0690 


0007070201 

80-339 

P 



8007220063 

40-0720 


0007070224 

80-200 

8 



8007220070* 

40-0720 


0007070229* 

50-200 

a 



0007280194 

WASTE MOT 


8007070263 

50-338 

0 

Unitad Nuclear Carp > Naval Products Div 

0007100066* 

70-371 


0007070203 

50-330 

Q 

Utaht State of 


0007210090 

40-0601 


0007070350 

50-339 

8 

Utility Nerkers Union of America 

0007100340 

PR 


8007070363* 

50-339 

a 

Ualcor Enytnsaring Corp 


0007160366 

50-369 S 


0007070373 

50-330 

8 



0007280297 

PT21 


0007070374 

50-339 

0 

Vatorot C 


0007110112 

50-272 0 


0007070379* 

50-339 

8 

Vanderbilt Unlv. 


8007090040 

PR 


0007070301* 

50-330 

8 

Vermont Electric Cooperativer 

Inc 

80070B0028* 

50-443 I 


0007070369 

30-200 

6 

Vermont Yankee Nuclear Power Corp 

0007010317 

50-271 8 


8007070397* 

30-200 

S 



0007010391 

50-271 S 


0007000069 

30-330 

P 



0007010397 

50-271 I 


0007000072* 

30-330 

P 



0007010405* 

50-27! S 


8007000419 

50-260 

P 



8007070247 

50-271 F 


8007090057 

30-200 

0 



8007070260 

50-271 8 


0007090057 

50-200 

0 



0007070346 

50-271 P 


8007090057 

50-260 

a 



0007080292 

50-271 Q 


0007090057 

S0-2B0 

a 

■ 


0007080296* 

50-271 Q 


0007090296 

50-339 

a 

1 


0007110460 

50-271 0 


0007090304* 

50-339 

6 



8007170325 

50-271 0 


8007090300 

50-339 

s 



8007180390 

50-271 R 


0007090312* 

50-339 

8 



8007180400* 

50-271 R 


0007090317 

30-339 

S 



8007180549 

SO-271 a 


8007090323* 

50-339 

3 



8007180594 

50-271 Q 


0007090335 

30-339 

3 



0007210448 

50-271 H 


0007090342* 

50-339 

3 



0007210456 

50-27 1 R 


0007090345 

30-330 

3 



0007210467* 

50-27 1 R 


0007090353* 

50-330 

B 



0007210579 

50-27 1 a 


8007090423 

30-260 

a 


490 


CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATiaiJ 


ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

NUMBER 

CATEOORY 

AFFILIATION 

NUMBER 

8007090423 

SO-SSO 

Q 


0007220431 

8007090423 

50-280 

0 


6007220431 

800710015? 

50-339 

P 


8007220436* 

8007100273 

S0-2B0 

P 


8007220436* 

8007100273 

50-280 

P 


8007220467 

8007100273 

50-280 

P 


8007220507 

6007100273 

50-280 

P 


8007220312* 

600711013? 

SO-2SO 

Q 


8007220373 

6007110189 

50-280 

Q 


8007220579 

6007110202 

50-339 

P 


8007220379 

8007110300 

50-33 8 

S 


8007220360* 

8007110300 

50-33 6 

S 


8007220362* 

8007110336 

50-280 

Q 


8007220362* 

8007110336 

50-280 

0 


8007220601 

800711035? 

30-33? 

P 


8007220611* 

6007110361 

SO-339 

P 


8007230447 

6007110364 

50-33? 

P 


8007230447 

600711 0363* 

50-33? 

P 


8007230493 

6007110390 

50-281 

Q 


8007230497* 

8007110420 

50-339 

S 


8007240003 

8007140138 

50-33? 

P 


8007240049 

0007140187 

50-33? 

P 


8007240092 

6007140209 

50-33? 

5 


8007240092 

a00714022S« 

50-33? 

a 


8007240113 

800714024? 

50-280 

6 


8007240116* 

80071 4025?» 

50-280 

s 


8007240149 

8007140393 

50-338 

P 


B0072S0365 

8007140393 

50-338 

p 


8007250379 

80071 40400*- 

50-338 

p 


8007230363 

B0071 40400* 

50-338 

p 


8007250363 

6007140406 

SO-339 

p 


8007250365* 

6007140411* 

50-33? 

p 


8007250363* 

6007150462 

50-280 

Q 


8007250368 

60071 S0462 

50-280 

0 


0007230418 

6007150569 

50-338 

p 


0007230413 

8007150569 

50-338 

p 


80072S0430 

8007150671 

50-339 

0 


0007230545 

80071 5066 6 

50-338 

s 


8007230345 

8007150701* 

50-338 

s 


8007250543 

8007150767 

50-338 

s 


8007230343 

8007150777* 

50-338 

E 


8007280367 

B0071S080S 

50-339 

B 


8007280393 

8007 150910 

50-339 

B 


8007280400* 

8007150815* 

50-339 

a 


8007280406 

8007150617* 

50-339 

a 


8007260423 

6007160507 

SO-339 

p 


8007280432 

8007160543 

50-280 

0 


6007280432 

8007 160543 

50-200 

0 


6007280440 

8007160664 

50-281 

0 


8007260444 

8007160671 

50-339 

p 


8007280607 

8007 170175 

SO-339 

p 


B00728061B* 

6007l70ie3« 

50-339 

p 


6007280625 

8007170189* 

50-339 

p 


8007280651 

8007170334 

30-280 

Q 


8007280651 

8007170334 

50-280 

0 


8007290220 

8007170334 

50-200 

0 


8007290220 

8007170334 

50-280 

0 


8007290700 

8007 170348 

50-280 

V 


8007290700 

8007170346 

50-280 

V 


8007290636 

6007170350* 

50-280 

V 


8007290840 

8007170369 

50-280 

R 


8007290840 

8007170369 

50-280 

R 


8007290B40 

8007170391* 

50-200 

R 


8007290640 

8007170391* 

50-S80 

R 


6007290643* 

8007170412 

30-280 

F 


8007300103 

8007170418 

50-280 

F 


8007300430 

8007170529 

50-230 

0 


8007300486 

8007170529 

50-280 

a 


S007310277 

8007170566* 

30-260 

p 


6007310346 

8007170601 

50-338 

F 


8007310364 

8007170601 

SO-33 B 

F 


8007310390 

8007 1803 19 

30-281 

8 


8007310421 

8007160327# 

30-281 

9 


8007310421 

8007180371 

30-281 

0 

Virginia T«eh 

8007230498 


50-280 

0 

8007230303* 


10 

8 

Virginlai Unlv of 

8007210429 


10 

s 

8007210429 


10 

s 


8007210433* 


)9 

p 


9007210433* 


)9 

p 

Voilvn, R J 

8007080033 


t? 

p 

NAPQRAi Inc 

8007030357* 


)0 

p 

W* 9 n»ri Cunnlnghaflii Vaughan* 0*ndapi 6 

8007110144 


!0 

p 

McLaugh 1 1 n 



)1 

p 

Washington Public P6w*r SuppU Sgittm 

8007010002 


!9 

p 

8007010063* 


SUBJECT 

CATEODBT 


50-33a R 
30-338 R 
30-338 R 
50-338 R 
30-33? R 

30-339 S 
30-338 S 
30-338 S 
30-338 F 
50-338 F 

30-338 
30-338 
50-338 
30-33? 
30-33? 

30-338 
30-330 
30-338 
30-338 
50-338 

30-33? 
30-330 
50-338 
30-33? 
50-33? 

50-33? 
30~SB1 
50-33? 
50-338 
50-338 

50-338 
30-338 
30-33? 
30-338 
50-338 

30-33? 
30-280 
30-280 
30-280 
30-280 

30-33? 
50-33? 
50-33? 
30-33? 
50-33? 

50-330 
30-338 
30-33? 
50-33? 
30-280 

50-280 
50-280 
50-338 
30-338 
30-280 

30-280 
30-338 
30-338 
50-338 
50-280 

30-280 
30-280 
30-280 
50-338 
30-33? 

SO-33? 
50-33? 

PR 

50-339 
50-33? 

50-281 
50-280 
50-280 
50-124 
30-124 

30-62 
30-62 
30-62 
50-62 
50-367 


CONTRACT 

50-302 


30-397 

50-397 


A 

A 


1 
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AUTHOR 

AFFlLtATIQM 


UAfhlngtan 8 t«t« Unlv 

Ua«liington Univ 
U««hing<ton. stata of 


Mathingtont Unlv, af 
Uaitirn Canada Hydraulic Laborator lac> 
Ltd 

Ua«tcrn Nuelaar> Ine (tub* o? Phali^* 
Dodga Corp 1 


Waatarn Nuclaar> Inc 
Uatttnghouaa Electric Carp 


ACCESSION 

NUMBER 


0007150680 
800716048 ? 
8007170577 
8007170577 
00071 705 B 5 » 

80071705859 

8007180329 

8007210392 

8007330003 

8007230007 

80072306230 

8007250354 

8007250391 

8007250544 

8007290405 

8007290444 

8007290318 

0007290704 

8007300299 

8007300299 

8007300306 

0007300344 

8007300544 

800 ' 731017 I 

8007310409 

B 00731049 B 

6007310502 

6007110225 

6007110231 * 

6007110239 * 

SQ 07 160540 

80071 B 036 B 

6007180159 

6007210113 * 

6007290045 * 

6007290050 * 

8007020025 * 

8007070130 * 

0007070099 

8007100091 * 

8007140549 

8007220314 

8006240001 

B 00701000 S 

B 007010079 

B 0070 10102 

8007020221 

0007020641 

8007020644 * 

8007020658 

B 007030012 

8007070023 

8007070024 * 

8007070041 

0007070125 

B 0070 B 0371 

8007100191 * 

8007100233 

8007100256 * 

8007100263 

6007100271 » 
8007100358 
0007100370 * 
8007110021 
80071 J 0492 

8007110522 
BO 07 140367 
0007140379 * 
8007140407 
8007140416 * 

BO 07 140420 * 
B 0071 40540 * 
0007150646 
8007150652 * 
8007150656 * 

800716016 a* 

8007160743 

8007160755 * 

8007160765 * 

8007170230 

8007170259 * 

8007180357 

B 007180449 


SUBJECT 

CATEGORY 


30-397 A 
NUREO 

50-460 3 

50-460 S 
50-460 3 

SO -460 6 

SO-SOB 0 
50-397 A 
50-397 0 

50-508 0 

50-397 0 

50-397 Q 
50-397 A 
50-460 A 
50-508 0 

50-460 0 

SO -460 0 

50-397 S 
50-460 0 

50-460 Q 

50-508 Q 
50 - 50 B F 
50-397 a 
50-397 0 

50-397 A 

50-397 0 

50-397 0 

PR 

PR 

PR 

50-10 D 
50-10 D 
REOOD 
CONTRACT 
State Prag 

State Prog 
CONTRACT 
50-329 A 

40-1162 

40-1162 

PR 

40-1162 

40-1162 

PR 

FOIA 

XPORTLIC 

70-1143 

TOPHEP 

TOPREP 

XPORTLIC 

PR 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

50-339 P 
PR 

TOPREP 

TOPREP 

XPORTLIC 

XPORTLIC 

PRM 

70-1151 

XPORTLIC 

PR 

PRM 

TOPREP 

TOPREP 

TOPREP 

TOPREP 

TOPREP 

ACRS 

TOPREP 

TOPREP 

TOPREP 

0 A 999 
TOPREP 
TOPREP 
TOPREP 
50-293 S 

8 SCY 

50-244 P 
XPORTLIC 


AUTHOR 

affiliai ion 


ACCESSION SUBJECT 

NUMDEfi CATEGORY 


8007190455 * XPORTLIC 

0007100504 * TOPREP 

8007 IQOS 6 S 70-1131 

80072 10077 * 70-1151 

8007210207 70-1143 

0007220496 * TOPREP 

8007220560 XPORTLIC 

8007230015 * 70-184 

8007240096 71-5450 

B 0072 S 0685 XPORTLIC 


0007280372 

8007280479 

8007280495 * 

8007290687 * 

8007310069 


XPORTLIC 
50-594 A 
SO - 594 A 

50-454 K 
XPORTLIC 


8 0073 10073 * XPORTL 1 C 

Weatlnghause Electric Corg . Nuclear 8007020590 TOPREP 

Energy Sgtteins 

8007020596 * TOPREP 
8007140373 # TOPREP 
8007220488 * TOPREP 


8007220499 * TOPREP 

S 007220503 * TOPREP 

Westinghouse Electric Corp ■ PUR Systems 8006300017 70 - 1 ISI 

Di V 

B 006300292 70-1151 

8007210410 TOPREP 


Uestlnghdufe Operating Plants Owners 
Group 

Hharton 6 Pogalies 

Wiiltei H P Consulting Engineer 

Uldofft ReagvTi Selkoielti 4 Adler 


8007220402 

TOPREP 


8007140034 * 

50-361 

Q 

8007210029 

ACRS 


0007 1 40003 

90-289 

O 

0007140008 

50-289 

O 


8007140009 * 
B 007 220001 
0007220002 
0007220585 
8007250680 


50-S89 O 
50-909 O 
50-289 O 
50-209 O 
50-289 O 


Hillianis Coilegot liassachus efets 
Mill laras-Rob Inette ti Associates* Inc 
Mlsconsin Electric Power Co 


8007250689 

8007290779 

8007100137 

8007240021 

S 0070 ID 030 


30-289 O 
30-289 O 
REOOD 
40-1162 
30-266 Q 


0007010030 

0007010036 

0007010043 

8007010062 

8007010062 


50-266 Q 
50-305 a 
50-266 O 
SO-266 Cl 
50-266 O 


0007010409 

8007010420 * 

0007020340 

0007080301 

8007080384 * 


50-266 € 
50-266 3 
PR 

50-301 
30-301 3 


8007090230 50-301 
80071 10317 50-305 
800711 0326 * 50-305 
6007110333 SO -266 
80071 10340 * 50-266 


8007110342 

0007110349 * 

6007110353 

8007110357 * 

B 0071405 S 9 


50-301 Q 
SO -301 S 
50-301 B 
50-301 S 
PR 


8007150610 
8007150618 * 
8007150618 * 
3007150648 
0007 1 50648 

8007150653 

0 OO 71 SO 662 

0007150682 

8007160757 

B 007160757 

9007170526 

8007170926 

0 OO 73 JO 4 OS 

8007210400 

8007210438 * 

800721043 B* 
8007210492 * 
B&OV 210460 * 
80072 I 046 S* 
8007210469 * 

8007220071 

6007230902 


50-266 R 
50-266 R 
50-266 n 
50-266 P 
50-266 P 

90-266 P 
SO -266 P 
50-266 P 
50-266 O 
50-266 <3 

50-266 0 

50-266 q 
50-266 |) 

50-266 P 
50-266 P 

50-266 P 
50-266 P 
90-266 P 
50-266 P 
50-266 P 
I 

50-266 6 

50-502 0 


S>D}SltQi:i 
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CORPORATE SOURCE INDEX 


AFFlLlATlOfl 


Wisconsin Public Servics Corp 


Wisconsin's Environmental DeCcids 


Wisconsin. State 


Wisconsin) Unlv ofi Madison 


Mm Harsh Rice Unlv 
MoHbein. S U 
Hollvori J n 

Mco4uard-C Igde Consultants) Inc 


Worsham> Eorsi^thi & Sempels 

Mijie Laboratories 
Wyoming Mineral Corp 


ACCESSION 

NUnaER 


a0O7S<IO3A2 
a00734oaAS 
aoo7aoaoB5 
B007a003BI 
B0073 00430 

8007300440 

8007300440 

e0073Q04Sii 

8007020032 

8007020256 

B0070207I6 
8007090206 
a0070 30386 
30070 a0390« 
3007140464 

3007140474a 

3007140483 

8007140502* 

a0071405t0» 

3007140344 

a00714054B« 

3007220229 

8007240321 

3007240334 

8007240413 

0007260414 
3007280643 
3007280 67 4« 
3007260675 
80072e06a5e 

8007230607 

8007280477 

8007310373 

8007110257 

8007140402 

8007140406* 

e007l404t7« 

8007140338 

8007180337 

8007310403 

e00731040Se 

8007310231 

8007030346* 

8007220563 

8007050344* 

8007060083* 

0007230400* 

60072SD402* 

6007250403* 

8007160425 

8007310247* 

8007010214 

G007010571 

B007020077 

0007030358 

8007030343* 

8007030344* 

8007070147 

6007150644 

8007150451* 

0007150657* 
B007I 50667* 
0007210096 
8007210101 
6007210191 


SUBJECT 

CATEGORY 


50-266 0 

50-266 Q 
PR 

50-246 G 
50-30] Q 

50-266 F 
50-266 F 
50-266 0 

50-305 0 

50-305 Q 

50-305 Q 
50-305 P 
50-305 S 
50-305 S 
50-305 3 

50-305 S 
50-305 8 

50-305 3 

30-305 S 
50-305 ft 

50-303 ft 
50-305 P 
50-303 0 

50-305 Q 
50-305 0 

30-305 F 
90-305 S 
50-305 3 

50-309 S 
50-305 8 

50-266 0 

30-301 0 

50-246 H 
PR 
PR 

PR 

PR 

PR 

50-409 D 
90-156 R 

90-154 R 
NUREO 
CONTRACT 
50-353 0 

50-341 A 

90-361 A 
90-397 A 
90-397 A 
30-397 A 
50-445 M 

FOIA 

40-8585 

40-8502 

40-8502 

40-8502 

40-0502 

40-8502 

40-3502 

40-8502 

40-8502 

40-8502 

40-8502 

40-3502 

40-3502 

40-8502 


AUTHOR 

AFFILIATION 


Uyoming Outdoor Council 
My sm ing« State of 


Yale Unlv 

Yankee Atomic Electric Co 


Yaruiay Corp 
York. PA 

Zimniir Area Citlren* - 7m«er Area 
Cltliens of KY 


ACGE88I0N SUBJECT 

NUMBER CATEGORY 


8007210942 

6007210548* 

6007210593* 

8007220303 

6007220310* 

6007220315* 

8007280200 

8007170106 

6007220520 

0007010547 

8007020044 

8007020083 

8007020458 

8007020494 

8007030219 

6007030224 

8007030332 

8007070115 

8007070120 

8007210063 

8007210046 

8007260054 

B0072B0303 

8007020464 

8007010037 

0007010403 

0007010404 

0007020307 

0007020313 

6007020329 

8007020695 

8007070284 

8007070407 

8007000079 

8007060310 

8007090233 

8007110929 

6007140030 

0007140300 

0007140338 

0007140701 

8007150143 

8007170116 

8007170302 

8007180097 

8007180144 

8007210002 

0007210399 

8007210405* 

8007210906 

8007290273 

8007250278 

8007260439 

8007280439 

6007280492 

8007280964 

6007280621 

8007280626 

8007300009 

8007310464 

0007010029* 

8007220033* 

8007300012* 

8007119094 


40-0902 

40-8902 

40-8302 

40-0304 

40-8304 

40-8304 

40-8902 

40-6745 

40-1162 

40-8304 

40-8497 

40-8697 

40-8721 

40-8502 

40-8360 

40-8749 

40-8102 

40-8380 

40-8902 

40-3697 

40-0502 

40-B5D2 

40-8902 

Pft 

90-29 Q 
Pft 

80-29 I 

PR 

PR 

PR 

PR 

50-29 8 

PR 

50-29 P 
80-29 F 

50-29 F 

PRM 

PRM 

50-29 P 
50-89 P 

NUREO 

PR 

50-29 0 

50-29 0 

50-29 0 

50-29 0 

50-29 0 

50-29 R 
50-29 R 
50-29 0 

50-29 0 

50-29 Q 
50-29 P 
50-29 P 
50-29 F 

50-29 P 
50-29 P 
50-29 P 
PR 
PR 

QA999 
50-289 H 
50-320 H 
30-3SA 4 




REPORT 


» subject category column In this Index gives the docket 
mber and the symbol for the category of information 
thin that docket; for example, 50-320 P, The docket subject 
tegorlos are defined in Appendix A. 

t>ject categories for nondocketed items are also entered 
t:hls column by symbol; for example, ACRS. These eate- 
ries are defined in Appendix B and listed in the Contents, 


REPOfiT ACCESSION SUBJECT OTHER REPORT 

NUMBER NUMBER CATEGORY NUMBER 


1 1 1-017-02 

8007220372« 

50-70 

P 

11 MOO OS 

8007230462* 

80-322 

A 

SIA AOSA 

8007210233* 

TOP REP 


34A93 R1 

8007210404* 

50-437 

A 

A4ITL337 

8007020130* 

WASTE MOT 16569 

A43S0-1 

8007310269* 

FOIA 


BO-RD-IOO 

80070 1022&* 

50-206 

R 

BO-nO-100 

8007100260* 

50-206 

R 

B00S13OA48 

8008130448 

RES 


H007020011 

0007020011 

RES 


B007020016 

80070200 16 

RES 


B0070S0088 

B0070200BS 

RES 

BNL-NUREO-27461 

B007O203SM 

80070203 56 

RES 

0RNL/HA8RD-79 

8007020364 

8007020364 

RES 

BNU-NURE0-2759S 

8007030018 

0007030015 

RES 


0007110148 

8007110148 

REB 


6007110581 

8007110851 

RES 


B007 140031 

8007140031 

RES 

□RNL/HASRO-Bl 

6007140044 

0007140044 

REB 

□RNL/HA0RD-02 

0007140803 

0007140803 

RES 

0RNL/ED/EI8-131 

0007140307 

0007 140807 

RES 


0007140634 

800/140634 

REB 

ORNL/HASRO-S3 

0007 1 40642 

0007 140642 

REB 

NRC-04-74-ia0 

0007180016 

8007150016 

RES 

0RNL/FTR-S50 

0007180089 

80071 S00S9 

RES 

EOO-CDAP-8144 

0007180066 

0007180066 

RES 


0007180407 

00071 80407 

RES 


0007180409 

8007180409 

RES 

EE0-1-0FT-S163 

0OO716OSBO 

0007160200 

RES 


0007170460 

8007170460 

REB 

NRC-O4-.74-180 

0007170648 

8007170648 

REB 

0RNL/ED/EI6-130 

0007180233 

8007180233 

REB 


0007100240 

0007100240 

REB 


0007180248 

0007100248 

RES 


0007180253 

0007100253 

RES 


0007180330 

0007180330 

RES 


0007180382 

B0071B03SS 

RES 

DRNL/HA8RD-77 

000/180384 

0007100394 

RES 

ORNL/ED/EAS-SO/ 

0007100361 

8007100361 

REB 


0007210001 

8007210001 

RES 


0007210003 

8007210003 

REB 


0007210008 

0007210005 

RES 


0007210007 

0007210007 

RES 


0007210010 

0007210010 

RES 


0007210014 

8007210014 

REB 


0007210017 

8007210017 

RES 

EOO-l.OFT-5172 

0007210602 

0007210602 

RES 


0007210607 

0007210607 

RES 


0007220030 

0007220030 

80-263 

P EOO-EA-S106 

0007220048 

000722004 S 

REB 

EOO-LOFT-5192 

0007220047 

0007220047 

RES 

BNL-NUfiE0-Q7591 

0007220053 

0007220053 

REB 

BNL-NURE0-277S9 

0007220050 

0007220050 

RES 


0007220068 

8007220065 

REB 

EOO-CDAP-5173 

0007230172 

8007230172 

50-334 

P E00-EA-S174 



An asterisk following the accession number In this index 
indicates that the document is an enclosure to another 
document. To obtain the accession number of the principal 
document under which the enclosure Is listed, refer to the 
index entitled "Cross Reference of Enclosures to Principal 
Documents,” 


REPORT 

NUMBER 


ACC EES I ON 
NUMBER 

3UBJECT 

CATEOtJRY 

OTHER REPORT 
NUMBER 

G0D7230177 


8007230177 

RES 


LO-riR-006 

BOO 72301 85 


0007230105 

RES 


RE-A-aO-044 

8007230194 


0007230 1 94 

RES 


RE-A-aO-047 

8007230223 


0007230223 

RES 



8007230231 


0007230231 

RES 



B0072402S7 


0007240257 

REB 



BO 07240294 


0007240294 

RES 



□007250186 


0007250106 

30-313 

P 

EG0-EA-S194 

0007250306 


0007250306 

30-325 

P 

EOO-EA-S197 

0007200002 


0007200002 

RES 



□007200004 


0007200004 

RES 



8007200001 


0007200001 

RES 


4441/ML-13 

0007200092 


0007200092 

RES 


0RNl,/FTR-959 

0007200095 


0007200095 

RES 


onNL/HA6RD-04 

0007200164 


8007200164 

RES 


E0O-TFBP-SO43 

0007200171 


8007200171 

RES 


UO-MR-007 

0007200174 


0007280174 

REB 


LTB 141-109 

0007200170 


8007200178 

REB 


EOO-CAAP-5191 

8007200186 


0007200106 

REB 


E00-CAAP-5190 

8007290163 


0007290163 

50-324 

P 

EOO-EA-319B 

0007290174 


0007290174 

RES 


EOO-TFDP-Tn-S( 

0007290100 


0007290100 

RES 


U8NRC-P394 

0007290191 


8007290191 

RES 


USNRC-P394 

B007290201 


8007290201 

RES 


EOO-TFBP-30BO 

6007290226 


8007290226 

RES 


EOO-CAAP-51B9 

8007290233 


8007290233 

RES 



8007290241 


800729024 1 

RES 



8007290246 


8007290246 

RES 



8007310181 


8007310181 

REB 



8007310163 


0007310103 

REB 



8007310107 


0007310107 

RES 



0007310251 


0007310231 

RES 


ORNL/HABRD-OM 

DAW- 1621 


800709020 1 * 

TOPREP 



DAW- 1623 


9007240002* 

TO PREP 



HAW-310 AI2 RIO 


8007010010* 

70-824 



BAW~38l 


8007020330* 

70-024 


13876 

CEN-U9<B>-NP 


a007090332* 

50-317 

P 


CEN-12HB)-NP 


0007090341* 

50-317 

P 


CEN-124<B)-NP PTI 

8007090352* 

30-317 

P 


CEN-1241B)-HP PT2 

B007090361* 

50-317 

P 


CEN-124(BI-NP PT3 

0007090369* 

50-317 

P 


CEN-133(B> 


9007090346* 

50-3 1 7 

P 


CENPD-IS3-NP R1 


8007110248* 

TOPREP 



CENPD-1B3 R1 


0007100212* 

TOPREP 


LD-BO-035 

CENPO-288 Rl 


0007100220* 

TOPREP 



EDAC-i 17-253 01 

Rl 

60072B0606* 

TOPREP 



EDAC-117-253 01 

Rl 3 

8007220362* 

50-/0 

P 


EDAC-117-233 01 

Rl S 

0007220366* 

60-70 

P 


EDAC-1I7-2S3 02 

Rl 

9007220356* 

50-70 

P 


EDAC-U7-25B 01 


0007220369* 

50-70 

P 


EDAC-lt7-25e 02 


8007220353* 

50-70 

P 


EE-46-0004 


6007200652* 

50-267 

0 


EODP-ESe-IS R2 


9007140373* 

TOPREP 



OAI-TR-106 R2A 


8007070106 

TOPREP 



I.B 77-11-07 


BOO7I4O051* 

PR 




493 



494 


REPORT WUMBER INDEX 


REPQRT 

NUMBER 


1 ACCESSION 
NUtIDER 

BUDUECT 

CATEODRV 

OTHER REPORT 
NUMBER 

ISON 0-89440- 

iO&-l 

8007140046* 

PR 



jaoi 


80072203 17» 

40-1 162 


16747 

MAC-e-BOl Bl 


B007J00001 

71-6698 


16834 

MED0-a47Bl-l 


B007220334* 

TOPREP 


CREARE-TN-307 

NUnEO-0030 V3 

N02 

80072402Vb2 

WUREO 



HUREO-0304 ^4 


8007310004 

lJUREO 



MUREG-0S6i Bl 


8007030374 

KUREG 



MUREO-0597 


8007030373 

UVREO 



MgnEO'0662 VI 


8007180007# 

50-320 

P 


NUREO-06£>H DRFT 

8007100369 

fJUREO 



MUREO-Of,7S 39 


8007110036* 

50-275 

E 


MUREO-OfiSO 


8007 1 1 0360 

RUREO 



MUREO-0685 


8007090017* 

SECV 



NURE0-06B7 


8007170440* 

40-8745 



«UHEO-Ot94 


8007220360 

RUREG 



IIURE0-069e 


8007280087 

SO -320 

P 


WURE0-I3B5 


80071 B0049 

NUREO 


SAHDBO-7027 

NUREO/CR-OSOa 

Rt 

8007 1 00363 

NUflEO 


ANL-CT-7a-37-a 

iMURE0/CR-050a 


8007290145 

NUREO 


Y/DH-120 

NUREO/CH-0570 

V2 APR 0007240263 

NUREG 



NUREO/CR-O74a 


8007310231 

NUREO 


0ANO7B-7O17 

NUREO/cn-0743 


8007290231 

NUREO 


SAN 079-0 369 

NUHE0/CR~0a3t> 


0007220019 

NUREO 


PNL-3022 

NWREO/CR-llOO 


6007210498 

50-247 

P 

0RNL/NUREO/TM~3 

NUREO/CH-lllB 


8007220034 

NUREO 


UCRL-32742 

NUREO/CR-1119 


6007310225 

NUREO 


4259 

NUaE0/CR-ll69 

V3 

8007 160072 

NUREO 


UCRL-32730 

NgREO/Cft-H84 


6007310007 

NUREO 


8AND79-1787 

NgREO/CR-1195 


8007290217 

50-234 

P 

ENlCO-1023 

Ni;RE07CR-n98 

VI 

6007310241 

NUREO 


BAND79-237a/l 

NUftEO/CR“ia09 


8007310019 

50-2 1 9 

P 


NyftE0/CR-lS34 


8007220024 

NUREO 


WCRL-52744 

NUREG/CR-fSSa 


000717031 1 

NUREO 


PNL-3236 

NOREG/CR-iaSB 

V2 

8007140617 

NUREO 


UClD~18123-79-4 

NURE07CR-t3i0 


8007300041 

NUREO 


ORNL/NUREO/TM-S 

NURE0/CR-13B9 


8007310216 

NUREO 


BHL-NUREO-51143 

NUREO/CR-1295 


8007310246 

NUREO 


ORNL/NUREO-63 

NUREG/CR-1301 


8007310210 

NUREO 


PNL-a273 

NUflEG/CR-13li 


8007030390 

NUREO 


PNL-32aB 

NURE0/CR-ia57 


6007310234 

NUREO 


BML-NUREQ-51 197 

NUBEO/CR-1361 


8007230625 

NUREO 


£00-2029 

NURE07CR-1396 


8007290152 

NUREO 


8ANDaO-0620 

NtJR£07CR-14l3 


6007180065 

NUREG 


ORNL/NUREO-70 

NUREa/'CR-{4S5 


8007310255 

NUREO 


£00-2032 

NUREO/CH-HS? 


8007310217 

NUREO 


eNL-NUREO-BliS? 

NURE0/'CR-I440 


60072BOSOB 

NUREO 


EOO-EA-5153 

NURE0/’CR-J440 


8007230205 

NUREO 


EOO-EA-S153 

NUREO/CR-1439 


80071 40092 

NUREG 


£00-2038 

NUREO/’CR-HiO 


8007180031 

NUREO 


ANL-BO-43 

NUREO/CR-H64 


8007140610 

NUREO 


ORNL7NURE0/TH-3 

NURE07CR-1477 


8007310554 

NUREO 


OflNL/NUREO/TM-3 

NURE07CR-14B3 


8007300375 

NUREG 


□fINL/NtJREO/TM-3 

WURE0/’CR-14fl6 


8007240409 

NUREO 



NUREG/CR-1 489 


8007240476 

NUREO 


UCRL-52746 

NUREG/Cfl-1 300 


8007210491 

NUREO 



NUREO/CR-1504 


Q0072404S9 

NUREO 


ANL-aO-47 

MUREG/CR-1312 


8007170616 

NUREO 


ATR-aO<78l4)-l 

NURE0/CR-J3I3 


8007310471 

NUREO 


BNL-NUREO-51219 

NUREO/CR-1S20 


0007310009 

NUREO 


EG0-204S 

NUHE0/CR-S330 


B0072B06B3 

NUREO 


E00-204S 

MURE0/CR-15a3 


8007090371 

NUREO 


OBNU /NUREO /TM^- 

NUREO/CR-t559 


8007230201 

NUREO 


BMI-S064 

NWRE0/CR-1S57 


8007240394 

NUREO 


BMI-203a 

NUHEO/GR-lseO 

VI 

6007090166* 

NUREO 



NUREO/CR-ISBO 

V2 

6007090167* 

NUREO 



NU6-3944 


6007220111* 

WASTE MOT 


16693 

NU8-398S 


8007220036* 

WASTE MOT 


16693 

NlJS-3994 


6007220032* 

WASTE MOT 


16693 

NU8-3395 


8007220101* 

WASTE MOT 


16693 

ONWI-le 


6007300249 

PR 


1 11-016 


REPORT 

NUMBER 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

DTHER REPORT 
NUMBER 

ORD-4207-13 

8007290475* 

90-120 

R 


PNL-2e82 

8007300113 

PR 


II-1S2 

PNL-3340 

8007090106* 

70- 1 287 


UC-1 1 

PNL-3340 

0007210315* 

70-1257 


UC-ll 

8ECY-7S-429 

8007080036 

FOIA 



SECY-79 -106 

8007110948 

SECY 



8ECY-79-299 

8007 i 00098 

BECY 



SECY-79-371 A 

8007020248 

BECY 



8ECY-79-424 

8007140121 

BECV 



SECY-a0-l07A 

8007 1 60706 

SECY 



SECY-a0-l07B 

8007110484 

SECY 



aECY-aO-l32C 

8007180012* 

90-320 

P 


8ECY-aO-132E 

8007180004 

80-320 

P 


aECY-ao-iS3 

8007070598 

SECY 



SECY-aO-l93A 

8007140576 

SECY 



SECY-BO- 171 

8007100264 

SECY 



BECY-BO-101 

8007170093 

90-320 

P 


8ECY-80-2SO 

8007110532 

SECY 



SECY-80 -a30A 

B007090033* 

lOCFfi 



8ECY-80-242 

0007230179 

BECY 



aECY-ao-a74 

B0072S0019* 

lOCFR 



8ECY-aO-a75 

8007090015 

SECY 



8ECY-ao-S75 

0OO714OOS9* 

SECY 



8ECY-aO-27SA 

8007140099 

SECY 



BECY-0O-275B 

0007170604* 

lOCFR 



8ECV-BO-270 

8007290176 

BECY 



8ECV-BO-a03 

8007140182 

90-247 

P 


SECY-BO- 29 I 

8007290002 

SECY 


43FR40621 

SECY-S0~294 

8007140992 

SECY 



6ECY-aO-29a 

0007150090 

SECY 



BECY-aO-299 

0007290023 

SECY 



BECY-aO-301 

8007140939 

SECY 



BECV-BO-306 

8007150069 

SECY 



SECY-BO- 307 

0007150094 

SECY 



SECY-ao-30B 

0007280062 

SECY 



8ECY-80-313 

8007280006 

SECY 



eECY-ao-ai6 

8007210009 

SECY 



SECY-80-317 

8007170244 

SECY 



SECY-80-3ia 

0007170923 

SECY 



BECY-n~74-099 

8007020270 

SECY 



BECV-H-74-ia2 

0007020262 

SECY 



80-07 

8007300007* 

ORO 


80-60-07 

TrS-6171 

8007 OS 028 5* 

TOPREP 



TR-3199-1 

90071001GB* 

PR 



TR-SBBT-a R1 NOl 

8007310307* 

90-329 

A 


UBCL-13172 

8007030208* 

90-289 

P 

8AN-L-809027 

VEP-FHD-39 

8007020998* 

90-338 

P 


WCAP-ai83 fi9 

8007100296* 

TOPREP 



WCAP-89B7 R1 

8007190696* 

TOPREP 


EODP-ESE-IO 

WCAP-99a7 R2 81 

0007160765* 

TOPREP 


EODP-EaE-4 

wcAP-asa? 81 

8007140420* 

TOPREP 


EODP-eSE-a 

WCAP-9SS7 S2 

8007140379* 

TOPREP 


E19A 

HCAP-asay 82-E02A 

8007140416* 

TOPREP 



WCAP-asa? 82-E04A 

8007160793* 

TOPREP 



WCAP-asa? B2-E10A 

0007190692* 

TOPREP 



WCAP-9570 R1 

8007020644* 

TOPREP 



WCAP-9744 

8007220499* 

TOPREP 



WCAP-9749 

0007020996* 

TOPREP 



WeAP-9794 

8007220903* 

TOPREP 



HMTP It 21 RO 

8007210492* 

50-266 

P 


WHTP 11 21 RO 

8007210460* 

90-266 

P 


WMTP 11 22 RO 

8007210469* 

90-266 

P 


WMTP 1 1, 22 RO 

8007210469* 

90-266 

P 


Y1003JOIA12 

8007170974* 

90-260 

P 




CROSS 


items listed as enclosures are those Indicated by an asterisk 
following the accession number in the Indexes, The second 
column gives the accession number of the principal docu- 
ment under which the enclosure is listed. Knowing the 
accession number of the principal document, the date 
issued, and the category enables locating the title listing of 
the enclosure. 


ACCESSION 

ENCLOSURE 

NUHHER 

PRINCIPAL 

DOCUMENT 

Date 

ISSUED 

SUBJECT 

CATEGORY 

8009090324 

8005090523 

80/02/26 

PT9 


8009090327 

0005090923 

80/02/26 

PT9 


0009090329 

8005090923 

80/02/26 

PT9 


8009290607 

8005290603 

80/05/07 

PT9 


8009290612 

8009290603 

80/05/07 

PT9 


8009290616 

8009290603 

80/09/07 

PT9 


8006110739 

8006110736 

BO/04/24 

27-10 


BOQ620OO71 

8006200066 

80/09/23 

50-4ea 

0 

8006240082 

8006240081 

80/05/28 

40-1162 


8006260149 

8006260142 

80/06/10 

90-259 

P 

80063001 IS 

8006300097 

80/09/23 

Acns 


80063001 38 

B006300114 

80/09/ 1 4 

90-329 

Q 

B00630038S 

8006300373 

BO/06/27 

90-416 

F 

8006300384 

8006300379 

80/06/27 

90-416 

F 

8007010004 

8007010002 

80/06/16 

90-397 

A 

8007010007 

0007010002 

80/06/16 

90-397 

A 

8007010008 

8007010003 

80/06/09 

30-237 

P 

8007010010 

8007010006 

80/03/25 

70-824 


8007010011 

0007010003 

80/06/09 

50-237 

P 

8007010017 

8007010013 

80/06/10 

ORO 


8007010018 

80070 J 0002 

80/06/ 16 

90-397 

A 

8007010021 

8007010002 

80/06/16 

50-397 

A 

8007010023 

8007010002 

80/06/16 

90-397 

A 

8007010029 

800701001 S 

80/06/17 

QA999 


8007010032 

8007010002 

80/06/16 

90-397 

A 

8007010033 

8007010002 

80/06/16 

90-397 

A 

8007010034 

8007010015 

80/06/17 

0A999 


8007010030 

8007010002 

80/06/16 

90-397 

A 

8007010039 

8007010019 

80/06/17 

0A999 


8007010041 

BQ070 10002 

80/06/16 

90-397 

A 

B0O7010049 

8007010002 

80/06/16 

50-397 

A 

80070 10 046 

8007010031 

80/06/16 

50-346 

H 

0007010049 

8007010002 

80/06/16 

30-397 

A 

8007010091 

8007010019 

80/06/17 

QA999 


8007010092 

0007010002 

80/06/16 

30-397 

A 

B0O7010094 

0007010002 

80/06/16 

30-397 

A 

8007010099 

0007010031 

80/06/16 

80-546 

H 

8007010098 

0007010002 

80/06/16 

30-397 

A 

8007010099 

0007010002 

80/06/16 

30-397 

A 

B007010060 

8007010047 

80/06/09 

40-2674 


0007010061 

8007010002 

80/06/16 

30-397 

A 

80070 10064 

8007010002 

80/06/16 

90-397 

A 

8007010067 

0007010047 

80/06/09 

40-2674 


8007010069 

B0070 10002 

00/06/16 

90-397 

A 

8007010073 

8007010002 

00/06/ 16 

50-397 

A 

8007010076 

8007010002 

80/06/16 

50-397 

A 

0007010077 

8007010047 

80/06/09 

40-2674 


800701 0082 

8007010070 

00/06/20 

FDIA 


8007010083 

8007010002 

80/06/16 

90-397 

A 

8007010089 

0007010047 

80/06/09 

40-2674 




Subject categories for nondocketed items are also entered 
in this column by symbol; for example, ACRS. These cate- 
gories are defined in Appendix B and listed in the Contents. 


ACCCSBION NtlHBER 



PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

DOCUMEMT 

ISSUED 

CATEGORY 

8007010088 

80070 10 070 

80/ 06/20 

50-249 

P 

8007010090 

8007010002 

80/06/16 

90-397 

A 

8007010091 

8007010047 

80/06/09 

40-2674 


8007010092 

0007010002 

80/06/16 

50-397 

A 

8007010093 

8007010070 

80/06/20 

roiA 


8007010099 

8007010002 

80/06/16 

30-397 

A 

8007010097 

B0070 10047 

aO/06/09 

40-2674 


8007010098 

8007010002 

00/06/16 

50-397 

A 

8007010099 

8007010070 

80/06/20 

50-309 

P 

8007010103 

8007010070 

80/06/20 

30-249 

P 

8007010106 

8007010101 

80/09/22 

71-9768 


8007010108 

80070 1 0070 

00/06/20 

FOIA 


8007010109 

8007010109 

80/06/1 1 

70-143 


B007010114 

B0070 10070 

80/06/20 

FOIA 


8007010117 

8007010109 

00/06/ 1 1 

70-143 


8007010119 

8007010070 

80/06/20 

60-269 

P 

8007010121 

8007010101 

80/09/22 

71-3768 


8007010129 

80070)0103 

80/06/11 

70-143 


B007010126 

8007010070 

80/06/20 

roiA 


8007010133 

8007010128 

80/06/17 

State Prog 

8007010134 

8007010070 

80/06/20 

90-293 

P 

8007010140 

8007010129 

80/02/01 

40-8728 


8Q0701014I 

8007010070 

80/06/20 

90-293 

P 

8007010142 

8007010139 

80/06/04 

aA999 


8007010 14S 

8007010070 

80/06/ 20 

FOIA 


8007010147 

8007010135 

80/06/ 04 

aA999 


8007010149 

8007010070 

80/06/ 20 

FOIA 


8007010131 

8007010135 

BO/06/04 

0A999 


8007010152 

8007010070 

80/06/20 

FOIA 


8007010134 

8007010133 

80/06/04 

aA999 


8007010138 

B0070I0070 

80/06/20 

FOIA 


8007010161 

8007010070 

80/06/20 

FOIA 


8007010163 

BQ07010139 

80/06/04 

aA999 


8007010169 

8007010070 

30/06/20 

FqiA 


8007010167 

8007010139 

80/06/04 

0A999 


8007010168 

8007010070 

80/06/20 

FOIA 


8007010171 

8007010139 

80/06/04 

aA999 


8007010172 

8007010164 

80/06/11 

50-333 

a 

8007010173 

B0070 10070 

80/06/20 

FOIA 


8007010176 

8007010070 

80/06/20 

FOIA 


8007010181 

8007010070 

80/06/20 

FQIA 


8007010184 

8007010094 

80/06/13 

70-2889 


8007010189 

8007010180 

80/05/28 

40-6789 


B007010IB7 

8007010070 

80/06/20 

FOIA 


8007010191 

8007010070 

80/06/20 

FOIA 


8007010193 

80070)0190 

80/06/24 

30-237 

p 

0007010194 

8007010070 

80/06/20 

FOIA 


8007010199 

8007010189 

80/06/13 

70-2838 


0007010197 

80070)0180 

80/05/28 

40-6789 


80070 1019B 

80070)0070 

80/06/20 

FOIA 



495 



CROSS REFERENCE OF ENCLOSURES TO 
PRINCIPAL DOCUMENTS 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DOCUMiENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

B007010I99 

8007010192 

00/06/13 

30-247 

P 

8007010204 

8007010070 

80/06/20 

FOIA 


B0070 10207 

8007010070 

BO/06/SO 

FQIA 


8007010209 

8007010180 

80/05/28 

40-6709 


8007010210 

8007010070 

80/06/20 

FOIA 


8007010212 

80070 1 0203 

00/03/19 

50-499 

0 

8007010215 

8007010070 

00/06/20 

FOIA 


e00701021B 

B007D 1 0070 

00/06/20 

FOIA 


8007010222 

8007010070 

80/06/20 

FOIA 


8007010223 

8007010219 

80/03/30 

SO-443 

Q 

8007010226 

8007010216 

80/06/25 

50-206 

R 

8007010227 

8007010070 

80/06/20 

FOIA 


8007010229 

8007010219 

00/05/30 

30-443 

0 

8007010230 

B0070 10070 

80/06/20 

FOIA 


8007010232 

8007010219 

80/05/30 

30-443 

0 

8007010233 

8007010070 

80/06/20 

FOIA 


8007010234 

8007010231 

00/06/20 

50-267 

a 

8007010233 

8007010219 

80/05/30 

30-443 

a 

8007010238 

8007010070 

80/06/20 

FOIA 


8007010241 

8007010070 

80/06/20 

FOIA 


8007010244 

8007010070 

80/06/20 

FOIA 


8007010849 

80070100/0 

80/06/20 

FOIA 


8007010263 

80070 10256 

80/06/16 

S0-4B4 

0 

8007010874 

8007010270 

80/06/16 

WASTE HOT 

8007010231 

80070 10056 

80/06/09 

70-1062 


8007010291 

8007010283 

80/04/ 24 

50-334 

0 

8007010293 

8007010293 

80/06/13 

70-024 


8007010301 

8007010293 

00/06/13 

70-024 


8007010306 

8007010299 

80/04/24 

50-219 

0 

8007010343 

8007010341 

80/06/25 

50-382 

F 

8007010346 

8007010344 

00/05/23 

50-267 

R 

8007010350 

0007010338 

B0/O6/SS 

SO-SIB 

A 

8007010364 

8007010358 

BO/06/27 

50-361 

A 

8007010373 

0007010369 

BO/06/ 19 

50-313 

F 

8007010374 

0007010338 

00/06/27 

50-361 

A 

8007010373 

8007010333 

80/06/24 

50-339 

8 

0007010377 

80070 I 0370 

00/06/25 

50-296 

8 

8007010380 

0007010369 

80/06/19 

50-313 

F 

80D70103B1 

8007010376 

00/06/27 

50-306 

P 

BD070103B3 

8007010382 

00/06/23 

50-327 

S 

8007010390 

8007010389 

80/06/13 

50-317 

R 

0007010392 

8007010389 

80/06/13 

50-317 

R 

0007010393 

8007010178 

80/03/22 

50-233 

0 

8007010394 

8007010340 

80/06/26 

50-201 

B 

8007010400 

8007010396 

80/06/24 

50-334 

8 

8007010403 

8007010391 

80/06/23 

50-271 

S 

B007010412 

8007010406 

80/06/27 

50-340 

8 

8007010414 

8007010407 

80/06/26 

50-360 

S 

8007010413 

8007010398 

80/06/26 

50-339 

8 

8007010419 

8007010417 

80/06/25 

50-327 

8 

8007 01 0420 

0007010409 

80/06/25 

50-266 

S 

8007010431 

8007010423 

80/06/25 

50-324 

a 

8007010438 

0007010433 

80/06/23 

50-327 

3 

8007010439 

0007010434 

80/06/26 

50-346 

8 

8007010440 

0007010437 

80/06/27 

50-360 

S 

8007010441 

0007010436 

80/06/25 

50-369 

8 

8007010442 

0007010429 

80/06/26 

50-200 

3 

8007010446 

0007010444 

80/06/25 

50-340 

3 

8007010450 

0007010443 

80/06/24 

50-336 

S 

8007010451 

0007010447 

80/06/27 

50- 1 55 

P 

8007010455 

0007010448 

80/06/27 

30-806 

8 

8007010456 

0007010396 

80/06/24 

50-334 

S 

8007010458 

0007010454 

80/06/26 

50-320 

B 

8007010477 

0007010471 

80/06/25 

go-805 

P 

8007010480 

8007010470 

80/06/25 

50-013 

R 

8007010485 

8007010481 

80/06/27 

30-333 

8 

800701 0488 

8007010484 

80/06/23 

30-295 

8 

0007010491 

8007010483 

80/06/19 

50-335 

E 

0007010495 

8007010486 

80/06/25 

50-333 

B 

8007010500 

0007010493 

80/06/26 

30-295 

8 

80070 10502 

B0070I 0499 

80/06/23 

90-027 

E 

8007010503 

8007010494 

80/06/24 

50-366 

8 

80070 1 0505 

0007010497 

80/06/24 

50-237 

S 

8007010306 

8007010496 

80/06/83 

50-267 

S 

1 nBf\Q 



50-325 

8 




90-327 

S 




50-366 

8 




10-333 

8 




0-325 

8 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

8007010529 

8007010524 

80/06/27 

50-306 

8 

0007010532 

8007010525 

80/06/25 

50-327 

S 

0007010533 

8007010927 

00/06/24 

50-360 

8 

0007010536 

8007010926 

80/06/26 

50-334 

8 

0007010537 

8007010533 

00/06/23 

50-206 

8 

0007010539 

8007010528 

00/06/23 

50-327 

0 

0007010341 

0007010534 

80/06/25 

90-327 

0 

0007010542 

8007010531 

80/06/26 

90-263 

S 

0007010545 

0007010540 

80/06/25 

50-293 

S 

0007010531 

0007010544 

80/06/24 

30-237 

0 

0007010552 

0007010547 

80/06/09 

COMMISSION 

0007010593 

0007010547 

80/06/09 

90-320 

P 

0007010562 

0007010559 

80/05/30 

40-1162 


0007010564 

0007010556 

00/06/20 

30-329 

S 

0007010374 

0007010570 

00/06/13 

71-3B4 


0007010578 

0007010573 

80/06/16 

70-1300 


0007010579 

8007010976 

00/06/12 

71-252 


0007010582 

8007010500 

00/06/00 

CONTRACT 


8007010583 

8007010301 

80/06/10 

50-282 

P 

8007010585 

0007010501 

00/06/10 

90-202 

P 

8007010392 

0OQ7O1O59O 

80/06/06 

40-0647 


0007010598 

0007010595 

80/05/14 

71-9900 


0007010600 

0007010595 

00/05/14 

71-9900 


0007010602 

8007010575 

80/05/14 

71-9900 


Q0070 10603 

0007010595 

80/03/14 

71-5900 


6007010605 

8007010595 

00/05/14 

71-5900 


8007010611 

8007010609 

00/06/10 

40-0027 


8007010615 

8007010609 

80/06/10 

40-0027 


8007010619 

8007010613 

80/06/16 

CONTRACT 


0007010637 

8007010624 

00/04/16 

CONTRACT 


0007020003 

8007030002 

B0/0S/2B 

70-135 


0OO7O2ODOB 

8007020003 

00/05/28 

70-135 


0007020009 

8007020007 

80/05/15 

CONTRACT 


0007020012 

8007020002 

80/05/20 

70-135 


0007020017 

8007020015 

00/05/23 

70-1143 


8007020022 

8007020015 

80/05/23 

70-1143 


8007020025 

8007020024 

80/05/20 

CONTRACT 


8007020031 

0007020027 

80/06/13 

50-546 

Q 

8007020041 

0007020035 

80/05/28 

50-277 

Q 

0007020047 

0007020044 

00/06/12 

71-9 


0007020049 

8007020035 

80/05/88 

90-277 

0 

8007020060 

0007020035 

80/03/28 

90-277 

8 

8007020070 

8007020035 

00/03/28 

90-277 

0 

8007030073 

B007020D66 

78/09/14 

90-322 

8 

8007020080 

8007020083 

80/06/26 

90-10 

U 

8007020095 

0007020009 

79/09/13 

TOPREP 


8007020096 

B007020090 

80/06/11 

90-443 

H 

8007020103 

B007020097 

00/05/30 

70-1100 


8007020105 

0007020102 

00/09/30 

71-6070 


8007020106 

0007020097 

00/05/30 

70-1100 


8007020108 

8007020102 

00/05/30 

71-6070 


80070201 1 2 

0007020102 

00/05/30 

71-6070 


00070201 1 4 

0007020107 

00/06/06 

70-1100 


6007020115 

0007020102 

00/05/30 

71-6070 


0007020121 

0007020097 

00/05/30 

70-1100 


0007020133 

8007020128 

80/06/10 

WASTE MOT 

0007020144 

8007020139 

79/11/14 

MI6C 


8007020149 

8007020131 

80/06/13 

90-361 

Q 

8007020158 

8007020131 

80/06/13 

90-361 

0 

8007020164 

0007020195 

80/05/27 

90-392 

B 

8007020166 

0007020131 

80/06/13 

50-361 

0 

0007020167 

0007020159 

79/11/26 

90-329 

A 

0007020174 

0007020169 

80/06/16 

90-180 

P 

0007020179 

0007020131 

00/06/13 

90-361 

a 

0007020188 

0007020129 

00/06/05 

COMMISSION 

8007020191 

8007020131 

00/06/13 

90-361 

a 

0007020199 

8007020183 

00/06/19 

50-10 

H 

0007020203 

B007020183 

00/06/19 

50-10 

H 

0007030211 

8007020199 

00/06/11 

50-295 

0 

0007020217 

8007020198 

00/06/ 10 

50-324 

H 

8007020320 

8007020213 

00/05/08 

70-1151 


8007020229 

0007020216 

80/05/00 

50-334 

Q 

0007020233 

0007020230 

80/06/17 

70-2910 


8007020237 

0007020229 

80/06/09 

50-320 

H 

8007020271 

8007020267 

80/06/18 

90-259 

0 

0007020279 

8007020267 

00/06/18 

90-259 

Q 

0007020279 

8007020264 

80/06/09 

WASTE MOT 

0007020287 

8007020284 

80/02/12 

FOIA 


0007020290 

8007020288 

00/06/17 

50-344 

P 

8007020292 

S0070202B4 

80/02/12 

FOIA 




CROSS REFERENCE OF ENCLOSURES TO 
PRINCIPAL DOCUMENTS 


ACCEBSION 

ENCLOSURE 

NUMBER 

PRINCIPAL 

DOCUHENT 

DATE 

ISSUED 

SUBJECT 

CATECDRV 

6007020294 

8007020288 

80/06/17 

90-344 

P 

B007020301 

8007020298 

00/06/19 

90-321 

0 

8007020309 

8007020298 

BO/06/19 

90-331 

O 

0007020313 

8007020303 

80/06/04 

90-320 

U 

0007020321 

6007020317 

00/06/02 

50-335 

0 

B007020323 

80Q7020303 

00/06/04 

50-320 

U 

8007020326 

8007020317 

BO/06/02 

90-339 

a 

B007020331 

Q00702032S 

00/06/13 

COMMISSION 

8007020336 

0007020329 

80/06/13 

COMMISSION 

B007020330 

0007020099 

80/05/21 

State Prog 

8007020390 

8007010006 

80/03/25 

70-024 


6007020394 

8007020349 

80/06/24 

90-317 

p 

8007020397 

B007020109 

80/05/19 

50-247 

p 

0007020390 

B007020339 

80/09/30 

70-37 


0007020361 

0007020334 

BO/06/84 

50-334 

8 

B007020369 

0007020339 

80/05/30 

70-37 


6007020366 

0007020362 

00/06/30 

90-206 

P 

6007020372 

8007020362 

BO/06/30 

90-206 

P 

6007020379 

0007020370 

□0/05/ 14 

50-67 

8 

8007020302 

8007020370 

80/09/14 

50-67 

R 

000702039B 

8007020386 

00/06/10 

CONTRACT 


0007020409 

8007020397 

00/06/27 

50-382 

S 

8007020411 

8007020402 

00/06/11 

90-409 

D 

0007020413 

0007020406 

00/06/10 

PR 


0007020420 

8007020400 

00/06/27 

90-494 

M 

6007020423 

8007020417 

ao/04/23 

90-26B 

P 

8007020428 

8007020422 

00/06/19 

71-6698 


0007020431 

8007020429 

80/06/13 

70-2609 


8007020437 

0007020432 

00/06/11 

90-271 

0 

0007020442 

0007020436 

00/06/27 

90-317 

P 

8007020443 

8007020130 

00/06/13 

QRO 


8007020440 

0007020436 

00/06/27 

50-317 

P 

8007020499 

0007020491 

00/06/ 10 

50-271 

K 

8007020489 

8007020481 

00/06/19 

50-3 

0 

8007020493 

B0O7020490 

00/06/17 

50-193 

P 

8007020806 

0007020500 

00/06/18 

71-3942 


8007020817 

8007020512 

00/06/18 

71-9016 


B007020S22 

0007020918 

00/06/17 

71-381 


9007020823 

8007020920 

00/06/26 

50-366 

8 

8007020929 

8007020925 

00/06/26 

50-92B 

s 

8007020832 

0007020927 

80/06/18 

71-9015 


B007020933 

8007020531 

00/06/25 

50-528 

8 

8007020839 

8007020938 

00/06/24 

90-416 

5 

8007020841 

8007020938 

00/06/24 

90-416 

8 

6007020843 

8007020543 

BO/ 06/36 

90-338 

8 

8007020847 

8007020946 

BO/06/29 

50-334 

R 

8007020991 

8007020944 

80/06/36 

50-338 

S 

8007020993 

8007020942 

80/06/10 

CONTRACT 


8007020994 

8007020990 

00/06/16 

90-330 

0 

8007020974 

8007020997 

00/06/30 

90-355 

P 

8007020901 

8007020997 

80/06/30 

50-255 

P 

8007020983 

8007020484 

80/06/19 

71-9082 


8007020909 

8007020997 

80/06/30 

90-255 

P 

B007020993 

8007020997 

00/06/30 

50-295 

P 

8007020996 

8007020990 

80/06/30 

TDPHEP 


8007020998 

8007020992 

80/06/30 

90-338 

P 

8007020899 

8007020997 

00/06/30 

90-295 

P 

8007020600 

8007020937 

00/06/30 

90-299 

P 

8007020603 

8007020601 

80/06/13 

90-416 

8 

8007020610 

0007020607 

80/06/26 

90-309 

0 

000702061 1 

B00702060B 

80/06/12 

70-1300 


8007020632 

8007020630 

80/06/25 

90-416 

8 

8007020642 

8007020638 

80/06/27 

90-321 

6 

8007020644 

800/020641 

80/06/30 

TOPREP 


8007020647 

8007020649 

80/06/27 

70-143 


8007020692 

8007020690 

80/06/04 

71-381 


8007020696 

8007020648 

00/06/37 

70-143 


8007020660 

BOO7O20648 

00/06/27 

70-143 


8007020674 

8007020672 

80/06/11 

COMMISSION 

B00702067B 

8007020679 

80/06/10 

90-498 

A 

8007020688 

8007020961 

80/06/06 

71-9130 


8007020693 

8007020688 

80/06/29 

90-2B1 

H 

8007020712 

0007020708 

60/06/09 

HASTE MOT 

8007020731 

8007020730 

80/06/06 

CONTRACT 


9007030011 

8007030004 

80/06/23 

70-2478 


8007030016 

B007030004 

00/06/23 

70-2470 


8007030019 

8007030013 

80/06/33 

80-996 

H 

8007030020 

8007030004 

80/06/23 

70-2470 


8007030029 

8007030023 

90/06/19 

70-1191 


8007030029 

8007030029 

80/06/11 

90-466 

0 


ACCESSION 

ENCLOSURE 

NUMBER 

PRINCIPAL 

DOCUHENT 

DATE 

ISSUED 

SUBJECT 

CATEGOny 

6007030039 

8007030031 

00/05/09 

40-S647 


8007030038 

0007030033 

00/06/23 

POtA 


8007030039 

0007030031 

00/09/09 

40-8647 


8007030040 

3007030036 

80/06/09 

50-369 

0 

B007030047 

B007D30031 

00/05/09 

40-8647 


0007030090 

8007030049 

80/05/13 

PR 


0007030059 

000703003 1 

BO/OS/09 

40-8647 


0007030059 

0007030045 

eO/09/13 

PR 


800703007 1 

0007030068 

80/06/13 

CONTRACT 


8007030139 

6007030131 

80/06/30 

S0-2BD 

P 

0007030180 

8007030173 

80/06/30 

30-202 

R 

8007030183 

8007030176 

00/06/30 

S 0-202 

R 

8007030109 

8007030165 

00/07/01 

50-413 

A 

8007030200 

6007030194 

00/06/04 

50-285 

P 

8007030209 

8007030204 

80/06/17 

PR 


a007030213 

8007030210 

80/06/16 

50-273 

P 

0007030217 

0007030212 

80/06/26 

50-331 

8 

B00'7030a31 

0007030226 

00/06/19 

70-1113 


0007030239 

8007030224 

BO/06/26 

50-331 

S 

0007030241 

0007030236 

00/06/26 

50-331 

B 

0007030248 

0007030245 

00/06/30 

50-416 

A 

0007030251 

8007030290 

60/07/01 

50-29 S 

P 

B007030264 

6007030260 

60/06/27 

50-346 

S 

8007030267 

8007030262 

60/06/30 

50-339 

s 

8007030269 

BD07030269 

80/06/30 

50-33 a 

s 

0007030371 

6007 030270 

80/06/30 

30-330 

8 

0007030274 

0007030272 

00/06/24 

90-366 

S 

8007030279 

8007030273 

00/06/30 

90-339 

8 

8007030270 

0007030276 

60/06/24 

30-321 

S 

8007030279 

0007030277 

60/06/26 

50-366 

8 

8007030202 

B007030280 

BQ/06/24 

30-366 

S 

8007030203 

0007030281 

00/06/30 

90-339 

8 

BOO7O3O206 

0007030264 

00/06/29 

30-321 

a 

8007030288 

8007030289 

80/07/01 

50-339 

B 

B007O302B9 

0OO7O3O2B7 

00/07/01 

50-293 

s 

8007030293 

8007030290 

00/07/01 

50-209 

9 

8007030294 

8007030291 

80/07/02 

70-2909 


8007030299 

8007030292 

00/06/17 

70-143 


8007030296 

B0O703D29O 

80/07/01 

90-209 

0 

8007030297 

B007030290 

80/07 /O I 

50-289 

0 

0007030290 

0007030292 

00/06/17 

70-143 


8007030299 

0007030290 

80/07/01 

50-289 

9 

8007030301 

0007030290 

00/07/01 

90-269 

0 

8007030302 

8007030290 

00/07/01 

90-269 

9 

8007030303 

8007030290 

00/07/01 

50-289 

9 

S007030304 

8007030290 

80/07/01 

90-269 

9 

8007030346 

8007030336 

80/06/12 

CONTRACT 


BQO7030397 

0007030353 

00/06/13 

CONTRACT 


0007030363 

B00703033B 

80/06/02 

40-6902 


8007030364 

0007030398 

00/06/02 

40-6302 


8007030370 

8007030360 

00/05/07 

70-1201 


0007030376 

8007030379 

80/06/13 

71-9039 


8007030378 

B0O7D3037S 

00/06/ 13 

71-9039 


8007030379 

8007030375 

80/06/13 

71-9039 


0007030361 

8007030378 

80/06/13 

71-9039 


0007030384 

8007030379 

00/06/13 

71-9039 


0007030385 

8007030375 

00/06/13 

71-9039 


0007030386 

8007030375 

80/06/13 

71-9039 


8007030387 

8007030379 

80/06/13 

71-9039 


0007030399 

0007030309 

80/06/13 

70-33 


0007070009 

8007070003 

eo/os/09 

70-2470 


0007070006 

0007070004 

80/06/16 

XPORTHC 


BOO7O7ODO0 

0007070004 

80/06/16 

XPORTLIC 


0007070014 

6007070010 

80/06/19 

70-143 


B007070013 

6007070010 

80/06/19 

70-143 


8007Q70O17 

800707Q010 

00/06/19 

70-143 


8007070019 

B007070010 

60/06/19 

70-143 


8007070024 

6007070023 

80/06/12 

XPORTLIC 


0007070031 

6007070026 

60/06/19 

90-314 

D 

8007070033 

6007070026 

80/06/19 

90-514 

D 

0007070036 

0007070026 

60/06/ 19 

50-514 

8 

0007070039 

8007070035 

60/06/24 

50-269 

P 

8007070040 

0007070026 

80/06/ 19 

30-514 

0 

8007070044 

8007070026 

60/06/ 1 9 

50-514 

0 

8007070049 

0007070042 

80/06/ 1 3 

40-1341 


B007070046 

8007070026 

60/06/19 

50-514 

0 

BD07070049 

6007070026 

80/06/19 

50-814 

0 

8007070050 

8007070026 

60/06/19 

50-314 

D 

8007070053 

8007070026 

60/06/19 

30-314 

D 

8007070054 

80D70700S2 

80/06/10 

CONTRACT 




CROSS REFERENCE OF ENCLOSURES TO 
PRiNCIPAL DOCUMENTS 


ACtESSlDN NUMBER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

I SSUED 

SUBJECT 

CATEGORY 

80070700S5 

8007070026 

BO/06719 

50-514 

0 

8007070056 

8007070051 

00/05/2! 

50-262 

0 

8007070057 

Q007070053 

00/06/10 

CONTRACT 

80070700SB 

8007070052 

80/06/10 

CONTRAC r 

8007070060 

0007070052 

00/06/10 

CONTRACT 

80070 7006 J 

6007070051 

00/05/31 

50-202 

0 

0007070063 

0007070052 

00/06/18 

CONTRACT 

8007070064 

0007070059 

eO/06/30 

50-200 

H 

8007070069 

0007070059 

60/06/30 

HO '280 

H 

8007070074 

6007070072 

60/05/33 

50-10 

0 

8007070076 

8007070059 

B0/06/E0 

50-260 

H 

8007070079 

8007070059 

00/06/30 

50-200 

H 

8007070080 

8007070072 

00/05/23 

50-10 

0 

□007070007 

0007070083 

00/05/23 

50-403 

0 

8007070091 

B0070700BJ 

80/05/33 

50-462 

Q 

8007070098 

0007070095 

60/06/17 

50-341 

S 

8007070100 

0007070097 

00/06/34 

30-335 

a 

8007070103 

0007070097 

60/06/24 

50-335 

0 

8007070103 

0007070097 

60/06/34 

50-339 

a 

8007070107 

0007070097 

80/06/34 

50-335 

Q 

80070701 30 

8007070119 

60/06/36 

SO -339 

A 

8007070133 

0007070128 

60/06/13 

71-392 


B0070701 34 

8007070129 

60/06/10 

CONTRACT 


B00707016I 

8007070157 

60/06/20 

50-284 

0 

8007070163 

8007070151 

00/06/19 

50-320 

N 

B 00707 01 69 

B007070165 

□0/05/19 

50-309 

□ 

B 007070 176 

0007070168 

00/06/30 

50-340 

R 

S007070179 

□007070177 

60/06/06 

71-9130 


80070701 00 

8007070168 

00/06/30 

50-346 

R 

8007070103 

8007070177 

00/06/06 

71-9130 


8007070105 

8007070177 

00/06/06 

71-9130 


8007070190 

8007070168 

00/06/30 

50-340 

R 

8007070194 

8007070 16B 

00/06/30 

50-346 

R 

8007070193 

8007070187 

00/06/34 

70-1113 


8007070199 

0007070168 

00/06/30 

50-346 

R 

0007070304 

8007070168 

80/06/30 

50-348 

R 

0007070206 

8007070153 

00/07/01 

50-275 

A 

8007070200 

8007070169 

80/06/30 

50-348 

R 

0007070214 

8007070169 

80/06/30 

50-340 

51 

00070702 1 7 

8007070169 

60/06/30 

50-343 

R 

0007070219 

8007070169 

60/06/30 

50-340 

R 

0007070233 

8007070166 

60/06/ 30 

90-340 

n 

8007070226 

8007070166 

00/06/30 

50-340 

n 

0007070228 

8007070168 

00/06/30 

30-340 

R 

0007070229 

0007070234 

00/07/03 

50-260 

8 

8007070230 

0007070160 

80/06/30 

50-340 

n 

0007070233 

8007070160 

80/06/30 

50-340 

R 

B007070237 

8007070234 

80/06/27 

50-325 

S 

0007070234 

8007070252 

00/07/01 

50-331 

P 

B007070S55 

8007070253 

00/07/01 

50-331 

P 

0007070356 

CC07070248 

00/06/30 

50-269 

6 

8007070265 

BO 07070259 

00/06/37 

50-319 


8007070370 

0007070269 

80/07/03 

50-395 

C 

6007070289 

0007070203 

00/06/37 

30-372 

P 

0007070307 

B007070300 

00/07/02 

30-344 

P 

0007070313 

0007070303 

80/06/30 

50-209 

6 

0007070315 

0007070310 

00/07/01 

50-484 

0 

8007070322 

0007070330 

00/07/02 

50-320 

P 

0007070323 

0007070319 

00/06/30 

50-S69 

S 

0007070324 

0007070318 

00/06/27 

50-336 

B 

0007070335 

0007070333 

00/06/27 

70-143 


B007070353 

0007070337 

00/06/27 

50-320 

Q 

0007070356 

0007070348 

00/06/13 

50-273 

R 

0007070363 

0007070338 

80/07/02 

50-339 

6 

0007070365 

0007070337 

00/06/27 

50-320 

0 

0007070371 

9007070337 

BO/06/27 

50-320 

0 

8007070372 

8007070361 

B0/06/P7 

50-336 

B 

6007070379 

6007070374 

90/07/02 

50-339 

8 

6007070301 

6007070373 

80/07/03 

50-330 

6 

0007070382 

0007070376 

80/06/25 

50-393 

0 

B0070703B3 

0007070375 

60/06/25 

50-2BS 

S 

0007070300 

0007070357 

80/07/01 

90-293 

6 

0007070397 

8007070309 

00/07/01 

50-260 

S 

0007070399 

8007070394 

60/06/31 

50-348 

a 

0007070410 

8007070414 

B0/06/1B 

CONTFIACT 


8007080003 

8007080001 

BO/ 07/03 

50-320 

Q 

8007090005 

6007000004 

eO/06/30 

50-209 

a 

80070B0006 

8007000001 

80/07/03 

50-320 

0 

800708001 1 

0007000010 

BO/07/03 

50-443 

I 

0007030012 

0007000010 

80/07/03 

50-443 

I 


ACCESSION NUNBER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEOpfiV 

BOO7OQ0O 1 4 

8007080010 

00/07/03 

90-443 

I 

BOD70B001S 

B0070S0013 

00/06/30 

90-466 

0 

80070800 1 6 

0007080010 

00/07/03 

90-443 

I 

0007080017 

0007080013 

80/06/30 

90-466 

0 

0007080010 

0007000010 

80/07/03 

50-443 

I 

8007080019 

8007000010 

80/07/03 

90-443 

I 

0007000020 

6007060010 

80/07/03 

90-443 

I 

0007080023 

0007060010 

80/07/03 

90-443 

I 

0007080025 

8007000010 

80/07/03 

90-443 

I 

0007080028 

8007000010 

80/07/03 

90-443 

I 

0007000031 

0007000010 

80/07/03 

90-443 

I 

8007000033 

8007060010 

60/07/03 

90-443 

I 

0007000037 

Q0070B0010 

00/07/03 

90-443 

r 

B0070B003B 

0007000010 

00/07/03 

90-443 

1 

0007000040 

80070B0010 

00/07/03 

90-443 

I 

0007080050 

0007000043 

80/06/26 

90-289 

0 

0007000072 

0007000069 

80/07/03 

90-330 

p 

0007000083 

8007000001 

60/07/01 

90-361 

A 

0007000004 

8007080000 

90/07/03 

90-334 

P 

0007000154 

0007080144 

00/07/02 

90-368 

a 

8007080166 

0007080160 

00/06/27 

90-368 

8 

6007080169 

80070B0164 

00/06/26 

90-336 

p 

0007000172 

8007080162 

00/06/26 

90-269 

0 

0007000176 

0007080164 

00/06/26 

90-336 

p 

8007000178 

0007000171 

00/06/27 

90-360 

8 

BOO7O0O1B9 

8007000180 

80/06/27 

90-329 

8 

0007000192 

6007000102 

80/07/02 

50-293 

S 

8007000199 

8007000109 

80/07/01 

90-295 

S 

8007000200 

0007000196 

80/07/02 

90-293 

8 

8007080209 

B0070B0202 

80/07/03 

90-293 

S 

0007080207 

3007080201 

80/07/02 

90-270 

S 

8007080208 

3007080206 

80/07/02 

90-309 

P 

8007080214 

3007080211 

60/07/03 

90-209 

s 

8007080215 

3007080210 

60/07/01 

90-267 

8 

□007060226 

3007000222 

00/06/30 

90-364 

A 

8007080232 

3007080222 

80/06/30 

90-364 

A 

0007060236 

8007080222 

80/06/30 

90-364 

A 

0OO7OBO239 

3007080834 

80/07/03 

90-308 

8 

0007000243 

0007000222 

00/06/30 

90-364 

A 

0OO7OBO29O 

8007000222 

80/06/30 

50-364 

A 

8007000257 

0007000249 

80/06/30 

90-400 

8 

0007080262 

6007030294 

00/06/19 

90-267 

8 

□007080279 

0OO7OBO26B 

00/06/19 

50-267 

8 

8007060277 

0007030270 

00/06/26 

50-312 

B 

0007080278 

0007030273 

00/06/27 

40-0096 


00070B02BO 

8007080267 

00/06/30 

90-272 

S 

0007060285 

0007060274 

00/07/01 

TOPREP 


B0070B02B8 

8007030203 

00/06/27 

50-327 

8 

0007000290 

3007030284 

00/06/29 

90-339 

8 

8007000291 

3007030261 

00/06/30 

90-327 

S 

0007000296 

8007030292 

80/07/01 

90-271 

Q 

8007060297 

3007030293 

00/06/87 

90-299 

6 

8007080302 

3007030299 

00/06/12 

90-290 

6 

6007080304 

6007030289 

80/07/01 

50-267 

8 

6007060305 

0007030300 

80/07/02 

90-409 

P 

6007080308 

8007030301 

80/06/27 

80-299 

8 

0007060327 

3007030322 

80/07/02 

SO-321 

P 

0007000333 

0007030313 

00/07/01 

90-299 

8 

0OO7OBO33S 

0007080330 

79/03/01 

80-339 

R 

0007080341 

8007080334 

00/06/27 

90-327 

0 

0007000346 

8007080346 

00/07/01 

90-199 

R 

6007000353 

8007030349 

80/06/18 

PR 


6007000354 

3007030390 

80/07/02 

90-286 

8 

8007000357 

000700034? 

80/06/18 

PR 


6007000360 

0007030349 

80/06/18 

PR 


8007080362 

8007000399 

80/07/02 

90-286 

a 

0007000360 

8007000369 

80/06/16 

80-298 

a 

0007000373 

0007000370 

00/06/30 

90-260 

0 

0007000304 

000708030 1 

80/06/27 

80-301 

a 

0007000390 

8007000306 

80/07/02 

80-308 

0 

0007000395 

0007030391 

80/07/01 

80-298 

fl 

BOD7OB0399 

0007060394 

00/06/87 

80-260 

B 

BOD70B0402 

8007060400 

00/07/01 

90-327 

0 

0007000409 

6007000406 

00/07/01 

80-267 

R 

0007000410 

8007000403 

00/07/01 

80-206 

6 

8007000411 

8007000409 

80/06/27 

80-260 

8 

8007000416 

0007080410 

80/06/30 

90-296 

0 

0007000417 

6007080413 

80/07/02 

80-309 

0 

0007080420 

0007060418 

00/06/27 

80-344 

8 

0007000425 

0007060422 

00/06/19 

80-267 

0 


CROSS REFERENCE OF ENCLOSURES TO 
PRINCIPAL DOCUMENTS 


ACCESSION NUMBER 

DATE 

ISSUED 

subject 

CATEBOflY 

ACCESSION NUMBER 

DATE 

IGSUEB 

SUBJECT 

CATEOOriY 

ENCLOSURE 

PRINCIPAL 

DOCUMENT 

ENCLOSURE 

PRINCIPAL 

DOCUMENT 

000708042 b 

80070B0423 

GO/07701 

50-272 

5 

8007100072 

0007100000 

80/06/27 

70-143 


BO070 7000b 

0007090003 

0O/’O7/Ol 

50-259 

8 

e00710'0074 

8007100068 

80/06/04 

30-29 1 

0 

0007070007 

0DO7O9OOO5 

00/06713 

50-278 

8 

8007100076 

8007100008 

00/06/27 

70-143 


00070700 1 0 

0007090008 

00/07702 

50-253 

p 

0007100081 

0OO71OOOOB 

00/06/27 

70-143 


8007070014 

0007070013 

00/06/20 

50-346 

Q 

0007100087 

8007100009 

□0/06/05 

!50-aO? 

1) 

00070700 tb 

0007070013 

00/06/20 

'^0-346 

0 

0007100091 

8007100000 

80/06/16 

40- 1 1 62 


00070700 1 7 

0OO7O7OD1S 

00/06/03 

secy 


0007100099 

8007100073 

80/06/20 

30-261 

0 

00070700 17 

0007070015 

00/06/03 

SECY 


000710009^ 

8007100096 

80/06/03 

30-546 

0 

0007070021 

0007070013 

80/06/03 

SECY 


8007100102 

0007100097 

00/05/29 

30-206 

P 

8007070023 

0007070019 

80/06/03 

SECY 


0007100105 

8007100097 

00/05/29 

90'-20fa 

P 

0007070023 

0007090019 

80/06/03 

BECY 


0007100106 

9007100103 

80/06/13 

30-286 

f 

0007070030 

0OO7O7OO2B 

80/05/16 

lOCFR 


8007100107 

900710009/ 

00/05/29 

50-206 

P 

0007070033 

0DO7D7OO2B 

80/05/16 

lOCFR 


8007100110 

9007100103 

00/06/13 

30-286 

P 

0007070030 

0007070028 

80/05/16 

lOCFR 


0007100112 

6007100107 

G0/06/1B 

CONTRACT 


0OO7O7OObb 

0007070061 

80/06/12 

71-307 


8007100114 

9007100103 

00/06/13 

30-206 

P 

B007070103 

8007090078 

80/05/19 

PR 


0007100119 

900/10011 ) 

80/06/10 

30-302 

P 

B0070701 14 

0007090104 

80/06/06 

COtlMlSSION 

3007100110 

900710011 1 

80/06/18 

50-302 

P 

B0O7O70 1 40 

0007090145 

80/04/11 

PR 


0007100121 

9007100111 

00/06/18 

50-302 

P 

S0070701Sb 

0007090154 

80/05/21 

50-440 

0 

8007 100124 

9007100119 

00/03/30 

50-416 

Q 

0007070187 

8007070154 

80/05/21 

80-440 

Q 

8007100131 

8007100127 

00/05/20 

50-32/ 

0 

0007070 Lbb 

0007070163 

80/06/30 

NUREO 


0007100136 

80071 00 U12 

80/06/13 

50-333 

P 

8007070167 

0007070163 

80/06/30 

NUREO 


8007100138 

8007100132 

80/06/13 

50-J35 

P 

8007070170 

0OO7O9O16S 

80/06/24 

50-367 

8 

0007100141 

0007100132 

80/06/13 

80-333 

P 

B00707017B 

0007090176 

80/05/21 

50-440 

0 

0007100147 

0007100142 

00/07/03 

50-234 

P 

BOO707O177 

0007070176 

80/05/21 

50-440 

Q 

8007100191 

0007100144 

00/05/27 

50-269 

n 

0007070 tB6 

0007090103 

80/06/24 

70-1257 


8007100154 

B0071R0183 

80/06/16 

PROJ 


8007070193 

0007090192 

80/07/03 

50-333 

R 

8007100156 

8007 1001 SO 

80/06/12 

50-261 

p 

8007070201 

8007090178 

80/07/01 

TDPREP 


0007100198 

8007100155 

00/06/19 

30-277 

p 

8007070243 

8007090243 

00/06/27 

50-322 

K 

0007100162 

8007100150 

00/06/12 

30-261 

p 

8007090290 

0007090249 

80/07/03 

50-327 

B 

BOD7100164 

0007100157 

80/07/02 

50-245 

& 

8007070270 

0007090265 

80/07/02 

50-3S2 

S 

8007100165 

0007 1001 SO 

80/06/12 

30-261 

p 

8007090275 

8007090265 

80/07/02 

50-352 

6 

8007100166 

8007100163 

80/06/27 

30-382 

K 

800707027b 

800709027 1 

00/07/01 


p 

0007100160 

0007100163 

00/06/27 

30-382 

p 

8007090292 

80D70902B9 

80/07/02 

50-316 

E 

BD07100I72 

8007100167 

00/07/02 

30-245 

6 

800707 029B 

3007090270 

80/06/30 

50-466 

0 

8007100176 

0007100173 

00/07/02 

30-26/ 

S 

F30070703D4 

a007090296 

00/07/02 

50-337 

5 

B00710017B 

80071001/5 

00/06/36 

50-273 

C 

8007070312 

BD070903QB 

80/07/02 

50-337 

s 

8007100180 

0007100160 

80/07/07 

PH 


8007070319 

Q007070314 

80/07/03 

30-253 

5 

8007100184 

0007100160 

00/07/07 

PH 


8007070323 

8007070317 

80/07/02 

50-337 

0 

0007100186 

8007100183 

80/06/36 

50-320 

P 

8007070326 

8007070321 

80/07/04 

50-213 

B 

8007100188 

□007100160 

00/07/07 

PR 


8007070332 

8007070324 

80/06/26 

30-317 

p 

8007100189 

80071001/7 

00/07/02 

50-237 

B 

8007090336 

8007090328 

00/07/03 

50-360 

s 

8007100191 

B007IOOI60 

00/07/0/ 

PH 


8007070337 

8007090330 

80/06/27 

30-361 

9 

8007100192 

8007 100 1117 

00/07/02 

50-237 

8 

8007070338 

8007090334 

80/07/02 

30-334 

s 

0007100195 

8007100190 

00/07/01 

50-263 

B 

8007070341 

8007090324 

80/06/26 

50-317 

p 

8007100201 

0007100199 

80/07/03 

50-255 

l‘ 

8007090342 

8007090335 

80/07/02 

50-339 

B 

8007100202 

8007100177 

80/07/02 

80-872 

0 

8007090346 

8007090324 

80/06/26 

50-317 

P 

80071 00204 

8007100197 

00/07/03 

30-253 

P 

8007090348 

8007070340 

80/07/02 

50-334 

S 

8007100206 

0007100203 

00/06/19 

30-312 

P 

8007070352 

8007090384 

BO/06/26 

50-317 

P 

800710021 1 

8007 100207 

80/03/20 

30-302 

P 

0007090353 

8007090345 

00/07/02 

50-338 

B 

8007100212 

0007100210 

00/06/24 

TOPBEP 


8007090359 

8007090356 

00/05/27 

50-317 

Q 

0007 1 002 1 3 

8007100209 

80/07/02 

30-4 3Q 

0 

0007090361 

80070 70324 

80/06/26 

50-317 

P 

BOD? 1 00220 

0007100219 

00/07/03 

TOPREP 


□007090368 

8007070324 

00/06/26 

50-317 

P 

0007100225 

8007100223 

80/06/17 

go-267 

0 

0007070373 

8007070370 

00/05/09 

50-271 

Q 

8007100236 

800/100233 

BO/06/30 

50-430 

8 

BOD71OOO03 

8007100002 

00/03/24 

50-320 

0 

8007100296 

8007100253 

80/04/21 

TOPREP 


8007100012 

B007 100009 

00/01/09 

50-320 

0 

0007 1 002 5/ 

8007100204 

00/07/03 

PR 


0007100014 

8007100007 

00/01/09 

50-320 

Q 

0007100267 

8007100261 

80/07/011 

50-340 

A 

0007 1000 IS 

8007100003 

80/06/27 

70-143 


00071 0026 B 

8007100268 

00/06/30 

S0-2O& 

R 

8007100020 

8007100008 

00/06/27 

70-143 


B007 100271 

8007 1 00263 

00/06/12 

XPDHTLIC 


8007100023 

8007 1 QOODB 

00/06/27 

70-143 


0007100276 

8007100261 

80/07/09 

50-340 


8007100026 

8007 1 00032 

80/07/03 

50-295 

0 

0007100277 

0007100273 

80/07/07 

30-200 

P 

8007100028 

8007 1 00008 

00/06/27 

70-143 


0007100200 

0007100273 

00/07/0/ 

50-200 

P 

8007100032 

8007100008 

00/06/27 

70-143 


0007 1002 34 

00071002/3 

00/07/07 

50-200 

P 

0007100034 

8007100029 

00/07/07 

90-344 

0 

8007100207 

8007100201 

80/06/03 

XPORTLIC 


0007100037 

8007100033 

80/06/26 

90-155 

0 

BD07 100288 

8007100273 

BO/07/07 

50-280 

P 

8007100038 

8007 100008 

00/06/27 

70-143 


0007100209 

0007100272 

80/06/23 

50-352 

M 

8007100041 

8007100040 

00/06/24 

71-6501 


80071DD271 

0007100203 

00/05/20 

50-331 

G 

8007100042 

8007100033 

00/06/26 

50-155 

Q 

0007100273 

0007100273 

80/07/07 

50-2S-l> 

p 

8007100044 

8007100008 

00/06/27 

70-143 


0007100298 

80071002/3 

80/07/07 

50-200 

P 

0007100050 

3007100047 

80/07/07 

PR 


8007100299 

8007 1 00296 

80/06/06 

50-255 

p 

8007100052 

8007100008 

80/06/27 

70-143 


8007100301 

000/! 00297 

00/06/ 16 

30-400 

0 

8OO7IOO0S4 

8007100047 

00/07/07 

PH 


0007100303 

BQ07 100273 

80/07/ 07 

50-200 

1* 

8007100037 

8007100008 

80/06/27 

70-143 


0007 100305 

8007100897 

00/06/ 16 

30-400 

o 

8007100058 

0007100051 

80/06/16 

50-34 4 

0 

8007100307 

8007100296 

00/06/06 

30-253 

p 

8007100060 

8007100055 

00/05/29 

50-29 1 

Q 

8007100300 

8007100295 

00/06/26 

30-546 

0 

0007100061 

8007100059 

00/05/29 

50-335 

0 

8007100309 

00071002/3 

80/07/07 

50-200 

p 

8007100062 

8007100051 

80/06/ 16 

90-344 

0 

8007100310 

0007100296 

00/06/06 

30-255 

p 

8007100066 

0007100064 

80/05/27 

90-321 

Q 

8007100311 

8007100273 

00/07/0/ 

50-280 

p 

8007 100069 

8007100000 

80/06/27 

70-143 


8007100312 

0007100304 

80/06/10 

CONTRACT 


0007100071 

0007100068 

80/06/04 

50-273 

a 

8007100313 

8007100297 

80/06/16 

50-400 

a 



CROSS REFEREWCE OF ENCLOSURES TO 
PRINCIPAL DOCUMENTS 


500 


ACCESSION NUMBER 


PRINCIPAL DATE SUBJECT 

ENCLOSURE DOCUMENT ISSUED CATEGORY 


B007I00319 8007100273 80/07/07 30-2S0 P 

8007100321 8007 100273 80/07/07 30-260 P 

8007100323 B007 100273 80/07/07 30-280 P 

8007100329 8007100273 80/07/07 50-380 P 

8007100330 800710 032Ii 80/04-/05 0A799 

8007100333 8007100324 80/06/05 OA??? 

8007100334 B007100327 80/04/14 FOIA 

8007100333 8007100273 80/07/07 50-280 P 

8007100334 B007 100334 80/06/ 05 aA999 

8007100338 8007100273 80/07/07 50-280 P 

8007100339 8007100324 80/05/05 aA999 

8007100344 8007100342 80/09/23 30-498 O 

8007100347 0007100273 80/07/07 30-280 P 

8007100351 0007100273 80/07/07 50-2B0 P 

8007100333 8007100349 80/04/ 1 7 71-3B9 

H007100359 8007100273 80/07/07 30-200 P 

8007100345 8007100273 80/07/07 50-280 P 

8007100347 8007100396 80/04/24 90-324 0 

8007100348 8007100361 80/04/18 CONTRACT 

8007100370 8007100362 80/04/30 70-1131 

B007I00371 8007100273 80/07/07 50-280 P 

8007100374 8007100362 80/04/30 70-1 1 31 

8007 10037 3 8007100273 80/07/07 30-280 P 

B007100374 8007100373 80/06/16 71-9033 

8007 I 0037 7 8007100356 80/04/24 90-324 0 

8007100380 8007100273 80/07/07 50-260 P 

8007100381 8007100342 80/04/30 70-1191 

0007100382 0007100273 80/07/07 90-200 P 

8007100384 8007100396 00/06/24 90-324 Q 

00071 00387 8007100273 80/07/07 30-280 P 

8007100391 8007100273 80/07/07 50-260 P 

8007100395 0007100356 80/06/24 90-324 0 

8007100397 8007100390 80/04/30 70-1201 

0007100390 0007100334 00/06/24 50-324 Q 

0007100401 0007100394 80/06/02 SO-219 P 

8007100403 8007100273 80/07/07 90-280 P 

B0071 00404 8007100390 80/04/30 70-1201 

00071 00403 0007100394 80/06/02 SD-219 P 

8007100407 8007100273 B 0/07/07 90-260 P 

8007100408 8007100394 80/06/02 90-219 P 

B007 100409 8007100273 00/07/07 50-200 P 

8007100410 8007100390 80/04/30 70-1201 

0007100413 8007100356 80/06/24 90-324 <3 

8007100414 8007100273 80/07/07 90-260 P 

8007 1 004 1 5 00071 00273 80/07/07 90-280 P 

0007100418 0007100412 80/06/23 50-400 Q 

0007100419 B007100417 00/06/23 50-413 0 

8007100420 0007100399 80/06/18 90-10 P 

8007100422 0007100412 00/06/23 90-400 0 

8007100423 8007100417 00/06/23 50-413 0 

8007100426 8007100417 00/06/23 50-413 0 

8007100428 8007100412 80/06/23 90-400 O 

80071 00430 8007 1 00412 80/06/23 90-400 0 

8007100432 8007100417 80/06/23 90-413 0 

8007100435 0007100412 80/06/23 90-400 0 

0007100438 8006300220 80/06/20 90-320 H 

B007100446 8007100445 80/06/03 40-0902 

80071 00462 8007 1 00461 80/ 06/16 71 -9094 

8007110007 8007110004 BO/06/27 70-143 

8007110012 8007110010 80/06/09 XPOHTLIC 

B00711001S 8007110009 00/06/23 70-1333 

8007110016 8007110014 80/06/13 71-221 

80071 10017 8007110009 80/06/23 50-320 J 

8007110020 8007110009 00/06/23 70-1333 

8007110022 0007110009 80/06/23 70-1333 

B0071 10023 8007110009 80/06/23 70-1333 

8007J 10024 9007110009 80/06/23 70-1333 

8007110027 8007110029 80/05/28 40-2061 

9007110028 8007110009 00/06/23 50-269 J 

9007110030 8007110009 80/06/23 90-269 J 

80071 10032 80071 10009 80/06/23 90-320 J 

6007110036 80071 10033 80/06/13 90-273 E 

8007110037 8007110009 80/06/23 50-320 J 

0007110039 0007110034 80/06/24 30-327 Q 

0007110040 B007 110009 80/06/23 90-320 J 

8007110046 8007110009 80/06/23 50-320 J 

8007110049 8007110044 80/06/04 50-263 Q 

8007110051 8007110009 80/06/23 50-320 J 

8007110052 8007110009 80/06/23 50-320 J 

8007110057 8007110009 90/06/23 90-320 J 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

8007110060 

6007110009 

80/06/23 

90-320 

J 

6007110062 

0007110009 

80/06/23 

50-320 

J 

8007110069 

6007110061 

80/09/21 

50-302 

0 

0007110060 

□007110009 

80/06/23 

90-320 

J 

0007110070 

6007110061 

80/09/21 

90-382 

Q 

8007110072 

6007110009 

80/06/23 

90-320 

J 

8007110076 

6007110061 

80/05/21 

90-302 

0 

0007110077 

8007110009 

80/06/23 

90-320 

J 

0007110004 

8007110009 

00/06/23 

50-320 

J 

8007110089 

8007110009 

60/06/23 

90-320 

J 

8007110091 

6007110009 

00/06/23 

90-320 

J 

0007110093 

0007110062 

60/06/29 

90-271 

H 

80071 10099 

6007110009 

60/06/23 

90-320 

J 

8007110096 

8007110086 

60/06/20 

90-289 

0 

0007110098 

8007110009 

60/06/23 

90-320 

J 

80071 10L03 

8007110009 

80/06/23 

90-320 

J 

0007110107 

8007110009 

80/06/23 

50-320 

J 

8007110113 

6007110102 

00/06/19 

90-335 

0 

8007110125 

6007110009 

60/06/23 

90-320 

J 

8007110128 

0007110009 

60/06/23 

90-320 

J 

8007110132 

6007110009 

60/06/23 

90-320 

J 

0007110133 

8007110009 

60/06/23 

90-320 

J 

8007110136 

8007110131 

60/06/20 

90-294 

0 

0007110140 

8007110009 

80/06/23 

90-320 

J 

8007110143 

8007110009 

80/06/23 

90-320 

J 

8007110149 

6007110131 

80/06/20 

90-294 

0 

8007110147 

0007110009 

80/06/23 

90-320 

J 

8007110151 

0007110009 

80/06/23 

90-320 

J 

8007110196 

0007110009 

80/06/23 

90-320 

J 

8007110190 

6007110133 

80/05/80 

90-461 

0 

B0071 10160 

8007110009 

80/06/23 

90-320 

J 

8007110166 

8007110161 

80/06/13 

71-9009 


8007110167 

0007110009 

80/06/23 

50-320 

J 

8007110168 

8007110153 

00/05/20 

90-461 

0 

8007110173 

8007110009 

80/06/23 

90-320 

J 

8007110176 

6007110009 

80/06/23 

90-320 

J 

8007110178 

6007110009 

80/06/23 

90-320 

J 

8007110179 

0007110174 

00/05/23 

90-206 

a 

8007110104 

0007110174 

80/05/23 

50-806 

0 

0007110192 

60071 10187 

00/08/83 

90-482 

0 

8007110193 

8007110189 

80/07/07 

90-860 

0 

8007110194 

8007110109 

80/07/07 

90-800 

0 

80071 10196 

8007110169 

80/07/07 

50-260 

□ 

00071 10190 

8007110187 

80/09/23 

90-462 

Q 

8007110201 

8007110009 

80/06/23 

90-380 

J 

8007110203 

0007110199 

60/06/04 

NUREO 


8007110206 

8007110200 

00/06/19 

90-10 

0 

8007110207 

80071 10199 

60/06/04 

NUREO 


80071 102 OB 

0007110009 

00/06/23 

50-320 

J 

8007110209 

8007110204 

00/07/07 

90-199 

p 

8007110210 

8007110204 

00/07/07 

90-199 

p 

80071 10312 

□00711000? 

80/06/23 

90-320 

J 

8007110217 

8007110009 

80/06/23 

90-320 

J 

80071 10220 

0007110214 

00/06/20 

90-346 

a 

8007 1 10222 

8007110009 

80/06/23 

90-320 

J 

8007110224 

0007110009 

60/06/23 

90-320 

J 

80071 10231 

8007110229 

79/10/08 

PR 


60071 10233 

8007110228 

80/06/19 

90-461 

0 

00071 10234 

8007110229 

80/09/23 

90-449 

0 

00071 10239 

8007110229 

79/10/08 

PR 


80071 10246 

8007110242 

80/04/17 

PDIA 


8007110248 

8007110243 

80/09/16 

TOPRBP 


8007 1 10294 

8007110247 

00/06/06 

90-299 

p 

8007110239 

8007110250 

60/06/23 

90-321 

0 

8007110262 

0OO7UO2SO 

00/06/23 

90-321 

0 

8007110364 

0007110247 

00/06/06 

90-255 

p 

8007110268 

8007110250 

60/06/23 

90-321 

0 

8007110270 

6007110263 

60/06/23 

71-6375 


8007110276 

6007110250 

60/06/23 

90-321 

0 

800711 0278 

6007110266 

60/06/12 

COMMISSION 

8007110280 

8007110272 

60/06/24 

50-320 

p 

80071 10282 

6007110266 

60/06/12 

COMMISSION 

8007110283 

6007110279 

60/06/12 

XPOHTLIC 


8007110286 

6007110272 

80/06/24 

90-320 

p 

8007110290 

6007110281 

80/06/27 

71-9450 


8007 1 10292 

0007110278 

80/06/24 

90-320 

P 

80071 10296 

8007110266 

80/06/18 

COMMISSION 

80071 10297 

8007110266 

80/06/12 

COMMISSION 

8007110301 

6007110299 

80/07/07 

90-295 

K 

80071 10313 

8007110304 

80/07/01 

50-321 

8 



CROSS REFERENCE OF ENCLOSURES TO 
PRINCIPAL DOCUMENTS 


ACCESSION NUHBER 


ENCLOSURE 

PRINCIPAL 

document 

DATE 

I SSUED 

SUBJECT 

Category 

B007110314 

0007110306 

80/06/30 

90-335 

H 

8007110322 

0007110321 

80/06/27 

Ml sc 


B007110323 

0007110321 

00/06/27 

Mtsc 


80071 1032 A 

0007110317 

80/07/02 

90-309 

B 

0007110327 

0007110321 

00/06/27 

Mtsc 


8007110328 

8007110320 

BO/07/02 

50-51 B 

S 

8007110331 

6007110294 

80/07/07 

90-269 

P 

0007110340 

8007110333 

SO/ 07/03 

90-266 

S 

8007110343 

80071 10338 

80/06/30 

90-352 

U 

B0071 10349 

80071 10342 

80/06/30 

50-301 

S 

8007 1 10357 

0007110393 

00/07/03 

50-301 

s 

8007110362 

8007110360 

□0/07/03 

50-269 

6 

8007110365 

0007110364 

00/07/09 

50-339 

P 

0007110373 

0007110370 

80/07/01 

50-219 

S 

8007110376 

0007110372 

00/06/27 

50-327 

5 

8007110300 

0007110378 

80/07/03 

50-296 

B 

8007110302 

8007110377 

80/06/24 

CCHMISBION 

8007110383 

8007110379 

80/07/01 

90-219 

S 

0007110307 

0007110377 

80/06/24 

COMMISSION 

8007110389 

0007110386 

00/07/07 

90-309 

R 

8007110392 

8007110377 

80/06/24 

COMMISSION 

8007110394 

8007110308 

80/07/03 

90-296 

8 

8007110395 

0007110377 

80/06/24 

COMMISSION 

8007 11 0397 

0007110391 

80/07/03 

50-346 

8 

0007110403 

8007110400 

00/06/30 

90-321 

8 

8007110404 

8007110396 

80/07/07 

50-247 

S 

8007 110406 

8007110405 

00/07/03 

50-324 

R 

0007110410 

8007110402 

00/07/07 

50-302 

S 

0007110414 

8007110409 

00/07/03 

50-295 

H 

0007110416 

8007110407 

00/07/03 

50-346 

6 

8007110417 

8007110413 

80/07/02 

50-416 

S 

8007110419 

0007110411 

80/07/03 

90-331 

S 

8007110423 

8007110410 

00/07/03 

90-346 

8 

8007110426 

00071 10419 

80/07/03 

90-321 

8 

8007110434 

0007110427 

00/07/02 

90-346 

B 

8007110437 

8007110429 

00/06/30 

90-366 

S 

8007110442 

8007110432 

00/07/01 

50-321 

8 

8007110443 

0007 1 1 0439 

80/06/23 

NUREO 


8007110448 

0007110440 

80/07/03 

90-346 

S 

8007 1104 »0 

8007110444 

80/07/00 

90-272 

Q 

8007110497 

8007110494 

00/06/16 

WASTE MGT 

800711 0499 

8007110494 

□0/06/16 

HASTE MGT 

8007110461 

8007110452 

80/06/23 

71-607B 


8007110462 

0007110454 

80/06/16 

HASTE MOT 

8007110453 

8007110455 

80/07/02 

90-321 

a 

8007 110468 

8007110464 

00/06/23 

71-9130 


8007110474 

8007110466 

80/07/02 

90-249 

8 

8007110476 

8007110473 

0D/O6/23 

71-3926 


8007110479 

80071 10477 

0D/OS/27 

50-350 

Q 

8007110482 

0007110471 

00/07/03 

50-331 

a 

8007110485 

0007110478 

80/06/26 

90-320 

p 

8007110487 

8007110484 

80/06/20 

SECY 


8007110493 

8007110470 

80/06/26 

90-320 

P 

8007110495 

0007110484 

80/06/20 

SECY 


8007110498 

8007110484 

60/06/20 

SECY 


8007110901 

8007110478 

80/06/26 

50-320 

p 

8007110503 

80071 10404 

00/06/20 

SECY 


8007110518 

8007110913 

80/06/23 

70-925 


8007110521 

8007110919 

00/06/24 

50-424 

a 

8007110927 

8007110515 

80/06/24 

50-424 

0 

8007110931 

80071 10915 

00/06/24 

50-424 

a 

8007110936 

8007110919 

00/06/24 

90-424 

a 

8007110939 

8007110939 

00/06/20 

CONTRACT 


0007110992 

8007110546 

80/06/23 

90-4B2 

u 

0007110963 

8007110596 

00/06/26 

90-159 

0 

8007110966 

8007110946 

80/06/23 

90-4B2 

u 

8007110968 

8007110946 

80/06/23 

90-462 

u 

0007110971 

8007110946 

80/06/23 

90-462 

u 

0007110979 

8007110972 

00/06/13 

CONTRACT 


0007140007 

8007140004 

80/07/09 

50-369 

0 

0007140009 

800714000B 

80/06/10 

90-2B9 

0 

8007140010 

8007140004 

00/07/09 

90-369 

0 

8007140014 

8007140011 

80/07/03 

PR 


8007140022 

8007140018 

80/07/07 

50-269 

G 

8007140034 

8007140032 

80/07/09 

50-361 

0 

0007140037 

8007140033 

80/06/12 

0A999 


8007140039 

8007140033 

80/06/12 

QA999 


8007140040 

8007140036 

80/07/04 

PR 


0007140041 

8007140035 

00/06/03 

70-0 


8007140042 

8007140033 

00/06/12 

QA999 



ACCESSION NUMJ3ER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORV 

B007140046 

8007140036 

00/07/04 

PR 


60 07 14 0040 

8007140033 

00/06/12 

04999 


0007140049 

0007140045 

00/07/03 

PR 


0007140051 

0007140036 

80/07/04 

PR 


8007140059 

0007140055 

00/06/25 

SECY 


0007140062 

6007140050 

00/06/29 

SO-320 

U 

6007140063 

6007140057 

00/06/11 

QA999 


6007140064 

8007140050 

00/06/29 

70-143 


8007140066 

0007140060 

00/06/13 

50-320 

0 

□007140067 

0DO714OO5B 

00/06/29 

70-143 


0007140068 

6007140065 

00/06/26 

lOtFft 


0007140071 

6007140060 

00/06/13 

50-320 

0 

8007140073 

0007140058 

B0/O6/2S 

70-143 


8007140079 

6007140057 

60/06/11 

0A999 


8007140079 

6007140074 

60/06/10 

lOCFR 


□007140082 

0007140097 

60/06/11 

□A999 


□007140086 

0007140070 

60/06/24 

70-143 


0007140087 

0007140057 

60/06/11 

OAR 9 9 


0007140060 

6007140057 

80/06/11 

QA999 


0007140090 

B0071 40097 

60/03/06 

50-397 

11 

0007140102 

0007140097 

60/05/05 

50-397 

0 

0007140100 

0007140106 

60/06/19 

50-437 

H 

8007140110 

0007140115 

60/06/09 

50-277 

H 

8007140122 

0007140121 

79/07/02 

BECY 


8007140125) 

6007140123 

00/06/20 

50-289 

P 

8007140130 

6007140121 

79/07/02 

SECY 


8007140135 

6007140121 

79/07/02 

SECY 


8007140139 

6007140121 

79/07/02 

SECY 


8007140159 

0007140193 

80/06/10 

50-259 

0 

8007140161 

0007140193 

80/06/10 

50-259 

0 

0007140174 

0007140169 

00/05/20 

50-200 

a 

8007140179 

0007140170 

80/07/00 

50-307 

B 

8007140190 

8007140182 

80/06/12 

50-247 

P 

8007140172 

0007 140106 

80/06/25 

50-202 

0 

0007140203 

0007140200 

80/06/30 

CONTRACT 


8007140217 

□007140207 

80/07/03 

50-528 

s 

8007140220 

0007140212 

80/06/26 

FQIA 


B00714022S 

0007140209 

80/07/07 

50-339 

s 

0007140227 

8007140221 

00/06/26 

50-409 

H 

8007140231 

8007140230 

00/06/27 

90-10 

H 

8007140299 

8007 140249 

80/07/00 

50-280 

S 

8007140265 

8007140296 

80/06/11 

50-346 

M 

0007140274 

8007140266 

80/06/30 

TPCRTLIC 


8007140280 

0007140203 

00/06/27 

XPDRTLIC 


8007 140 291 

8007140277 

80/06/26 

FOIA 


0007140297 

8007140277 

80/06/26 

FQIA 


0007140302 

8007140277 

00/06/26 

FOIA 


800714O31S 

8007140312 

80/07/01 

50-344 

R 

0007140322 

8007140310 

00/07/00 

50-346 

R 

8007140320 

0007 1 40320 

00/07/11 

30-454 

K 

8007140331 

8007140327 

60/07/07 

50-295 

R 

8007140341 

0007140339 

60/07/ 03 

50-928 

6 

0007140342 

B007 140330 

60/07/09 

SO-29 

P 

8007140353 

000/ 140349 

60/07/03 

50-5 la 

0 

8007140372 

8007140364 

60/06/30 

90-339 

S 

0007140373 

8007140367 

60/06/16 

TOPREP 


8007 14 0374 

8007140368 

60/07/07 

50-333 

0 

8007140377 

0007140369 

60/07/ 1 1 

90-350 

K 

8007140378 

0007140370 

60/07/09 

90-452 

0 

8007140379 

0007140367 

80/06/16 

TOPREP 


8007140380 

8007140371 

60/07/07 

40-299 


8007140389 

8007140302 

60/06/29 

50-335 

8 

8007140394 

0007140303 

60/07/07 

50-333 

S 

B007 140390 

8007140392 

BO/07/0B 

50-3 

P 

0007140399 

8007140395 

60/07/00 

90-324 

8 

0007 1 40400 

8007140393 

80/07/11 

50-330 

P 

8007140405 

8007 140396 

80/07/07 

50-360 

8 

0007140400 

B007140402 

00/07/10 

PR 


800714041 1 

8007140406 

BO/07/1 1 

50-339 

P 

8007140416 

8007140407 

60/06/16 

TOPREP 


8007140417 

0007140402 

00/07/10 

PR 


0007140420 

B007140407 

60/06/16 

TOPREP 


8007140427 

8007140422 

60/07/03 

50-390 

a 

8007140428 

8007140424 

60/07/09 

50-155 

a 

0007140439 

8007140432 

60/07/07 

PR 


8007140441 

0007140436 

60/05/20 

50-382 

Q 

8007140442 

8007140434 

80/07/03 

90-33 1 

P 

8007 140447 

0007140436 

60/05/20 

50-302 

Q 

0007140449 

0007140432 

60/07/07 

PR 


0007140450 

6007140434 

60/07/03 

50-331 

P 
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800714043A 

8007140443 

BO 707/07 

30-328 

s 

8007150107 

8007150007 

80/06/24 

90-261 

0 

B007 1 4047 1 

8007140464 

BO 706/ 17 

30-346 

0 

0007150108 

0007130102 

00/06/30 

50-358 

Q 

B007I40473 

8007140461 

BO7O4/20 

30-269 


B007150I1B 

0007150113 

80/06/06 

50-454 

0 

8007140401 

8007140470 

80/06/25 

50-341 

0 

B007150I20 

0007150106 

80/07/02 

90-344 

0 

8007140406 

8007140480 

80/06/24 

30-298 

p 

8007 150124 

8007150106 

80/07/02 

50-344 

a 

B0071404BB 

8007140461 

80/04/28 

50-269 

0 

8007150126 

6007160106 

00/07/02 

50-344 

Q 

8007140492 

8007140480 

80/06/24 

50-298 

p 

8007150130 

0007150106 

80/07/02 

50-344 

0 

0007 1404 93 

8007140483 

80/05/27 

30-155 

G 

8007150135 

0007150128 

80/06/19 

70-364 


8007140494 

8007140487 

80/05/30 

50-263 

a 

B0D7 150136 

0007150129 

80/06/06 

50-298 

0 

0007140302 

8007 1 40497 

80/06/ 19 

30-445 

0 

B0071S0141 

8007150138 

80/06/19 

70-364 


8007140504 

8007140491 

80/07/10 

FOIA 


8007160140 

0007180128 

80/06/19 

70-364 


00 07 140 503 

0007140500 

80/06/26 

30-254 

p 

8007150150 

0007160128 

00/06/19 

70-364 


B007I403P7 

8007140500 

80/06/26 

50-254 

P 

8007160166 

8007150120 

00/06/19 

70-364 


8007140314 

0007 140500 

80/06/26 

50-254 

p 

8007150163 

0007190128 

80/06/19 

70-364 


8007140521 

B007140S12 

80/07/03 

CONTRACT 


BO071 80171 

8007180165 

80/06/04 

SQ-2B5 

0 

B007l403Zfc 

8007140523 

80/03/19 

30-483 

0 

8007190318 

8007190314 

00/04/10 

70-2651 


8007140527 

B007140513 

00/05/16 

70-143 


8007160325 

8007190314 

80/04/10 

70-2651 


8007140340 

8007140531 

80/06/06 

ACR5 


80071 60332 

8007150314 

80/04/10 

70-2691 


0007140541 

8007140523 

80/03/19 

50-403 

Q 

8007 150452 

0007150447 

00/06/05 

90-966 

0 

B00714054& 

0007140539 

00/06/20 

SECY 


8007160466 

8007190496 

00/07/07 

90-327 

0 

8007140533 

8007140542 

80/06/33 

90-297 

0 

8007150468 

ROO? 150462 

00/06/20 

50-280 

0 

80071 4O5S0 

8007140548 

BO/OS/27 

90-346 

0 

8007180471 

8007160462 

80/06/20 

50-200 

a 

8007 140360 

B0071405 52 

80/06/18 

SECY 


8007150488 

8007150470 

00/07/08 

90-327 

e 

8007140373 

8007140372 

80/07/01 

REG 00 


8007150494 

0007190409 

80/06/26 

50-313 

p 

8007 140607 

0007140600 

80/06/13 

40-0902 


8007150501 

8007150491 

80/07/10 

50-327 

3 

8007 1 4060B 

8007140604 

80/05/21 

27-4B 


8007150502 

8007150499 

B0/07/0B 

50-320 

P 

8007140609 

8007140604 

B0/O3/21 

27-48 


0007150503 

8007180495 

80/06/25 

90-302 

0 

8007140614 

8007140605 

80/07/01 

50-325 

p 

0007180506 

8007150498 

80/06/35 

90-302 

0 

8007140618 

8007 1 40605 

80/07/01 

50-32S 

p 

8007160608 

80071 90496 

00/07/00 

90-321 

8 

8007140620 

8007140613 

80/06/20 

71-6294 


0007150810 

8007150498 

00/06/25 

50-302 

0 

8007140624 

8007140605 

80/07/01 

90-325 

p 

0007150511 

8007150495 

80/06/25 

90-302 

0 

8007140625 

8007 140616 

80/07/02 

SQ-320 

H 

8007160512 

B007J 50504 

80/07/07 

50-327 

8 

8007140628 

8007 1 40623 

80/06/13 

50-244 

P 

8007150614 

B007150513 

80/07/09 

50-320 

8 

8007140629 

8007140616 

80/07/02 

90-330 

H 

0007150817 

0007150516 

00/07/07 

90-272 

8 

8007140631 

8007140627 

80/05/21 

40-8702 


0007190519 

8007150815 

80/07/09 

90-320 

8 

8007140632 

8007140623 

80/06/13 

50-244 

P 

00071 50520 

0007150518 

80/07/09 

70-143 


8007140633 

B0071 40626 

80/06/05 

CONTRACT 


8007150522 

0007150521 

80/07/09 

50-327 

P 

8007140636 

8007140623 

80/06/13 

50-244 

P 

0007150536 

0007150532 

00/07/07 

50-335 

8 

□007140637 

8007140630 

80/06/19 

TOPREP 


8007150537 

0007150529 

80/07/08 

90-373 

A 

8007140643 

8007140639 

80/06/19 

TOPREP 


8007150538 

0007180930 

80/07/11 

50-313 

8 

8007140648 

B007140644 

80/05/21 

70-135 


80071 50544 

8007150939 

80/07/03 

50-321 

B 

800714064? 

8007140646 

80/07/02 

71-6387 


8007150547 

8007190942 

00/07/09 

90-319 

R 

8007140694 

8007140646 

80/07/02 

71-6387 


0007150556 

8007190527 

80/07/11 

90-312 

0 

8007140656 

8007140643 

80/07/09 

FOIA 


8007150661 

0007190559 

80/07/09 

50-316 

R 

8007 140637 

8007140653 

80/05/2 1 

40-2940 


80071 50362 

00071 50559 

80/07/10 

50-106 

M 

80071 406 5B 

8007140646 

80/07/Da 

71-6387 


0007150566 

8007190560 

80/07/10 

50-346 

a 

80D714066S 

8007140646 

80/07/02 

71-6387 


0007150573 

8007190568 

80/07/07 

90-133 

R 

8007140663 

8007140653 

BO/OS/21 

40-2940 


0007150574 

0007150570 

80/07/10 

90-29? 

8 

8007140666 

8007140646 

80/07/02 

71-6307 


00071 5087B 

B0071 5057 1 

80/07/11 

90-327 

P 

8007140660 

8007 140646 

80/07/02 

71-6387 


8007150682 

8007190571 

80/07/11 

90-327 

P 

8007140670 

8007140633 

B0/05/2J 

40-2940 


B0O71SOSB3 

0007150575 

80/07/11 

90-269 

P 

8007140673 

8007 140646 

B0/O770S 

71-6387 


0007150885 

8007190580 

80/07/09 

90-327 

8 

8007140678 

8007140646 

BO/07/02 

71-6387 


0007150587 

80071 90879 

80/07/09 

90-206 

P 

8 007 14 0682 

0007140673 

80/07/02 

70-1193 


00071 S0S9O 

8007150504 

80/07/09 

90-244 

R 

0007140607 

8007140646 

80/07/02 

71-6387 


0007150592 

00071 50508 

80/07/07 

90-312 

R 

8007140690 

8007140646 

80/07/02 

71-6307 


8007150597 

0007190586 

80/07/00 

50-319 

8 

8007140702 

8007140698 

80/07/01 

71-346 


00071 50603 

0007150595 

00/07/10 

90-313 

a 

8007140709 

8007140706 

80/07/01 

71-5 


0007150604 

00071 90596 

80/07/10 

50-272 

R 

8007130006 

8007190002 

80/06/30 

50-483 

0 

80071 50605 

8007150599 

80/07/08 

90-206 

R 

80071 30009 

8007130007 

80/06/30 

50-498 

0 

8007150614 

8007150611 

80/07/09 

90-263 

R 

80071 SDOlO 

0007130002 

80/06/30 

50-483 

0 

0007150618 

8007190610 

80/07/10 

90-266 

R 

8007130019 

8007130013 

80/06/23 

50-269 

0 

8007150620 

8007190619 

80/07/00 

90-326 

R 

8007150021 

8007150013 

00/06/23 

50-269 

0 

6007190623 

0007190586 

00/07/08 

90-319 

8 

8007 130023 

8007130017 

80/06/04 

50-183 

0 

0007150625 

0007190619 

80/07/01 

90-254 

R 

8007150031 

BOOT 150027 

80/06/ 17 

70-1113 


80071 50628 

8007190621 

80/07/08 

90-272 

8 



7 

70-1113 


80071 50633 

8007190629 

80/07/10 

90-261 

R 




S0-1S4 

p 

6007150636 

00071 90627 

80/07/03 

90-335 

8 




184 

p 

0007150642 

0007190639 

80/07/03 

90-366 

8 




113 


0007150650 

0007190641 

80/07/07 

90-313 

S 




■LJC 


0007150651 

8007190644 

80/06/16 

40-8902 






p 

8007150652 

00071 90646 

80/06/16 

TOPREP 







8007150656 

0007100646 

80/06/16 

TOPREP 







8007150657 

8007 1 90644 

80/06/16 

40-0902 







0007150660 

8007190647 

80/07/09 

50-368 

8 






8007130663 

0007100659 

80/07/11 

50-966 

0 






0007150665 

8007 100654 

80/07/11 

50-329 

8 






8007150667 

8007190644 

80/06/16 

40-8902 







8007150668 

8007150662 

80/07/11 

90-348 

R 






8007150674 

8007 1 00666 

80/07/08 

90-321 

a 






8007150679 

0007190672 

80/07/00 

50-272 

8 
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0007150683 

0007 1 506 /□ 

00/07/07 

50-366 

0 

8007160651 

8007 1 60626 

00/07/00 

50-461 

S 

0007150693 

8007150603 

80/07/09 

50-368 

8 

BD07160654 

8007160647 

80/07/09 

50-334 

a 

8007150695 

0OO71SO6B4 

80/07/08 

50-316 

8 

D0071606S6 

0007160650 

80/07/0/ 

30-430 

C} 

0007150701 

8007150606 

80/07/07 

50-330 

S 

8007160658 

8007160652 

80/07/09 

90-528 

t5 

8007150703 

0007150696 

00/07/10 

50-313 

s 

8007160662 

0007160653 

00/07/07 

50-295 

9 

0007150704 

0007150699 

80/07/00 

50-293 

R 

8007160663 

B00716065'7 

00/07/07 

50-J69 

9 

0007150712 

00071 S0705 

00/07/00 

50-219 

R 

8007160665 

8007160626 

Bo/ov/oa 

50-461 

S 

0007150713 

8007 1 5070B 

00/07/09 

50-302 

R 

8007160672 

0007 1 60668 

00/06/2/ 

30-304 

S 

0007150715 

8007 1 30707 

00/07/10 

30-333 

S 

6007160679 

8007 1 60626 

e0/07/0B 

30-461 

s 

0007 1 50777 

8007150767 

00/07/10 

50-338 

S 

8007160680 

0007160676 

60/07/ 09 

30-245 

H 

8007150770 

0007150770 

80/06/12 

QRO 


8007160681 

0007160677 

80/07/06 

30-409 

It 

8007130006 

0007150803 

80/07/09 

50-255 

0 

6007160694 

0007160687 

00/07/00 

50-341 

A 

8007150014 

8007150009 

80/05/09 

70-364 


8007160698 

8007160692 

00/07/00 

50-274 

F 

80071 5001 S 

00071 SOBOB 

80/07/07 

50-339 

S 

8007160703 

600716068/ 

80/07/01! 

50-341 

A 

8007150017 

8007130010 

□0/07/07 

50-339 

S 

8007160709 

60071 606 87 

80/07/00 

50-341 

A 

0007150086 

8007130820 

00/07/09 

50-344 

S 

8007160710 

6007160700 

80/06/27 

40-7902 


0007160109 

0007160096 

80/06/17 

0A999 


8007160721 

0007160700 

80/06/27 

40-798 a 


0007 16011 5 

0007160096 

00/06/17 

0A999 


0007160727 

6007160718 

80/06/27 

70-11 1 J 


8007160181 

0007160096 

80/06/17 

QA999 


0007160734 

6007160725 

80/06/ 04 

50-440 

Q 

8007160186 

0007160096 

00/06/17 

04999 


0007160741 

8007160725 

80/06/04 

•10-44 0 

a 

Q0071601A6 

8007160133 

00/03/01 

04999 


8007160742 

8007160732 

00/06/05 

30-ri 38 

0 

8007160157 

0007160150 

00/03/14 

QA999 


80071 60755 

0007160743 

80/06/16 

TOPRFP 


8007160171 

0007160161 

80/03/19 

04999 


8007160756 

8007160751 

80/06/11 

30-461 

Q 

8007160100 

0007160177 

80/06/17 

04999 


8007160761 

000716074S 

00/07/01 

30-338 

Q 

0007160193 

0007160177 

00/06/17 

04999 


8007160764 

0007160791 

80/06/ 1 1 

30-461 

Q 

0007160202 

8007160177 

00/06/17 

04999 


8007160765 

8007160743 

80/06/16 

TOPREP 


0007160207 

8007160177 

00/06/17 

04999 


8007160772 

8007160767 

no/o;/o/ 

71 -39a 


0007160287 

8007160208 

80/07/02 

contract 


8007160810 

8007)60797 

80/06/30 

30-333 

0 

0007160317 

0007160310 

80/07/01 

71-391 


8007160814 

0007160805 

00/06/ 19 

REQOD 


8007160335 

8007160322 

00/07/01 

71-309 


8007160917 

0007160797 

80/06/30 

90-339 

0 

8007160347 

8007160343 

80/ 07/01 

71-393 


8007160826 

8007160797 

80/06/30 

50-335 

<1 

0007160372 

8007160363 

80/06/27 

50-344 

P 

8007160030 

8007160797 

80/06/30 

30-339 

0 

0007160376 

8007160363 

80/06/27 

50-344 

P 

8007160843 

8007)60836 

80/06/27 

70-143 


0007160379 

8007160363 

80/06/27 

50-344 

P 

80071 6085 1 

B0071 60846 

80/06/04 

COHHISSICIM 

0007160387 

8007 160381 

00/07/07 

71-4808 


8007160858 

B007160B54 

00/06/04 

COMMISSION 

0007160395 

Q0071 60372 

80/07/07 

30-273 

A 

8007160862 

8007)60060 

00/07/01 

50-416 

0 

8007160397 

8007160393 

80/06/18 

04999 


8007160866 

8007160860 

BO/07/01 

50-4 1 6 

Q 

8007160399 

8007160394 

80/07/01 

XPORTLIC 


8007160867 

8007160863 

80/06/29 

90-323 

0 

8007160404 

8007160393 

00/06/18 

04999 


8007160869 

6007)60860 

80/07/01 

50-416 

0 

0007160408 

0007 1 60393 

80/06/18 

04999 


8007160070 

8007 160860 

00/07/01 

50-416 

0 

8007160411 

8007160393 

80/06/10 

04999 


8007160872 

80 07 160 060 

80/07/01 

90-416 

0 

0007160412 

0007160409 

80/07/07 

71-4986 


8007170031 

00 07 170049 

80/07/02 

50-206 

M 

8007160425 

8007160421 

80/06/02 

00-29 

P 

8007170057 

8007170049 

80/07/02 

30-206 

H 

8007160487 

8007160421 

80/06/02 

00-29 

P 

8007170071 

8007170066 

60/06/16 

50-317 

P 

0007160434 

8007160429 

80/06/12 

30-269 

P 

8007170088 

8007170084 

00/06/12 

50-133 

0 

0007160445 

8007160439 

00/06/12 

30-269 

P 

8007170097 

0007170093 

80/07/07 

71-5141 


0007160453 

8007160429 

00/06/12 

30-269 

P 

8007170098 

6007170094 

00/05/29 

90-373 

0 

0007160463 

8007160439 

80/06/ 19 

30-10 

P 

8007170103 

0007)70094 

00/05/29 

30-373 

0 

0007160474 

8007160464 

80/07/07 

50-303 

s 

8007170118 

8007170113 

80/07/09 

/ 1-9862 


8007160470 

800/160471 

80/07/11 

30-327 

p 

8007170129 

8007170122 

00/07/06 

CONTRACT 


8007160479 

8007160469 

00/06/10 

50-346 

0 

8007170145 

0007170135 

80/07/10 

CONTRACT 


8007160404 

8007160471 

00/07/11 

50-327 

p 

8007170161 

0007170157 

00/07/08 

CONTRACT 


8007160496 

0007160490 

80/06/19 

CONTRACT 


8007170171 

8007 J 701 69 

80/07/00 

30-466 

Q 

0007160490 

8007160490 

80/06/19 

CONTRACT 


8007170172 

8007170167 

00/06/09 

CONTRACT 


0007160502 

8007160483 

00/07/11 

30-305 

B 

8007170183 

0007170175 

00/07/14 

30-139 

P 

0007160304 

8007160490 

80/06/19 

CONTRACT 


8007170189 

8007170175 

80/07/14 

SO -339 

P 

0007160310 

0007160403 

80/07/11 

30-305 

8 

8007170194 

0007170106 

00/06/30 

30-306 

Q 

8007160313 

0007160490 

80/06/19 

CONTRACT 


8007170216 

8007170212 

80/06/30 

CONTRACT 


8007160318 

8007160514 

80/07/11 

30-413 

8 

8007170220 

8007170215 

80/0// 15 

70-1306 


8007160321 

8007160320 

00/07/10 

50-275 

A 

8007170221 

8007170219 

00/06/02 

30-32/ 

Q 

8007160523 

8007160319 

80/07/11 

30-327 

S 

8007170222 

8007 170217 

60/06/26 

COMTHACT 


8007160523 

0007160322 

00/06/30 

30-320 

8 

8007170224 

8007170219 

00/06/02 

50-327 

<1 

8007160526 

8007160524 

00/07/11 

80-289 

S 

8007170251 

8007170244 

00/07/01 

sri Y 


8007160548 

8007160544 

00/07/09 

30-303 

R 

8007170257 

8007 1 70249 

00/06/03 

50-36/ 

U 

8007160531 

8007160546 

00/07/00 

30-330 

B 

0007170238 

8007170244 

60/07/01 

BLCV 


8007160556 

8007160532 

80/07/ 10 

30-259 

R 

8007170262 

8007170255 

00/06/26 

XPORTLIC 


8007160562 

8007160530 

00/07/11 

50-282 

R 

8007170266 

0007170264 

80/O6/OP 

50-219 

Cl 

8007160564 

8007160335 

00/07/09 

30-334 

P 

0007170270 

8007170265 

80/03/20 

H0-S2B 

0 

8007160565 

8007160360 

BO/07/OB 

50-466 

0 

8007170271 

8007170264 

80/06/02 

50-219 

() 

8007160566 

8007160559 

80/07/03 

50-454 

K 

8007170274 

8007170268 

80/03/30 

90-354 

0 

8007160569 

8007160559 

80/07/03 

50-454 

K 

8007170276 

8007170264 

80/06/02 

50-219 

a 

8007160574 

8007160339 

80/07/03 

50-454 

K 

8007170277 

8007170254 

00/07/03 


8007160578 

0007160571 

80/06/18 

50-320 

9 

8007170289 

8007 1 7028 1 

80/07/ 1 1 

90-'1l3 

i 

80071 60 A09 

8007160604 

80/07/11 

80-498 

6 

8007170286 

0007170264 

80/06/03 

90-219 

Q 

8007160617 

0007160610 

80/06/ li 

30-416 

A 

8007170200 

8007170283 

80/05/30 

■10 -.12 2 

0 

8007160623 

8007160618 

ao/07/u 

S0-2B9 

8 

8007170292 

0007170264 

80/06/02 

FOIA 


8007160633 

8007160628 

80/07/07 

50-311 

P 

8007170294 

8007170290 

80/07/11 

50-416 


8007160638 

8007160626 

aO/07/OB 

50-461 

8 

8007170296 

8007170282 

00/07/0 < 

lOrrR 


8007160640 

8007160641 

80/07/03 

50-293 

9 

8007 170 297 

6007170291 

00/06/10 

40-6602 


8007160649 

8007160634 

80/07/09 

30-329 

H 

8007170298 

6007170264 

00/06/03 

PDIA 



I 



CROSS REFERENCE OF ENCLOSURES TO 
PRINCIPAL DOCUMENTS 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

BATE 

ISSUED 

SUBJECT 

CATESORV 

0007170302 

0007170291 

00/06/10 

40-0602 


S00717D304 

0007170264 

□0/06/02 

FDIA 


0007170305 

0007 1 70300 

00/06/16 

70-925 


0007170306 

0007170264 

□0/06/02 

FDIA 


0007170308 

0007170291 

00/06/10 

40-8602 


8007170310 

8007170300 

00/06/16 

70-925 


0007170314 

0007170264 

00/06/02 

FOIA 


0007170317 

8007170313 

80/07/02 

50-482 

A 

0007170310 

0007170264 

80/06/02 

FOIA 


0007170323 

B0071V0264 

80/06/02 

70-1869 


8007170324 

0007170264 

80/06/02 

70-1859 


8007170326 

0007170264 

00/06/02 

FDIA 


8007170328 

0007170264 

00/06/02 

FDIA 


0007170329 

0007170327 

00/06/ n 

40-0601 


0007170330 

0007170323 

00/06/ 1 9 

50-10 

0 

8007170331 

8007170327 

00/06/11 

40-8601 


0007170332 

0007170327 

80/06/11 

40-8601 


8007170333 

0007170323 

00/06/19 

50-10 

0 

0007170335 

0007170327 

00/06/11 

40-8601 


0007170336 

0007170323 

00/06/19 

50-10 

0 

8007170337 

0007170264 

00/06/02 

70-1 B69 


0007170340 

0007170330 

00/07/00 

50-320 

P 

BOO 7 170341 

0007170264 

00/06/02 

70-1869 


0007170344 

0007170342 

00/07/ 10 

50-566 

S 

0007170345 

0007170264 

00/06/02 

70-1869 


0007170347 

0007170339 

00/07/03 

50-322 

A 

0007170349 

0007170264 

00/06/02 

70-1069 


0007170350 

0007170340 

00/07/1 5 

50-203 

V 

0007170351 

0007170339 

80/07/03 

50-322 

A 

00071 7035 3 

0007170352 

80/07 /H 

50-317 

P 

8007170355 

0007170354 

00/07/15 

50-155 

0 

8007170358 

8007170356 

00/07/10 

50-366 

8 

0007 170359 

0007170357 

80/07/07 

50-320 

0 

0007 17036 1 

0007170360 

00/07/1 1 

50-223 

R 

0007170365 

0007170363 

00/06/30 

50-3 

R 

0007 170367 

0007170366 

00/06/26 

50-400 

K 

0007170371 

0007170369 

00/07/15 

50-556 

0 

0007170379 

0007170376 

00/07/09 

50-205 

R 

0007170307 

8007170302 

00/07/00 

50-321 

E 

0007170391 

0007170309 

80/07/14 

50-280 

R 

0007170394 

8007170393 

00/07/16 

SO-220 

P 

0007170397 

8007170393 

80/07/16 

50-220 

P 

8007170399 

0007170264 

00/06/02 

FDIA 


0007170400 

8007170396 

80/07/10 

50-416 

S 

0007170402 

0007170264 

80/06/02 

FOIA 


0007170403 

0007170393 

00/07/16 

30-220 

P 

0007170407 

0007170264 

00/06/ 02 

70-1069 


0007 1 70408 

B007170392 

00/07/00 

50-321 

5 

0007170410 

0007170405 

00/07/00 

50-366 

5 

0007170411 

0007170264 

00/06/02 

FOIA 


0007170416 

8007170264 

00/06/02 

FDIA 


0007170418 

0007170415 

00/06/20 

CCHH1S3IDN 

8007170419 

0007170414 

00/07/10 

50-32! 

S 

8007170421 

0007170417 

00/07/07 

TOPREP 


0007170427 

8007170423 

00/06/ 1 B 

30-316 

P 

0007170429 

0007170420 

00/06/06 

SO-324 

0 

0007170431 

0007170423 

00/06/10 

50-316 

p 

0007170432 

0007170264 

00/06/02 

FDIA 


B007170434 

0007170423 

00/06/10 

50-316 

p 

0007170436 

8007170433 

00/06/13 

40-874 3 


0007170430 

0007170264 

00/06/02 

FOIA 


0007170440 

0007170433 

00/06/13 

40-074 3 


3007170443 

0007170439 

00/07/03 

50-339 

p 

0007170445 

0007170439 

00/07/03 

50-337 

p 

8007 170446 

0007170442 

BO/07/09 

30-320 

p 

0007170440 

0007170437 

00/07/JO 

50-311 

0 

0007170449 

8007170439 

00/07/03 

50-339 

p 

0007170450 

0007170441 

00/07/11 

50-346 

0 

0007170452 

0007170442 

80/07/09 

50-320 

p 

8007170455 

0007170442 

00/07/09 

50-320 

p 

0007 17 04 50 

0007170442 

00/07/09 

50-320 

p 

0007170461 

8007170457 

80/07/02 

90-J46 

p 

0007 170463 

8007170451 

80/07/00 

50-321 

s 

B007170464 

B0D7 170442 

00/07/09 

30-320 

p 

0007170466 

0007170442 

00/07/09 

50-320 

p 

0007170460 

0007170453 

00/07/09 

30-366 

s 

0007170469 

0007170457 

00/07/02 

30-346 

f* 

0007170473 

0007170442 

00/07/09 

50-320 

p 

0007 170 477 

8007170457 

80/07/02 

50-346 

p 

0007170470 

0007170442 

80/07/09 

30-320 

p 


ACCESSION NUMDER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

8007170402 

8007170442 

00/07/09 

50-320 

P 

0007170483 

8007170472 

00/06/30 

50-344 

P 

8007170408 

8007170442 

00/07/09 

50-320 

P 

8007 170490 

8007170442 

00/07/09 

50-320 

P 

8007170493 

B007170470 

80/07/09 

50-528 

8 

8007170497 

8007170401 

00/07/08 

50-321 

8 

8007170499 

8007170442 

00/07/09 

50-320 

P 

8007170502 

0007170442 

00/07/09 

50-320 

P 

8007170503 

8007170496 

00/07/01 

50-327 

P 

8007170505 

8007170442 

00/07/09 

50-320 

P 

8007170508 

0007170496 

80/07/01 

50-327 

P 

8007170511 

8007170442 

00/07/09 

50-320 

P 

8007170317 

8007170496 

00/07/01 

50-327 

P 

8007170321 

8007170442 

00/07/09 

50-320 

P 

8007170525 

0007170513 

00/07/ U 

50-390 

8 

0007170533 

8007170442 

00/07/09 

50-320 

P 

0007170334 

8007170523 

80/07/01 

SECY 


8007170535 

0007170442 

80/07/09 

30-320 

P 

B007170S39 

8007170530 

80/05/20 

50-361 

Q 

0007170542 

0007170530 

80/07/02 

50-520 

0 

8007170550 

0007170545 

00/06/10 

30-315 

Q 

8007170356 

800717054S 

00/06/10 

50-313 

0 

8007170S65 

8007170561 

80/07/01 

50-206 

0 

8007170566 

8007170560 

80/07/14 

50-260 

P 

80071 70367 

8007170559 

80/06/19 

50-553 

Q 

8007170360 

0007170562 

00/07/01 

50-344 

R 

0007170369 

8007170561 

00/07/01 

50-206 

Q 

0007170573 

8007170561 

00/07/01 

50-206 

a 

0007170374 

8007170560 

00/07/14 

50-260 

p 

0007170379 

8007170561 

00/07/01 

50-206 

Q 

0007170304 

B007 170559 

00/06/19 

50-553 

Q 

0007170305 

0007170577 

00/07/11 

50-460 

8 

8007170596 

0007170509 

00/06/12 

50-443 

8 

0007170599 

0007170593 

00/05/22 

50-363 

0 

0007170604 

0007170597 

00/07/03 

lOCFR 


8007170611 

0007170606 

00/05/21 

50-206 

0 

B007170612 

0007170607 

00/07/14 

50-395 

A 

B0O7 170630 

0007170622 

00/05/20 

70-135 


0007170635 

0007170625 

00/06/30 

50-329 

Q 

8007170639 

0007170620 

80/06/26 

30-400 

A 

8007170645 

8007170637 

00/05/20 

50-387 

Q 

8007170656 

8007170647 

00/07/03 

30-270 

P 

8007170663 

0007170652 

00/06/26 

50-400 

C 

B00717066S 

8007170654 

00/06/17 

50-334 

0 

0007170660 

0007170660 

00/07/03 

HASTE HOT 

0007170670 

0007170654 

00/06/17 

30-354 

0 

B007I7067B 

0007170652 

00/06/26 

50-400 

C 

0007170601 

0007170673 

0O/O7/OJ 

N18C 


0007170602 

0007170654 

00/06/17 

50-354 

Q 

0007170606 

0007170652 

00/06/26 

50-400 

C 

0007170692 

8007170688 

00/06/20 

50-219 

0 

0007100007 

0007180004 

00/05/30 

50-320 

p 

B0071B0010 

0007180003 

00/07/01 

50-10 

0 

8007100011 

0007100005 

00/06/05 

50-327 

Q 

B0071 00012 

0007100004 

00/05/30 

50-320 

P 

8007100010 

8007100014 

00/05/23 

50-206 

0 

8007100022 

0007100017 

00/06/04 

StatB Prog 

800710002S 

0007180023 

80/05/23 

50-500 

0 

0007180034 

8007180029 

00/06/12 

CDHMIBSJDN 

0007180046 

0007100044 

00/06/27 

50-206 

p 

8007100047 

8007100042 

80/06/03 

50-322 

H 

0007100051 

8007100044 

00/06/27 

50-206 

P 

0007100053 

0007100044 

80/06/27 

50-206 

P 

0007100063 

00071B0060 

00/05/14 

50-219 

H 

0007100066 

0DO716OOSB 

80/06/27 

70-371 


0007100070 

0007180061 

80/07/01 

50-327 

P 

8007180071 

0007180050 

00/06/27 

70-371 


0007180082 

0DO710OOSB 

60/06/27 

70-371 


8007100101 

0007180077 

80/03/23 

30-293 

Q 

80071001 10 

0007180107 

80/07/02 

50-320 

H 

0007100122 

0007180112 

80/07/01 

30-205 

0 

80071 BO 123 

0007180119 

00/07/01 

50-277 

P 

8007100133 

0007180125 

80/07/07 

50-346 

P 

8007180134 

8007100113 

00/07/02 

50-366 

P 

8007180135 

8007180115 

00/07/02 

30-366 

P 

8007100130 

0007180115 

00/07/02 

50-366 

P 

8007100140 

8007100125 

00/07/07 

50-346 

P 

8007180149 

8007100125 

80/07/07 

50-346 

P 

8007 100160 

8007180154 

00/07/09 

30-289 

H 

8007100169 

0007100164 

00/03/08 

COHMiaaiON 



CROSS REFERENCE OF ENCLOSURES TO 
PRINCIPAL DOCUMENTS 


ACCESSION 

NUMBER 




ACCESSION 

NUMDER 





PRINCIPAL 

DATE 

SUDJECT 



PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

DOCUMENT 

ISSUED 

CATEGORY 

enclosure 

DOCUMENT 

ISSUFD 

CATEGORY 

0007180179 

0007100174 

80/07/03 

REGGD 


0007210148 

8007210137 

60/04/01 

30-450 

a 

0007180187 

0007180032 

00/06/19 

SO-IO 

0 

8007210160 

8007210154 

60/06/30 

CONTRACT 


8007 180 193 

BOD718OI06 

80/06/27 

CONTRACT 


8007210163 

0007210137 

80/09/29 

30-244 

a 

0007180199 

8007100109 

BO/07/02 

50-553 

0 

8007210170 

0007210169 

80/07/01 

ijO-4495 


0OO71&O2DB 

0007180 196 

80/06/07 

50-213 

r 

80072 101 7 S 

8007210167 

60/06/24 

70-33 


0007100312 

8007180032 

80/06/19 

SO-10 

0 

Q0072 10180 

6007210167 

60/06/24 

70-33 


0007100317 

8007100214 

80/07/03 

state Prog 

80072 10184 

8007210167 

□0/06/24 

70-33 


0007100280 

0007180109 

80/07/02 

50-553 

a 

0007210109 

6007210176 

00/06/23 

50-3S2 

A 

0007100221 

8007100216 

80/05/12 

COMMISSION 

8007210190 

6007210183 

00/06/09 

70-1 143 


0007100227 

0007180224 

80/06/06 

Ml SC 


8007210195 

6007210167 

00/06/24 

70-33 


0007100234 

0007180 109 

00/07/02 

50-553 

0 

8007210196 

8007210186 

□0/07/02 

50-263 

p 

0007100250 

0007180237 

80/06/26 

30-320 

H 

800721 0203 

6007210200 

80/06/27 

71-139 


0007180265 

0007100256 

00/06/24 

50-395 

Q 

8007210209 

0007210201 

00/06/03 

50-410 

a 

8007100275 

0007100256 

00/06/24 

50-395 

Q 

8007210214 

6007210206 

80/07/03 

50-332 

Q 

8007100376 

0007100260 

00/07/16 

50-466 

<9 

0007210815 

8007210197 

80/07/02 

30-277 

ti 

8007100306 

0007100300 

00/07/16 

50-263 

P 

0007210221 

BD072 10206 

80/07/03 

30-352 

Q 

8007100307 

0007100290 

00/07/11 

50-245 

s 

00072 1 0226 

800721019/ 

80/07/02 

90-277 

Q 

8007100314 

0007100301 

00/07/14 

50-296 

S 

0007210230 

6D07210206 

60/07/03 

90-332 

Q 

8007100316 

0007100300 

00/07/07 

70-143 


0007210232 

8007210197 

00/07/02 

90-277 

0 

8007100318 

0007100312 

00/07/17 

50-313 

5 

0007210233 

0007210229 

60/07/17 

TOPREP 


8007100323 

0007100317 

00/07/11 

&0-334 

0 

0007210235 

0007210197 

60/07703 

30-277 

Q 

8007100326 

0007100321 

00/07/10 

50-270 

-s 

80072 1 0240 

0007210206 

60/07703 

90-332 

Q 

8007100327 

0007100319 

00/07/11 

50-2Q\ 

8 

8007210245 

B007210B3B 

80/07710 

80-336 

P 

8007100336 

0007100333 

80/07/09 

50-10 

n 

0007210247 

BOO? 2 10241 

00/06704 

30-317 

8 

8007100344 

0007100340 

80/07/15 

50-275 

A 

00072 1 0255 

6007210231 

00/06709 

90-333 

0 

8007100395 

0007100390 

00/07/11 

50-213 

ft 

8007210250 

6007210233 

00/06726 

CONTRACT 


8007100400 

0007 100398 

80/07/00 

50-271 

n 

8007210264 

6007210237 

60/03727 

0A999 


0007 100402 

0007 1 00393 

80/07/07 

50-293 

p 

80072 1 0267 

6007210263 

80/01 701 

CONTRACT 


0007180413 

8007100400 

00/07/09 

50-245 

R 

8007210275 

6007210269 

80/03720 

0A999 


0007180415 

8007180409 

00/07/14 

50-219 

P 

80072 1 0282 

0007210276 

60/06727 

90-J54 

0 

0007180483 

0007180418 

00/07/11 

50-334 

R 

8007210292 

0007210203 

00/07714 

30-373 

Q 

0007180423 

8007180409 

00/07/14 

50-2 1 9 

P 

80072 1 0293 

6007210289 

80/06730 

70-667 


0007100487 

8007100036 

78/12/05 

COMMISSION 

80072 1 0294 

6007 2 102 06 

60/07700 

30-219 

0 

0007100431 

0007180036 

70/12/05 

COHMISBION 

00072 1 0295 

0007210289 

00/06730 

70-607 


0007100433 

8007100419 

00/07/10 

50-277 

R 

80072 1 0290 

6007210209 

00/06730 

70-607 


0007100446 

0007100443 

00/07/16 

50-277 

P 

0007210299 

6007210208 

60/07700 

90-219 

Q 

8007100448 

0007100441 

00/07/10 

50-344 

P 

0007210302 

0007210297 

80/07711 

30-3SQ 

a 

0007100451 

□007180445 

00/06/23 

50-219 

a 

0007210304 

0007210289 

00/06730 

70-607 


8007100453 

0007180441 

00/07/10 

50-344 

r 

0007210307 

0007210197 

eO/07702 

90-277 

a 

0007100454 

0007180441 

00/07/10 

50-344 

p 

0007210309 

0007210308 

00/06704 

30-334 

0 

8007100455 

0007180449 

80/06/19 

KPORTLIC 


8007210314 

000721031 1 

80/06712 

50-230 

P 

8007100461 

8007180457 

80/07/09 

50-289 

H 

0007210315 

6007210310 

eO/06724 

70-1297 


8007100464 

8007180458 

00/05/ 14 

50-339 

H 

8007210310 

D007210316 

80/06730 

XPflHTLlC 


8007100467 

8007180462 

00/06/11 

MISC 


0007210319 

6007210311 

80/06/12 

90-290 

p 

8007100470 

8007180460 

00/06/11 

71-9136 


6007210321 

6007210312 

BO/06726 

50-332 

a 

0007100470 

0007100474 

00/05/12 

80-320 

H 

6007210323 

B007S1031 1 

80/06/12 

50-250 

p 

0007100479 

8007100471 

80/06/ n 

TOPREP 


6007210324 

6007210320 

79/09/04 

70-137 


0007180403 

0007100475 

80/06/2/ 

71-249 


6007210325 

60D7210322 

80/06/03 

50-346 

0 

0007 180406 

0007100471 

00/06/11 

TOPREP 


6007210326 

6007210312 

60/06/26 

50-358 

a 

0007180407 

0007180404 

00/07/07 

50-321 

P 

0007210327 

8007210322 

80/06/03 

TJO -'146 

Q 

0007180496 

B00718047I 

00/06/11 

TOPREP 


6007210330 

8007210312 

60/06/26 

90 -.152 

Q 

00071B0499 

B0071B0490 

00/04/09 

SO-445 

0 

600721 0331 

6007210317 

60/06/24 

CONTRACT 


8007100504 

0007180471 

00/06/11 

TOPREP 


6007210333 

6007210329 

60/07/02 

50-346 

p 

0007100513 

8007180508 

00/06/05 


Q 

6007210333 

0007210329 

60/07/02 

50-346 

p 

8007180519 

8007100500 

80/06/05 

50-456 

a 

8007210338 

6007210312 

60/06/26 

50-352 

a 

8007180524 

□007100521 

00/06/30 

CONTRACT 


6007210340 

6007210329 

60/07/02 

30-346 

p 

8007100530 

0007100510 

00/06/ 12 

50-344 

a 

8007210341 

8007210334 

60/06/27 

50-307 

Q 

8007100561 

80071B05S2 

00/06/12 

50-410 

u 

6007210343 

6007210200 

60/07/00 

30-219 

0 

0007100574 

8007180567 

00/06/17 

50-445 

Q 

8007210343 

6007210334 

60/06/27 

30-307 

Q 

B0071B0577 

0007180494 

□0/06/30 

COMMISSION 

6007210349 

6007210334 

60/06/27 

30-307 

0 

BOO71BOS0S 

0007100502 

80/07/10 

50-440 

Q 

6007210355 

0007210334 

60/06/27 

50-307 

0 

0007180591 

0OO71BO5B8 

00/07/00 

50-440 

Q 

6007210369 

0007210367 

79/08/29 

50-309 

R 

0007100596 

8007180595 

00/07/01 

30-J27 

P 

6007210371 

00072 1 0370 

80/07/14 

50-321 

s 

0007100590 

0007100595 

00/07/01 

30-327 

p 

6007210373 

0007210374 

80/07/1 1 

50-336 

B 

B0071B0599 

0007100595 

80/07/01 

50-327 

P 

6007210377 

00072 1 0376 

80/07/14 

90-206 

R 

800721 0040 

0007210033 

80/07/01 

50-322 

a 

60072 1O3B0 

0007210379 

80/07/14 

90-306 

6 

0007210047 

8007210046 

00/05/15 

30-320 

H 

6007210302 

0007210381 

80/07/19 

50-368 

R 

B007210076 

8007210009 

00/07/01 

SCCY 


8007210397 

6007210393 

00/07/11 

30-366 

e 

0007210077 

8007210062 

00/07/00 

70-1131 


6007210400 

0007210396 

60/07/14 

50-366 

B 

0007210003 

0007210062 

00/07/00 

70-1131 


0007210404 

6007210399 

60/07/19 

30-437 

A 

0007210003 

8007210009 

00/07/01 

SECY 


6007210405 

0007210399 

79/00/29 

90-29 

R 

0007210006 

0007210062 

80/07/00 

70-1151 


6007210413 

B0072 10406 

60/07/16 

90-313 

0 

8007210093 

0007210062 

80/07/00 

70-HSl 


6007210421 

6007210417 

00/07/1 1 

30-269 

G 

8007210107 

0007210099 

80/06/ U 

30-224 

Q 

6007210426 

8007210423 

BO/07/ 16 

50-270 

p 

8007210113 

0007210105 

00/06/30 

CONTRACT 


6007210430 

8007210423 

60/06/ 1 3 

OtN TEC 

IS 

8007210125 

0007210116 

80/06/10 

30-483 

Q 

6007210431 

6007210428 

60/07/09 

30- 109 

s 

8007210130 

0007210110 

80/07/01 

71-17 


8007210432 

0007210420 

60/07/13 

30-313 

n 

0007210131 

0007210121 

80/07/09 

50-320 

H 

8007210433 

8007210429 

60/07/19 

30-62 

r 

8007210135 

0007210122 

80/06/30 

CONTRACT 


0007210430 

6007210400 

60/07/08 

90-266 

p 

BDD7210136 

0007210128 

80/07/01 

50-341 

S 

B0072 10440 

6007210427 

79/00709 

90-253 

R 
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CROSS REFERENCE OF ENCLOSURES TO 
PRINCIPAL DOCUMENTS 


ACCESSION NUMDEFT ACCESSION NUMDER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEOORV 

ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

category 

B0072104A4 

8007210437 

BO/07/13 

30-232 

S 

0007220121 

0007220110 

00/07/10 

90-599 

G 

B00731049S 

0007210406 

60707/00 

30-266 

P 

8007220125 

0007220119 

00/07/09 

71-9971 


BOO 7210460 

□007210400 

00/07/06 

50-266 

P 

0007220139 

8007220131 

80/07/10 

71-5768 


B007210465 

0007210406 

80/07/Oa 

50-266 

P 

8007220142 

8007220136 

00/07/07 

QA999 


Q0072I0467 

0007210436 

79/06/31 

30-271 

R 

8007220145 

0007220136 

BO/07/07 

QA999 


6007210469 

0007210408 

BO/O7/0S 

50-266 

P 

8007220146 

0007220140 

00/07/03 

50-402 

G 

0007210470 

8007210459 

00/07/11 

30-26 9 

& 

8007220150 

00072201 36 

BO/07/07 

QA999 


6007210473 

8007210461 

□0/07/11 

90-327 

8 

8007220192 

0007220143 

BO/07/10 

71-6307 


B0O72104B5 

8007210478 

□0/07/ 15 

90-445 

A 

0007220154 

B007P20140 

00/07/03 

50-482 

G 

B0072104S6 

8007210476 

80/07/14 

30-413 

A 

8007220199 

8007220136 

00/07/07 

0A999 


6007210490 

8007210478 

BO/07/1 3 

50-449 

A 

8007230162 

8007220158 

00/06/25 

50-206 

P 

6007210492 

0007210404 

□0/07/14 

30-321 

3 

8007220169 

80072201 SB 

80/06/25 

50-206 

P 

8007210493 

8007210407 

90/07/14 

50-20 9 

0 

8007220179 

0007220174 

80/07/00 

50-293 

a 

6007210496 

8007210470 

□0/07/13 

90-443 

A 

8007220181 

0007220174 

80/07/00 

30-293 

0 

6007210300 

0007230478 

00/07/15 

90-44 9 

A 

8007220189 

0007220177 

BO/06/05 

50-313 

Q 

B007210SD3 

0007210407 

00/07/14 

90-289 

0 

8007220187 

0007220174 

00/07/00 

50-293 

0 

6007210304 

0007210470 

00/07/ 1 3 

30-44 5 

A 

800722018? 

0007220182 

eO/07/07 

0A999 


6007210307 

0007210494 

00/07/14 

50-272 

B 

8007220191 

0007220174 

ao/07/00 

50-293 

a 

3007210506 

0007210470 

60/07/ 15 

50-443 

A 

8007220196 

00072201 02 

00/07/07 

aA999 


8007210809 

B007210S0I 

00/06/24 

30-263 

Q 

□007220197 

□007220177 

00/06/09 

50-313 

Q 

0007810310 

0007210470 

□0/07/13 

30-449 

A 

8007220199 

0007220174 

BO/07/08 

50-293 

0 

6007210312 

0007210302 

80/07/ 1 1 

90-99 

R 

8007220202 

8007220102 

80/07/07 

0A999 


6007210314 

0007210470 

80/07/13 

90-449 

A 

8007220208 

0007220102 

BO/07/07 

0A999 


8007210517 

8007210478 

80/07/13 

90-449 

A 

8007220209 

B007220203 

00/07/00 

50-209 

0 

B007210SI9 

8007210478 

80/07/15 

30-445 

A 

8007220214 

B007220207 

00/07/19 

POIA 


B0072 10320 

6007210437 

80/07/01 

50-423 

S 

8007220217 

0007220203 

80/07/00 

50-209 

0 

8007210521 

0007210316 

80/06/24 

50-461 

0 

8007220220 

8007220211 

BO/06/23 

70-139 


9007210527 

0007210473 

00/07/15 

90-449 

A 

8007220224 

□007220216 

00/06/09 

M18C 


0007210539 

8007210536 

SO/05/29 

0A999 


8007220234 

8007220229 

00/06/20 

90-305 

p 

8007210341 

0007210537 

80/07/14 

90-316 

0 

8007220242 

8007220211 

00/06/23 

70-139 


B0072 10343 

0007210533 

80/07/12 

50-423 

Q 

8007220248 

0007220243 

00/07/16 

70-143 


□007210546 

0007210543 

60/07/08 

50-528 

0 

8007220291 

0007220243 

00/07/16 

70-143 


800721 054Q 
□007210553 
8007210356 

0007210542 

0007219542 

0007210543 

80/06/20 

00/06/20 

80/07/00 

40-B502 

40-0502 

90-528 

□ 

0007220268 

0007220273 

0007220289 

0007220263 

0007220263 

0007220276 

80/07/15 

00/07/19 

80/06/04 

40-299 

40-299 

90-317 

Q 

80072 lOSSB 
80072 10363 

800721 0350 
6007210543 

00/07/10 

00/07/06 

40-2674 

90-9213 

0 

8007220310 

8007220319 

6007220303 

8007220303 

00/07/07 

00/07/07 

40-0304 

40-0304 


8007210366 
B0072 10569 
8007210376 

6007210560 
0007210550 
000721 0543 

60/06/04 

00/07/10 

60/07/08 

40-BSB4 

40-2674 

30-920 

Q 

8007220317 

8007220334 

8007220337 

0007220314 

0007220329 

B007220330 

00/06/30 

80/07/00 

80/06/04 

40-1162 

TOPREP 

50-73 

Q 

3007210567 

□007210503 

80/07/09 

71-9990 


8007220346 

8007220342 

79/00/17 

90-299 

R 

8007210617 

0007210609 

00/07/11 

30-287 

0 

8007220393 

0007220349 

00/07/17 

90-70 

P 

3007210640 

8007210638 

80/07/01 

50-4 09 

P 

8007220394 

0007220352 

80/07/19 

TOPREP 


3007210645 

8007210643 

60/07/10 

50-301 

0 

8007220395 

0007220351 

00/07/19 

90-317 

R 

B007210647 

8007210643 

00/07/10 

90-301 

0 

8007220396 

0007220349 

flO/07/17 

90-70 

P 

8007210649 

8007210643 

00/07/ 10 

90-301 

0 

0007220397 

0007220332 

80/07/19 

TOPREP 


8007220011 

8007220023 

0007220009 

□007220018 

80/07/16 

60/07/02 

70-1300 

MISC 


8007220399 

8007220360 

□007220352 
80072203 9B 

BO/07/19 

80/07/14 

TOPREP 

90-327 

R 

8007220030 

□007220027 

BO/07/01 

50-566 

H 

8007220361 

0007220352 

80/07/19 

TOPREP 


8007220032 

8007220025 

BO/06/19 

WASTE MOT 


8007220362 

□007220349 

00/07/17 

90-70 

P 

8007220033 

0007220031 

BO/07/Oa 

90-289 

H 

8007220364 

8007220363 

00/07/ 19 

90-219 

n 

8007220036 

0007220025 

60/06/19 

HASTE MOT 


8007220366 

8007220349 

00/07/17 

50-70 

p 

8007220042 

0007220025 

00/06/19 

HASTE MOT 


0007220369 

8007220349 

00/07/ 17 

90-70 

p 

8007220049 

0007220025 

00/06/19 

HASTE MOT 


8007220371 

8007220367 

00/07/19 

90-331 

R 

6007220052 

0007220050 

00/05/09 

90-219 

0 

0007220372 

□007220349 

80/07/17 

90-70 

P 

0007220056 

8007220025 

60/06/19 

HASTE MOT 


8007220377 

8007220376 

80/07/14 

50-299 

P 

6007220060 

8007220050 

00/03/09 

90-219 

Q 

8007220378 

0007220375 

80/07/17 

90-346 

8 

6007220064 

8007220025 

□0/06/ 19 

HASTE HOT 


8007220382 

0007220361 

00/07/11 

30-272 

0 

6007220067 

8007220055 

80/07/10 

71-249 


0007220339 

8007220303 

00/07/17 

90-302 

P 

6007230069 

0007220059 

□0/06/ 27 

30-339 

0 

8007220391 

□007220387 

00/03/03 

90-304 

8 

B007220070 

8007220063 

80/06/17 

40-0720 


8007220392 

8007220390 

80/07/18 

90-395 

F 

B007220073 

8007220068 

00/06/20 

40-0771 


8007220396 

8007220394 

80/07/15 

90-331 

P 

8007220074 

8007220025 

□0/06/19 

VIA8TC MOT 


0007220407 

0007220403 

00/07/14 

90-244 

P 

8007220073 

8007220059 

00/06/27 

30-339 ( 

3 

8007220421 

800722041? 

00/07/10 

90-290 

a 

8007820077 

8007220068 

□0/06/20 

40-0771 


0007220427 

0007220424 

00/07/17 

90-269 

8 

8007220077 

0007220039 

80/06/27 

90-339 ( 

3 

8007220429 

0007220426 

00/07/11 

90-261 

V 

6007220081 

B00722002S 

00/06/19 

HASTE MOT 


6007220433 

0007220426 

80/07/11 

90-261 

V 

BOO 722008 3 

0007220066 

00/06/20 

40-8771 


6007220434 

8007220430 

80/07/19 

90-334 

8 

8007220087 

0007220023 

00/06/19 

HASTE MOT 


6007220433 

8007220426 

80/07/11 

30-261 

V 

8007220088 

8007220039 

80/06/27 

50-339 ( 

3 

8007220436 

0007220431 

80/07/19 

30-330 

R 

8007220097 

8007220089 

80/07/20 

71-9136 


8007220433 

8007220426 

80/07/11 

30-261 

V 

B007230100 

0007220093 

80/05/09 

90-315 Q 

6007220449 

0007220440 

80/07/16 

90-261 

8 

8007220101 

0007220023 

80/06/19 

WASTE MOT 


6007220440 

0007220441 

80/07/ 17 

90-387 

F 

6007220102 

8007220093 

80/06/17 

PR 


8007220453 

0007220449 

00/07/16 

90-295 

8 

0007220103 

0007220092 

80/07/15 

90-279 t 

! 

6007220459 

0007220455 

00/07/09 

50-249 

8 

8007220106 

8007220099 

80/07/10 

71-121 


8007220462 

0007220443 

79/02/15 

50-299 

R 

6007220111 

8007220023 

80/06/19 

WASTE MOT 


800722046 S 

B00722045B 

80/07/17 

90-346 

S 

8007220112 

8007220093 

80/09/05 

50-31 5 a 

8007220467 

0007220457 

80/07/14 

90-249 

P 

8007220114 

0007220107 

00/07/03 

XPORTLIC 


8007220470 

0007220464 

00/07/16 

50-324 

8 

0007220119 

0007220029 

60/06/19 

WASTE MOT 


8007220474 

0007220469 

80/07/14 

90-327 

S 
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SUBJECT 



PRINCIPAL 
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ENCLOSURE 

DOCUMENT 

ISSUED 

CATEODRV 

ENCLOSURE 
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r ATCGDRY 

0007380479 

0007220476 

00/07/15 

90-247 

R 

8007230452 

6007230445 

00/07/15 

90-259 

S 

0007220483 

0007220477 

00/07/11 

90-269 

P 

, 0007230462 

8007230490 

80/07/21 

90-322 

A 

0007220404 

0007880470 

80/07/16 

90-259 

S 

0007230474 

6007230470 

00/07/19 

50-259 

S 

0OO722O48B 

0007230488 

00/07/17 

TOPREP 


8007230479 

6007230470 

00/06/13 

50- 155 

F 

0007220491 

0007220401 

00/01/31 

50-259 

R 

0OO723O4B1 

6007230400 

00/07/ IS 

50-327 

P 

0007220496 

0007280408 

80/07/17 

TOPHEP 


0007230483 

6007230460 

00/07/10 

90-327 

P 

0007880499 

0007220408 

80/07/ 1 7 

TDPREP 


0007230404 

0007230402 

00/07/19 

90-331 

P 

B007220S03 

0007220482 

00/07/17 

TOPREP 


0007230409 

6007230486 

00/07/17 

90-271 

S 

0OO722OS12 

0007220507 

80/07/17 

50-339 

8 

0007230491 

8007230490 

00/07/16 

90-259 

B 

B007220S19 

0007220 510 

80/07/14 

50-346 

P 

0007230497 

6007230493 

00/07/ 17 

90-330 

S 

0007880319 

0007220514 

00/07/17 

50-321 

S 

8007230903 

8007230490 

00/07/16 

90-124 

P 

0007220534 

8007820923 

00/07/15 

50-3 

R 

0007230914 

8007230506 

00/07/16 

50-209 

0 

8007220326 

0007220929 

00/07/ 14 

50-409 

P 

0007230531 

6007330923 

00/07/16 

90-259 

s 

0007280930 

8007820929 

00/07/16 

50-269 

0 

0007230539 

8007230534 

00/07/10 

50-267 

0 

0007880933 

8007220929 

00/07/16 

50-269 

0 

0007230552 

8007330547 

00/07/10 

50-462 

H 

8007220SSO 

8007220943 

79/03/01 

50-250 

R 

BO0723O594 

0OO723OS4B 

80/07/15 

50-267 

0 

0007820598 

8007220953 

80/07/11 

90-320 

F 

0007230555 

8007330943 

00/07/19 

90-267 

S 

8007880972 

B007220957 

60/07/14 

90-237 

8 

6007230964 

6007230549 

60/07/ 1 5 

70-929 


8007820973 

0007220969 

00/07/17 

90-416 

A 

0007230965 

8007330999 

00/07/17 

50-320 

U 

8007820974 

0007220960 

00/07/1 a 

90-327 

8 

0007230966 

6007230997 

00/07/03 

XPORTLIC 


8007820500 

0007220575 

00/07/16 

50-330 

8 

0007230573 

0007230562 

80/07/16 

50-302 

Q 

8007820908 

0007220979 

00/07/22 

90-330 

F 

8007230974 

0007230970 

00/07/17 

90-219 

S 

BOO722OS03 

0007220577 

00/07/16 

SO-249 

8 

0007230991 

0007230987 

00/07/16 

90-390 

S 

0007880593 

0007220507 

00/07/16 

90-304 

S 

0007230601 

0007230997 

80/06/25 

70-2000 


0007880611 

8007220601 

80/07/17 

50-339 

8 

8007230600 

0007230997 

80/06/25 

70-2000 


0007820627 

0007220619 

80/07/11 

50-272 

8 

0007230611 

0007230997 

00/06/25 

70-2000 


0007230006 

0007230002 

00/06/10 

50-496 

Q 

0007230614 

BOO 7 230609 

BO/07/ai 

90-209 

0 

B0O783000B 

0007230009 

80/06/26 

50-244 

0 

8007230617 

0007230609 

80/07/81 

90-269 

0 

0007830009 

0007230005 

00/06/26 

50-244 

Q 

0007230623 

6007230616 

00/07/09 

30-397 

Q 

0007830019 

0007230014 

80/07/02 

70-104 


8007230629 

6007230616 

00/07/09 

50-397 

a 

0007830019 

8007230002 

80/06/10 

50-456 

Q 

8007230630 

6007230626 

60/06/26 

80-320 

H 

0007830021 

8007230010 

00/06/27 

50-277 

F 

8007230632 

8007330616 

80/07/09 

50-397 

Q 

0007830040 

0007230030 

80/07/09 

71-S979 


6007230639 

6007230616 

80/07/09 

a 0-397 

0 

0007830068 

8007230 056 

00/06/30 

70-2375 


8007230652 

0007230635 

80/06/30 

80-275 

A 

0007230066 

0007230059 

80/06/17 

50-341 

Q 

0007230699 

0007230644 

80/07/17 

FOIA 


0OO7S3OO7B 

8007230072 

60/06/ 1 2 

50-350 

Q 

8007230663 

6007330644 

80/07/17 

30-10 

D 

0007230007 

6007230072 

00/06/ 1 2 

50-350 

a 

8007230671 

0007230644 

00/07/17 

90-10 

0 

0007830184 

6007230119 

60/06 / 1 1 

70-371 


8007230670 

0007230644 

80/07/17 

50-10 

0 

0007830137 

8007230130 

60/06/12 

90-209 

Q 

8007230700 

0007230693 

60/06/19 

90-373 

0 

8007830190 

8007230140 

00/07/01 

50-334 

Q 

8007230710 

6007230704 

80/06/19 

50-946 

Q 

8007830197 

8007830140 

00/07/01 

50-334 

0 

8007230721 

0007230719 

80/07/10 

40-0492 


8007230160 

8007230199 

00/07/02 

aA999 


8007230722 

0007230716 

00/07/01 

90-277 

0 

8007830162 

0007230140 

00/07/01 

90-334 

0 

8007230729 

0007230719 

60/07/ 1 0 

40-8452 


8007330164 

8007230142 

00/06/04 

50-269 

0 

8007230730 

0007230716 

80/07/01 

90-277 

0 

8007830 16S 

0007230142 

00/06/04 

S0-2B9 

0 

8007230732 

6007230716 

80/07/01 

90-277 

Cl 

0007830174 

8007230140 

00/07/01 

50-334 

0 

0007230734 

0007230716 

60/07/01 

90-277 

0 

8007830199 

8007220471 

00/07/17 

50-269 

F 

0007230736 

0007230716 

60/07/01 

90-277 

Q 

8007830196 

0007230102 

00/06/27 

50-293 

0 

0007230739 

0007230739 

60/06/12 

CDMMJBBIDN 

8007830208 

0007230102 

00/06/27 

90-293 

0 

0007230791 

0007230745 

00/06/12 

COMMISSION 

8007830209 

0007230102 

00/06/07 

50-293 

0 

6007230796 

0OO723O7B4 

60/06/23 

90-295 

<1 

8007330221 

0007230102 

00/06/27 

90-293 

0 

6007240002 

0007240001 

00/07/ 10 

TOPREP 


8007830234 

0007230224 

00/07/16 

FOIA 


8007240006 

0007240004 

80/06/13 

90-199 

0 

8007230296 

0007230290 

00/07/16 

FOIA 


6007240009 

8007240004 

80/06/13 

50-199 

0 

0007830897 

0007230344 

00/06/20 

90-313 

0 

600724001 1 

0007240007 

60/07/01 

40-0492 


0007830278 

0007230268 

00/06/24 

90-299 

0 

0007240013 

8007240007 

60/07/01 

40-0452 


0007230273 

0007230266 

00/06/23 

90-373 

0 

0007240015 

0007240007 

00/07/01 

40-8452 


0007830276 

0007230260 

00/06/24 

90-299 

Q 

0007240016 

0007240012 

80/06/06 

90-301 

0 

0007830201 

0007230879 

00/07/03 

50-373 

Q 

0007240022 

0007240007 

80/07/01 

40-0452 


8007830207 

0007830888 

00/07/16 

50-206 

Q 

0007240020 

0007240024 

60/07/03 

90-346 

(1 

0007830291 

6007830202 

80/07/16 

50-206 

a 

6007240029 

0007240007 

60/07/01 

40-8492 


0007830298 

8007830270 

00/06/19 

90-496 

0 

6007240034 

0007240027 

60/06/30 

COMMISSION 

8007830895 

0007230802 

00/07/16 

90-206 

Q 

6007240036 

0007240030 

80/06/20 

XPORTHC 


8007830297 

8007230202 

00/07/16 

90-206 

0 

000724004 1 

0007240007 

00/07/01 

40-8452 


8007830303 

0007230296 

00/06/ IB 

50-331 

0 

6007240044 

0007240027 

00/06/30 

COMMISSION 

8007830308 

0007230301 

00/05/30 

90-209 

0 

6007240048 

0007240007 

00/07/01 

40 -0452 


8007830317 

B007230314 

00/06/ia 

50-305 

Q 

6007240050 

0007240027 

80/06/30 

COMMIOBION 

8007830381 

0007230313 

00/07 / 1 9 

90-440 

0 

6007240050 

0007240053 

00/07/16 

50-213 

p 

8007830384 

0007230111 

00/07/01 

50-249 

p 

6007240059 

0007240099 

00/09/20 

XPORTHC 


8007830328 

8007830314 

00/06/ IB 

90-309 

0 

0007240061 

0007240096 

00/06/16 

90-213 

p 

8007830333 

0007230327 

00/06/19 

90-346 

Q 

6007240062 

0007240093 

00/07/16 

90-213 

p 

8007830394 

0007830349 

00/06/24 

71-121 


8007240070 

0007240067 

60/07/16 

50-21.J 

p 

0007830399 

8007830390 

00/06/09 

90-224 

0 

6007240006 

0007240079 

70/06/30 

90-290 < 

I R 

8007230366 

8007230361 

60/06 / 1 1 

90-213 

a 

6007240093 

0007240000 

00/05/28 

90-361 

0 

0007830375 

8007230365 

60/06/19 

90-304 

0 

6007240094 

0007240090 

00/06/20 

71-9607 


0007830379 

8007830371 

60/06/19 

90-10 

0 

0007240102 

0007240090 

80/06/26 

70-1399 


8007830303 

0007230377 

80/06/12 

50-309 

a 

0007240107 

0007240104 

00/07/02 

90-263 

a 

8007830300 

0007830371 

00/06/19 

90-10 

a 

6007240 107 

0007240109 

80/07/16 

90-294 

s 

0007830390 

0007830389 

00/06/09 

90-309 

Q 

6007240110 

0007240106 

60/07/01 

70-1201 


6007830412 

0007230402 

00/06/17 

90-329 

a 

0007240114 

0007240112 

60/07/19 

50-269 

0 

0007830443 

0007230432 

00/07/09 

50-312 

p 

0007240116 

8007240115 

00/07/22 

90-339 

p 



CROSS REFERENCE OF ENCLOSURES TO 
PRINCIPAL DOCUMENTS 


SOB 


ACCESSIOM NUMBER 



PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

DDCUHENT 

I SSUED 

CATECDRY 

8007240123 

8007240119 

80/'07/01 

70-27 


800724012S 

8007240124 

80/07/15 

50-366 

8 

800724012V 

0007240127 

80/07/15 

50-3 

1 

8007240134 

0007240130 

80/07/21 

50-2B5 

8 

8007240135 

0007240132 

80/07/01 

NUREO 


8007840137 

0007240132 

80/07/01 

NUREO 


8007240142 

8007240131 

60/07/11 

50-3B7 

K 

8007240143 

8007240131 

60/07/ 11 

50-387 

K 

80072401SO 

8007240140 

60/07/17 

50-313 

S 

8007240153 

GOO 72401 52 

60/07/ 10 

50-318 

S 

8007240136 

8007240149 

60/07/22 

50-339 

P 

B0072401SV 

0007240149 

60/07/22 

80-339 

P 

B007240161 

0007240149 

60/07/22 

50-339 

P 

8007240166 

0007 2401 49 

60/07/22 

50-339 

P 

B007240167 

6007240165 

60/07/17 

50-366 

S 

Q007240170 

8007240168 

60/06/09 

CONTRACT 


B007240172 

8007240169 

60/07/17 

50-247 

5 

8007240173 

0007240160 

60/06/09 

CONTRACT 


0007840177 

0007240174 

60/07/05 

50-230 

R 

9007240179 

0007240175 

80/07/ 1 5 

71-363 


0007240108 

80072401 63 

80/07/10 

FOIA 


0007240193 

6007240166 

80/07/ 1 5 

71-139 


0007240196 

B0072401B9 

80/07/03 

50-324 

Q 

0007240207 

0007240201 

60/07/ 1 5 

71-6294 


8007240210 

0007240165 

80/06/06 

50-232 

Q 

0007240215 

6007240200 

60/07/15 

71-9044 


0007240217 

0007240212 

60/07/15 

71-9132 


0007240231 

0007240225 

00/07/ J 5 

50-239 

P 

9007240234 

0007240225 

60/07/15 

50-259 

P 

9007240240 

0007240236 

60/06/ 10 

50-338 

a 

8007240242 

0007240230 

60/07/15 

50-277 

p 

8007240247 

0007240224 

60/06/23 

XPORTLIC 


8007240249 

0007240230 

00/07/15 

50-377 

p 

B0072 40251 

0007240230 

00/07/15 

50-277 

p 

S0072 40233 

0007240236 

80/06/10 

50-338 

n 

Ba072402SB 

8007240245 

80/07/16 

40-4337 


B007240259 

0007240255 

60/07/14 

50-298 

p 

B007240263 

0007240261 

00/07/11 

50-230 

0 

B007240264 

6007240252 

80/07/11 

50-321 

0 

B007240266 

0007240261 

00/07/1 1 

50-230 

Cl 

B007240273 

000724026 1 

60/07/1 1 

50-230 

0 

B007240273 

6007240267 

60/06/27 

50-206 

0 

8007240276 

0007240261 

ao/07/n 

50-250 

0 

8007240277 

0007240252 

ao/07/iJ 

50-321 

0 

8007240279 

0007240265 

80/07/00 

S0-51Q 

0 

8007240281 

0007240261 

00/07/11 

50-230 

0 

8007240285 

Q007 240252 

00/07/11 

50-321 

0 

8007240290 

8007240202 

60/06/30 

70-1738 


8007240292 

0007240252 

60/07/11 

50-321 

Q 

8007240293 

0007240265 

60/07/00 

50-510 

a 

8007240299 

0007240291 

B0/07/I7 

50-249 

0 

0007240302 

0007240297 

00/07/10 

50-327 

p 

6007240305 

8007240265 

00/07/00 

50-510 

0 

0007240306 

0007240297 

00/07/10 

50-327 

p 

0007240318 

0007240297 

00/07/10 

50-327 

p 

0007240313 

0007240307 

00/07/10 

50-346 

0 

0007240314 

8007240309 

00/06/26 

50-344 

0 

6007240326 

0007240310 

80/06/20 

50-206 

0 

0007240329 

0007240265 

80/07/00 

50-318 

o 

0007240331 

0007240322 

80/06/11 

70-1257 


8007240337 

0007240330 

80/06/03 

50-490 

0 

0007240340 

6007240220 

79/09/04 

70-1062 


8007240351 

0007240340 

00/07/16 

50-486 

0 

8007240368 

0007240357 

80/07/03 

50-369 

0 

0007240376 

0007240369 

60/06/10 

50-340 

0 

0007240377 

0007240357 

00/07/03 

50-369 

a 

6007240370 

8007240371 

00/07/09 

50-2B9 

H 

000724030? 

8007240303 

00/07/02 

70-2153 


6007240395 

6007240385 

90/06/10 

50-275 

0 

6007240413 

8007240404 

00/07/09 

30-289 

N 

6007240420 

8007240407 

80/06/ 1 8 

50-312 

0 

6007240433 

0007240427 

00/07/15 

50-328 

P 

6057240441 

0007240427 

80/07/15 

50-325 

P 

8007240457 

0007240450 

80/07/09 

71-231 


6007240468 

9007240444 

80/07/15 

30-333 

K 

0007240479 

9007240474 

00/07/21 

roiA 


6007240401 

9007240400 

00/07/10 

COMM 186 ION 

6007240483 

0007240400 

00/07/10 

COMMISBION 

6007240487 

9007240400 

80/07/10 

COMMISSION 

6007240491 

0007240400 

80/07/10 

COMMISSION 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

6007240493 

0007240460 

80/07/10 

COMMISSION 

6007240496 

0007240400 

00/07/10 

COMMISSION 

6007240497 

0007240400 

80/07/10 

COMMISSION 

6007250010 

0007250007 

80/07/02 

COMMISSION 

8007230012 

0OO72SOOO6 

80/06/24 

40-4337 


8007230019 

0007230014 

80/07/11 

lOCFR 


800723 0020 

0007250025 

80/05/20 

COMMISSION 

6007230035 

0007230032 

80/07/00 

30-10 

P 

8007250055 

0007250022 

80/07/22 

FOIA 


B0072S0057 

0007230032 

80/06/10 

QA999 


8007250050 

0007230022 

80/07/22 

POIA 


8007250061 

0007250022 

80/07/22 

FOIA 


8007250067 

0007250062 

80/07/15 

50-320 

H 

8007230082 

0007250079 

80/07/09 

COMMISSION 

8007230085 

6007230079 

80/07/09 

COMMISSION 

0007230009 

0007230079 

80/07/09 

COMMISSION 

0007250095 

8007250032 

80/06/10 

QA999 


0007250096 

8007230008 

00/07/10 

50-360 

0 

0007250096 

8007230079 

00/07/09 

COMMISSION 

6007250100 

8007250052 

00/06/10 

0A999 


8007250101 

0007250079 

00/07/09 

COMMISSION 

6007250105 

0007250079 

80/07/09 

COMMISSION 

0007250109 

0007250052 

80/06/10 

0A999 


0007250114 

0007230079 

80/07/09 

COMMISSION 

BO072SO115 

0007250110 

80/06/11 

71-5957 


B<]072SO117 

0007250111 

80/07/07 

COMMISSION 

BO 07250 U 8 

0007280079 

80/07/09 

COMMISSION 

BO0726O137 

0007250079 

80/07/09 

COMMISSION 

0007250174 

0007230167 

00/07/10 

30-320 

H 

BOO72SO10O 

0007230176 

80/06/04 

8ECV 


00 072501 B9 

0007250104 

00/05/14 

QA999 


B00725021S 

8007250202 

80/07/03 

COMMISSION 

0007250246 

8007280223 

80/07/02 

30-346 

U 

8007250258 

8007230241 

80/07/08 

50-220 

8 

0007250262 

8007230241 

80/07/08 

30-220 

8 

8007250263 

0007230241 

80/07/08 

30-220 

8 

0007250264 

0007250251 

80/07/07 

50-317 

H 

8007250270 

0007250267 

00/06/16 

50-293 

Q 

8007250284 

0007250277 

00/07/02 

50-273 

H 

8007250303 

0007250300 

00/07/15 

50-245 

P 

8007250317 

8007230313 

80/07/03 

50-286 

0 

8007250324 

8007230313 

80/07/21 

50-334 

0 

0007250325 

8007230313 

80/07/03 

50-286 

Q 

6007250329 

8007230313 

80/07/03 

50-286 

0 

B0072SD330 

0007230326 

80/07/22 

50-302 

P 

B0072S0331 

0007250315 

00/07/21 

30-334 

0 

8007250332 

0007250313 

00/07/03 

30-206 

Q 

B0072SD341 

0007250334 

00/07/17 

30-324 

0 

B0072S034B 

0OO72SO34S 

80/07/22 

30-312 

P 

B0072SD3BS 

0007250303 

80/07/24 

30-330 

F 

B007250393 

0007230391 

80/07/11 

30-397 

A 

0007250396 

0007230391 

80/07/11 

50-397 

A 

6007250398 

0007250391 

80/07/ 11 

50-397 

A 

0007250400 

6007250391 

80/07/11 

30-397 

A 

B0072 50402 

0007250391 

80/07/11 

30-397 

A 

8007250403 

0007250391 

80/07/11 

30-397 

A 

8007250405 

0007250404 

00/07/16 

50-309 

P 

8007250410 

0007250409 

00/07/18 

50-336 

8 

8007250412 

0007250411 

80/07/17 

50-366 

8 

6007250416 

0007250414 

00/07/22 

50-327 

B 

0007250425 

8007250421 

00/07/10 

50-298 

R 

0007250433 

80072S042B 

80/07/23 

50-344 

0 

B00725D437 

8007250420 

80/07/23 

50-344 

0 

0007250438 

8007230434 

80/07/22 

50-346 

P 

8007250444 

8007230440 

80/06/04 

PROJ 


6007250452 

8007230446 

80/07/21 

50-289 

0 

80072504 55 

0007230440 

80/07/18 

50-373 

A 

6007250481 

8007250474 

80/07/22 

50-344 

P 

8007250403 

8007280476 

80/07/21 

TQPREP 


8007250494 

8007230406 

00/06/17 

70-820 


8007250499 

0007230436 

00/07/15 

50-327 

s 

0007250502 

0OO72SO4BS 

80/07/24 

50-395 

M 

0007250520 

0007250510 

00/07/21 

50-416 

0 

8007250552 

0007250544 

00/07/22 

50-460 

A 

B0072S0S62 

0007230336 

00/06/09 

CONTRACT 


8007230570 

0007250369 

00/07/02 

CONTRACT 


BOO72SO507 

0007230382 

80/06/26 

0A999 


8007250508 

8007230380 

80/07/ 1 1 

70-23 


0007250509 

0007230382 

80/06/26 

QA999 


0007250592 

0007230582 

80/06/26 

aA999 




CROSS REFERENCE OF ENCLOSURES TO 
PRINCIPAL DOCUMENTS 


ACCESSION 

NUMBER 




ACCESS I DN 

NUMBER 





PRINCIPAL 

DATE 

SUBJECT 



PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

DOCUMENT 

ISSUED 

LATEOOnV 

ENCLOSURE 

DOCUMENT 

ISSUED 

category 

8007SS0994 

6007290902 

BO/06/86 

<3A999 


0007280926 

8007280519 

80/07/17 

50-36b 

S 

8007S50A03 

6007290998 

80/06/30 

50-369 

Q 

6007280527 

8007260520 

ao/o7/oj 

CONTRACT 


6007290607 

8007290998 

80/06/30 

90-369 

0 

0007280936 

6007260523 

80/07/02 

50-329 

H 

6007250621 

800729061 1 

80/09/29 

COMMISSION 

8007280543 

6007200332 

80/07/14 

71-6698 


6007290649 

8007290633 

80/07/07 

50-482 

H 

600728055 1 

6007280531 

60/07/22 

SO-250 

P 

6007260067 

8007280099 

80/06/30 

PR 


8007200953 

0007260545 

60/07/16 

30-344 

S 

6007260060 

8007280071 

00/06/17 

30-333 

0 

60072B05S6 

6007260531 

80/07/22 

50-250 

P 

6007260064 

8007280079 

80/06/25 

ono 


0007260565 

6007260361 

80/07/14 

71-9030 


8007280086 

6007260085 

00/04/29 

QA999 


6007280573 

6007200963 

80/07/16 

SO-344 

S 

8007260113 

8007280107 

00/06/24 

50-244 

P 

8007280978 

6007260571 

00/07/22 

90-346 

s 

6007260116 

0007280106 

80/07/10 

50-320 

H 

8007280580 

8007280575 

00/07/14 

71-9049 


6007260128 

8007280126 

60/07/09 

50-321 

Q 

B007280982 

6007260574 

60/07/16 

50-24 5 

p 

8007260133 

8007260127 

00/07/23 

50-302 

P 

6007280908 

8007280572 

80/ 07 722 

30-321 

S 

6007260136 

6007280129 

80/06/23 

50-320 

H 

B00726D5B9 

8007280563 

80/07/ 23 

50-J46 

s 

6007280137 

6007280132 

80/06/23 

90-490 

Q 

B007260590 

6007280585 

80/07/83 

bO-52B 

K 

6007280140 

6007280130 

80/07/08 

30-289 

0 

6007260592 

8007280584 

80/ 07/02 

50-298 

s 

8007280147 

8007260141 

80/07/07 

SO-367 

R 

B0072B0593 

0007280579 

80/07/02 

50-320 

G 

6007260148 

8007260144 

80/06/20 

50-382 

Q 

8007200598 

B007280S6S 

60/07/23 

50-926 

K 

8007280193 

8007260144 

00/06/20 

90-382 

0 

6007280602 

8007260596 

80/07/21 

50-346 

B 

6007280199 

8007280151 

80/06/30 

71-9979 


8007260606 

6007280399 

60/07/25 

TOPREP 


6007260160 

8007280191 

80/06/30 

71-5979 


80072B061 1 

6007280604 

80/07/24 

50-309 

R 

8007280169 

6007260191 

80/06/30 

71-9979 


80072806 1 7 

8007260610 

80/07/22 

50-333 

S 

8007260170 

6007280162 

80/06/19 

COMMISSION 

6007280610 

S00726U607 

80/07/24 

30-260 

s 

8007280173 

6007280191 

80/06/30 

71-9979 


8007280622 

6007280607 

BO/07/23 

50-346 

s 

8007280177 

6007260191 

80/06/30 

71-9979 


8007280632 

00072Q0624 

00/07/21 

50-31 1 

s 

8007280184 

8007280179 

80/06/06 

70-143 


8007280636 

00072 B0627 

80/07/25 

90-445 

H 

8007280187 

8007260179 

80/06/06 

70-143 


8007280639 

□0072Q0633 

80/07/24 

90-244 

6 

8007260188 

6007260182 

80/07/07 

90-320 

H 

6007280640 

6007260629 

60/07/22 

90-321 

6 

6007280199 

8007280182 

60/07/07 

90-320 

H 

6007200642 

8007260634 

00/07/17 

50-321 

P 

8007260202 

8007280197 

60/07/21 

FOIA 


6007280643 

6007200630 

60/07/82 

no-346 

6 

8007280209 

8007280169 

60/07/09 

90-10 

D 

8007280632 

6007290645 

60/07/16 

90-267 

Q 

8007260209 

80072B0197 

80/07/21 

FOIA 


8007280695 

6007260646 

80/06/30 

50-366 

S 

6007280213 

6007280197 

00/07/21 

FOIA 


0007280659 

6007260656 

00/07/17 

50-409 

0 

8007280229 

8007280220 

80/06/03 

70-27 


8007260669 

6007260662 

80/07/22 

90-333 

S 

6007280226 

6007280222 

00/07/21 

50-368 

P 

6007260672 

9007200656 

60/07/17 

50 409 

0 

8007260236 

8007280234 

00/07/09 

CONTRACT 


6007260674 

0007260665 

80/07/21 

90-305 

a 

6007260246 

8007280242 

80/06/16 

90-3 54 

0 

8007280676 

0007280664 

80/07/16 

50-317 

3 

6007260249 

6007260229 

60/07/11 

50-333 

P 

0007260677 

0007260656 

00/07/17 

90-409 

0 

8007280291 

6007260229 

60/07/11 

50-333 

P 

8007260680 

6007280676 

60/07/10 

90-321 

(T 

8007260292 

6007280248 

60/07/11 

50-293 

Q 

8007280684 

9007280656 

60/07/17 

90-409 

0 

6007280299 

8007280229 

00/07/11 

90-333 

P 

8007280605 

6007280679 

60/07/22 

50-105 

3 

6007280296 

8007260248 

80/07/11 

50-293 

Q 

0007200606 

6007230676 

60/07/10 

50-32$ 

R 

8007280298 

8007280248 

00/07/11 

50-293 

0 

8007200686 

6007280661 

60/07/17 

50-373 

0 

8007280262 

6007280248 

00/07/n 

50-293 

0 

6007260690 

0007280662 

60/07/22 

50-321 

3 

6007260279 

8007260272 

00/07/16 

FOIA 


B00720069I 

0007280656 

60/07/17 

90-409 

0 

6007260327 

6007280320 

00/06/19 

70-1319 


6007260692 

6007200678 

60/07/10 

50-321 

R 

8007260366 

8007280360 

00/07/07 

XPDRTLIC 


6007260696 

8007200656 

80/07/17 

50-409 

Q 

6007280362 

8007280376 

80/07/21 

50-206 

B 

6007280703 

6007200698 

60/07/14 

71-9053 


6007280366 

8007280384 

80/0^/22 

90-270 

P 

6007260717 

6007260712 

00/06/09 

CONTRACT 


8007280390 

8007280364 

00/07/22 

90-270 

P 

6007260720 

9007260718 

60/07/21 

71-4986 


8007280396 

8007280391 

00/07/16 

90-206 

8 

8007200725 

0007260722 

80/06/12 

CllMrtiaaiDN 

6007280400 

6007280399 

00/07/22 

90-339 

P 

8007280728 

6007260724 

00/06/17 

50-468 

0 

8007280403 

8007280397 

60/07/07 

XPDRTLIC 


6007280729 

6007260722 

00/06/12 

COMMISSION 

8007280404 

6007280391 

60/07/16 

90-206 

S 

80072 B 0730 

B0072607?4 

60/06/17 

90-462 

0 

8007280408 

6007280401 

60/06/17 

90-293 

Q 

8007280737 

8007260733 

80/07/09 

70-1100 


8007280416 

0007200416 

80/07/09 

90-270 

Q 

6007280743 

0007260733 

80/07/09 

70-1100 


8007280421 

6007280416 

80/07/09 

90-270 

0 

8007280746 

6007200733 

60/07/09 

70-1100 


6007260429 

8007280416 

80/07/09 

90-270 

0 

6007260766 

6007260762 

ao/07/ai 

71-9060 


8007280430 

8007280427 

00/07/22 

90-270 

P 

0007260773 

0007200771 

60/07/ 22 

71-9119 


6007280439 

8007280429 

00/07/17 

50-346 

Q 

6007280779 

80072607/6 

60/07/83 

71-6387 


8007280438 

0007280437 

80/07/15 

50-269 

P 

8007290003 

6007290001 

□0/07/1 1 

70-1 100 


8007280443 

8007280442 

80/07/16 

90-272 

P 

6007290009 

B007290002 

80/06/17 

aecv 


6007280446 

6007280449 

80/07/22 

30-321 

8 

600729001 1 

6007290008 

60/07/21 

71-6568 


6007280449 

6007280446 

80/07/17 

90-321 

8 

0007290012 

BO 07290002 

80/06/17 

6ECY 


8007280493 

6007260491 

80/07/10 

90-317 

8 

6007290017 

6007290013 

80/07/07 

50-402 

Q 

8007280499 

8007260450 

80/07/03 

90-366 

6 

6007290016 

6007290016 

80/0// 16 

71-9010 


8007280497 

0007280494 

60/06/23 

90-37 

Q 

6007290029 

0007290028 

80/06/02 

SECY 


8007280463 

6007280461 

80/07/24 

90-286 

1 

8007290039 

8007290031 

00/07/16 

90-209 

II 

8007260467 

8007280492 

80/07/16 

90-298 

P 

6007290036 

6007290034 

60/07/21 

90-463 

A 

6007280468 

8007280460 

60/07/09 

90-299 

Q 

6007290042 

600/290039 

80/07/14 

PROJ 


0007280474 

6007280470 

60/07/01 

90-269 

P 

6007290045 

0007290041 

60/07/16 

StatP Prog 

8007280479 

8007280460 

80/07/09 

90-259 

Q 

0007290090 

6007290041 

60/07/16 

RtAte PTog 

8007260478 

8007280460 

80/07/09 

90-259 

Q 

6007290091 

9007290047 

00/06/17 

90-320 

H 

6007260484 

6007280460 

80/07/09 

50-299 

Q 

6007290056 

9007290059 

00/07/17 

M16C 


8007280487 

8007280479 

80/07/19 

90-894 

A 

8007290065 

9007290060 

80/07/16 

State Prog 

6007260499 

8007280479 

80/07/19 

90-894 

A 

8007290067 

6007290064 

60/06/16 

90-320 

H 

8007280911 

8007280904 

00/07/16 

50-313 

a 

8007290083 

9007290072 

80/07/16 

70-143 


6007260912 

8007260909 

80/07/14 

90-366 

S 

8007290199 

9007290176 

80/05/30 

50-244 

a 

8007280913 

6007280907 

00/07/2) 

50-400 

R 

0007290237 

9007290231 

80/06/20 

40-6102 


6007280924 

8007280919 

80/07/22 

90-333 

8 

800729024 4 

9007290231 

00/06/20 

40-8102 
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0007290253 

8007290236 

80/06/27 

50-312 

H 

0007290254 

8007290245 

00/07/03 

50-482 

S 

B0072902S2 

8007290277 

80/05/01 

71-6717 

0007290287 

8007290275 

00/06/24 

50-327 

G 

6007290296 

0007290275 

00/06/24 

50-327 

0 

0007290321 

B 007290307 

BO/06/06 

C1A999 


8007290337 

8007290327 

00/06/05 

0A999 


6007290359 

6007290347 

80/06/12 

COMMISSION 

6007290361 

6007290344 

80/06/16 

50-439 

Q 

6007290360 

B00729033B 

80/07/21 

QA999 


6007290370 

8007290338 

BO/07/21 

QA999 


6007290300 

6007290369 

80/06/ 1 9 

S0-3T5 

Q 

6007290392 

6007290330 

ao/07/ai 

QA999 


6007290393 

8007290305 

80/06/20 

50-364 

0 

8007290401 

8007290395 

□0/06/20 

50-269 

0 

6007290404 

8007290400 

80/06/17 

30-390 

0 

6007290410 

0007290406 

80/06/20 

37-47 


8007290414 

0007290409 

80/06/16 

50-424 

0 

8007290432 

0007290422 

80/06/23 

30-566 

0 

6007290439 

8007290433 

80/07/08 

90-302 

0 

6007290452 

8007290446 

00/07/03 

XPORTLIC 

6007290467 

8007290460 

80/07/11 

KP0R7LIC 

6007290470 

8007270463 

00/06/ 10 

PftOJ 


6007290475 

0007290460 

eO/07/25 

90-138 

R 

6007290477 

0007290474 

80/06/06 

OA999 


8007290481 

□007290474 

80/06/06 

06999 


6007290467 

8007290474 

60/06/06 

QA999 


6007290492 

8007290474 

80/06/06 

0A999 


8007290497 

0007290474 

60/06/06 

04999 


6007290504 

0007290474 

80/06/06 

04999 


6007290600 

0007290506 

80/07/22 

90-320 

s 

8007290616 

8007290614 

00/07/23 

50-255 

B 

6007290627 

8007290626 

80/07/24 

SO-398 

F 

B007290639 

8007290636 

80/07/22 

50-337 

B 

6007290640 

8007280635 

80/07/24 

50-207 

8 

8007290656 

3007290649 

80/07/25 

30-337 

8 

8007290659 

9007290646 

00/07/18 

30-327 

9 

8007290664 

8007290657 

00/07/10 

30-259 

0 

8007290672 

8007290665 

00/07/22 

S0-32T 

0 

6007290673 

8007290662 

00/07 /as 

50-327 

0 

800729067/ 

0007290669 

00/07/24 

50-203 

8 

6007290661 

0007290675 

□0/07/25 

50-327 

0 

□007290667 

0007290678 

80/07/07 

50-454 

K 

8007290693 

8007290605 

00/07/24 

30-337 

0 

8007290702 

8007290695 

00/07/24 

30-396 

B 

0007390707 

8007290701 

00/07/22 

50-329 

A 

0007290710 

8007270699 

00/07/18 

50-272 

R 

0007290711 

0007290604 

00/07/23 

90-3J 1 

0 

80072907 IS 

8007290708 

00/07/25 

50-327 

S 

8007290726 

8007290780 

□0/07/22 

50-360 

8 

8007290729 

8007290710 

00/07/23 

30-272 

S 

0007290744 

8007890737 

80/07/25 

30-299 

□ 

8007290770 

8007890762 

00/07/23 

50-327 

8 

0007290777 

0007290774 

80/07/23 

90-434 

F 

8007290782 

8007290771 

80/07/09 

ORO 


0007290600 

0007290790 

00/07/10 

30-327 

a 

8007290603 

B0072 90701 

00/07/85 

ORO 


8007290605 

B0072 90799 

80/07/24 

50-889 

n 

8007290809 

8007290701 

80/07/25 

ORO 


□0072906 1 7 

800729001 1 

00/07/10 

50-330 

0 

6007290618 

0007290810 

00/07/22 

90-337 

8 

6007290827 

0007290022 

00/07/21 

90-337 

8 

6007290829 

B007290020 

80/07/10 

90-396 

8 

6007290830 

B007290824 

B0/07/8S 

90-370 

8 

6007290831 

8007290023 

00/07/25 

50-333 

8 

G007390Q32 

8007290029 

00/07/25 

SO-9I4 

F 

8007290033 

8007290026 

00/07/33 

50-335 

8 

8007290035 

000729002 5 

80/07/25 

30-514 

F 

8007290043 

0007290838 

00/07/22 

S0-J3EI 

8 

8007290844 

8007290837 

00/07/33 

S0-P7a 

8 

S0072908S3 

8007290846 

00/06/19 

50-328 

0 

6007290662 

9007290356 

00/06/11 

QA999 


0007290871 

8007290869 

00/07/21 

30-254 

0 

8007290073 

9007290069 

00/07/21 

30-254 

0 

0007290070 

8007290B74 

80/07/10 

30-303 

p 

0007290931 

8007290929 

00/07/11 

71-360 


0007290934 

8007290932 

00/07/14 

71-370 


0007300007 

0007300005 

00/07/10 

DRO 


0007300012 

8007300010 

00/07/16 

90-320 

H 

8007300040 

8007300030 

00/07/11 

90-94 

0 


ACCESSION NUMBER 



PniNI I PAL 

DATE 

ilUDUECI 

ENCLOSURE 
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ISSUED 

cMEoonv 






8007300040 

0007300046 

00/06/13 

40-0749 


0007300051 

6007300046 

00/06/13 

40-0749 


8007300090 

0007300046 

80/06/13 

40' 0749 


8007300063 

0007300046 

80/06/13 

40- 0745 


0007300074 

600/300060 

80/05/06 

ciiwiiffjiinM 

B 007300094 

0007300082 

00/07/16 

70-1431 


8007300103 

0007300082 

60/07/16 

70-140 


0007300127 

8007300123 

00/07/26 

90-J0V 


8007300136 

0007300132 

00/06/29 

50-331 

n 

6007300143 

0007300130 

00/06/29 

90-494 

a 

6007300157 

0007300191 

00/06/24 

90-401 

a 

6007300164 

8007300160 

00/06/24 

90- 4 01 


6007300169 

□007300160 

00/06/24 

50-401 


8007300170 

0007300173 

00/07/17 

QA999 


8007300162 

0007300173 

00/07/17 

0A99V 


6007300100 

8007300173 

00/07/17 

0A9‘I9 


6007300192 

8007300173 

00/07/17 

QA999 


6007300194 

0007300173 

00/07/17 

0A999 


6007300198 

0007300173 

00/07/17 

QA999 


8007300289 

0007300279 

00/06/10 

40-89') 


6007300209 

0007300288 

00/06/30 

40-899 


8007300291 

8007300284 

60/07/2 I 

50-859 

p- 

8007300299 

0007300293 

60/07/00 

90 :i44 

0 

8007300304 

0007300300 

80/06/26 

90-:ia9 

0 

8007300309 

0007300307 

00/06/23 

90 86-1 

0 

6007300314 

0007300310 

60/06/04 

0A999 


0007300315 

0007300308 

00/07/31 

0A999 


0007300310 

0007300313 

00/07/03 

90 :)6I 

a 

□007300321 

0007300317 

00/06/13 

90 :)34 


0007300329 

0007300320 

00/07/82 

90-313 

0 

8007300320 

8007300326 

00/06/13 

90-819 

0 

8007300331 

B007300324 

00/07/14 

90-813 

p 

8007300339 

6007300329 

80/07/83 

80 3t;l 

a 

0007300338 

0007300324 

80/07/14 

90 '31 3 

p 

0007300342 

0007300324 

80/07/14 

90-213 

H 

0007300343 

0007300339 

00/07/09 

90-306 

0 

8007300353 

0007300349 

00/06/12 

90-313 

2 

8007300354 

6007300349 

00/06/12 

90-315 

0 

8007300376 

0007300374 

00/07/86 

90 'Oa; 

» 

8007300377 

8007300372 

BO/07/03 

90-923 

0 

8007300300 

8007300383 

00/07/34 

90-354 

(1 

8007300390 

0007300301 

80/07/30 

90-86* 

0 

8007300399 

0007300391 

00/07/00 

90-303 

0 

8007300490 

0007300481 

00/07/33 

90 '344 

0 

8007300494 

60073004 81 

00/07/23 

90-344 

0 

8007300498 

0007300489 

00/07/16 

90-237 

a 

8007300900 

0007300481 

60/07/23 

90-344 

a 

8007300506 

8007300481 

80/07/23 

SO .144 

e 

800730050B 

8007000409 

00/07/16 

90-837 

« 

8007300506 

0007300469 

80/07/16 

90-837 

a 

0007300913 

0007300392 

60/07/34 

90-:i3l 

6 

0007300514 

0007300911 

80/07/89 

90-402 

A 

8007300917 

□007300511 

00/07/29 

90-402 

A 

8007300520 

0007300511 

00/07/39 

90-402 

A 

8007300921 

000730091 1 

00/07/29 

90-408 

A 

8007300922 

800730091 1 

00/07/89 

90-408 

A 

8007300934 

800730091 1 

00/07/89 

90 >408 

A 

8007300539 

0007300918 

80/07/09 

90-344 

a 

6007300926 

0007300911 

00/07/89 

90-4QS 

A 

6007300930 

0007300911 

00/07/89 

90 408 

A 

6007300529 

0007300911 

00/07/89 

90-402 

A 

6007300933 

0007300511 

00/07/89 

90-4112 

A 

8007300934 

6007300911 

00/07/29 

90-4112 

A 

6007300939 

8007300911 

00/07/89 

90-4(12 

A 

8007300936 

800730091 1 

00/07/89 

90-402 

A 

6007300930 

000/30091 1 

00/07/29 

90-402 

A 

0007300939 

000730091 1 

80/07/29 

90 -402 

A 

8007300940 

0007300911 

00/07/89 

90-408 

A 

0007300943 

0007300911 

80/07/89 

90-402 

A 

8007300943 

0007300911 

00/07/89 

90-402 

A 

8007300946 

0007300911 

00/07/89 

90 >402 

A 

8007300947 

□00730091 1 

00/07/89 

50 4 02 

A 

8007300949 

000730091 1 

00/07/29 

90-402 

A 

8007300991 

800730091 1 

00/07/39 

90-402 

A 

8007300954 

0007300911 

00/07/39 

90 -402 

A 

8007300996 

0007300911 

80/07/29 

50 -4W 

A 

8007300999 

000730091 1 

00/07/39 

90 402 

A 

8007300960 

0007300997 

00/04/16 

40-0727 


6007300562 

000730091 1 

00/07/29 

90 4172 

A 

8007300964 

800730091 1 

00/07/89 

90-4172 

4 


CROSS REFERENCE OF ENCLOSURES TO 
PRINCIPAL DOCUMENTS 
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ACCESSION NUMBER ACCESSION NUMBER 



PRINCIPAL 

DATE 

SUBJECT 



PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

DOCUMENT 

ISSUED 

CATEODRV 

ENCLOSURE 

DOCUMENT 

ISSUED 

CATCSORY 


60073009 

6007300911 

BO/07/29 

50-462 

A 

B00731O3IO 

8007310285 

80/07/25 

50-320 

P 

60073009 &a 

BOO 730 OS 11 

BO/07/29 

90-462 

A 

6007310316 

Q007310304 

80/06/30 

90-266 

0 

0007300970 

8007300511 

B0/07/39 

90-462 

A 

800731 0339 

300731 032 J 

80/07/29 

90-327 

P 

6007300980 

8007300576 

BQ/06/S3 

90-321 

Q 

6007310327 

800731 0321 

80/07/10 

90-279 

8 

6007300981 

8007300979 

60/07/ 11 

CONTRACT 


8007310339 

8007310335 

80/06/30 

90-299 

Q 

9007300989 

8007300574 

00/06/37 

90-254 

0 

8007310341 

0007310340 

00/07/21 

90-289 

F 

8007300987 

8007300964 

00/07/02 

50-390 

A 

B00731035I 

600731 0344 

BO/06/23 

90-299 

a 

0007300890 

6007300577 

00/07/10 

CONTRACT 


8007310365 

0007310361 

00/06/19 

90-249 

<3 

8007300994 

0007300589 

00/06/17 

50-918 

Q 

8007310366 

6007310363 

00/06/23 

90-461 

Q 

6007300996 

6007300999 

BO/06/27 

CONTRACT 


8007310367 

6007310363 

00/06/23 

90-461 

8 

0007300604 

8007300601 

aO/06/29 

50-346 

a 

8007310374 

8007310300 

00/07/25 

90-364 

Q 

6007300606 

8007300601 

00/06/35 

90-346 

Q 

0007310301 

0007310379 

00/07/20 

50-269 

P 

000731 0010 

8007310006 

80/07/01 

CONTRACT 


©007310382 

8007310379 

00/07/25 

50-269 

P 

6007310019 

8007310013 

80/07/11 

71-173 


B0073 10307 

6007310366 

80/05/ 19 

90-329 

A 

6007310039 

8007310022 

80/07/10 

90-10 

H 

9007310405 

8007310403 

80/07/ I 1 

50-196 

R 

6007310099 

8007310052 

80/06/36 

50-372 

0 

0007310417 

8007310414 

80/07/08 

90-277 

R 

6007310063 

8007310061 

80/06/36 

50-277 

0 

8007310418 

8007310410 

80/07/ 1 7 

90-312 

8 

8007310073 

0007310069 

80/07/01 

KPORTLIC 


9007310420 

0007310414 

00/07/08 

50-277 

R 

8007310116 

6007310104 

80/07/08 

50-272 

Q 

9007310425 

8007310432 

80/07/22 

90-159 

J 

8007310134 

8007310104 

80/07/08 

60-272 

Q 

9007310430 

0007310426 

00/07/29 

50-286 

S 

6007310131 

8007310104 

80/07/06 

50-272 

Q 

6007310437 

8007310433 

80/07/21 

90-J44 

S 

6007310168 

8007310163 

80/06/36 

50-268 

0 

9007310443 

8007310434 

80/07/24 

50-409 

I 

8007310176 

8007310174 

80/06/10 

0A999 


8007310445 

8007310441 

80/07/07 

PR 


B007310179 

8007310174 

80/06/10 

04999 


9007310469 

8007310467 

00/07/28 

50-320 

0 

6007310182 

8007310174 

80/06/10 

0A999 


6007310489 

BD073C04B1 

00/07/22 

70-2478 


8007310186 

6007310174 

00/06/10 

QA999 


8007310406 

8007310480 

00/07/ 1 0 

80-249 

Q 

8007310189 

6007310174 

80/06/10 

0A999 


800731 0490 

0OO73IO4B9 

00/07/18 

XPORTLIC 


8007310199 

0007310174 

80/06/10 

0A999 


8007310492 

8007310483 

00/07/24 

FOIA 


8007310330 

6007310213 

00/07/31 

90-309 

Q 

8007310495 

B007310491 

00/07/16 

90-270 

Q 

8007310233 

6007310219 

80/07/17 

90-331 

P 

8007310496 

8007310481 

00/07/22 

70-2470 


8007310233 

8007310213 

80/07/21 

50-399 

0 

8007310500 

8007310497 

80/07/15 

WASTE MOT 

600731 0236 

8007310319 

80/07/17 

80-331 

P 

6007310501 

8007310491 

80/07/16 

50-270 

8 

6007310338 

8007310212 

80/07/21 

90-399 

0 

80073 10503 

8007310481 

80/07/22 

FOIA 


6007310239 

80073 102 IS 

80/07/17 

50-331 

p 

8007310504 

8007310499 

80/06/18 

90-247 

8 

6007310339 

8007310213 

80/07/21 

50-399 

a 

8007310506 

8007310481 

00/07/22 

FOIA 


6007310249 

8007310240 

80/06/33 

50-416 

Q 

8007310510 

8007310507 

aO/06/27 

80-299 

Q 

6007310247 

8007310332 

80/07/24 

FOIA 


Q00731091 5 

B007310507 

80/06/27 

90-299 

Q 

8007310390 

8007310232 

80/07/24 

FOIA 


0007310916 

8007310509 

00/07/11 

80-520 

Q 

8007310260 

6007310332 

00/07/24 

FOIA 


8007310928 

8007310526 

60/07/24 

50-282 

H 

8007310369 

6007310298 

80/07/24 

FOIA 


0007310929 

600731092] 

00/07/25 

90-329 

0 

8007310366 

8007310233 

00/07/24 

FOIA 


8007310533 

8007310530 

80/07/22 

50-3/3 

8 

8007310367 

8007310261 

80/07/11 

50-309 

Q 

6007310539 

8007310532 

00/07/24 

90-159 

M 

6007310369 

8007310290 

80/07/24 

FOIA 


8007310536 

6007310534 

80/07/22 

•J0-J46 

Q 

0007310370 

8007310332 

80/07/24 

FOIA 


8007310949 

8007310344 

00/07/22 

FOIA 


6007310304 

8007310270 

80/07/29 

50-319 

0 






6007310386 

8007310261 

80/07/11 

90-352 

0 






6007310387 

8007310279 

00/07/14 

90-321 

0 






6007310393 

800731 0289 

00/07/11 

50-394 

8 






8007310301 

6007310294 

00/07/02 

50-312 

0 






6007310302 

8007310297 

00/07/11 

50-462 

S 
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APPENDIX A 


DEFINITIONS OF DOCKET 50 CATEGORIES 

A. APPLICATION/CONSTRUCTION STAGE DOCUMENTS AND CORRESPONDENCE 

This category follows the application from submission to the day preceding the issuance of an oper- 
ating license. It includes all correspondence and documents with substantive technical content that 
do not fall into other specific categories. Included are: 

1. Application for construction permit. 

2. General Information submitted with construction permit application. 

3. Amendments and changes to items 1 and 2. 

4. NRC questions, requests for additional information, and applicant responses. 

5. Correspondence and documents relating to unresolved design and construction issues. 

6. Meeting announcements and summaries of meeting discussions on issues of item 5. 

7. Correspondence regarding the Preliminary Safety Analysis Report (PSAR). 

8. Information on laws and changes in regulations or policy that affect the status of the appli- 
cation (NEPA, Water Quality Improvement Act, Water Pollution Control Act, etc.). 

9. Construction Permit, amendments, and correspondence relating to the construction permit. 

10. Scheduling of license application submission or review. 

11. Environmental review information. 

12. Application for operating license. 

13. General Information submitted with operating license application. 

14. Amendments and changes to items 12 and 13. 

15. Correspondence regarding the Final Safety Analysis Repoit (FSAR). 

16. Correspondence and documentation on generic technical matters highliglited by an event at 
anotlier facility which may affect the subject facility; not covered by an IE Bulletin. 

17. Reports of site visits. 

18. Backup teclmical documents (e.g., topical reports) submitted in support of the application. 

B. UTILITY PRELIMINARY SAFETY ANALYSIS REPORT (PSAR) AND AMENDMENTS 

This category is strictly limited to the items listed below. All related correspondence is filed in 
Category A. 

1. Preliminary Safety Analysis Report (PSAR) submitted by utility (formerly called Hazards 
Summary Report or Safety Analysis Report). 

2. Amendments and changes to the PSAR. 


513 


3. Transmittal and acknowledgement letters. 

4, Certificates of service to the PSAR, 

C. UTILITY ENVIRONMENTAL REPORT (ER), AMENDMENTS AND CORRESPONDENCE 

This category is strictly limited to the items listed below. Other environmental documents and 
coircspondencc are filed in Categoiies A, D, M, P or R. 

1. Eiivironmentpl Report (ER) submitted by the utility. 

2. Amendments and supplements to the ER. 

3. Tiansmittal and acknowledgement letters. 

4. Information on scheduling of submittal or review of ER. 

5. NRC questions, requests for additional information, and applicant responses. 

6. Federal register notices citing the availability of items I and 2. 

7. Correspondence relating to the review of ER, 

8. Meeting announcements or reports of meetings where the primary subject of discussion is the 

ER, 

D. NRC DRAFT AND FINAL ENVIRONMENTAL (IMPACT) STATEMENTS (DBS AND FES), 
SUPPLEMENTS AND CORRESPONDENCE 

This category is strictly limited to the items listed below. Other cnvii on mental documents and 
correspondence arc in categoiies A, C, M, P or R. 

1. Draft and Final Environmental (Impact) Statements (DBS and FES) prepaied by the NRC. 

2. Supplements to the DES and FES. 

3. Correspondence relating to the DES and FES, 

4. Comments from other federal, state and local government agencies, 

5. Transmittal and acknowledgement letters. 

6. Documents related to NRC review of environmental issues or of ER obtained for purposes of 
writing the environmental statements, 

7. Backup technical documents submitted in connection with above. 

8. Federal register notice citing availability of items 1 and 2. 

9. Site visits to obtain information for DES or FES, 

10. Meeting announcements or reports of meetings where the primary subject of discussion is the 
DES or FES. 

E. NRC SAFETY EVALUATION REPORT (SER), SUPPLEMENTS AND CORRESPONDENCE 

Tills category is strictly limited to tlie items listed below. Other documents dealing with safety 
related issues are filed in categories A, P or W, depending on the phase of the licensing process. 


514 



1. Safety Evaluation Repoit (SER) prejaareci by the NRC (formerly called NRC-AEC Hazard 
Analysis Report). 

2. Supplements to SER. 

3. Correspondence relating to SER. 

4. Fedeial register notices citing availability of items 1 and 2. 

5. Information on scliethiling of SER submittals and review. 

6. Requests for additional information for use in preparing SER; responses to such requests. 

7. Meeting announcements or reports of meetings where the primary subject of discussion is the 

SER. 

8. Transmittal and acknowledgement letters. 

F. SECURITY, MEDICAL, EMERGENCY AND FIRE PROTECTION PLANS 

All plans in this category are individual submissions. Information submitted as part of the PSAR 
or FSAR is excluded. 

1. Fire Hazard Protection Plan and surveys. 

2. Plant evacuation coirespondence. 

3. Safeguards Contingency Plans. 

4. Review of Health Physics Progiain. 

5. Correspondence relating to aforementioned plans. 

6. Supplements, changes and revisions to plans. 

G. LEGAL AND ADJUDICATORY CORRESPONDENCE 

This category contains all non-antUrust legal and adjudicatory documentation, except for transcripts, 
briefings and testimony, which are filed in category T. 

1. Atomic Safely and Licensing Boaid (ASLB) and Atomic Safety and Licensing Appeal Board 
(ASLAB) hearing related documents. 

2. Federal legister notices regarding hearings. 

3. Requests to make appearances at hearings, 

4. Motions, briefs, arguments, statements and related correspondence filed by participants for 
hearings. 

5. Transmittal of supporting documents (e.g„ SER, FES) to the boards. 

6. Correspondence to and from intervenors. 

7. Board orders and decisions. 

8. Petitions for Commission action. 

9. Legal filings and Commission orders and decisions resulting from item 8. 
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H. GENERAL CORRESPONDENCE 


This category includes documents with little or no bearing on the status of the application or license. 
Items that have no substantive technical content or meaning for the status of the license or applica- 
tion are included. 

1. Change of addres.s notifications, 

2. Changes in structure of organization. 

3. Changes in service lists 

4. NRC requests to applicant for additional copies of documents. 

5. Correspondence from the public requesting information about the facility and NRC lesponses. 

6. Correspondence on strictly administrative matters. 

7. Letters of support, concern or opposition to the facility. 

8. Correspondence regarding the Local Public Document Rooms (LPDRs). 

9. Professional qualification statements not pertaining to tlie liearing process. 

I. FINANCIAL INFORMATION 

This category contains all financial information except that submitted as part of the application or 
its amendments or relating to the imposition of civil penalties, 

1. Company annual reports. 

2. Separately submitted financial information and related correspondence. 

J. INSURANCE AND INDEMNITY INFORMATION 

1. Indemnity agreements and amendments. 

2. Endorsements insurance policies. 

3. Other correspondence regarding indemnity and insurance matters. 

K. UTILITY FINAL SAFETY ANALYSIS REPORT (FSAR) AND AMENDMENTS 

This category is strictly limited to the items listed below. All related correspondence falls in category 
A or P. 

1. Final Safety Analysis Report (FSAR) (formerly called Final Hazards Summary Report), 

2. Amendments and changes to tlie FSAR, 

3. Federal register notices citing availability of items 1 and 2. 

4. Transmittal and acknowledgement letters. 

5. Certificates of service to tlie FSAR. 
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L. LIMITED WORK AUTHORIZATION (LWA) AND RELATED CORRESPONDENCE 

This category is limited to documents pertaining to Limited Work Authorizations (LWA) whereby 
applicants can carry out limited site preparation and construction prior to the granting of a con- 
struction permit. 

1 Limited Work Authorizations (LWA) and amendments. 

2 . Correspondence pertaining to work performed under LWA’s, 

M. ANTITRUST REVIEW AND ANTITRUST CORRESPONDENCE 

1. Document submitted as part of the applications for a construction permit and operating license 
entitled “Information Requested by the Attorney General for Antitrust Review”. 

2. Correspondence where the primary topic of discussion is antitrust matters. 

3. All antitrust proceeding related documents except for hearing transcripts, testimony and brief- 
ings, which are filed in category N. 

N. ANTITRUST HEARING TRANSCRIPTS, TESTIMONY AND BRIEFINGS 

This category contains word-for-word transcripts of hearings, testimony and briefings in antitrust 
matters. Related correspondence falls in category M. 


0. ADVISORY COMMITTEE ON REACTOR SAFEGUARDS (ACRS) REPORTS AND 
CORRESPONDENCE 

1. Correspondence and letter reports relating to Advisory Committee on Reactor Safeguards 
(ACRS) reviews. 

2. Correspondence from ACRS. 

3. Announcement of ACRS meetings. 

4. Transmittal and acknowledgement letters. 

5. ACRS reports. 

6 . Statements and written testimony by ACRS members or presented by individuals at ACRS 
proceedings. 

7. Minutes at ACRS Subcommittee Meetings. 

P OPERATING LICENSE STAGE DOCUMENTS AND CORRESPONDENCE 

This file assumes the position of the Application/Construction Stage (category A) file for general 
technical items dated from the issuance of the operating license to the application for termination 
of the license. 

1. Operating license, amendments, proposed amendments, changes and related correspondence. 

2. Technical specifications and changes. 
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3, Backup tec!iiiical documents (e.g., topical reports) submitted in support of items 1 and 2. 

4, Federal register notices citing availability of items 1 and 2. 

5, Correspondence regaiding the Final Safety Analysis Report (FSAR). 

6 All genera! technical correspondence, meeting announcements or meeting suinniaiies relating 
to technical specifications, the operating license or technical issues arising after the issuance 
of the operating license. 

7. Correspondence regarding codes (eg., ASME), regulations, laws or changes in policy that may 
affect plant opeiation or bear on tlie operating license 

8. Information on the Standard Review Plan (SIP). 

9. Results of surveys or tests conducted in accordance with the technical specifications (not 
periodic reports, which fall in category R). 

10. Correspondence relating to NRC’s Systematic Evaluation Program (SEP). 

1 1 Owner’s group meeting announcements and reports. 

12. Quality assurance information. 

13. Environmental matters (technical). 

14. Emergency core cooling system documents. 

15. Radioactive waste information, 

16. Correspondence regarding expansion of spent fuel stoiage pool. 

17. Start-up test reports. 

18. Correspondence and documentation on generic technical matters highlighted by an event at 
another facility which may affect the subject facility; not covered by an IE Bulletin. 

19. Reports of site visits. 

Q. 

1 . 

2 . 

3. 

4. 

5. 

6 . 

7. 

8 . 


INSPECTION REPORTS; IE BULLETINS, CIRCULARS AND INFORMATION NOTICES’ 
CIVIL PENALTIES AND RELATED CORRESPONDENCE 

Inspection reports. 

NoHcef Regulatory Operations (RO) Dulletins), Circulars and Information 

Responses by appheant to IE correspondence. 

Applicant’s determination of proprietary nature of inspection reports. 

Letters concerning areas of noncompliance. 

Pre-service and in-service inspections and procedures. 

Correspondence and orders relating to imposition and payment of civil penalties, including 
Notification of Significant Enforcement Actions (EN’s). 

Any correspondence relating to inspection and enforcements that does not specifically relate 
to incidents or events as defined in category S. 
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R. PERIODIC OPERATING REPORTS AND RELATED CORRESPONDENCE 

This category includes periodic reports of a routine nature. 

1. Monthly, semiannual, or annual operating reports (other than financial). 

2. Periodic environmental monitoring, effluent testing, or similar reports. 

3. Peiiodic peisonnel exposure reports. 

4. Operational Logbooks: 

Logbooks on Environmental Data 
Logbooks on Radiological Data 
Operations Log on Plant Systems Core 
Plant Status Summary Sheets. 

5. Correspondence or other documents relating to the above listed items. 

S. REPORTABLE OCCURRENCES, PNO’S, PNS’S AND RELATED CORRESPONDENCE 

This category contains all materials relating to abnormal, unusual, reportable or nonroutine occur- 
rences or events. This includes: 

1. All 24-hour, 10-day, 30-day, interim and final Licensee Event Reports (LER’s) and follow-up 
correspondence (also called incident reports, abnormal occurrence reports and reportable 
occurrences). 

2. Potential or possible reportable deficiency reports and related correspondence. 

3. Personnel exposure reports. 

4. Construction deficiency reports submitted under 10 CFR 50.55e, 

5. Preliminary Notification of Occurrence (PNO*s) and Preliminary Notification of Safeguards 
Events (PN’s). 

6. Environmental Technical Specifications violation reports and Environmental Event reports. 

7. Part 21 Reports of defects and noncompliance. 

8. Correspondence or other documents relating to items 1-7. 

T. TRANSCRIPTS, TESTIMONY AND BRIEFINGS ON NON-ANTITRUST MATTERS 

This category contains all word-for-word transcripts, except for antitrust matters (category N), 
testimony and briefings, and congressional matters (category U). 

1. Atomic Safety and Licensing Board (ASLB) and Atomic Safety and Licensing Appeal Board 
(ASLAB) transcripts. 

2. Testimony and statements submitted to ASLB and ASLAB. 

3. Commission meeting transcripts. 

4. NRC staff briefings to tlie Commission, 

5. Statements and written testimony submitted at Commission meeting or hearings. 

6. Transcripts of utility briefs to NRC staff. 

7. Advisory Committee on Reactor Safeguards (ACRS) meeting transcripts. 
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8. Corrections to above items. 


U. CONGRESSIONAL/EXECUTIVE CORRESPONDENCE 

This category contains correspondence on substantive matters. Routine responses to constituent 
inquiries are filed in category H. 

1. Statements and testimony before Congress or before bodies/committees appointed by the 
Executive or Legislative Branches. 

2. Preparatory and backup documents for item 1. 

3. Correspondence to and from NRC Office of Congressionai Affairs, Congress and the Executive 
Brancii on other than constituent response matters. 

V. LICENSING OPERATORS AND RELATED CORRESPONDENCE 

1. Operator licenses or administrative information bearing on licensing of operators. 

2. NRC examination results. 

3. Power plant examination summary sJieet. 

W. DECOMMISSIONING STAGE DOCUMENTS AND CORRESPONDENCE 

Tliis file assumes the position of the Operating License Stage (category P) file for general technical 
items from tlie application for termination of the operating license onward. 

1. Application for autiiority to voluntarily surrender license. 

2. Application to dismantle the facility and dispose of component parts, 

3. Technical documents submitted in support of items 1 and 2, such as: Decommissioning Plan, 
Dismantling Plan, Environmental Report on Dismantling, Safety Analysis Repoit on Decom- 
missioning. 

4. Documents relating to disposal of radioactive material and decontamination of tlie site. 

5. Other correspondence relating to above items. 

6. All documentation relating to the ongoing operation of the plan, formerly filed in category P. 
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APPENDIX B 


DEFINITIONS OF NONDOCKETED CATEGORIES 


lOCFR — Commission Meeting Records 

This categoiy contains documentation pertaining to open and closed Commission meetings. It 

includes: 

1. Sunshine Act Fedeial Register notices. 

2. Full, wiitten explanation of closed meetings. 

3. Certification of General Counsel on closed meetings. 

4. Commission Determination Statements regarding tlie public disclosure of transcripts of 
Commission meetings. 

5. Verbatim unofficial and official transcripts or portions of transcripts of open and closed 
Commission meetings made publicly available in accordance with provisions of lOCFR Part 9, 
the Sunshine Act, and Commission policies. 

6. Enclosures to released transcripts, including applicable viewgraphs, staff papers, and staff 
coriespondence. 

7. Staff requirements memoranda for open meetings; memoranda to record; record of votes of 
Commissioners on items under consideration at meetings. 


ACRS — Advisory Committee on Reactor Safeguards 

This category contains documentation pertaining to the responsibilities of the Advisory Committee 
on Reactor Safeguards. ACRS serves as an independent advisory committee to the Commission in 
safety^related areas. The committee provides advice with respect to the liazards of new or exist- 
ing nuclear facilities and the adequacy of related safety standards. The documents in this category 
are: 

1. Verbatim transcripts of ACRS subcommittee and full committee meetings relating to facility 
license applications and safety-related matters. 

2. ACRS meeting announcements; description of meeting agendas, 

3. ACRS-generated reports, memoranda and correspondence that are publicly available. 

4. ACRS consultant reports, comments and related correspondence. 

5. ACRS and NRC technical correspondence pertaining to safety matters under review by the 
Advisory Committee on Reactor Safeguards. 


COMMISSION ~ NRC Commissioners 

This category contains documentation pertaining to the daily conduct of Commission business in 
the Office of the Commissioners, including: 

1. Incoming and outgoing correspondence to and from the Commissioners relating to official 
NRC business, including reports and other enclosures. 


521 



2. Travel voiiciieis, telephone logs and official appointment caleiidais of individual Coninussioneis. 

3. Weekly Information Reports (SECY series numbei) piepaied by the Executive Diiccloi foi^ 
Operations (EDO) for the Commissioners, pioviding a sumniaiy of key events and items ot 
interest undertaken by individual staff and program offices. 

NOTE' For transcripts of Commission meetings, see lOCFR category. Foi all othei staff papei;. 
with a SECY series designation prepared foi Commission leview, see SECY catcgoiy. 


CONTRACT — NRC Contracts and Modifications 

This category contains documentation peitaining to AEC and NRC contracts and Intei agency 
Agreements, including; 

1. Notifications of issuance of request for proposal (RFP) and invitations foi bid (IFB), 

2. Solicitations (RFP or IFB) issued by the NRC. 

3. Notifications of contract execution, specifying contract number, project title, contiactoi 
name, contract type, funding, and period of perfoimance, 

4. Contractual documents and contract modifications, if any. 


DISCLOSURE “ Financial Disclosure Information 

This category contains financial disclosure information in accordance with the Ethics in Goveinment 
Act of 1978. 


FOIA - Freedom of Information Act Requests and Releases 

This category contains requests for agency records and records released in accordance with the 

orovisions of the Freedom of Information Act (FOIA). Documents in this category include: 

1, Requests made by any member of the public (assigned an identifying number YY-NNN 
for last two digits of the year— numerical sequence) for NRC records made in accordance 
with the provisions of the Freedom of Information Act. 

2, Coriespondence between the NRC and the requester relevant to the processing, appeal, 
denial or granting of an FOIA request. 

3, Records or portions of recoids released in response to specific requests made undei FOIA, 


GEN TECH IS — Generic Technical Issues 

Tliis category contains records pertaining to unresolved safety issues of a generic nature that are 
being analyzed by the Division of Nuclear Reactor Regulation. 

1, Draft reports of action plans to accomplish generic tasks in the regulatory program, 

2. Correspondence with industry and internal correspondence regarding the methodologies, 
analyses, and programmatic and teclinical aspects of issues. 
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3. Meeting notifications and imnutes. 

4. Interim findings and status leports on generic tasks addressing related aspects of generic 
technical issues. 


I&E — Inspection and Enforcement 


This categoiy contains bulletins, circulais and information notices that are issued by the Office of 
Inspection and Enforcement. These issuances describe particular events that occur at a facility 
that may lequiie some follow-up action on the part of licensees. Also included in this category 
are preliminary notifications of events (PNOs). 

1. I&.E Circulars, which describe an event at a licensed facility and are informational in nature. 

2. I&E Information Notices, which are similar to circulars but are preliminary in nature and 
issued shortly after an event has occurred. 

3. I&E Bulletins, which describe an event at a licensed facility and request all recipients to 
perform certain actions as a result of tliis event. 

4. Preliminary Notifications of Events (PNOs), which provide updated information of an event 
of safety or public interest significance. 


NOTE: For letters forwarding the above issuances, utility responses to such issuances, and 
related correspondence, see Category Q of individual docket categories. 


MISC — Public Document Room Miscellaneous 

This category contains documents that do not fall into the scope of the other non docketed 
categories. 

NUREG - NUREG Reports and Related Correspondence 

Tliese documents are formal reports issued by the U.S. Nuclear Regulatory Commission which 
carry the NUREG series code and correspondence pertaining to those reports. NUREG reports 
arc accounts of woik performed either by the NRC staff or by NRC conlractois. 

1. These reports are normally final work products and are characterized by the following criteria: 

a. They are predecisional documents which present information to be considered in 
Commission licensing and policy decisions. 

b. They present the results of Commission licensing and policy decisions. 

c. They present the results of technical research conducted for the Commission. 

2. Correspondence from industry, government and interested members of the public commenting 
on reports or requesting clarification or interpretation. 

3. Internal NRC memoranda summarizing meetings or discussions pertaining to the content of 
the reports. 


523 



ORG — Correspondence witli Other Organizations 

ThivS category contains correspondence witii professional organizations and associations, records 
other than Regulatory Guides that pertain to the activities of NRC’s Office of Standards Develop- 
ment; and emergency petitions not assigned Petition for Rulemaking (PRM) numbers that request 
the Commission to take immediate action on some issue. Included are’ 

I Meeting summaries and technical correspondence between NRC and professional associations 
and international bodies, such as the Atomic Industrial Forum and the International Atomic 
Energy Agency. 

2. Correspondence between NRC’s Office of Standards Development and other government 
agencies in which both parties have joint regulatory responsibility; c.g., EPA has authoiity 
to control all radioactive pollutants emitted into the air. 

3. Internal memoranda, correspondence between NRC and Congress, and other technical cor- 
respondence dealing with the role and activities of the Office of Standards Development. 

4. Statements, motions, orders and correspondence dealing with emergency petitions filed by 
parties on such topics as fire protection and re-analysis of the capacity of operating U.S. 
plants to withstand earthquakes. 

NOTE: For Regulatory Guides and comments to Regulatory Guides issued by the NRC Office 
of Standards Development, see the REGGD category. 

For petitions for rule makings filed by the public to amend, rescind or change an NRC 
regulation, see the PRM category. 


PR — Proposed Rule 


This category contains records dealing with NRC staff proposals to adopt, amend or repeal a 
Commission regulation. Proposed Rules (PRs) are normally the result of a Commission deter- 
mination that sufficient grounds exist for it to proceed with a petition for change in an NRC 
regulation (PRM) filed by an outside party or person. The documents in this category are: 

1, Federal Register notices stating the terms or substance of the proposed rule or a specification 
of the subject and issues involved. 

2. Text of the Proposed Rule (PR). 

3., Comments, statements, information, opinions or arguments on the proposed change to a part 
of the Code of Federal Regulations, Title 10. 

4. Requests from the nucleai industry, organizations and other parties for written interpretations 
of the PR. 


PRM - Petition for Rulemaking 

This category contains records dealing with petitions filed with the Commission by an outside 
party to issue, amend or rescind an NRC regulation. Included are: 

1. Petitions filed by any interested person or party to issue, amend or rescind an NRC 
regulation. 

2. Federal Register cause notices of the filing of the petition. 
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3. Correspondence between NRC and the petitioner regarding the status and substance of the 
petition, 

4. Comments from the nuclear industry, professional associations, public interest groups and 
others in favor of or in opposition to the PRM. 


NOTE For staff recommendations to the Commissioners on whether the PRM should be denied 
or issued as a Proposed Rule, see the SECY category. 

For Commission review of staff recommendations, see the lOCFR category. 

PROJ - Projects— Predocket Licensing 

This category contains records pertaining to two classes of projects: (1) commercial nuclear power 
plants for wliich NRC has full licensing responsibilities; and (2) govcrnment-owned reactors for which 
NRC provides technical expertise and occasional review. Both classes are identified with a “P” 
prefix, followed by a series of numbers. 

1. *'Pre-docketed” commercial nuclear power plants 

Tills categoiy contains all documentation up until the time that the NRC considers the appli- 
cation and the Preliminary Safety Analysis Report (PSAR) is submitted by the utility for staff 
review. The unit is then assigned a docket number, and transferred to the Docket 50 category, 

These documents are grouped together in categories, designated by alphabetic characters. These are 
the same categories as those used for tlie Docket 50 series. 

A. Application/Construction Stage 

1. Application submitted by the utility. 

2. Meeting notices, summaries and correspondence discussing the completeness and 
adequacy of the PSAR. 

3. Applicant’s Quality Assurance Manual. 

4. Early site review information. 

5. Backup technical documents submitted in support of the application. 

6. Early site visits. 

B. Utility PSAR and Amendments 

1. PSARs submitted by the utility. 

2. Amendments and changes to tlie PSAR. 

3. Transmittal letters. 

4. Letters acknowledging receipt of tlie PSAR. 

G. Adjudicatory Correspondence 

1. Motions, briefs, orders, et al pertaining to pre-hearing conferences, if any. 

M. Antitrust Correspondence 

1. Submittals and related material pertaining to the .antitrust review. 
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Q. Inspection Reports 

1, Inspection reports of tlie applicant’s quality assurance program. 

2, Notices of deviations. 

3, Foliow-up correspondence resolving deviations cited. 

2. Government-owned reactors 

Meeting summaries and technical correspondence between NRC and other government technical per- 
sonnel related to test reactors, critical experiments, and DOD reactors on navy ships and other 
sites. 


PT21 — NoncompUance Reports and Related Correspondence 

Deficiency reports are performed in compliance with Part 21 of Title 10 of the Code of Federal 
Regulations and include: 

1. Reports by firms involved In the nuclear industry concerning noncompliance with NRC regu- 
lations or tlie existence of defects which could create a substantial safety hazard. 

2. Correspondence pertaining to the NRC review of reports to assess the possibility of generic 
defects. 

3. NRC inspection reports of defects cited. 

4. Correspondence specifying appropriate follow-up actions taken by the Agency. 


QA999 — Quality Assiurance Inspections 

This category contains inspection reports of vendors’ quality assurance programs and follow-up 
correspondence. Each vendor facility is assigned a docket number and is part of the QA999 series. 

Vendors are defined here as companies, both U.S. and I'oreign, that are engaged in the design or the 
manufacture of nuclear components for plants licensed by NRC. QA comprises all tliose planned 
and systematic actions necessary to provide adequate confidence that a structure, system or com- 
ponent being nianufaclured will perform satisfactorily once it is pul in service, The controlling 
criteria are 10 CFR Part 50, Appendix B, vendor QA topical reports, and the PSAR and FSAR 
submitted by utilities for specific facilities. Documents in this category include: 

1. NRC inspection reports, conducted on a quarterly or semi-annual basis, of vendor sites. Inspec- 
tions may cover the design, fabrication, construction and testing of structural systems and 
components. 

2. Notices of deviations. 

3. Vendor corrective actions and other follow-up correspondence associated with the resolution 
of inspection findings. 


REGGD ~ Regulatory Guides 

This category contains new and revised regulatory guides issued by the Commission and related cor- 
respondence. These guides describe for the industry and the public methods acceptable to the NRC 
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staff for implementing specific parts of tl\e NRC’s regulations. They also delineate techniques used 

by the staff in evaluating specific problems or postulated accidents, or provide guidance to appli- 
cants. Included are. 

1. Federal Register notices announcing the issuance and availability of a proposed regulatory 
guide. 

2. Revised or newly issued Regulatory Guides. 

3. NRC value/impact assessment and industry codes, when applicable, that pertain to the issuance 
of a specific Regulatory Guide. 

4. Comments submitted by the nuclear industry and interested members of the public regarding 
a proposed Regulatory Guide, 

5. Summaiy of meetings licid in the NRC to discuss pioposed Regulatory Guides. 

NOTE. For documentation pertaining to other work products and activities of the NRC Office 
of Standards Development, see the Organization category. 


RES - Research and Teclinical Assistance Reports 

This category contains reports, generally of an interim nature, submitted by NRC contractors pro- 
viding research and technical assistance to tlic Commission. It also includes clociiiiientation per- 
taining to research activities of the Commission. Included are; 

1. Project desciiption documents. 

2. Letter reports of accomplishments and data reports; for example, 

a. model documentation reports 

b. code documentation reports 

c. code verification reports 

3. Pre-test prediction reports. 

4. “Quick look” reports, 

5. Informal experimental data reports and post-irradiation examination analyses. 

6. Conceptual design desciiptions. 

7. Letter reports of foreign travel and site visits by contractors. 

8. Letter, montlily, quarterly, interim or annual status or progress reports on other research 
projects contracted for by the NRC. 

9. Meeting summaries and correspondence dealing with technical matters relating to rescarcli 
and technical assistance contracts. 

10. Staff Research Information Letters (RILs) transmitting the documented results from com- 
pleted research programs. 

NOTE: For final reports of research conducted by contractors, see also NUREG reports. 


REVIEW GRP - NRC Research Review Groups 

Tills category contains records pd/taining to tiie activities of NRC Research Review Groups. Such 
groups provide a broad base of technical expertise to aid management in reviewing research in 
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defined teclinical areas. They review and comment on research plans and predicted results of 
major experiments, the validity and applicability of research results, the possible redirection o resear 
projects, new research projects, and priorities within the technical areas covered by the research 
review group. Documents in this category are: 

1. Agendas for quarterly review group meetings. 

2. Summary minutes of review group meetings representing views expressed, including dissenting 
views. 

3. Research plans and predicted results of major experiments; presentations by research contractors. 

4. Comments on meetings from attendees, including representatives from contractors, universities, 
vendors and other agencies. 

5. InternaJ memoranda relating to topics under discussion. 


RM - Rulemakings 

This category contains records pertaining to public hearings held on proposed changes (PRs) to the 
Commission's regulations. Hearings are instituted at the discretion of the Commission based on 
the importance and the magnitude of the subject under consideration. Documents in this category 
include. 

1. Designations of the presiding officer and any special directions for the conduct of the hearing. 

2. Notifications of hearing board meetings, 

3. Petitions, motions, testimony and statements submitted by parties to the hearings. 

4. Hearing board orders and rulings. 

5. Technical reports submitted as evidence in the proceeding. 

6. Reports, if any, of the special board to the Commission regarding a rulemaking proceeding. 


SECY ~ Position Papers Before the Commission 

This category consists of staff papers prepared for the information or approval of the Commis- 
sioners which are assigned a SECY report series code. Included are: 

], Commission Action papers, which normally include alternatives and recommendations by the 
staff on a given issue and require Commission action. 

2. Consent Calendar items and Policy Session items. 

NOTE: For Weekly Information Reports prepared by EDO to the Commissioners providing a 
summary of key events and items of interest undertaken by staff and program offices, 
see the NRC Commissioners category. 


STATE PROG - State Programs 

This category contains records that pertain to the Commission’s activities and interaction with State 
governments. Areas covered include: (1) the State Agreements Program, whereby States may assume 
certain of the NRC’s regulatory authority over nuclear materials; (2) the Agency’s role in assisting 
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State and local governments in planning responses to radiological emergencies; and (3) a wide range 
of liaison and cooperative activities regarding such functions as licensing and siting. It includes: 

1 . Correspondence between and among NRC Office of State Programs and State officials, 
mostly State liaison officers, regarding: 

a. cooperative programs in such teclinical areas as radiation control, emergency response 
planning to radiological incidents, water quality and transportation surveillance. 

b. technical assistance to Agreement States In reviewing applications, compliance actions, 
developing regulations, and other areas. 

2. Agendas, repoits and transcripts of regional workshops and training programs on current 
matters of policy and regulations ;i.e. decommissioning and facility siting. 

3. State Legislative Reports. 

4. Agreement State licensing Statistics Reports. 

NOTE: For specific uranium milling and mining projects in which the Agency is providing technical 
assistance to States, see the Projects category. 


TOPREP ” Vendor Reports and Related Correspondence 

Tills category contains topical reports, generally of a technical generic nature, submitted by 
vendors, and correspondence pertaining to the NRC review of these reports. General vendor 
related correspondence that is not docket specific is also included in this category. 

1 . Topical reports, dealing with such technical matters as specifications, testing and safety 
submitted by architect, enginceis and other vendors, 

2. Revisions, modifications and amendments to topical reports, 

3. Correspondence between NRC and vendors pertaining to the review of submittals. 

4. Meeting agendas, summaries, minutes and correspondence pertinent to vendor activities, 
programs, methodologies and design criteria. 

NOTE: For reports submitted by utilities that are writt’en by vendors on their behalf and that 
relate to docketed cases, see the categories for the Docket 50 series. 


WASTE MGT ~ Nuclear Waste Management 

This' category is topical in nature and contains records dealing with the activities of the NRC 
Division of Waste Management. Each topic has been assigned a number, with the scries designated 
by a WM prefix. These documents deal primarily with NRC’s interaction with DOE and Us future 
role in licensing and regulating DOE facilities designed for the disposal of luglidevel waste in 
geologic repositories. This category will be enlarged later to include records dealing with low-lcvel 
waste issues and tasks. The documents in this category are: 

1. Meeting agenda and minutes of DOE/NRC meetings in which DOE presents information on 
their geological exploration program to identify sites for nuclear waste repositories. 

2. Briefings by DOE on research being conducted on spent fuel storage and nuclear waste 
management. 


529 



3, Correspondence pertaining to NEC’s advisory role in providing DOE with technical assistance 
in the Waste Isolation Pilot Plan (WlPPj for burial of defense wastes. 

4. NRC draft staff guides for developing positions on the content and format of environmental 
reports for geological repositories. 


XPORTLIC - Export and Import Licenses 

Tins category contains records relating to the issuance of licenses to export or import nuclear 

facilities and materials. Included are: 

1. License applications and amendments to export or import special nuclear material, source 
material, byproduct material, reactors, nuclear facility components or reactor materials. 

2. Correspondence between NRC and applicant or licensee pertaining to the review or status 
of a pending application or license amendment, 

3. Commission letters requesting Executive Branch views, 

4. Review and findings of the Executive Branch on whether issuance of a license would be 
inimical to U.S. common defense and security. 

5. Correspondence from foreign governments, international organizations, and members of the 
public. 

6. Staff position papers (SEC\ series code) prepared for Commissioners review of import or 
export licenses. 

7. Filings pursuant to hearing requests or intervention petitions, if any, 

8. Hearing records and decisions. 

9. Memoranda from the Office of the Secretary to the Executive Director for Operations 
regarding the Commission decision on issuance of a proposed license. 

10. Licenses, license amendments and license renewals for types specified in item 1. 

NOTE: For transcripts of Commission meetings and papers submitted for Commissioner 
consideration or information, see lOCFR category. 
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